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LIST  OF  PROPRIETARY  SUBSTANCES  AND  NONFOOD  COMPOUNDS 

Listings  Effective  as  of  January  1,  1996 

INTRODUCTION 

This  publication  lists  proprietary  substances  used  in  the  preparation  of  product 
and  nonfood  compounds  used  in  the  plant  environment  which  are  authorized  by  Product 
Assessment  Division  (PAD),  Regulatory  Programs,  Food  Safety  and  Inspection  Service 
(FSIS),  for  use  in  slaughtering  and  processing  plants  operating  under  the  U.S. 
Department  of  Agriculture  poultry,  meat,  rabbit,  shell  egg  grading,  and  egg  products 
inspection  programs.  Authorized  substances  and  compounds  are  separated  into  a 
two-part  listing.  Part  I  includes  substances  used  in  the  preparation  of  meat, 
poultry,  and  rabbit  products.  Part  II  lists  nonfood  compounds  used  in  the  plant 
environment . 

The  U.S.  Department  of  Commerce,  National  Marine  Fisheries  Service,  recognizes  this 
publication  as  an  official  list  of  nonfood  compounds  accepted  for  use  in  plants 
operating  under  the  U.S.  Department  of  Commerce,  Fishery  Products  Inspection  Program. 

THIS  LIST  IS  FJTFX^TTVE  AS  OF  JANUARY  1,  1996 

Proprietary  substances  and  compounds  authorized  by  letters  from  the  PAD  after  issue  of 
this  publication  are  also  acceptable. 

Definitions 

1.  The  term  "substance  used  in  the  preparation  of  product"  means  any  substance  the 
intended  use  of  which  results  or  may  reasonably  be  expected  to  result,  directly  or 
indirectly,  in  its  becoming  a  component  or  otherwise  affecting  the  characteristics  of 
any  meat,  poultry,  or  rabbit  product  produced  under  FSIS  inspection. 

2.  The  term  "nonfood  compound"  means  any  agent  proposed  for  use  in  a  federally 
inspected  plant  but  not  expected  to  become  a  component  of  a  meat,  poultry,  rabbit,  or 
egg  product. 

3.  The  term  "proprietary"  refers  to  any  substance  or  compound  all  of  the  ingredients 
of  which  are  not  listed  by  common  or  chemical  name  on  the  containers  or  other  means  by 
which  the  substance  or  compound  is  identified. 

4.  The  term  "generic"  refers  to  any  substance  or  compound  which  is  not  proprietary 
as  that  word  is  defined  in  this  publication. 


Substances  and  Coinpounds  Which  Require  Evaluation 

Listed  Substances  and  Compounds 

Proprietary  substances  classified  in  the  categories  described  in  Part  I  and 
nonfood  compounds  classified  in  the  categories  described  in  Part  II  of  this 
publication  require  evaluation  by  PAD  prior  to  use  in  plants  operating  under  the 
USDA  poultry,  meat,  rabbit,  shell  egg  grading,  and  egg  products  inspection  programs. 
Letters  indicating  acceptability  of  the  substances  and  compounds  are  issued  to 
suppliers  by  PAD.  Copies  of  the  letters  must  be  supplied  to  Federal  inspectors  as 
proof  of  authorization  until  the  substances  and  compounds  appear  in  the  subsequent 
revision  of  this  publication.  Unless  otherwise  stated  on  pages  I-iv  and  II-viii  of 
this  publication,  once  a  substance  or  compound  appears  in  the  publication,  the 
letters  are  no  longer  valid  as  proof  of  authorization. 

Packaging  Materials  and  Other  Resinous  or  Polymeric  Materials  Which  May  Be  Evaluated 

There  is  no  requirement  for  prior  approval  by  PAD  for  packaging  materials  or  other 
resinous  or  polymeric  materials  such  as  aprons  and  gloves  used  in  processing  or 
handling  meat  and  poultry.  However,  the  Meat  and  Poultry  Inspection  Program  may 
disallow  the  use  of  such  materials  if  there  is  reason  to  doubt  their  chemical 
acceptability.  PAD  is  responsible  for  evaluating  the  chemical  acceptability  of 
packaging  materials  and  other  resinous  or  polymeric  materials  used  in  processing  meat 
and  poultry  that  are  questioned  by  the  Program. 

Procedures  for  Obtaining  Acceptance 

1.  Antifoaming  agents;  marking  agents;  rendering  agents;  refining  agents;  release 
agents;  denaturants;  food  processing  chemicals  such  as  scald  media,  tripe  processing 
agents,  and  fruit  and  vegetable  washing  agents;  and  other  proprietary  substances  used 
in  the  preparation  of  product  unless  otherwise  stated  on  pages  iv-vi  of  this 
publication. 

Send  requests  for  such  evaluation  to: 

Compounds  and  Packaging  Branch 

Product  Assessment  Division 

U.S.  Department  of  Agriculture,  FSIS 

Building  306,  BARC-East 

Beltsville,  MD  20705 

Telephone:  (301)  504-8566 

Proprietary  substances  to  be  evaluated  may  be  submitted  by  letter  from  the 
manufacturers  of  such  substances.  The  letter  must  include: 

a.  The  brand  name  or  other  means  by  which  the  substance  is  identified. 

b.  The  complete  chemical  composition. 

c.  The  intended  use  of  the  substance. 

d.  One  label,  stencil  copy,  or  other  means  by  which  the  substance  is  identified 
must  accompany  the  letter.  If  the  substance  is  intended  as  a  hog  scald 
agent,  poultry  scald  agent,  or  tripe  processing  agent,  the  label  must  include 
a  qualitative  statement  of  ingredients. 


ii 


When  the  manufacturer  and  distributor  are  not  the  same,  the  distributor  must  submit 
the  following  in  addition  to  any  information  requested  from  the  manufacturer: 

a.  A  letter  from  the  distributor  relating  his  substance  to  that  of  the 
manufacturer . 

b.  One  label  or  stencil  copy  of  the  substance  as  distributed  by  him.  If  the 
substance  is  intended  as  a  hog  scald  agent,  poultry  scald  agent,  or  tripe 
processing  agent,  the  label  must  include  a  qualitative  statement  of 
ingredients . 

2.  Maintenance  and  cleaning  chemicals;  sanitizing  and  pesticide  chemicals;  shell  egg 
cleaning,  defoaming,  destaining,  and  sanitizing  compounds;  and  other  nonfood  compounds 
unless  otherwise  stated  on  pages  vi  and  vii  of  this  publication. 

Send  requests  for  such  evaluation  to: 

Compounds  and  Packaging  Branch 

Product  Assessment  Division 

U.S.  Department  of  Agriculture,  FSIS 

Building  306,  BARC-East 

Beltsville,  MD  20705 

Telephone:  (301)  504-8566 

All  nonfood  compounds  to  be  evaluated  by  the  Compounds  and  Packaging  Branch  must  be 
submitted  using  the  appropriate  application  form.  A  description  of  the  forms  and 
their  use  is  provided  in  Section  4.1  of  the  "Guidelines  For  Obtaining  Authorization 
of  Compounds  To  Be  Used  in  Meat  and  Poultry  Plants."  Obtain  copies  of  the 
"Guidelines"  and  blank  forms  from  the  Compounds  and  Packaging  Branch. 

3.  Substances  or  compounds  proposed  for  uses  other  than  those  previously  specified. 

The  evaluation  of  such  preparations  is  not  the  responsibility  of  PAD,  nor  can  it  be 
performed  by  that  Division. 

Generic  Substances  Which  Do  Not  Require  Evaluation 

The  generic  substances  referred  to  in  this  section  will  not  be  listed  in  this 
publication.  They  may  be  used  under  the  conditions  described  in  the  following 
paragraphs  without  being  evaluated  or  authorized  by  PAD.  All  substances  should  be 
enclosed  in  sanitary  containers  bearing  name  and  address  of  manufacturers  or  other 
qualifying  phrase  such  as  "manufactured  for,"  "packed  for,"  or  "distributed  by,"  if 
the  substance  is  marketed  by  a  firm  other  than  the  manufacturer.  All  substances 
listed  in  CFR  Title  9,  Sections  318.7(c)(4)  and  381.147  and  other  non-meat  or 
non-poultry  items  used  in  the  preparation  of  products  must  be  food  grade  types.  They 
should  be  identified  as  "Food  Grade"  or  "FCC"  (Food  Chemical  Codex)  on  their 
containers,  or  be  accompanied  by  a  supplier's  letter  of  guaranty.  The  guaranty  is 
referenced  in  Part  18.20  of  the  Meat  and  Poultry  Inspection  Manual.  All  substances 
must  be  used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not 
result  in  the  adulteration  of  food  products. 

1 .  Denaturants . 

Denaturants  formulated  and  labeled  according  to  the  following  subparagraphs  require  no 
authorization  by  PAD  prior  to  their  designated  use. 

Preparations  consisting  only  of  the  substances  listed  below  may  be  used  for  denaturing 
carcasses,  parts  thereof,  meat  and  meat  food  products  (other  than  rendered  animal  fat) 
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condemned  for  pathology  and  intended  for  disposal  only  as  tankage.  The  denaturant 
must  be  deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to 
prevent  its  use  for  food  purposes.  The  container  label  must  identify  all  ingredients 
present. 

Crude  carbolic  acid  A  formula  consisting  of: 

Cresylic  disinfectant  1  part  FD&C  Green  No.  3, 

40  parts  oil  of  citronella, 
40  parts  liquid  detergent, 
and  40  parts  water. 

Preparations  consisting  only  of  the  substances  listed  below  may  be  used  for  denaturing 
carcasses,  parts  thereof,  meat  and  meat  food  products  intended  for  disposal  for 
purposes  other  than  human  food.  Preparations  marketed  as  aqueous  solutions  may  also 
contain  chemical  preservatives  and/or  emulsifying  agents  regulated  under  the  Food 
Additive  Regulations  (CFR  Title  21,  Parts  172,  182  &  184).  The  denaturant  must  be 
deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent 
its  use  as  human  food.  The  container  label  must  identify  all  ingredients  present. 

Charcoal  (finely  powdered)        FD&C  Blue  No.  2 
FD&C  Blue  No.  1  FD&C  Green  No.  3 

Preparations  consisting  only  of  substances  listed  below  may  be  used  for  denaturing 
poultry  and  poultry  products  condemned  for  pathology  and  intended  for  disposal  only 
as  tankage.  The  denaturant  must  be  deposited  in  all  portions  of  the  carcass  or 
product  to  the  extent  necessary  to  prevent  its  use  for  food  purposes.  The  container 
label  must  identify  all  ingredients  present. 

Crude  carbolic  acid  Phenolic  disinfectants  conforming 

Fuel  oil  to  commercial  standards  CS  70-41 

Kerosene  or  CS  71-41 
Used  crankcase  oil 

Preparations  consisting  only  of  substances  listed  below  may  be  used  for  denaturing 
poultry  and  poultry  products  intended  for  disposal  for  purposes  other  than  human  food. 
Preparations  marketed  as  aqueous  solutions  may  also  contain  chemical  preservatives 
and/or  emulsifying  agents  regulated  under  the  Food  Additive  Regulations  (CFR  Title  21, 
Parts  172,  182  &  184).  The  denaturant  must  be  deposited  in  all  portions  of  the 
carcass  or  product  to  the  extent  necessary  to  prevent  its  use  as  human  food.  The 
container  label  must  identify  all  ingredients  present. 

FD&C  Blue  No.  1  FD&C  Red  No.  3 

FD&C  Blue  No.  2  FD&C  Red  No.  40 

FD&C  Green  No.  3  Ultramarine  Blue 

Denaturants  including  ingredients  other  than  those  listed  in  the  preceding 
paragraphs,  or  those  identified  only  by  proprietary  name,  must  be  submitted  to  the 
Compounds  and  Packaging  Branch  for  evaluation  according  to  the  procedures  for 
obtaining  authorization  provided  in  this  publication. 

2.  Refining  Agents. 

Refining  agents  formulated  and  labeled  according  to  the  following  subparagraphs 
require  no  authorization  by  PAD  prior  to  their  designated  use.  Preparations 
consisting  only  of  acetic  acid  or  sodium  bicarbonate  (bicarbonate  of  soda)  may  be  used 
to  separate  fatty  acids  and  glycerol  in  rendered  fats  in  amounts  sufficient  for 
purpose.  The  substances  must  be  eliminated  during  the  process  of  manufacturing.  The 
container  label  must  identify  all  ingredients  present. 
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Preparations  consisting  only  of  the  substances  listed  below  may  be  used  in  refining 
animal  fats  in  amounts  sufficient  for  purpose.  The  substances  must  be  eliminated 
during  the  process  of  manufacturing.  The  container  label  must  identify  all 
ingredients  present. 

Carbon  (purified  charcoal)  Caustic  soda  (sodium  hydroxide) 

Diatomaceous  earth  Fuller's  earth 

Sodium  carbonate  Tannic  acid 

3.  Rendering  Agents. 

Preparations  consisting  only  of  tricalcium  phosphate  and/or  trisodium  phosphate  may  be 
used  to  aid  in  rendering  animal  fats  in  amounts  sufficient  for  purpose  without 
authorization  by  PAD.  The  container  label  must  identify  all  ingredients  present. 

4.  Antifoaming  Agents. 

Preparations  consisting  only  of  dimethylpolysiloxane  (methyl  polysilicone)  may  be  used 
to  retard  foaming  in  soups  and  rendered  fats  (10  ppm)  and  curing  pickle  (50  ppm) 
without  authorization  by  PAD.  The  container  label  must  identify  all  ingredients 
present. 

5.  Anticoagulants,  antioxidants,  catalysts,  coloring  agents,  curing  accelerators, 
curing  agents,  emulsifying  agents,  flavoring  agents,  phosphates,  proteolytic  enzymes, 
artificial  sweetners,  and  other  miscellaneous  substances  the  components  of  which  are 
required  to  be  disclosed  on  the  labels  of  meat  and  poultry  products  may  be  used         , 
without  evaluation  by  PAD.  Such  substances  do  not  require  authorization  by  PAD 
because  all  of  their  components  must  be  listed  on  the  container  label  before  the 
substance  can  enter  the  plant. 

Compounds  Which  Do  Not  Require  Evaluation 

The  compounds  referred  to  in  this  section  will  not  be  listed  in  this  publication. 
They  may  be  used  under  the  conditions  described  in  the  following  paragraphs  without 
being  evaluated  or  authorized  by  PAD.  Compounds  which  are  classified  as  economic 
poisons  must  be  registered  with  the  Registration  Division,  Office  of  Pesticide 
Programs,  Environmental  Protection  Agency,  Washington,  DC  20460,  and  must  be  used 
according  to  label  directions.  All  compounds  governed  by  FDA  regulations  must  be  used 
in  accordance  with  those  regulations  (21  CFR,  Parts  170-189).  All  compounds  must  be 
used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in 
direct  or  indirect  contamination  of  food  products.  * 

.  .  I 

1.  Outdoor  pesticides. 

I 

Compounds  such  as  herbicides,  bird  control  compounds,  and  other  pesticides  labeled  for    % 
outdoor  use  only  may  be  used  around  the  premises  of  federally  inspected  plants  without 
authorization  by  PAD,  provided  that  they  are  registered  by  the  Registration  Division,     * 
Office  of  Pesticide  Programs,  Environmental  Protection  Agency,  Washington,  DC  20460; 
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the  direct  or  indirect  contamination  of  food  products.  ■ 

2.  Compounds  used  in  offices  and  other  similar  nonprocessing  areas. 

Compounds  such  as  dusting  aids,  furniture  waxes  or  polishes,  wall  or  floor  finishes  or 
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waxes,  rug  or  upholstery  shampoos  or  cleaners,  rug  antistatic  treatments,  window  or 
glass  cleaners,  and  other  similar  compounds  specifically  designated  by  the  Compounds      I 
and  Packaging  Branch  require  no  authorization  by  PAD  prior  to  use  in  such  areas.  They 
may  not  be  used  in  any  processing  area  of  a  federally  inspected  plant. 


3.  Compounds  used  in  cafeterias  or  other  retail  food  service  areas. 

Compounds  such  as  rinse  additives  to  prevent  spotting  and  streaking  of  dishes  and 
utensils,  utensil  tarnish  removers,  some  hand  dishwashing  soaps  or  detergents,  and 
other  similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
reguire  no  authorization  by  PAD  prior  to  use  in  those  areas.  They  may  not  be  used  in 
any  processing  area  of  a  federally  inspected  plant. 

4.  Compounds  used  in  heating  systems. 

Compounds  such  as  fuel  additives,  firebox  or  flue  treatments  or  cleaners,  and  other 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
reguire  no  authorization  by  PAD  prior  to  their  intended  use. 

5.  Compounds  used  in  the  treatment  of  certain  inedible  materials. 

Compounds  used  to  treat  inedible  materials  such  as  hides,  hair,  feathers,  or  other 
similar  materials  specified  by  the  Compounds  and  Packaging  Branch  reguire  no 
evaluation  or  authorization  by  PAD  prior  to  their  intended  use. 

6.  Compounds  used  in  holding  pens,  trucks,  transporting  cages,  etc. 

Compounds  such  as  pesticides,  disinfectants,  or  cleaners  used  in  transporting  or 
holding  facilities  for  animals  prior  to  slaughter,  or  on  animals  being  transported  or 
held  prior  to  slaughter;  chemicals  for  deodorizing  or  dissolving  animal  waste;  or 
other  similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
reguire  no  evaluation  or  authorization  by  PAD  prior  to  their  intended  use. 

7.  Scouring  pads,  cloths,  towels,  etc. 

Scouring  pads,  cloths,  towels,  and  similar  materials  used  for  cleaning  reguire  no 
evaluation  or  authorization  by  PAD  prior  to  use  provided  their  performance  is 
acceptable  to  the  USDA  Inspector  in  Charge  at  the  point  of  use.  They  must  be  used  in 
a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in  direct 
and  indirect  contamination  of  food  products.  Cleaners  that  might  be  used  in 
association  with  such  materials  must  be  evaluated  and  authorized  before  use. 

8.  Pest  control  devices. 

Devices  such  as  sticky  boards,  fly  paper,  insect  electrocutors ,  light  traps,  bait 
boxes,  and  bait  fountains  may  be  used  on  the  premises  of  federally  inspected  plants 
without  evaluation  or  authorization  by  PAD.  The  performance  of  such  devices  is 
subject  to  the  enforcement  jurisdiction  of  the  Environmental  Protection  Agency. 

9.  Construction,  repair  and  eguipment  materials. 

Compounds  used  for  construction  and  repair  of  federally  inspected  meat  and  poultry 
plants,  including  coatings  and  all  materials  such  as  metal  alloys,  plastics,  belting, 
hoses,  etc.,  proposed  for  use  in  association  with  processing  facilities  and  eguipment, 
reguire  no  prior  approval  by  PAD. 

Compounds  Which  Are  Not  Applicable  For  Evaluation 

None  of  the  compounds  referred  to  in  this  part  may  be  used  in  a  processing  area  of  the 
plant.  However,  they  may  be  used  under  the  conditions  described  in  the  following 
paragraphs  without  being  evaluated  or  authorized  by  PAD.  They  may  be  stored  within 
the  plant  provided  that  such  storage  is  in  a  designated  nonprocessing  area  acceptable 
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3.  Compounds  used  on  the  exterior  of  buildings  or  immediate  surrounding  areas. 


to  the  Inspector  in  Charge.  Any  such  compounds  which  are  classified  as  economic 
poisons  must  be  registered  with  the  Registration  Division,  Office  of  Pesticide 
Programs,  Environmental  Protection  Agency,  Washington,  DC  20460,  and  must  be  used 
according  to  label  directions.  Any  compounds  governed  by  Food  and  Drug  Administration 
regulations  must  be  used  in  accordance  with  those  regulations.  All  compounds  must  be 
used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in 
the  direct  or  indirect  contamination  of  products. 

1.  Compounds  used  in  sewage  or  waste  water  systems  outside  of  the  plant. 

Compounds  such  as  grease  solvents  for  traps  or  lines,  sewage  odor  control  compounds  to 
maintain  biological  balance  in  sewage  lagoons  or  holding  ponds,  or  other  similar 
compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

2.  Compounds  used  in  cooling  towers,  evaporative  condensers,  or  secondary  cooling 
water  loops. 

Compounds  such  as  corrosion  inhibitors,  algaecides,  compounds  for  cleaning  or 
maintaining  the  tower,  condenser,  or  cooling  loop,  or  other  similar  compounds 

specifically  designated  by  the  Compounds  and  Packaging  Branch.  Secondary  cooling  f 

water  loops  are  those  where  the  water  is  used  to  cool  gases  or  liquids  that  do  not  ■ 

contact  food  product.  An  example  of  a  secondary  cooling  loop  is  the  cooling  system  'a 

used  to  condense  hot  ammonia  gas  in  an  ammonia  chilling  system.  I 

I 

Compounds  such  as  exterior  coatings;  mortar  cleaning  or  etching  compounds;  tar,  ■ 
asphalt,  or  mortar  removers;  driveway  patching  or  finishing  compounds;  or  other  a 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

4.  Compounds  used  for  cleaning  or  maintenance  of  the  exterior  of  vehicles.  Compounds 
such  as  car  washes  or  shampoos,  tire  cleaners,  truck  body  brighteners,  or  other 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

How  To  Use  This  List 

The  sequence  of  listing  companies,  and  preparations  within  companies,  as  printed  by 
the  computer  is  as  follows: 

Preparations  or  companies  having  a  special  character  (e.g.,  #,  %,  ")  as  the  first 
character,  are  printed  before  any  preparation  or  company  having  an  alphabetic 
character  (e.g.,  a,  b,  c)  as  the  first  character.  For  instance,  in  Part  I  under  the 
heading  of  Oakite  Products,  Incorporated,  #78  is  listed  before  Fisan  Det. 

Preparations  or  companies  having  a  numeric  character  (e.g.,  1,  2,  3)  as  the  first 
character  are  printed  after  all  preparations  or  companies  having  an  alphabetic 
character  as  the  first  character.  For  instance,  in  Part  II  under  the  heading  of  Alpha 
Chemical  Services,  Inc.,  1016  is  listed  after  WS9NP  for  that  company.  As  another 
example,  the  listing  for  the  company  named  1st  Ayd  Corporation  immediately  follows  the 
listing  for  Zurn  Industries,  Inc. 

Because  of  the  sorting  sequence  utilized  by  the  computer,  series  of  preparations  which 
have  numeric  characters  may  not  be  printed  in  numeric  order  according  to  magnitude. 
The  left-most  digit  of  such  preparations  will  primarily  determine  the  sequence  in 
which  they  are  printed.  For  instance,  in  Part  II  under  the  heading  of  Alex  C. 
Fergusson,  Inc.,  Afco  4321  is  printed  before  Afco  52. 

Please  examine  all  listings  carefully  before  concluding  that  a  preparation  or  company 
is  not  listed. 
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Part  I  -  Proprietary  Substances 
Used  in  Preparation 
of  Product 


Part  I 
List  of  Proprietary  Substances  Used  in  the  Preparation  of  Product 

Category  Code  Letters  And  Their  Meanings 

The  permissible  use  for  each  authorized  substance  is  designated  by  the  following  code 
letters,  and  conditions  for  use  are  restricted  by  the  category  in  which  it  is  placed. 

NOTE:  In  several  categories,  reference  is  made  to  the  need  for  rinsing  with  potable 
water.  PAD  accepts  water  used  in  federally  inspected  plants  as  being  potable  when 
such  certification  is  made  by  State  health  agency  authorities. 

1.  SMOKE  FLAVORING  AGENTS 

Prior-authorization  by  the  Product  Assessment  Division  is  no  longer  required  for 
natural  or  artificial  smoke  flavorings.  Natural  smoke  flavorings  (formerly  category 
code  1A)  and  artificial  smoke  flavoring  (formerly  category  code  IB)  may  be  permitted 
for  use  in  meat  and  poultry  products  without  being  listed  in  the  "List  of  Proprietary 
Substances  and  Nonfood  Compounds."  The  use  of  such  flavorings  is  still  subject  to 
labeling  requirements  and  other  restrictions  that  apply  to  the  use  of  any  flavoring. 
Inspectors  may  use  manufacturer's  letters  of  guaranty  as  an  indication  of  compliance 
with  FDA  requirements.  All  flavorings  must  be  used  in  a  manner  which,  in  the  opinion 
of  the  Inspector  in  Charge,  will  not  result  in  the  adulteration  of  food  products. 

2.  MARKING  AGENTS 
2A.  Branding  inks. 

Substances  used  to  brand  meat  and  poultry  parts  or  carcasses. 

2B.  Tattoo  inks. 

Substances  used  to  mark  live  animals  for  identification. 

2C.  Marking  crayons. 

Substances  used  to  mark  meat  and  poultry  parts  or  carcasses. 

3.  FOOD  PROCESSING  SUBSTANCES 

3A.  Poultry  scald  agents. 

Substances  used  for  this  purpose  must  be  removed  by  subsequent  cleaning  operations  and 
must  be  labeled  in  accordance  with  CFR  Title  9,  Section  381.145(h). 

3B.  Hog  scald  agents. 

Substances  used  for  this  purpose  must  be  removed  by  subsequent  cleaning  operations  and 
must  be  labeled  in  accordance  with  CFR  Title  9,  Section  318.1(d). 
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3C.  Tripe  denuding,  bleaching,  and  neutralizing  agents. 

Treatment  must  be  followed  by  thorough  rinsing  with  potable  water  to  remove  added 
substances.  Substances  must  be  labeled  in  accordance  with  CFR  Title  9,  Section 
318.1(d). 

3D.  Substances  for  washing  fruits  and  vegetables  that  are  used  as  ingredients  of 
meat,  poultry,  and  rabbit  products. 

After  using  these  substances,  the  fruits  and  vegetables  must  be  thoroughly  rinsed  with 
potable  water. 

3E.  Pref lushing  agents  for  casings. 

After  using  these  substances,  the  casings  must  be  thoroughly  rinsed  with  potable 
water. 

3F.  Refining  agents  for  rendered  fats. 

These  substances  must  be  eliminated  during  process  of  manufacture. 

3G.  Rendering  agents. 

These  substances  may  be  used  to  aid  in  rendering  animal  fats. 

3H.  Release  agents. 

These  substances  may  be  used  on  grills,  loaf  pans,  cutters,  boning  benches,  chopping 
blocks  or  other  hard  surfaces  to  help  prevent  food  from  adhering  during  processing. 

4.   DENATURANTS 

4A.  Denaturants  for  meat  requiring  tankage. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  (other  than 
rendered  animal  fat)  condemned  for  pathology  and  intended  for  disposal  only  as 
tankage.  The  denaturant  must  be  deposited  in  all  portions  of  the  carcass  or  product 
to  the  extent  necessary  to  prevent  its  use  for  food  purposes. 

4B.  Denaturants  for  meat  intended  for  purposes  other  than  human  food. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent  its  use  for 
human  food. 

4C.  Denaturants  for  poultry  requiring  tankage. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  condemned  for 
pathology  and  intended  for  disposal  only  as  tankage.  The  denaturants  must  be 
deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent 
its  use  for  food  purposes. 
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4D.  Denaturants  for  poultry  intended  for  purposes  other  than  human  food. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  products  to  the  extent  necessary  to  prevent  its  use  for 
food  purposes. 

5.   SUBSTANCES  REQUIRING  LETTER  INDICATING  AUTHORIZED  USE 

5A.  Substances  to  control  foaming  in  soups,  stews,  rendered  fats,  and  curing  pickle. 

5B.  Substances  for  cleaning  or  treating  feet  or  other  edible  parts. 

5C.  Miscellaneous. 

Substances  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions 
set  forth  in  the  letter  of  acceptance.  Copies  of  the  acceptance  letter  must  be 
supplied  to  Federal  inspectors  as  proof  of  the  acceptable  use(s)  of  the  substance. 
These  letters  remain  valid  as  long  as  the  compound  is  continuously  listed  in  this 
publication. 
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3C.  Tripe  denuding,  bleaching,  and  neutralizing  agents. 

Treatment  must  be  followed  by  thorough  rinsing  with  potable  water  to  remove  added 
substances.  Substances  must  be  labeled  in  accordance  with  CFR  Title  9,  Section 
318.1(d). 

3D.  Substances  for  washing  fruits  and  vegetables  that  are  used  as  ingredients  of 
meat,  poultry,  and  rabbit  products. 

After  using  these  substances,  the  fruits  and  vegetables  must  be  thoroughly  rinsed  with 
potable  water. 

3E.  Pref lushing  agents  for  casings. 

After  using  these  substances,  the  casings  must  be  thoroughly  rinsed  with  potable 
water. 

3F.  Refining  agents  for  rendered  fats. 

These  substances  must  be  eliminated  during  process  of  manufacture. 

3G.  Rendering  agents. 

These  substances  may  be  used  to  aid  in  rendering  animal  fats. 

3H.  Release  agents. 

These  substances  may  be  used  on  grills,  loaf  pans,  cutters,  boning  benches,  chopping 
blocks  or  other  hard  surfaces  to  help  prevent  food  from  adhering  during  processing. 

4.   DENATURANTS 

4A.  Denaturants  for  meat  requiring  tankage. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  (other  than 
rendered  animal  fat)  condemned  for  pathology  and  intended  for  disposal  only  as 
tankage.  The  denaturant  must  be  deposited  in  all  portions  of  the  carcass  or  product 
to  the  extent  necessary  to  prevent  its  use  for  food  purposes. 

4B.  Denaturants  for  meat  intended  for  purposes  other  than  human  food. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent  its  use  for 
human  food. 

4C.  Denaturants  for  poultry  requiring  tankage. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  condemned  for 
pathology  and  intended  for  disposal  only  as  tankage.  The  denaturants  must  be 
deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent 
its  use  for  food  purposes. 
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4D.  Denaturants  for  poultry  intended  for  purposes  other  than  human  food. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  products  to  the  extent  necessary  to  prevent  its  use  for 
food  purposes. 

5.   SUBSTANCES  REQUIRING  LETTER  INDICATING  AUTHORIZED  USE 

5A.  Substances  to  control  foaming  in  soups,  stews,  rendered  fats,  and  curing  pickle. 

5B.  Substances  for  cleaning  or  treating  feet  or  other  edible  parts. 

5C.  Miscellaneous. 

Substances  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions 
set  forth  in  the  letter  of  acceptance.  Copies  of  the  acceptance  letter  must  be 
supplied  to  Federal  inspectors  as  proof  of  the  acceptable  use(s)  of  the  substance. 
These  letters  remain  valid  as  long  as  the  compound  is  continuously  listed  in  this 
publication. 
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LIST  OF  AUTHORIZED  PROPRIETARY  SUBSTANCES 

(In  the  following  list,  substances  are  arranged  alphabetically 
by  trade  name  under  the  heading  of  the  firm  by  which  they  are  marketed) 


ABM  Marking  Ltd 

Hog  Tattoo  Black  ABM  1000    2B 

Hog  Tattoo  Blue  ABM  3000   2B 

Hog  Tattoo  Green  ABM  2000   2B 

A. B.C.  Compounding  Company, 
Inc. 

L-210  Hog  Scald  Compound   3B 

A.C.  Towel  Supply  Co.,  The 

Sid's  Tripe  Wash  3C 

A-Line  Chemicals 

L8020 3A 

Abchem  International 

Abchem  Peel-Zit  30    3D 

Abchem  Peel-Zit  40    3D 

Abpeel  40    3D 

Hog  Scald    3B 

Abco  Products  Co.  of  Sacramento 

Hog  Scald-10  3B 

HogScald-6  3B 

T116-TripeWash    3C 

Abco,  Incorporated 

BTC-1    3C 

HTC-10   3C 

Ace  Chemical  Products,  Inc. 

Ace-M-All  Hog  Scald  &  Tripe  CI.      3B.3C 

Ace-M-All  7460    3C 

Ace-M-All  8700    3C 

Ace  Soap  Factory 

Feather  Off   3A 

Hog  Scald    3B 

Tnpe  Wash    3C 

TWP  100  3B 

Acme  Chemex  Inc. 

Hog  Scald  Compound  3B 

Acme  Soap,  Inc. 

Hog  Scalding  Compound   3B 

LHS-1    3B 

Tripe  Cleaner 3C 

Agri-Chem,  Inc. 

Agri-Clean  X  3D 

Agri-Pro  Enterprises  of  Iowa,  Inc. 

Black  Hog  Tattoo  Paste  CHT-100  2B 


Agri-Services  of  Harrisonburg,  Inc. 

Blue  Denaturant 4D 

Poultry  Scald  3A 

Red  Denaturant   4D 

Alex  C.  Fergusson,  Inc. 

Afco  Chlorilizer 3D 

Afco  3259   3B 

Afco  5246   3A.3B 

Afco  5340  Pelor   3D 

Afco  5363   3A 

Afco  5365   3B 

AFCO  4344  3D 

AFCO  4345  3D 

AFCO  5363  3A 

Alexander  Chemical  Corporation 

Sodium  Hypochlorite  Solution  3D 

Algoma  Products  Inc. 

#43  Fruit  &  Vegetable  Wash   3D 

All-Chem  Corporation 

Hog  Scald    3B 

Allied  Universal  Corp. 

Aqua  Guard  Sanitizer-10.5%    3D 

Aqua  Guard  Sodium 

Hypochlorite- 12.5%   3D 

Allied-Kelite  Products  Division 

Kelite  Mech-Chem  #403  3C 

Kelite  Mech-Chem  #405  3C 

Kelite  Tripe  Bleach  #640   3C 

Kelite  Tripe  Bleach  #650   3C 

Kelite  Tripe  Cleaner  #100    3C 

Kelite  Tripe  Cleaner  #615    3C 

Alltech,  Inc. 

Mold-Zap  3D 

Alpha  Chemical  Services  Inc. 

Alpha  Scald  Aid    3B 

Amarna  Co.,  Inc.,  The 

Amamakote  Release  Agent 3H 

Amerchem  Corporation 

Hog  Scald    3B 

American  Coding  And  Marking  Ink 
Company 

No.  1  Blue  Meat  Branding  Ink  2A 

No.  134B  Hog  Tattoo  Ink  Blue   2B 

No.  31  Violet  Meat  Branding  Ink    2A 

No.  401  Brown  Meat  Branding  Ink  ....  2A 

No.  403  Red  Meat  Branding  Ink   2A 


American  Industrial  Chemical 
Corporation 

AICC  Bleach  3D 

American  Ingredients  Company 

Patcote  305    5A 

Patcote  309    3D 

Patcote  310    3D 

Patcote  323K  3D 

Patcote  376    5A 

Patcote  502K  3D 

Americana  Marketing 

Pure  and  Simple    3H 

Pure  Vegetable  Pan  Coating  3H 

Amerigo,  Inc. 

Hog  Scald  HSM   3B 

Amoco  Oil  Company 

Amoco  FG  Gear  Oil  No.  220  3H 

Amoco  FG  Gear  Oil  No.  460  3H 

Amoco  FG  Gear  Oil  68    3H 

Amoco  FG  Grease  No.  2    3H 

Amoco  FG  Grease  No.  2    3H 

Amoco  FG  Hydraulic  Oil  100-EL   3H 

Amoco  FG  Hydraulic  Oil  32-EL  3H 

Amoco  FG  Hydraulic  Oil  46-EL  3H 

Amoco  FG  Hydraulic  Oil  68-EL  3H 

Amoco  Packers  Technical  Oil    3H 

Amoco  Trough  Grease  Soft   3H 

Amoco  White  Oil  No.  8-T  3H 

Amoco  White  Oil  No.  9-T  3H 

Amojell  Clear  Lubricant  3H 

Amojell  Petralatum  Amber  3H 

Amojell  Petrolatum  Snow  White  3H 

Superla  DCO  55    3H 

Superla  DCO  75    3H 

Superla  White  Mineral  Oil  No.  10  3H 

Superla  White  Mineral  Oil  No.  18  3H 

Superla  White  Mineral  Oil  No.  31  3H 

Superla  White  Mineral  Oil  No.  35  3H 

Superla  White  Mineral  Oil  No.  38  3H 

Superla(R)  White  Mineral  Oil  No.  1 3  3H 

Superla(R)  White  Mineral  Oil  No.  21  3H 

Superla(R)  White  Mineral  Oil  No.  5   ..  3H 

Superla(R)  White  Mineral  Oil  No.  6   ..  3H 

Superla(R)  White  Mineral  Oil  No.  7   ..  3H 

Superla(R)  White  Mineral  Oil  No.  9  ..  3H 

Amrep,  Inc. 

Misty  EDF-3  Defoamer    5A 

Slippy  Food  Release  3H 

Slippy  Gold  3H 

Slippy  Pan  Coating  3H 

Slippy  Platinum  3H 

Anderson  Chemical  Company 

An-Prep  HF  3B 

An-Scald  62  3A 

Micro-Wet  A  3A 

T-OX  L35   3C 

T-OX  P100   3C 

T-Wash  50  3C 

Z- 1 20  Foodgrade  Defoamer  5A.5C 
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Z-90    3B.5A 

Z-95  Silicone  Antifoam    3D 

Anderson  Chemical  Company.  Inc. 

Ancotreat  1710    3A 

Antifoam  2000 3A 

Angus  Chemical  Corporation 

Defoamer  PF-50    3A 

High  Yield  Plus  1   3C 

High  Yield  Plus  2  3C 

Pic-Kwik    3A 

Aqua  Prep,  Inc. 

CWA    3A.3B.5C 

Arkansas  Lime  Company 

Batesville  Marble  Hydrated  Lime    3B 

Armor  Research  Co. 

Feather  Flicker 3A 

Arrochem,  Inc. 

Antifoam  AFF-1    5C 

Antifoam  AFF-10   3G.5C 

Antifoam  AFF-100   5C 

Ash  Grove  Cement  Company 

Kemilime  Hydrated  Lime  3C 

Snowflake  Hydrated  Lime    3C 

Ven-Fat  Quicklime  3C 

Ashland  Chemical  Company 

Sodium  Hypochlorite  Solution  10%  ....    3D 
Sodium  Hypochlorite  Solution  12.5%      3D 

Astro  Products,  Inc. 

"Oink"  Hog  Scald  Compound    3B 

"Oink"  Liquid  Hog  Scald  3B 

Skinny  Dip    3B 

Atco  Manufacturing  Company 

Pure  and  Simple    3H 

AtLasta  Specialty  Ink  Company  Inc. 

Atlasta  MBI-QD  Quick  Dry  Prpl  Mt  Brn 

Ink  2A 

AtLasta  MBI-QD-RD  Red  Qk  Dry  Mt 

Bmd  Ink   2A 

Black  Hog  Tattoo  Paste  CHT-100  Black  2B 

Blue  Stamping  and  Branding  Ink  2A 

Green  Stamping  and  Branding  Ink  2A 

Hog  Tattoo  Paste  2B 

Ink  Jet  Ink  for  Meat  Marking  2A 

Red  Stamping  and  Branding  Ink    2A 

Violet  Stamping  and  Branding  Ink 2A 

Avatar  Corporation 

Avatech  40 3H 

Avatech  55  3H 

Avatech  70 3H 

Avatech  80 3H 

Citation  210  3H 

Citation  310  3H 

Citation  350  3H 

Citation  55  3H 

Citation  70  3H 

Citation  90  3H 


\vril.  Incorporated 

MP-101    3B 

MP-12    3C 

MP-21    3B 

MP-31    3B 

MP-31-SA  Hog  Scald  3B 

B  &  A  Distributing  Co. 

B  &  A  Tripe  Bleach  3C 

B  &  A  Tripe  Wash   3C 

B  &  B  Brand,  Inc. 

Pig  Strip  3B 

Tripe  Cleaner  3C 

B  &  B  Tritech  Inc. 

Go-Hair   3B 

T69  3C 

T99  3C 

X334    3B 

Beatrice/Hunt-Wesson 

Wesson  Pan  Coating  3H 

Behnke  Lubricants,  Inc. 

jax  Magna-Plate  72  3H 

Jax  White  Mineral  Oil  22  3H 

Jax  White  Mineral  Oil  68  3H 

Bill  Trotter  Enterprises,  Inc. 

Close  Shave  3B 

Gain  3A 

Bio-Cide  International,  Inc. 

Oxine  3D 

Bio-Tek  Industries,  Incorporated 

Feather-Pik 3A 

TekED-117  3A.3D.3B 

Tek  103  Tripe  Cleaner  3C 

Tek  109  Hog  Scald  3B 

Tek  139  Scald  Liq.  Additive    3A.3B 

Tek  233   3B.3C 

Biochem  Systems,  Inc. 

Hog  Scald    3B 

Hog  Scald  Extra    3B 

Poultry  Scald  3A 

Topgrade  P-2800  5B.5C 

Topgrade  P-3000  3C 

Tripe  Cleaner 3C 

Biotechnics,  Incorporated 

Liquid  Hog  Scald    3B 

Tripe  Cleaner  CD   3C 

Birko  Corporation 

Acto-140   3C5B 

Antifoam  10 5A 

Antifoam  100 5A 

Bi-Tec  1000  5B 

Bi-Tec  13  5B 

Black  Marking  Ink  98BL  2A 

Black  Tattoo  Ink  2B 

Blue  Branding  Ink-98BQD  2A 

Blue  Marking  Ink  98B    2A 

Brown  Marking  Ink  98BR   2A 


Bubble  Brake  5A 

Chikleen  Poultry  Scald  3A 

Cir  Scald    5B 

Cirtec  18    5B 

D-Foam    3D.5A 

Denaturant  G  4A.4C.4B.4D 

Diactolate  3C.5B.5C 

Dip-I-Late    3B 

Finish  3B 

Foam  Brake  5A 

FD&C  Blue  Concentrate  4B 

FD&C  Red  Concentrate   4D 

Genzolate  3F 

Genzolate  3   3F 

Green  Branding  Ink-98GQD  2A 

Green  Marking  Ink  98G  2A 

Hard  Scald  3B 

Liquid  Smokehouse  Cleaner  5C 

Liquik  Black   4B.4D 

Liquik  Bleach    3C5B.5C 

Liquik  Char  4B.4D 

Liquik  CC    5C 

Liquik  DF    5C 

Liquik  Sutek    5C 

Liquik  100  5C 

N.C.  Tripe  Wash  3C 

Nu  Scald    3A.3B 

Nu  Scald  II    3A.3B 

Orange  Marking  Ink  980    2A 

Purple  Branding  Ink  QD  2A 

Purple  Marking  Ink  98PQD   2A 

Purple  Marking  Ink-98P  2A 

Purple  Stamping  Ink-199    2A 

Red  Branding  Ink-98RQD    2A 

Red  Marking  Ink  98R  2A 

Red  Tattoo  Ink    2B 

Sewage-Splitr 3G 

Super  Rock  3G 

Top  White   3F 

Tripe  Wash  A-140 3C 

Tripe  Wash  C    3C 

Tnpe  Wash  HV  3C 

Tnpe  Wash  J  3C 

Tnpe  Wash  No.  1    3C 

Tnpe  Wash  2-P  3C.5B 

Tnpe  Wash  3A   3C5C 

Turkleen  3A 

Yellow  Marking  Ink  98  Y  QD  2A 

Yellow  Marking  Ink  98Y  2A 

4-D  Denaturant   4A.4B.4C.4D 

Blew  Chemical  Company 

Active  015  3D 

Bond  Chemicals,  Incorporated 

Bondac  No.  388    3A 

Brechet  &  Richter  Co. 

Pan  Slick  3H 

Brent  America,  Inc. 

Cleaner  54-FP  3B 

High  Scald  #11   3B 

Pik-Slik    3A 

Scald-Rite    3B 

Scald-47  3B 

Tripe  Clean    3C 

Broadmoor  Products  Inc. 

Cleaner  F-V  3D 

Browning  Chemical  Corporation 
Sodium  Percarbonate  T-B  3C 
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Bullen  Companies,  The 

Feather  Flicker 3A 

Bunzl  Distribution 

Our  Bakery  Bread  &  Cake  Release  ....  3H 

Bush  Bros.  Inc. 

Food  Equipment  Oil   3H 

C  K  Enterprises,  Inc. 

K-Kleen  220    3A 

Tripe  Wite  3C 

C  N  C  International,  L.P. 

CNC  Antifoam  10  FG  (New)  3A 

C  P  I  Engineering  Services,  Inc. 

CP-1200-320  5C 

Calgon  Corporation 

CL-50  Corrosion  And  Deposit  Inhibitor 

G6  3D 

Calgon  Vestal  Laboratories,  Inc. 

Process  LCS    3D 

Calwax  Corporation 

Calwax  37P  5C 

Cantol  Inc. 

Tech  135   3D 

Cater  Chemicals  Corp. 

Cat-Green 4A 

Hot  Scald  Liquid  3B 

Hot  Scald  Liquid  H  3B 

Hot-Scald  3B 

Meat  Marking  Ink  (Purple)  2A 

Tnpe  Cleaner 3C 

Tripe  Cleaner  II  3C 

Tripe  White  3C 

Tripe  White  U  3C 

Tripe  White  Liquid  3C 

Central  Soya 

Actiflo  68-SB    3H 

Actiflo  68-UB   3H 

Actiflo  70-SB    3H 

Actiflo  70-UB   3H 

Centrocap  162-CSS  3H 

Centrocap  162-SS   3H 

Centrocap  162-US  3H 

Centrocap  273-SS   3H 

Centrocap  273-US  3H 

Central  CA    3H 

Central  1F-SB   3H 

Central  1F-UB  3H 

Central  IP-SB  3H 

Central  1P-UB  3H 

Central  2F-SB   3H 

Central  2F-UB  3H 

Central  3F-SB  3H 

Central  3F-UB  3H 

Central  5FT  3H 

Centrolene  A  3H 

Centrolene  S    3H 

Centrolex  C  3H 

Centrolex  D  3H 


Centrolex  F   3H 

Centrolex  G  3H 

Centrolex  P   3H 

Centrolex  R  3H 

Centromix  CPS   3H 

Centromix  E    3H 

Centrophase  C  3H 

Centrophase  HR    3H 

Centrophase  HR-2B    3H 

Centrophase  HR-2U    3H 

Centrophase  HR-3B    3H 

Centrophase  HR-3U    3H 

Centrophase  HR-4B    3H 

Centrophase  HR-44  3H 

Centrophase  NV    3H 

Centrophase  152   3H 

Centrophase  27    3H 

Centrophase  31    3H 

Centrophase  64-CX  3H 

Centrophil  M  3H 

Centrophil  W  3H 

Chaska  Chemical  Company,  Inc. 

Chlor-10  3D 

Scal-De« 3A 

Scald-Rite    3A 

Super  Alkali 3D 

Tripe  Bleach  50  3C 

Wet-O-Wash   3D 

Chem  Nut,  Inc. 

Chem  Nut  Food  Grade  Defoamer    5C 

Chem  Tech 

HS-2000  3B 

Chem-Lube  Corporation 

K-191  3A 

K-6  Scald  3A.3B 

Chemco  Products  Company 

Chemco  #387  LD   3A 

Chemco  44 3D 

Chemco  Products,  Incorporated 

C-13  3D 

Chemcide  3D 

Chemical  Service 

Division  of  American  Chemmate 

Corp. 

CS  Re-Move   3A 

Chemidyne  Corporation 

CD-101    3A.3B 

CD-15    3F 

CD-20    5B 

CD-373    3D 

CD-702    3B 

CD-710    3A.5C 

CD-711    3B 

CD-712    3B 

CD-713    3A 

CD-714    3A.3B.5C 

CD-741    3A 

CD-742    3A 

CD-750    4A.4C 

CD-752    4B.4D 

CD-753    4A.4C 

CD-754    4D 

CD-755    4C 

CD-818    5C 


CD-819    3C 

CD-820    3C 

CD-821    3C 

CD-822    3C 

CD-823    3C 

CD-824    3C 

CD-825  Hog  Scald   3B 

CD-826  Hog  Scald   3B 

CD-827    3A.3D.3B 

CD-828    3B 

Feather  Penetrant  De-Foamer  3A 

FP-40  Feather  Penetrant  3A 

H.D.  Scald  3B 

Heavy  Duty  Scald  No.  2 3A.3B 

Hi  Scald  3B 

Hi-Yield  Tripe  Cleaner  3C 

HD  Scald  No.  1  3B.3C 

HH-32  Scald  Compound  3B 

HS-112  Scald  Compound  3B 

No.  1  Heavy  Duty  General  Cleaner  ....    3B 

NH-Scald  Additive   3A.3B 

RomroBHC#2  5B 

SC-30  Scald  Compound  3A.3B 

SC-50  Scald  Compound   3A.3B 

TRC-248  No.  1   3B.3C 

Chemix,  Inc. 

CX-5422    3H 

CX-6949    3C 

Natural  Bloom  3A 

Scald-All  P   3A 

Chemland,  Inc. 

D-Foam   3D 

D-Tain   3D 

Dysan  3D 

Extract-2    3D 

FW-100   3D 

HC-295  Hog  Scald   3B 

Peelaid-40    3D 

Peelaid-60    3D 

Peelaid-80    3D 

Redeem    3D 

Rejax  Blue  Denaturant   4A.4C 

Rejex  Green  Denaturant   4A.4C 

Rejex  Red  Denaturant  4C 

Scaldet  Poultry  Scald    3A 

Soil  Wash    3D 

Tame  L.F 3D 

TCX-3  Tripe  Cleaner    3C 

V.  F.  D-Soiler  Mild  Detergent  3D 

Chempak  Industries,  Inc. 

Chempak  10%  Sodium  Hypochlorite 
Solution  3D 

Chemrite  Corporation 

CR-370  Advantage   3D 

CR-376  Antifoam  S    3A.3B.3C.3D 

Chemstar  Corp. 

Bloom    3A 

PSA   3A 

Chemstar  Corp. 

Feather  Off   3A 

Natasol  3A 

PSA  Concentrate  3A 

PSA-2    3A 

Scald-M  3A 

SH-50 3A 

ChemSan,  Inc. 

Gain  3A 
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Cheney  Lime  &  Cement  Company 

Cheney's  Hydrated  Lime  3C 

Cherokee  Chemical  Co.,  Inc. 

H.S.A 3A.3B 

Hasa  387  LD  3A 

HASA  Anti  Foam-1    3A.3B.5A 

Keechem  80  R  3C 

Keechem  80  W   3C 

Peel  Add    3D 

Chevron  U.S.A.  Products  Company 

Chevron  Clarity  White  Oil  UPS  500  ..  3H 

Chevron  Clarity  White  Oil  USP  100  ..  3H 

Chevron  Clarity  White  Oil  USP  150  ..  3H 

Chevron  Clanty  White  Oil  USP  200  ..  3H 

Chevron  Clarity  White  Oil  USP  350  ..  3H 
Chevron  Dust  Suppression  White  Oil 

100    3H 

Chute  Chemical  Company 

Scald  Tank  Additive  3A.3B 

Citgo  Petroleum  Corporation 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

200    3H 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

350    3H 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

55    3H 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

70    3H 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

90    3H 

Cleanite  Company,  The 

No.  500  Tripe  Cleaner    3C 

No.  600  Hog  Scald  3B 

Cleary,  W.  A.  Products  Inc. 

Clear-X    3H 

Cleareze  FS   3H 

Cleareze-20   3H 

Cleareze- 30   3H 

Clearlube  34  Oil    5C 

Clenesco  Products  Corp. 

C  L  C 3A.3B.3C 

Clorox  Company,  The 

Clorox    3D 

Coastal  Products  Company 

NG-Blue 4C.4D 

NG-Red   4C.4D 

Columbus  Foods  Company 

Pan  Release  H  3H 

Sun  Soybean/Lecithin  Blend 3H 

Comer cial  Tecnica  ARALF  S.A. 

Dislat  3D 

Consolidated  Chemical  Corporation 
of  Florida 

Consol  Tripe  Cleaner   3C 


Continental  Chemical  Company 

Bleach  Bright  3C 

Tripe  Clean    3C 

Coral  International,  Inc. 

HSC  3B 

P.  W.  88 3D 

V-Clene   3D 

Crain  Chemical  Company 

Pluck-A-Chick  3A 

Creative  Products  Inc.  of  Rossville 

Everbake  Stickless  Scorch.  Food  Re- 
lease      3H 

Food  Release  Spray 3H 

Griddle  Mate  Cooking  Spray   3H 

Release  Coating  3H 

Crosfield  Company 

Sorbsil  R40   5C 

Sorbsil  R90   5C 

Sorbsil  R906   5C 

Sorbsil  R92   5C 

Crouch  Supply  Company,  Inc. 

Sodium  Hypochlorite  Solution    3D 

Crown  Chemical  Incorporated 

Hog  Scald  &  Tripe  Cleaner   3B.3C 

Crucible  Chemical  Company 

Foamkill  MGS  5C 

Foamkill  TMC  5C 

Foamkill  810  F   3C.5C 

Curtis/GlenChem  Corp. 

Mebec  200  3D.3H 

Poultry  Scald  3A 

Vegie-Wash  2    3D 

Cutler-Magner  Company 

Rockport  Hgh  Clcum  Hydrtd  Lime  ....  3C 

Dallas  Group  of  America,  Inc.,  The 

Magnesol  Cartridge  Grade   3G 

Magnesol  Catasorb   3G 

Magnesol  Code  XL  3G 

Magnesol  Polysorb  30/40  3G 

Magnesol  Super  Flow  3G 

Magnesol  XL  3G 

Damon  Industries,  Inc. 

Da-Brite  Hog  Scald  3B 

DanaChem,  Inc. 

DC-552    3A.3B 

DC-740    3D 

DC-742    3D 

DC-748    3D 

DC-756    3H 

DC-762    3H 

DC-768    3H 

DC-774    3A.3B 

DC-841    3C 


DC-846    3C 

DC-849    3C 

Davies,  D.  W.  &  Co.,  Inc. 

"Foam  Ban  400-A"  5A.5C 

"Foam  Ban  430"   5A 

"Foam-Ban  400-B"   5A 

Foam  Ban  201  5A 

Foam  Ban  400-B  (11)  5A.5C 

Foam-Ban    5C 

Foam-Ban  400  FG 5A 

Foam-Ban  42S  FG 5C 

Foam-Ban  430  FG 5C 

Foam-Ban  450  FG 5C 

Delex  Chemicals,  Inc. 

Feather-Off    3A 

Pro  Max  3C 

Pro  Max  I    3C 

Quell    5C 

Quell  F 5A 

Tex  Off   3B 

Wet-It  3A 

Yield  Master   3A.3B 

Delta  Foremost  Chemical 
Corporation 

Foremost  F-0249  Compound    4A.4C 

Foremost  1585  Tnpe  Cleaner  3C 

Foremost  1590  Hog  Scald    3B 

Foremost  1646  Feather  Softener 3A 

Detco  Industries 

Hog  Scalding  Agent    3B 

Diversey  Corp. 

Curtail  Food  Grade  Defoam- 

ing  Additive    3A.3B.5A.5C 

Dibac  3D 

G-1115  4A.4B 

Hazzit  3D 

Hoofex  5B 

Keego  3B 

Kwikpeel   3D 

Liquid  Spec-Tak  #3 3D 

Nuflo    3C 

PD-7064-0  3C 

PD-8135-0  3D 

PD-8135-1   3D.5C 

Saf-Sol  3D 

Seneca  DL  3D 

SCA  Diflex  W  3D 

Tendec  3A 

Diversey  Corp./DuBois  USA  Group 

Alchlor  3D 

B-R  5727  3A 

Depress  F 3A.3B.3D 

Depress-S  3A.3D.3B 

Dri-It-C    3A.3B 

DuBois  317   3D.3B 

Floculite600   5C 

FFD-5    3D.3B 

FMW-10-FT    3A.3B 

FPC-30-FT 3C 

Scald  Additive  3A.3B 

Super-Klor  3D 

Diversey  Water  Technologies,  Inc. 

FA-701  3D.5A.5C 

FA-702 3D.5A.5C 

FA-703  3D.5A.5C 

FA-711  3D.5C 

FA-712  3D.5C 
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FA-713  3D.5C 

FA-714  3D.5C 

FA-721  5C 

FA-722  5C 

50356  3D 

Dober  Group 

Cleaner  M-79 3D 

DWT-9036-L  5C 

Hog  Scald  4252  3B 

Dolphin  Chemical  &  Supply  Co. 

Mineral  Oil    3H 

Dominion  Chemical  Company 

Sodium  Hypochlorite  Solution   3D 

Domino  Amjet,  Inc. 

RD4503C  2A 

RD4503R  2A 

4523C    2A 

Dow  Chemical  Company,  The 

Dow  Caustic  Soda  Beads  ....  3A,3D,3B,3C 
Dowflake  Process  Grd  77-80%  Calcm. 

Chlrd  3D 

Liquidow  Food  Grade  Calcium  Chloride  3D 

Dow  Corning  Corporation 

Antifoam  A  Compound  5C 

Antifoam  AF  Emulsion  5C 

Antifoam  C  Emulsion  3C 

AntiFoam  1520-US  3B.3A.5C 

Dow  Coming  Antifoam  1510-US  3A.3B.5C 

Dow  Coming  Fluid  200   5C 

Dow  Coming  1500/Silcone 

Antifoam  3B,5C,3A,3C 

FG-10  Antifoam  Emulsion  3C 

Release  Spray    3H 

1920  Powdered  Antifoam  5A 

Drackett  Professional/ 

A  Div.  of  S.  C.  Johnson  &  Son,  Inc, 

Cooking  Spray  3H 

Food  Release  Spray 3H 

Good  Measuring  Cooking  Spray    3H 

Drew  Ameroid  Marine  Division/ 
Ashland  Chemical,  Inc. 

Amerfloc275  3F 

Drummond  American  Corporation 

Foamex    5A 

Ducey  Chemical,  Inc. 

CS-10  3A.3B.5A.5C 

Dugussa  Corporation 

Hydrogen  Peroxide,  FCC  35%  3C 

Hydrogen  Peroxide,  FCC  50%  3C 

DuChem  Industries,  Inc. 

D-Foam  #  1  3A.3B 

Feather  Penetrator  3A 

Hypo  San  3D 

Hypo  San  10   3D 

RP  Scald  Additive  3A.3B 


DuCon 

Klarify  101 5C 

DuPont  de  Nemours,  E.I.  &  Co. 

Perone  35  3C 

Perone  50  3C 

DyChem  International,  Inc. 

Dispers-Lex  3D 

Eagle  Chemicals  Inc. 

Cleaner  Chlor  Plus  Three  3D 

Compound  4C  3A 

Eagle-Picher  Minerals,  Inc. 

Celatom  CO  3F.5C 

Celatom  CO-1   3F.5C 

Celatom  CO-2  3F.5C 

Celatom  FN-1    3F 

Celatom  FN-2   3F 

Celatom  FN-5   3F 

Celatom  FN-6   3F 

Celatom  FP-1    3F.5C 

Celatom  FP-2    3F 

Celatom  FP-3    3F 

Celatom  FP-4    3F.5C 

Celatom  FP-6    3F 

Celatom  FW-S  3F 

Celatom  FW-10  3F.5C 

Celatom  FW-12  3F.5C 

Celatom  FW-14  3F.5C 

Celatom  FW-18  3F.5C 

Celatom  FW-2  3F 

Celatom  FW-20  3F.5C.5C 

Celatom  FW-40  3F.5C 

Celatom  FW-50  3F.5C 

Celatom  FW-6  3F.5C 

Celatom  FW-60  3F.5C 

Celatom  FW-70  3F.5C 

Celatom  FW-80  3F.5C 

Celatom  Perlite  Filter  Aid  1000  5C 

Celatom  Perlite  Filter  Aid  1200  5C 

Celatom  Perlite  Filter  Aid  1400  5C 

Celatom  Perlite  Filter  Aid  1800  5C 

Celatom  Perlite  Filter  Aid  2000  5C 

Celatom  Perlite  Filter  Aid  400  5C 

Celatom  Perlite  Filter  Aid  4000  5C 

Celatom  Perlite  Filter  Aid  5000  5C 

Celatom  Perlite  Filter  Aid  600  5C 

Celatom  Perlite  Filter  Aid  6000  5C 

Dialose  3F 

Pre-co-Floc  NB-10    3F 

Pre-Co-Floc  PB20  3F 

Pre-Co-Floc  PB33  3F 

Pre-Co-Floc  PB40  3F 

Pre-CO-FlocPBlOOM  5C 

Pre-CO-Floc  PB200M   5C 

Pre-CO-Floc  PB40M  5C 

Eastern  Technoloies,  Inc. 

Formula  3022-F  3A.3B.3D 

Ecco  Chemicals,  Incorporated 

Ecco  Scald  3B 

Poultry  Scald  2   3A 

Tripe  Cleaner  1   3C 

Tripe  Cleaner  10  3C 

Tripe  Cleaner  2  3C 

Tripe  Cleaner  3  3C 

Tnpe  Cleaner  5   3C 

White  Tripe  3C 


Echo  Products 

Echo  21CP 3A 

Ecolab  Food  &  Beverage  Division/ 
Ecolab  Inc. 

CFW-10  3D 

Defoamer  FG  3D 

Klenz-Klor  Formula  X-3 3D 

Oxy-Pak  3C 

Pennsan  NR  3D 

Vega-Kleen    3D 

XY-12    3D 

Ecolab  Institutional  Division/ 

Mikro-Chlor 3D 

Econo-Chem,  Inc. 

FS  100  3A 

Liquid  Hog  Scald    3B 

Powdered  Hog  Scald  3B 

Tripe-Kleen   3C 

Economics  Laboratory,  Inc. 

Economy  Compounds,  Incorporated 

Economy-55  Tripe  Clean   3C 

Electro-Magic  Equipment  Co. 

Compd.  No.  H-i   3A 

Engelhard  Corporation 

Engelhard  Grade  105    3F 

Engelhard  Grade  105SF   3F 

Engelhard  Grade  160    3F 

Engelhard  Grade  4    3F 

Enviro  Tech  Chemical  Services,  Inc. 

AF-10  3D.5A 

AF-22 5A 

Hydro  Treat  L-40    3D 

HydroTreat  L-50  3D 

Shear  10  3D 

Shear  3  3D 

Shear  7  3D 

Shear  8  3D 

Shear  9  3D 

Soiltex  2    3D 

Sure  Peel  #3    3D 

Sure  Peel  1    3D 

Sure  Peel  2    3D 

Environmental  Chemical 
Corporation 

ECC  Denaturing  Compound  Green    ....  4D 

ECC  Denatunng  Compound  Red  4D 

Hot  Tank  Degreaser   3B 

Epic  Chemical  Sales  Corp. 

Epic  Feather  Softener  3A 

EP-49  3B 

EP-53  3C 

EP-54  3B 

EP-54-NJ  3B 

Epic  Industries 

Swell  Pan  Coating  Spray    3H 
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Epsilon  Chemicals  Ltd. 

E-Chem  Liquid  Tripe  Cleaner   3C 

E-Chem  Liquid  Tripe  Whitener   3C 

Tnpe  Cleaner 3C 

Tnpe  Whitener    3C 

Everhot  Manufacturing  Co. 

Tattoo  Ink  CHT- 100  2B 

Excel  Chemical  Company,  Inc. 

Excel  Feather  Wetter  Concentrate   3A 

Excel  Tripe  Bleach   3C 

Excel  Tripe  Wash   3C 

L-565  Feather  Wetter   3A 

Exsel  Industries,  Inc. 

Hog  Scald  Compound  3B 

F  F  Industrial  Service  &  Supplies, 
Inc. 

No.  600  Hog  Scald  3B 

FMC  Corporation 

Disodium  Phosphate   3B 

Hydrogen  Peroxide  35%  HP 3C 

Phosphorus  Acid  3F 

Proxycarb  135  3C 

Soda  Ash  Dense  160  3A.3F.3B.3C 

Soda  Ash  Grade  100  3A.3F.3B.3C 

Soda  Ash  Grade  120  3F 

Soda  Ash  260    3F 

Sodium  Acid  Pyrophosphate 3B 

Sodium  Sesquicarbonate  3A.3F 

Sodium  Tnpolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Tnsodium  Phosphate  3B.3C 

Filter- Media  Co. 

Femco  Filter-Aid  Grade  C4   5C 

Femco  Filter-Aid  Grade  C5    5C 

Femco  Filter-Aid  Grade  HX  5C 

Femco  Filter- Aid  Grade  H4  5C 

Femco  Filter-Aid  Grade  H9   5C 

Five  Star  Corporation 

Star-Chlor    3D 

Flo-Kern,  Incorporated 

FloKem  Veg  Peel   3D 

Hog  Scald  3147  3B 

Peel  Additive  0927   3D 

Tnpe  Cleaner  0680   3C 

Fremont  Industries,  Inc. 

9977FG    5A 

Fuller,  H.  B.,  Company/ 
Monarch  Division 

Ful-Bac    3D 

LB  4725-38  3A.5C 

Monarch  Tnpe  Bleach    3C 

Monarch  Tripe  Cleaner  3C 

Monarch  Tripe  Neutralizer  3C 

Monarch  1 35 1  Caustic    3B 

Monarch  1 352  Caustic    3B 

Monarch  1353  Caustic   3B 


Future  Compounding 

Future  Tripe  Cleaner  3C 

GPS  Industries 

Pro-San    3D 

Garratt-Callahan  Company 

Formula  153    3A 

Formula  58A  3A 

General  Electric  Company 

AF  70 5A.5C 

AF  9000 5A.5C 

AF72    5A,5C,3A,3B 

AF75    3D.5A.5C.3A.3B 

AF9010    3A.3B.3D.5A.5B.5C 

AF9020  Silicone  Anti- 
foam  Emulsion  3A,3B,3D.5A,5C 

AF9030    3A,3B,3D,5A,5B.5C 

SF1 8-350  5C 

General  Supply  Inc. 

GSI  9000  Fruit  &  Veg.  Washing  Com- 
pound        3D 

GSI  9002  Acidic  "Orchard  Bloom"  Re- 
mover       3D 

GSI  9002  NF  No  Foam  Acidic  Orcrd 
Blm  Rmv    3D 

GSI  9003  Acetic  "Orchard  Bloom"  Re- 
mover       3D 

GSI  9005  Double  Acidic  Mineral  Dep 
Rmvr  3D 

George  A.  Hormel  &  Co. 

Gas  No.  9903-11-6   3B 

Gilmer  Industries,  Inc. 

Gil  Caustic 3B.3C 

Gil  Dehair   3B.3C 

Gil  Feather  Off   3A 

Gil  Feather  Off-LF   3A 

Gil  Poultry  Scalder  3A 

Gil  Rapid  Scald  3B 

Gil  Tripe-Brite  3B.3C 

Gil-Super  Chlor  3D 

Gold  Kist,  Incorporated 

Feather  Softener    3A 

Feather  Softener  and  Defoamer   3A 

Gold  Kist  Scald  Aid  3A 

Grace  Dearborn/ 

W.  R.  Grace  &  Co.  -  Conn. 

Dearborn  841  3B 

Dearborn  846  3B 

Exfoam442  5A 

Exfoam  443  5A 

Poly-Tec  2475  3A.3B 

Grace,  W.  R.,  &  Co. 

TnSyl  300   5C 

TrySyl    5C 

TrySyl  600  5C 

Great  Plains  Chemical  Company 

AF-725  3G 

AF-750  3G 

AF-912 3G 

AF-920 3B 


AF-9200  3B 

AF-9201  3A.3B 

AF-932  3G 

DF-2100  5A 

Great  Salt  Lake  Mineral  & 
Chemical  Corp. 

GSL  Coarse  Salt  3F 

GSL  Extra  Course  Salt  3F 

GSL  Feed  Mixing  Salt   3F 

GSL  Fine  Salt   3F 

GSL  Salt  Pellets    3F 

Great  Western  Chemical  Co. 

Cal-Ox  447    3D 

F-N-V  Wash-634 3D 

GWPD-650   3D 

GWPD-653   3D 

GWPD-654   3D 

GWPD-655    3D 

GWPD-656   3D 

GWPD-659    3D 

Slip-727  3H 

Tnpe  Bleach  622  3C 

Tnpe  Wash  620  3C 

Grefco,  Inc. 

Dicalite  CP-5  3F 

Dicalite  LD-1006  3F 

Dicahte  LD-1006 3F 

Dicalite  Special  Speedflow  3F 

Dicalite  Speedex    3F 

Dicalite  Speedflow    3F 

Dicalite  Speedplus  3F 

Dicalite  Superaid  3F 

Dicalite  Superaid  Special    3F 

Dicalite  UF   3F 

Dicalite  215  3F 

Dicalite  231  3F 

Dicalite  231  Special    3F 

Dicalite  2500  3F 

Dicahte  341   3F 

Dicalite  375  3F 

Dicahte  4106  3F 

Dicalite  4156  3F 

Dicalite  416  3F 

Dicalite  4186  3F 

Dicalite  4186  3F 

Dicalite  4200  3F 

Dicalite  426  3F 

Dicalite  436  3F 

Dicalite  4500  3F 

Dicalite  456  3F 

Dicalite  476  3F 

Dicahte  476  SP  3F 

Dicalite  5000  3F 

Dicalite  5500  3F 

Dicahte  6000  3F 

Dicalite  689  3F 

Dicalite  7000  3F 

Dicahte  8000  3F 

Griffith  Laboratories 

Peel  Ease  605-2215  3H.5C 

Guard  Products,  Inc. 

Peel  Aid  3D 

GyCor  International  Limited 

Fri-Mor    3F 

McDonald's  Filtering  Product  5114   3F 

H  V  C,  Inc. 

Hi-Test  Sodium  Hypochlorite  3D 
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Hanco  Manufacturing  Co.,  Inc. 

CB-3  Dehair    3B 

HC  Concentrated  Poultry  Scald   3A 

Hantover  Incorporated 

Denaturant  G  Meat  Identifier  4A 

Green  Branding  Ink 2A 

HT-99  Hog  Tattoo  Paste 2B 

Meat  Branding  Ink  40334  2A 

No.  304  Pres  Teege  Purple  Branding  Ink  2 A 

40328  Meat  Branding  Ink  2A 

Harborlite  Corporation 


Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 
Harborl 


te  1500  5C 

te  1500S  5C 

te  1800  5C 

te  1900  5C 

te  200  5C 

te  2000  5C 

te400  5C 

te  635  5C 

te  700  5C 

te  800  5C 

te  800S  5C 

te  900  5C 

te  900S  5C 


Harcros  Chemicals  Inc. 


Antifoam  HL 
Sulfuric  Acid 
T-DetEpo  61 
T-H  Silicone 
T-H  Silicone 
T-H  Silicone 
T-H  Silicone 
T-H  Silicone 
T-H  Silicone 
T-H  Silicone 


43   3A.5C 

93.2%  5C 

3A 


Antifoam  AF-10FG  ... 
Antifoam  AF-100  FG 
Antifoam  AF-30  FG  . 
Antifoam  8805  FG  ... 
Antifoam  8810  FG  ... 
Antifoam  8820  FG   ... 


5A.5C 
5A.5C 
5A.5C 
5A.5C 
5A.5C 
5A.5C 


Antifoam  8830  FG   5A 


Harneds,  Inc. 

Double  J  Deep  Purple  2A 

Hase  Petroleum  Wax  Company 

HP  1135  5C 

HP  1335  5C 

HP  8926  5C 

Hawkins  Chemical,  Inc. 

Azone 3D 

Hill  Manufacturing  Company,  Inc. 

No.  1155  Tripe  Cleaner   3C 

No.  574  Feather  Penetrant    3A 

Hoch  Company 

Anti-Foam   3B 

AV-240  Tripe  Cleaner    3C 

First  Wash  Tripe  Cleaner  3C 

Hog-Scald  X    3B 

HS-210  3B 

HS-712 3B 

PS-380  3A 

TC-200-1   3B.3C 

Hood  Chemical  Co. 

107AF   3B 


Hubert 

Hubcote  Food  Equipment  Oil  3H 

Hydrite  Chemical  Company 

Anticoagulant  No.  1261    5C 

F.G.  10  No.  584    3A,3B,3D,5A,5C 

Liquid  Tripe  White  No.  550  3C 

Release  Agent  No.  586  3H 

Release-All  WS  No.  587    3H 

Tripe  Bleach  No.  326   3C 

Tripe  Wash  No.  240  3C 

I  C  S  Corporation  of  America 

ICS  496   4A 

Ideal  Stencil  Machine  &  Tape 
Company 

HMP  Hog  Marking  Paste  2B 

HT-79  Green  2B 

HT-80 2B 

HT-80A   2B 

HT-88  Hog  Tattoo 2B 

HT-90 2B 

HT-99  Hog  Tattoo  Paste  2B 

MO  Sol  Clear    2A 

MO  40  Red   2A 

MO  69  Blue 2A 

MO  72  Brown  2A 

MO  74  Purple  2A 

MO  74A  Purple  2A 

MO  75  Black  2A 

MO  79  Green    2A 

MO  88  Yellow    2A 

Independence  Chemical  Co. 

Inaco  PL-10  3A 

IndcoLA-21    3D 

IndcoLA-211    3D 

Indco-PX  10    3B 

Industrial  Chemicals,  Inc. 

Sodium  Hypochlonte  Solution   3D 

Industrial  Solvents 

IND-Sol  113    3A.3B 

Intech,  Inc. 

MD  8100  3D 

Intercontinental  Chemical  Corp. 

Con-O-  1467  Peeleze    3D 

ICC  212  3D 

ICC  213  3D 

ICC  3714  3D 

ICC  3716  3D 

International  Colloids  and 
Chemical,  Inc 

Denaturant  314    4A 

International  Dioxcide  Inc. 

Anthium  Dioxcide  3D 

Camebon  200    3D 

International  Filler  Corporation 

BH100  Alpha-Cel  5C 

BH20  Alpha-Cel   5C 

BH200  Alpha-Cel   5C 


BH40  Alpha-Cel   5C 

BH65  Alpha-Cel   5C 

CL100  Alpha-Cel    5C 

C100  Alpha-Cel  5C 

C20  Alpha-Cel  5C 

C200  Alpha-Cel  5C 

C33  Alpha-Cel  5C 

C40  Alpha-Cel  5C 

C60  Alpha-Cel  5C 

HS100  Alpha-Cel    5C 

HS40  Alpha-Cel    5C 

HS80  Alpha-Cel    5C 

Justfiber  BVF200    5C 

PB25  Alpha-Cel    5C 

RB40  Alpha-Cel    5C 

International  Foodcraft 
Corporation 

Confecto-Lube  LS  3H 

Eez-Out  Liquid  Regular  Formuation   3H.5C 
Eez-Out  Liquid  Thin  Formulation    ..  3H.5C 

Eez-Out  Net  Lubricant   5C 

Eez-Out  Net  Lubricant  #4 3H 

Eez-Out  Net  Lubricant  #5  3H 

Eez-Out  Net  Lubricant  LS  4 3H 

Eez-Out  Paste    3H.5C 

Interox  America 

Food  Grade  Hydrogen  Peroxide  35   ....  3C 

Food  Grade  Hydrogen  Peroxide  50    ....  3C 

Ivanhoe  Industries,  Inc. 

XFO-10S   3A.3B.5A 

XFO-100S   3C 

XFO-20S   3A.3B 

XFO-30S   3A.3B 

XFO-382B    3D 

XFO-382C  3D 

XFO-383   3D 

J  and  M  Laboratories,  Inc. 

Antifoam-710 5C 

Antifoam-720 5C 

Jem  Sales  Incorporated 

Inchemco  F-980  Denaturant  4B.4D 

Jett-Co  Products,  Inc. 

Scald  Compound  3B 

Tripe  Denuding  Compound  B    3C 

Tripe  Wash  10c  3C 

Tripe  Wash  5c  3C 

Jewel  Chemical  Company 

X    3B 

Jif-Pak  Manufacturing  Inc. 

Liquid  Smoke  Release  Agent  LSRA-20  5C 

Release  Agent  FA-10    5C 

Johnson,  S.  C.  &  Son,  Inc. 

Choic  Cut    5C 

J-90    3H 

Jones  Chemicals,  Incorporated 

Sunny  Sol  Bleach   3D 

Sunny  Sol  100  3D 

Sunny  Sol  100  Plus  3D 

Sunny  Sol  150  3D 
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K  C  I  Chemical  Company 

ClenerW   3B 

HL-21  3A.3B.3D 

Peel-eze  P    3D 

K-Klean  Chemical  Company  Inc. 

Hydrogen  Peroxide  35%  H202    3C 

Tripe  Wash    3C 

Kabo  Chemicals,  Inc. 

KFO-105   3D 

KFO-1204A  3D 

KFO-305   3D 

Kahn's,  E.  Sons  Company 

Meat  Branding  Ink    2A 

Kel  Chemicals,  Inc. 

Defoamer  100  A-l    3D 

Kemin  Industries,  Incorporated 

Pet-Ox  Liquid   5C 

Kerr-McGee  Chemical  Corp. 

Trona  Fine  Granular  Soda  Ash 3C 

Trona  Granular  Soda  Ash  3C 

Ketchum  Manufacturing  Sales 
Limited 

B-7  Blue  Hog  Shoulder  Marking  Ink  ..  2B 

B7  Black  Tatto  Ink  2B 

B7  Black  Tattoo  Ink  2B 

B7  Green  2B 

Kleen-San  Systems 

CL  820  HY-DFP  3A 

CL  821  Reward  3A 

CL  830  Sclad  Plus    3A 

CL  880  Anti-Foam    3B 

CL  890  EZY  Strip    3B 

CP  255  T-124  Tripe  Wash  3C 

CP  260  Preserve   3C 

CP  640  Carb  38    3C 

CP  660  Tripe  Glow  3C 

CP  830  Scald  Plus    3A 

CP  890  Presto   3B 

CP  895  Presto  LF  3B 

KL  8200  High-Dep  3A 

KL  8210  Prize  3A 

KL  8900  Stripezy   3B 

KP  8300  Poultry  Scald  Plus  3A 

Knapp  Manufacturing 

Knapeelaid  3D 

Knapp  Fruit  Wash  3D 

Peeling  Compound    3D 

Koch  Supplies,  Incorporated 

Brilliant  #2  Green  Dye  Koch  #01  78  17  4C 

Denaturant  314    4A 

GL  #31  Perma-Brite  Purple   2A 

GL  #33  Perma-Bnte  Red   2A 

GL  #34  Perma-Brite  Green 2A 

GL  #36  Perma-Brite  Blue 2A 

GL  #40  Perma-Brite  Red   2A 

GL-63  Brown  Ink  Koch  #01  78  15  ....  2A 

GL-65  Hog  Tattoo  Paste 2B 

GL-75/25  Ink  Koch  #01  78  13  2A 


GL-80  Purple  Ink  Koch  #01  78  12     ...  2A 

GL-98  Perma  Bnte   2A 

Koch  Deep  Purple    2A 

Koch  Ultra  Violet     2A 

New    Old"  Baldy  Liquid  Hog  Scald   ..  3B 

Old  Baldy  Hog  Scald    3B 

Tnpurge  3C 

Kohnstamm,  H.,  and  Company  Inc. 

GK-7620    2A 

Kor-Chem,  Inc. 

Formula  364  Feather  Softner   3A 

Formula  800  Tripe  Cleaner 3C 

L  W  Chemicals,  Inc. 

EW61   5C 

LHS  309    3B 

Labbco,  Inc. 

Lass-o  10%  Sodium  Hypochlorite  Sol- 
ution      3D 

Lee  Mark  Company 

Code  3-90^ 2A 

Leonard,  W.  F.  Company,  Inc. 

Branding  Ink  No.  9026  2A 

Lenco  Dead  End   4B 

Lenco  Featherless    3A 

Lenco  Hogwash  3B 

Lenco  Mach  1    2A 

Lenco  Mark  22-Branding  Ink  2A 

Lenco  Mark  25  Green  2A 

Lenco  Mark  32   2A 

Lenco  Mark  38   2A 

Lenco  Red  Alert   4D 

Lenco  Spoiled  Rotten   4A.4C 

Lenco  Tat-Il 2B 

Lubar  Chemical  Co. 

Defoamer  5A 

Lyondell  Lubricants 

Duopnme  Oil  200  3H 

Duopnme  Oil  300  3H 

Duopnme  Oil  350  3H 

Duoprime  Oil  400  3H 

Duopnme  Oil  55  3H 

Duoprime  Oil  70  3H 

Duopnme  Oil  90  3H 

MAE  Inc. 

Sprayolo  Orange   2A 

Madison  Chemical  Co.,  Inc. 

Compound  AF-B  3B 

Dart  950  3D 

Hog  Scald    3B 

Hog  Scald  Powder 3B 

Hog  Scald  SJ  3B 

Poultry  Scald  3A 

Tripe  Bleach    3C 

Tripe  Cleaner 3C 

Tripe  Cleaner  CD   3C 

Tripe  Cleaner  E  3C 

Magrabar  Chemical  Corp. 

Antifoam  PD55E  5C 


GWPD-653    3D 

GWPD-654     3D 

GWPD-655  Mod  I     3D 

GWPD-655Mod2    3D 

GWPD-656    3D 

GWPD-657    3D 

GWPD-659    3D 

Magrabar  Silicone  10-S    5A 

Magrabar  Silicone  30-S    5A 

PD-650  3D 

PD-653  3D 

PD-654  3D 

PD-655  3D 

PD-655  Mod  1  3D 

PD-655  Mod  2 3D 

PD-655-D 5A 

PD-656  3D 

PD-657  3D 

PD-659  3D 

Mallet  &  Company,  Inc. 

Vegalube  1100  3H 

Vegalube40  3H 

Manville  Products  Corporation 

Celite  Filter  Aid    3F 

CeliteSOl    3F 

Celite  512    3F 

Celite  535    3F 

Celite  545    3F 

Celite  560    3F 

Celkate  T-21    3F 

Fibra-Cel    3F 

Filter  Cel   3F 

Hyflo  Super-Cel    3F 

Micro-Cel  A    3F 

Micro-Cel  B  3F 

Micro-Cel  C 3F 

Micro-Cel  E 3F 

Micro-Cel  FA    3F 

Micro-Cel  T-13  3F 

Micro-Cel  T-49  3F 

Microsweet    3F 

Silasorb    3F 

Standard  Super-Cel  3F 

Mark  Manufacturing  Corporation 

FSA-606    3A 

LHS-888    3B 

PHS  444    3B 

TC-66  3C 

Martin's  Equipment  Company,  Inc. 

Tripe  Wash    3C 

Mayo  Chemical  Company,  Inc. 

Sodium  Hypochlorite  10%  3D 

Sodium  Hypochlorite  12.5% 3D 

Sodium  Hypochlorite  5.25%  3D 

Megatron  Chemicals,  Inc. 

Liquid  Hog  Scald    3B 

Met-Chem,  Inc. 

704-Met  Anti  Foam 3D 

Microtech  Water  Management 
Systems,  Inc. 

Micro-108AF  3B 


Mid  South  Equipment  Supply 
Company 

Branding  Ink  No.  100  2A 

Purple  Branding  Ink  No.  100  2A 

Mid-Lands  Chemical  Co.,  Inc. 

BD  10  Black  Denaturant 4B 

No.  44  Green  Denaturant   4A 

Purple  No-304  2A 

TP-21   2B 

TP-22  2A 

TW  300   3C 

Mies  Products,  Inc. 

Karbonaid  XX  5C 

Miller-Aldridge  Chemicals,  Inc. 

Tripe  Wash    3C 

Minock  Manufacturing  Company 

Hog  Tattoo  Paste 2B 

MirOil 

Miroil  Fry  Powder 3F 

Mississippi  Lime  Company 

Hydrated  Lime 3C 

Mitco  Inc. 

Mitfloc5147P  5C 

Mitfloc  5150P  5C 

Mitfloc  5946L  SC 

Momar,  Incorporated 

Chlor-Best   3D 

E.M.0 3H 

Momar  Liquid  Chlorine    3D 

Mo  market 

Division  of  Momar,  Incorporated 

Signal  4A.4B.4C.4D 

Softee 3A 

Monsanto  Company 

Disodium  Phosphate   3B 

Santoquin  5C 

Sodium  Hexametaphosphate  3B 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate 3B.3C 

Morgan -Gallacher,  Inc. 

DefomerllO   5A 

ORP  Buffer  3D 

ORP-ALK    3D 

Peel  Klecn  3D 

Tripe  Cleaner 3C 

Mrs.  Crockett's  Kitchens,  Inc. 

Vegisan    3D 

Mt.  Hood  Chemical  Corporation 

Acid  Fruit  Wash    3D 

Crown  Sodium  Hypochlorite   3D 


Formula  310    3D 

Hog  Scald  Additive  3B 

Liquid  Hog  Scald    3B 

Super  Tripe  Kleen  3C 

Tripe  Kleen   3C 

Nalco  Chemical  Company 

Nalco  1090    3D 

Nalco  3006  Wash  Acid  3D 

Nalco  91SD002  3D 

Nalco  91SD005  3D 

National  Chemical  Labs,  of  PA.,  Inc. 

Flicker   3A 

National  Interchem  Corporation 

Hog  Scald    3B 

New  Zealand  Embassy 

Crayon  A  Colour  Blue   2C 

Crayon  B  Colour  Violet   2C 

Meatmark  Crayon   2C 

North  American  Salt  Company 

Louisiana  Rock  Salt  Spec.  Wtr  Soft.  Salt  5C 

Medium  Salt    SC 

Soft'ner  Salt  5C 

Solar  Cube  Water  Softener  Salt  5C 

Solar  Salt  Coarse  Water  Softener 5C 

Water  Conditioning  Salt  5C 

Northeast  Livestock  Distributing 

Sort-Mark  Blue   SC 

Sort-Mark  Green  SC 

Sort-Mark  Orange  5C 

Sort-Mark  Red  SC 

Sort-Mark  Tattoo  Paste  2B 

Northwest  Specialty  Fiber  Inc. 

NSF-330    3F 

Norway  Chemical,  Inc. 

Tripe  Denuding  Compound    3C 

Tripe  Denuding  Compound  10C    3C 

O'Neill  Industries,  Inc. 

LP  501  3D 

Oakite  Products,  Incorporated 

#78  3D.3B 

Fisan  Det  3A.3B 

Fisan-Det  S    3A.3B 

Fisan-500  3D 

Oakite  Bactericide  3D 

Oakite  Fisan  FV  Wash   3D 

Oakite  Liquid  Bactericide  3D 

Scald-Aid  3B.3C 

Oil  Associates  Incorporated 

OA  500  T  Technical  White  Mineral  Oil  3H 

Olin  Corporation 

HTH  Dry  Chlorinator  Granular   3D 

HTH  Dry  Chlorinator  Tablets  3D 

Olin  CCH  Dry  Chlorinator  Granular  ..  3D 

Poly-Tergent  P-17A    3A 

Pulsar  Dry  Chlorinator  Granular    3D 


Oliver  Chemcial  Co.,  Inc. 

Hog  Scald  Compound  No.  1     3B 

Omaha  Compound  Company 

Defiance  No.  2  Tripe  Cleaner    3C 

Orchem,  Inc. 

Orcide    3D 

Oscar  Mayer  &  Company 

Filter  Aid  Dicalite  3F 

Release  Agent   3H 

Release  Agent  9-40  3H 

Ostrem  Chemical  Co.  Ltd. 

Ostrem  Liquid  Tripe  Cleaner  3C 

Ostrem  Liquid  Tripe  Whitener  3C 

Ostrem  Tripe  Cleaner  3C 

Ostrem  Tripe  Whitener  3C 

Oxford  Chemicals,  Inc. 

Liquid  D-Hair   3B 

Oxford  AD- 266  3A.3B 

Oxford  AF-85    3A.3B 

Oxford  BMD  4A.4C 

Oxford  BMD  I 4A.4C 

Oxford  BMD  II  4A.4C 

Oxford  BMD  ffl   4A.4C 

Oxford  D-Hair  3B 

Oxford  Flag-It  4B.4C.4D 

Oxford  FSD  3A 

Oxford  Hoofex  I   5B 

Oxford  Hoofex  II    5B 

Oxford  Hoofex  III  5B 

Oxford  Hoofex  IV  5B 

Oxford  Hoofex  VI  SB 

Oxford  Liquid  DHair  3A 

Oxford  LS-666    3B 

Oxford  Mark-It   4A,4B,4C,4D 

Oxford  Neutra-C  3C 

Oxford  P-llll  3A.3B 

Oxford  Pro-Det  3D 

Oxford  Sanfax  Denude-XL 3C.5C 

Oxford  Sanfax  Tripe-White   3C 

Oxford  Suppress    3A.3B 

Oxford  T-124 3C 

Oxford  Tag-It    4A,4B,4C,4D 

Oxford  TL-12    3C.5B 

Oxford  TL-1 2  Supplement  3C 

Oxford  TL-12C  3C 

Oxford  TW-125  3C 

Oxford  TW-164  3C 

Oxford  X-Hair  3A.3B 

Oxford  Yield  Plus  3A 

Oxford  122    3B 

Oxford  299-SW  3A 

OSi  Specialties,  Inc. 

SAG  10   3C 

SAG  710  Silicone  Antifoam 

Emulsion  10%    3A,3B,5A,5C 

SAG  720   3A,3B.5A,5C 

SAG  730  Silicone  Antifoam 

Emulsion  30%    3A,3B,5A,5C 

SAG  770  Organosilicone  Emulsion    3D.5A 

SAG  840   5C 

SAG-100  Silicone  3C 

SAG-30  Silicone  3C 

SAG-47  Silicone  3C 

SAG-470  Silicone  3C 

SAG-472  Silicone  3C 
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P  D  Q  Manufacturing,  Inc. 

3A-333  Feather  Softener  And  Defoamer  3 A 

3A-360  Scald  Aid  3A 

3B-040  Hog  Scald  3B 

3C-340  Tripe  Cleaner  3C 

3C-345  Tripe  Bleach 3C 

5B-500Hoof  Cleaner   5B 

PPG  Industries.  Inc. 

Caustic  Soda  Coarse  Rake  3B.3C 

Caustic  Soda  Fine  Flake  3B.3C 

Caustic  Soda  Liquid  50%  3B.3C 

Caustic  Soda  Medium  Flake  3B.3C 

Caustic  Soda  Small  Flake  3B.3C 

Granular  Soda  Ash   3C 

Light  Soda  Ash  3C 

Macol  1    3A.5C 

Macol  2   3A.5C 

Mazol  300  K  3D 

Mazu  DF  200  SP    5C 

Mazu  DF  201    3D.5C 

Mazu  DF  201  A    3D.5C 

Mazu  DF  201  B    3D 

Mazu  DF  201  PM  MOD  3  5C 

Mazu  DF  203-89  5C 

MazuDF210S    3D.5A 

Mazu  DF  220S    5A 

Mazu  DF  230  S  5C 

Mazu  DF  230  SX   5C 

Mazu  DF  246- 19  3D    3D 

Maze  DF  246-193H   3D 

Mazu  DF  246-1 9  3J  3D 

Mazu  DF  352    3D 

Mazu  201B    5C 

Pels  Caustic  Soda  Beads 3B.3C 

P  Q  Corporation,  The 

Metso  Beads  2048  3A.3D.3B.3C 

Metso  Pentabead  20    3A.3D.3B.3C 

Metso  20   3A.3D.3B.3C 

Metso  200   3A.3D.3B.3C 

Pacific  Chemical/ 

Di>.  of  Pace  International  LP 

Defoamer  FG  5A.3D 

Free-Lease  3H 

Package  Concepts  &  Materials,  Inc. 

Slickna    5C 

Smoke  Release    5C 

Packers  Engineering  &  Equip.  Co., 
Inc. 

#60600  Purple  Marking  Ink   2A 

Hog  Tattoo  Paste  2B 

Packers  Cnar   4B 

Packers  Hog  Tattoo  Ink    2B 

Packers  Red  Meat  Marking  Ink  60593  2A 
Purple  Meat  Marking  Ink  "Quick  Dry- 
ing"     2A 

Purple  Meat  Marking  Ink  60517    2A 

Tattoo  Ink  No.  82  2B 

Tru-Brand  Purple  Ink   2A 

Packers'  Chemical  Company 

Bleach  101  5B 

Bleachex  101  3C 

Bluecote  4B.4D 

Charcote  4B 

Citrosol    4A 

Grade  &  Yield  Branding  Ink    2A 

Green  It   4A,4B,4C,4D 

Green  It  2    4A 


One  Step  PW  3C 

Ponch  Scald  3C 

Powderpac  Blue  4B 

Powderpac  Green    4B 

Red  Bird    4D 

Slick  Piggy    3B 

Superchar  4B 

Tripemax  A  3B 

Tnpemax  B   3B.3C 

Tripemax  C   5C 

Tripemax  D  3C 

Tripemax  E  Bleaching  Composition    ..  3C 

Tnpemax  P-50  3C 

Tripex  LQ   3C 

Tnpex  101  3C 

Par-Way  Manufacturing  Company 

DH-10    3H 

DH-135    3H 

Vegaline  3H 

Waffle-Off  3H 

Path  Silicones 

TBA-111    3A 

Patterson,  C.  J.  Company 

Patcote  501K  5A 

Peck's  Products  Company 

Pepco  Add  3A 

Penn  Jersey  Paper  Co. 

Handi-Maid  Bake  Release  Non-Stick 

Spray"  3H 

Penreco 

Drakeol  10  3H 

Drakeol  13  3H 

Drakeol  15  3H 

Drakeol  19  3H 

Drakeol  21  3H 

Drakeol  32  3H 

Drakeol  33  3H 

Drakeol  34  3H 

Drakeol  35  3H 

Drakeol  5  3H 

Drakeol  7  3H 

Drakeol  9  3H 

Pollock  Paper  Distributors 

Release  3H 

Polymer  Systems,  Inc. 

Poly  Natural  100  5C 

Poly  Natural  200  5C 

Poultry  Tech,  Inc. 

Scald-All  P-Plus    3A 

Presco  Food  Products,  Inc. 

Caldina  3B 

Pro  Chemicals,  Inc. 

Pro  Neutralizer  No.  7   3C 

ProTripeCleanerNo.llO  3C 

ProScald 3A.3B 

Tripe  Cleaner  No.  22    3C 


Procter  &  Gamble  Company,  The 

Orvus  WA  Paste  3B 

Progress  Chemical  Co.,  Inc. 

PCC  Feather  Penetrant  50 3A 

Prosclean,  Incorporated 

L.  Hog  Scald  3B 

Tripe-W-66    3C 

ProChemTech 

PCT  4340    5C 

PCT  8727    5C 

Puritan/Churchill  Chemical 
Company 

Churchill  L926    4A.4B 

Puro  Chemical  Corporation  of 
America 

LHS  309    3B 

Q  V  S  Inc. 

QL-291  3B 

QL-821  3A 

QL-881  3B 

QL-891  3B 

QP-261  3C 

QP-661  3C5B 

QP-891  3B 

QP-896  3B 

Qualchem  Corporation 

QC  364  Feather  Softner  3A 

Quimicas  Mundiales  S.A. 

Disperlatex  3D 

Mardel   3D 

Tremox 3D 

R  M  Services  Co.  Inc. 

SP-13  3C 

Tnpe  35  3C 

R  2  Chemical  Specialties  Company 

Egg  Tegent  Plus    3D 

R.M.  Services  Co.,  Inc. 

M.  R.  L.  Tripe  Cleaner  3C 

R-Square  Products,  Inc. 

Rave-Alko   3B 

RL-210  Feather  Penetrant  3A 

RS  220  3A 

RS  230  3A 

RS  230N   3A 

RY-200  Tripe  Cleaner 3C 

Ranco  Chemical 

Tripe  Bleach    3C 

Tripe  Cleaner 3C 

Ravan  Products,  Incorporated 

ECS  Feather  Pentrant   3A 


MO 


ECS  Hog  Scald  Compound    3B 

Mor-Chlor   3D 

MC-525   3D 

Rave  600   5C 

Rave  610   3C 

Rave-Defoam  3G,3H,5C 

Rejex    4D 

RL-210  Feather  Penetrant  3A 

RL-220  Feather-Penetrant  3A 

RL-230  N 3A 

RL-230  Scald  Vat  Media   3A 

RY-200  Tripe  Cleaner 3C 

Red  Arrow  Products  Company  Inc. 


Red  Top  Products,  Inc. 

420  3C 

421  3B 

Rely  Chemicals,  Inc. 

#40  Red  4C 

Red  Dye  4C 

Rex  Chemical  Corporation 

Citronella  Denaturant  Concentrate  ..  4A.4C 

Denaturant  Green  Dye    4B 

Rhone-Poulenc  Basic  Chemicals  Co. 

Crystamet  3A.3D.3B.3C 

Disodium  Phosphate  3B 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate  3B.3C 

Victalite  35    3B 

Riceland  Foods,  Inc. 

Chef-Way  Bread  Pan  Oil  (AS-19)  3H 

Chef-Way  Brown  &  Serve  Oil  (AS-9)  3H 

Lecipnme  N 3H 

Leciprime  S  3H 

Sal-Fry  Bread  Pan  Oil  (AS- 16)    3H 

Rio  Chemical 

Hog  Scald    3B 

Rio  Tripe  Wash  3C 

Tripe  Bleach    3C 

Rio  Linda  Chemical  Co.,  Inc. 

AktaKlorlS   3D 

AktaKlor25   3D 

AktaKlor7.5    3D 

Anti-Foam  5    5A 

Dura  Klor 3D 

O-C  F-NuCoat  3H 

O-CF-130  3D 

O-CF-132  3D 

O-C  F-151   3D 

O-C  F-152  3D 

O-CF-153  3D 

O-CF-154  3D 

O-CF-1541   3D 

O-CF-1542  3D 

O-CF-310  3D 

O-C-150  3D 

Orenco  Peel  40    3D 

OCFVP  3D 

OC-FVW  3D 

RiocideHP37    5C 

RiocideHP37D  5C 

RiocideHP38    5C 

RiocideHP38D  5C 


Rite-Kern 

Hog  Scalding  Compound   3B 

Robinson  Chemical  Co.,  Inc. 

RC-582  Poultry  Scald  3A 

Rochester  Midland 

Mid-Defoam  1111-FG  3A.3B,5A,5C 

Sir  Fact    3A.3B.3D 

Ross  Chem,  Inc. 

Foam  Blast  100  5C 

Foam  Burst  12-010-12    5C 

Rowell  Chemical  Corporation 

"Hypo  100"   3D 

"Hypo  150"   3D 

"Hypo  52"   3D 

"Hypo  90"   3D 

Roxxon  Corporation,  The 

Bird  Mark    4D 

Bird  Mark  Dry 4D 

Bird  Mark  B    4D 

Blue  Mark   4C 

Blue  Mark  Dry    4B.4D 

Hogie  3A.3B 

Mark  Dry  4B.4D 

Piggie  3B.3C 

Roxxon  Mark 4A 

Scald-Rite    3A 

Twelve  Plus  3D 

Royal  Chemical  Corporation 

No.  600  Hog  Scald  3B 

Safeway  Industries  Inc. 

Prevent  5A 

Prevent  Plus  SA 

Salamon,  L.  A.  &  Bro. 

Tonsil  AAC  3F 

Tonsil  ALS    3F 

Tonsil  IFF   3F 

Tonsil  L-80  SP   3F 

Tonsil  Optimum  EX-FF   3F 

Tonsil  Optimum-FF    3F 

Sani-Kem  Chemical  Corp. 

Liquid  Tripe  Wash    3C 

Saratoga  Specialties/ 
Chemicals  Division 

Denaturant  Black  4B 

H.S.  100  3B 

Hog  Scald    3B 

Hydrated  Lime 3B.3C 

Liquid  Hog  Scaid    3B 

Liquid  Hog  Scald  T    3B 

Liquid  Poultry  Scald  3A 

Liquid  Tnpon    3C 

Liquid  Whiton-35    3C.5B 

Meat  Branding  Ink    2A 

Morrell  Scald  Plus 3B 

Neutralon  3C 

Purple  Marking  Ink  2A 

Red  Branding  Ink    2A 

Saratoga  BFC    5B 

Saratoga  Denaturant    4A 


Scald  Helper    3B 

Soda  Ash  3B.3C 

Special  Scald  Aid   3C 

Special  Tripon  3C 

SS-lOOODefoamer   3A.3B.5A 

Tripon    3C 

Whiton  3C5B 

Savolite,  Inc. 

DefoamerSB  5C 

Defoamer04   3A,3B.3D,5A,5C 

Plus  Detergent  3D 

Scaltrol,  Inc. 

Scaltrol-HW  3A 

Selig  Chemical  Industries 

26-SX-86  3A.3B 

33-SX-88  Tripe  Cleaner  3C 

44-SX-94  Vegetable  Wash  3D 

61-SX-86  Hog  Scald  3B 

62-SX-86  Washing  Agent  5C 

Sentry  Chemical  Company 

Wett-It  Poultry  Scald    3A 

Servco 

Servco  410  3C 

Servco  411  3C 

Servco  411-A  3C 

Servco  41 1-B  3C 

Servco  422  3C 

Servco  426  2A 

Servco  438  3G 

Servco  445  3C 

Servco  471  Blackout  4A.4B 

Servco  510  3G 

Servco  701  3C 

Servco  708  3C 

Servco  710  3D 

Servco  711  3C 

Servco  720  Tnpe  Bleach    3C 

Servco  725  2A 

Servco  740  4B.4D 

Servco  742  Charcoai  Denaturant   ....  4A.4B 

Servco  760  3B 

Servco  761  Hog  Scald    3B 

Service  Chemical  Corporation 

Formula  1-M  3B 

Formula  306    3C 

Formula  307    3A.3D.3B 

Hog  Scald    3B 

Poultry  Scald  Wetting  Agent  #1  3A 

Poultry  Scald  Wetting  Agent  No.  1    ....  3A 

Tnpe  Cleaner  3C 

Shepard  Bros. 

SB-Antifoam  2000    5C 

Vegetate  1 00  CL  3D 

Shield  Brite 

Mineral-XX  3D 

Shield-Bnte  Defoamer    3D 

Silbrico  Corporation 

Perlite  Filter  Aid  3F 

Siltech  Inc. 

Siltech  E-2401  3A.3B.5A 
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Siltech  E-2402  3A.3B.5A 

Siltech  E-2403  3A.3B.5A 

Siltech  E-2404  3A.3B.5A 

Siltech  2400  3A.3B.5A 

Singleton  Chemology 

Hog  Scald    3B 

Tripe  Cleaner 3C 

Veg  Peel    3D 

Smith,  E.  W.  Chemical  Company 

Ems  Tripe  Cleaner  287  3C 

Socar  Chemical  Company,  Inc. 

Defeathering  Penetrator  100  3A 

Defeathering  Penetrator  25  3A 

Defeathering  Penetrator  50  3A 

Defeathering  Penetrator  75  3A 

Solventol  Chemical  Products,  Inc 

Hog  Scald    3B 

Specialty  Chemical  Manufacturing, 
Inc. 

DHair    3B 

Specialty  Industrial  Chemicals 

S.LC.  100 5C 

Specialty  Ink  Company  Inc. 

Blue  Meat  Packers  Ink   2A 

Red  Meat  Packers  Ink  2A 

3787  Violet   2A 

Spray  Dynamics  Division/ 
Par-Way  Mfg.  Company 

DA-135  Spray  3H 

DH-10  Spray  3H 

F-120  Spray  3H 

Star  Chemical  Company 

Escalder  3B 

Limb-Ex  5B 

TR-Cleaner    3C 

Star  Chemical  Company,  Inc. 

Hog  Scald   3B 

Tnpe  Cleaner  3C 

Stauffer  Wacker  Silicone 
Corporation 

Emulsion  SWS-211  3C 

Sunrise  Environmental  Scientific 

Crisp    3D 

Surpass  Chemical  Co.,  Inc. 

Surchlor  (12.5%  Sodium  Hypochlorite)    3D 

Swift  Chemical  Co.,  Inc. 

MD  8100  3D 

T  L  C  Manufacturing  Inc. 

Hog  Wash  2 3B 


S-15088  Hog  Scald  3B 

S-190  3C 

T.C.  Products  Inc. 

GP-Chlor  Disinfectant  and  Sanitizer  ..  3D 
Sani-Clor  Low  Temperature  Liquid 

Sntzr   3D 

Top  Chlor    3D 

Taylor  Chemical  Co.,  Inc. 

TA-10  FG    5A 

TA-20  FG    5A 

TA-30  FG    5C 

Taylor  Laboratories,  Inc. 

Feather  Softener    3A 

Technical  Petroleum  Co. 

PG-50  SL 3H 

Technology  Chemical,  Inc. 

Peel  Off  3D 

Tech  DF-S  3D 

Tech  TW  3C 

Tenn-Luttrell  Lime  Company 

Hydrated  Lime 3B 

Texas  Lubricants  Corporation 

StaSafe  Release  Agent    3H 

Texo  Corporation 

LP-270  3B 

LP-44  3C.3B 

LP-622  3A.3B 

Texo  LP  1152   3B.3D 

Texo  LP  1153   3B.3D 

Texo  LP  695   3A.3B 

Texo  LP  952  3B 

Texo  647   3A.3B 

Wet-Tex  3A.3B 

Time  Products,  Inc. 

Armour  Standard  No.  115    3C 

Time  Saver  EGC  3C 

Time-Saver  EG  Tripe  CI  &  Hog 

Scald  3B.3C 

Time-Saver  EM  Tnpe  Cleaner  3C 

Time-Saver  Foamide  3A 

Time-Saver  Fruit  Wash  Comp.  WO  ....  3D 
Time-Saver  Poultry  Scald&Feather 

Softnr    3A 

TCI  Scald  Aid  3A 

Todco  Chemical  Co.,  Inc. 

Bleach-HP   3C 

Trans-Chemco,  Inc. 

Trans-10  Antifoam    3B.5A.5C 

Trans-100  Antifoam    5C 

Trans-1030  5A 

Trans- 220  5A.5C 

Tronex  Chemical  Corporation 

Foam  Control  50  3A.3B 


Troy  Chemical  Industries,  Inc. 

Troy  1136  FP    3B 

Troy  1140FP    3B.3D 

Troy  1141  FP    3B.3D 

Troy  2006  FP    3A.3B 

Troy  2022  Anti-Foam  Emulsion    5C 

Troy  2086  FP    5C 

1136  FP  Additive    3A 

Tulco  Oils,  Inc. 

Lubsoil  White  Oil  350  F.G 3H 

LubSoil  White  Oil  200  F.G 3H 

LubSoil  White  Oil  55  F.G 3H 

LubSoil  White  Oil  70  F.G 3H 

LubSoil  White  Oil  90  F.G 3H 

Turco  Products/ 

A  Division  of  Atochem  North 

America  Inc. 

Botl-Glo  3C 

U  S  Associates 

USA»750  3A 

Uni-Kem,  Inc. 

Uni-Kem  0927  3D 

Uni-Kem  3147  3B 

Union  Carbide  Corporation 

Propionic  Acid  5C 

United  Chemical  Corp.  of  New 
Mexico 

IC-7300   3C 

IC-7310   3C 

IC-7320   3C 

IC-7330   3C 

United  Industrial  Chemicals,  Inc. 

FD-6744 3D 

United  States  Movidyn  Corporation 

PA-200  3D 

Universal  Chemicals  &  Supplies, 
Inc. 

Tnpe  Cleaner  3C 

Universal  Sanitation  Incorporated 

Bris-L-Off  3B 

Chlor  Mor   3D 

Chlor  Rite    3D 

Feathersoff  3A 

Hairgo    3B 

Intesto  Kleen  3C 

Pluck  Eze 3A 

Purge   3C 

Scald  Eze  3A 

Scald  IT-H  3B 

Tripe  White  3C 

X-Tra  Clean  3C 

Van  Waters  &  Rogers  Inc./ 
Subsidiary  of  Univar 

Hydrogen  Peroxide  35%  FCC    3C 

Mineral  Oil  #10  FCC  Grade,  Kosher  ..  3H 

VW&R  Detergent  40    3A.3D 
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Vantage  Chemical  Corp. 

Non-Phosphate  Hog  Scald  Compound  3B 

Tripe  Cleaner 3C 

VanChem 

Tripe  Bleach  I  3C 

Tripe  Bleach  B    3C 

Tripe  Soap  I 3C 

Tripe  Soap  II  3C 

VentureTech,  Inc. 

CL  820  Hy-DFP   3A 

CL  830  Scald  Plus    3A 

CL  880  Anti-Foam    3B 

CL  890  Ezy  Strip    3B 

CP  830  Scald  Plus    3A 

Denaturant  314    4A 

L  810  Venture  Pro    3A 

L  820  Venture  Scald  Plus  3A 

L  830  Venture  Scald  3B 

L  930  Venture  Break    3B 

P  860  Venture  Scald  Plus  3A 

Penetrant  and  Defoamer  3A 

S-700  3B 

Vertex  Chemical  Corporation 

Vertex  CSS-10 3D 

Vertex  CSS-12 3D 

Vertex  CSS-5 3D 

Vertex  CSS-6 3D 

Victor  L.  Larimer,  PC 

Featherx  3A 

Virotech  Inc. 

MD  8100  3D 

MDL  7700  3A.3D 

Vulcan  Chemicals/ 

Div.  of  Vulcan  Materials  Company 

Anhyrous  Caustic  Soda  Beads  3B.3C.3D.5B 

W  J  Chemicals,  Inc. 

PS-30-DSS  3A 

PS-30-0E  3A 

WTS,  Inc. 

NPG92  5C 

SDA  10   3D 

SDA  13   3D 

Wacker  Silicones  Corporation 

Antifoam  Compound  S202  3D 

Antifoam  Compound  S203  3D 

Antifoam  Emulsion  Q-101   3D 

Antifoam  Emulsion  Q-94   3D 

Antifoam  Emulsion  SE21   3D 

Antifoam  Emulsion  SE23  3D 

Antifoam  Emulsion  SE25  3D 

Wade  Jones  Company 

PS-30-E   3A 

WJ-3000 3A 


Walling  Water  Management 

AF-107  3B 

AF-108  3B 

Emulsion  AF-107    3C 

Emulsion  AF-108    3C 

HS-1  3B 

250  AF 5C 

Wayne  Chemical,  Inc. 

WC-508  Scald  3A.3B 

WC-51   3B 

WC-S10  Scald  3B 

WC-840  Antifoam  5C 

WC-850  Antifoam  3A.3B 

WC-853  Antifoam 3A.3B 

WC-856  Antifoam  3A.5C 

Weil  Chemical 

Hog  Skald   3B 

Wesmar  Co.,  Inc. 

Hog  Scald    3B 

Hog  Scald  L    3B 

Insta-Peel  3D 

Silicone  Release    3H 

Soak  3A 

Soak  L-2    3A 

West  Agro,  Inc. 

WA  Defoamer  FG  5A 

Western  Lime  &  Cement  Co.,  The 

Western  Pure-Cal    3C 

Westvaco  Chemical  Division 

Politol-S  4B 

Whitmore  Manufacturing 
Company,  The 

Medallion  NSR   3H 

Williams  Lime  Manufacturing  Co. 

Hydrated  Lime 3C 

Williams,  B.  C,  Industries,  Inc. 

Wilson,  H.  Manufacturing  Co.,  Inc. 

Feather  Sof    3A 

Scalder  3A 

Witco/Petroleum  Specialties  Group 
Witco  Corporation 

Benol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  3H 

Blandol  Wht  Mineral  Oil  Lt.  Mnrl.  Oil 

NF  3H 

Britol  18  USP  White  Mineral  Oil    3H 

Britol  20  USP  White  Mineral  Oil    3H 

Britol  24  USP  White  Mineral  Oil    3H 

Britol  35  USP  White  Mineral  Oil    3H 

Britol  50  USP  White  Mineral  Oil    3H 

Britol  6  USP  White  Mineral  Oil    3H 

Britol  7  USP  White  Mineral  Oil    3H 

Britol  9  USP  White  Mineral  Oil    3H 


Carnation  Wht  Mineral  Oil  Lt  Mnrl  Oil 

NF  3H 

Ervol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  3H 

Gloria  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Kaydol  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Klearol  Wht  Mineral  Oil  Lt.  Mnrl.  Oil 

NF  3H 

LP  200  White  Mineral  Oil  Mineral  Oil 

USP 3H 

Protol  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Rudol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  3H 

380  Pan  Oil  Wht  Mineral  Oil  Mnrl  Oil 

USP  3H 

380  Plastics  OilWht  MnrlOil- 

WhtMnrlOilUSP  3H 

Z  Company 

No.  3  Green  Berry  Die  4A,4B,4C,4D 

Zee  Company,  Incorporated 

Foam  B  Gone    5C 

Z  Anti-Foam   3B 

Z  Antifoam  1500  3A.5C 

Z  Chick  Strip  3A 

Z  First  Wash  Tripe  Cleaner   3C 

Z  Hog  Scald  X    3B 

ZNSD1500    3A 

ZW-58    3B 

Z  WW  580 3B 

Z  210  Hog  Scald  3B 

Z  240  Tripe  Cleaner  3C 

Z  252  B  3C 

Z  500  3F 

Z-Blu  4A.4B 

Z-100  3A 

Z-101   3A 

Zep  Manufacturing  Company 

Formula  1961  Cleaner 3B.3C 

X-4970  4A 

X-7072  Hog  Wash    3B 

X-9268  3C 

Zep  FS  Formula  4169  4B 

Zep  FS  Formula  4665  3D 

Zep  FSX-6856-A  Hog  Scald  &  Tnpe 

Cleaner   3B.3C 

Zep  R-l  67583    3B 

Zep  R-l  6983  Hog  Scald   3B 

Zep  X-10377  4B.4D 

Zep  X-10378  3A 

Zep  X-10879  3B 

Zep  X-12684  Hog  Scald  Additive   3B 

Zep  X-1479  3B 

Zep  X-1961  3B.3C 

Zep  X-2584  3B 

Zep  X-4169  4B 

Zep  X-4269  4D 

Zep  X-6584  3D 

Zep  X-6584  Hog  Scald  Additive  3B 

Zep  X-7689  3A 

Zep  X-7882  5C 

Zep  X-8575  Scalding  Agent  3B.5B 

Zep-Control  Feather  Softener  3A 

Zep-X-15881   3D 

Zeprime  1961     3B.3C 

7HC  Corporation 

Poultry  Wetting  Agent    3A 
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Part  II  -  Nonfood  Compounds 
Used  in  the  Plant 
Environment 


Part  II 
List  of  Nonfood  Compounds  Used  in  the  Plant  Environment 

Category  Code  Letters  And  Their  Meanings 

The  permissible  use  for  each  authorized  compound  is  designated  by  the  following  code 
letters,  and  conditions  for  use  are  restricted  by  the  category  in  which  it  is  placed. 

NOTE:  In  several  categories,  reference  is  made  to  the  need  for  rinsing  with  potable 
water.  PAD  accepts  water  used  in  federally  inspected  plants  as  being  potable  when 
such  certification  is  made  by  State  health  agency  authorities. 

A.  CLEANING  COMPOUNDS 

Al.  Compounds  for  use  as  general  cleaning  agents  on  all  surfaces,  or  for  use  with 
steam  or  mechanical  cleaning  devices  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  surfaces  must  be 
thoroughly  rinsed  with  potable  water. 

A2.  Compounds  for  use  only  in  soak  tanks  or  with  steam  or  mechanical  cleaning  devices 
in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A3.  Acid  cleaners  for  use  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A4.  Floor  and  wall  cleaners  for  use  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A5.  Floor  and  wall  cleaners  for  subfreezing  temperatures. 

When  used  in  areas  with  subfreezing  temperatures,  potable  water  rinsing  is  not 
required  following  use  provided  that  the  solution  and  solubilized  soil  are  effectively 
removed  by  wiping  or  wet  vacuuming. 

A6.  Scouring  cleaners. 

Residues  resulting  from  the  use  of  scouring  cleaners  must  be  carefully  removed  from 
surfaces  by  thorough  rinsing  with  potable  water. 

A7.  Metal  cleaners  and  polishes  for  nonfood  contact  surfaces. 
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These  compounds  must  be  used  in  a  manner  so  that  all  odors  associated  with  the 
compounds  are  dissipated  before  food  products  or  packaging  materials  are  re-exposed  in 
the  area. 

A8.  Degreasers  or  carbon  removers  for  food  cooking  or  smoking  equipment,  utensils,  or 
other  associated  surfaces. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  area  or  carefully  protected.  After  using  these  compounds,  all  surfaces  must 
be  thoroughly  rinsed  with  potable  water.  The  compounds  must  be  used  in  a  manner  so 
that  all  odors  associated  with  the  compounds  are  dissipated  before  food  products  or 
packaging  materials  are  re-exposed  in  the  area. 

B.  COMPOUNDS  FOR  LAUNDRY  USE 

Bl.  Laundry  compounds. 

Laundry  detergents,  bleaches,  and  sours  may  be  used  on  fabric  which  contacts  meat  or 
poultry  products,  directly  or  indirectly,  provided  that  the  fabric  is  thoroughly 
rinsed  with  potable  water  at  the  end  of  the  laundering  operation. 

B2.  Laundry  compounds  for  uniforms  or  other  fabrics  which  do  not  come  in  direct 
contact  with  food  products. 

C.  COMPOUNDS  USED  IN  INEDIBLE  AND  NONPROCESSING  AREAS 

CI.  Compounds  for  use  on  all  surfaces  in  inedible  product  processing  areas, 
nonprocessing  areas,  and/or  exterior  areas. 

These  compounds  must  not  be  used  to  mask  odors  resulting  from  insanitary  conditions. 
They  must  be  used  in  a  manner  which  prevents  penetration  of  any  characteristic  odor  or 
fragrance  into  edible  product  areas.  Compounds  containing  isomers  of  dichlorobenzene, 
or  other  substances  toxic  by  inhalation,  may  be  used  only  in  areas  where  there  is 
adequate  ventilation  to  prevent  accumulation  of  hazardous  vapors. 

Permission  for  the  use  of  these  compounds  on  loading  docks  and  other  similar  areas  is 
left  to  the  discretion  of  the  Inspectors  in  Charge  of  the  plants. 

C2.  Compounds  for  use  in  toilets  and/or  dressing  rooms. 

C3.  Paint  removers  for  use  in  nonprocessing  areas. 

Equipment  and  utensils  which  directly  contact  edible  products  must  be  thoroughly 
cleaned  and  rinsed  with  potable  water  after  treatment  with  such  products  before  being 
returned  to  a  processing  area. 

D.  ANTIMICROBIAL  COMPOUNDS 

Dl.  Antimicrobial  agents  always  requiring  a  rinse. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  surfaces  must  be 
thoroughly  rinsed  with  potable  water  before  operations  are  resumed.  The  compounds 
must  always  be  used  at  dilutions  and  according  to  applicable  directions  provided  on 
the  EPA  registered  label. 
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D2.  Sanitizers  for  all  surfaces  not  always  requiring  a  rinse. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  A  potable  water  rinse  is  not  required  following 
use  of  these  compounds  for  sanitizing  previously  cleaned  hard  surfaces  provided  that 
the  surfaces  are  adequately  drained  before  contact  with  food  so  that  little  or  no 
residue  remains  which  can  adulterate  or  have  a  deleterious  effect  on  edible  products. 
These  compounds  may  be  used  for  microbial  control  on  ceilings,  floors,  and  walls  at 
concentrations  considerably  higher  than  those  allowed  for  sanitizing  food  contact 
surfaces  without  a  potable  water  rinse  unless,  in  the  opinion  of  the  Inspector  in 
Charge,  such  use  may  result  in  contamination  of  food  products.  A  potable  water  rinse 
is  required  following  use  of  these  compounds  under  conditions  other  than  those  stated 
above.  The  compounds  must  always  be  used  at  dilutions  and  according  to  applicable 
directions  provided  on  the  EPA  registered  label. 

E.   EMPLOYEE  HAND  CARE 

El.  Handwashing  compounds  for  use  in  all  departments. 

The  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  After  the  use 
of  the  compounds,  the  hands  must  be  thoroughly  rinsed  with  potable  water.  Under 
conditions  of  use,  there  can  be  no  odor  or  fragrance  left  on  the  hands. 

E2.  Handwashing  and  sanitizing  compounds. 

The  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  The  hands  need 
not  be  washed  prior  to  the  use  of  the  compounds.  After  the  use  of  the  compounds,  the 
hands  must  be  thoroughly  rinsed  with  potable  water.  The  compounds  must  always  be  used 
at  dilutions  and  according  to  applicable  directions  provided  on  the  label.  The 
compounds  have  been  accepted  on  the  basis  of  their  equivalency  to  50  parts  per  million 
chlorine. 

E3.  Hand  sanitizing  compounds. 

The  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  The  hands  must 
be  washed  and  thoroughly  rinsed  prior  to  sanitizing  with  the  compound.  The  compound 
may  be  injected  directly  into  the  wash  and  rinse  water.  The  hands  need  not  be  rinsed 
with  potable  water  following  the  use  of  the  compound.  The  compounds  must  always  be 
used  at  dilutions  and  according  to  applicable  directions  provided  on  the  label.  The 
compounds  have  been  accepted  on  the  basis  of  their  equivalency  to  50  parts  per  million 
chlorine . 

E4.  Hand  creams,  lotions,  and  cleaners. 

The  use  of  such  compounds  is  limited  to  toilets  and  dressing  rooms.  Employees  who 
handle  edible  products  may  use  the  compounds  only  when  leaving  the  plant. 
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F.  PESTICIDES 

Fl.  Nonresidual  pesticides. 

These  compounds  must  be  used  in  accordance  with  the  conditions  for  nonresidual 
insecticides  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 

F2.  Residual  pesticides. 

These  compounds  must  be  used  in  accordance  with  the  conditions  for  residual 
insecticides  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 
They  must  be  used  in  a  manner  that  prevents  their  entry  into  edible  product  areas 
through  open  windows,  ventilating  systems,  etc. 

F3.  Rodenticides  for  controlled  use  only. 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  for 
rodenticides  set  forth  in  Section  8.49  of  the  Meat  and  Poultry  Inspection  Manual. 

F4.  Fumigants  for  controlled  use  only. 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  for 
fumigants  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 

F5.  Fumigants  for  controlled  use  only. 

Before  using  these  compounds,  all  edible  products  and  packaging  materials  must  be 
removed  from  the  room  to  be  fumigated.  After  fumigation,  the  treated  equipment  and 
space  must  be  thoroughly  aerated  to  remove  all  vapors  before  inspectors  or  employees 
reenter  the  area.  Food  contact  surfaces  must  be  rinsed  with  potable  water  before 
edible  products  are  returned  to  the  room.  Use  of  such  compounds  is  not  covered  in  the 
Meat  and  Poultry  Inspection  Manual. 

G.  WATER  TREATMENT  COMPOUNDS 

Compounds  used  in  such  treatment  should  not  remain  in  the  water  in  concentrations 
greater  than  required  by  good  practice.  Compounds  containing  substances  which  may 
subsequently  result  in  the  adulteration  or  contamination  of  meat  or  poultry  products 
may  not  be  introduced  into  the  system. 

Gl.  General  potable  water  treatment  compounds. 

G2.  Phosphate  potable  water  treatment  compounds. 

The  concentration  of  phosphates  may  not  exceed  10  parts  per  million  calculated  as 
phosphate  ion. 

G3.  Silicate  potable  water  treatment  compounds. 

The  concentration  of  silicates  may  not  exceed  10  parts  per  million  calculated  as 
silicon  dioxide. 
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G4.  Chlorine  potable  water  treatment  compounds. 

Chlorine  may  be  present  in  processing  water  of  meat  and  poultry  plants  at 
concentrations  up  to  5  parts  per  million  calculated  as  available  chlorine. 
Also,  chlorine  may  be  present  in  poultry  chiller  intake  water,  and  in  carcass  wash 
water  at  concentrations  up  to  50  parts  per  million  calculated  as  available  chlorine. 
Chlorine  must  be  dispensed  at  a  constant  and  uniform  level  and  the  method  or  system 
must  be  such  that  a  controlled  rate  is  maintained. 

G5.  Cooling  and  retort  water  treatment  compounds. 

Chemical  agents  may  be  added  to  water  used  to  cook  and  cool  containers  of  meat  and 
poultry  products  to  prevent  staining  of  containers  and  to  control  corrosion  and 
deposit  formation  on  surfaces  of  processing  equipment.  The  amount  used  should  be  the 
minimum  sufficient  for  the  purpose. 

G6.  Compounds  for  treating  boilers,  steam  lines,  where  the  steam  produced  may  contact 
edible  products  and/or  cooling  systems  where  the  treated  water  may  not  contact  edible 
products. 

In  compounds  containing  volatile  amines,  the  amine  in  the  steam  may  not  exceed  the 
indicated  concentration. 

Cyclohexylamine  10  ppm  Morpholine  10  ppm 
Octadecylamine  3  ppm  Hydrazine  0  ppm 
Diethylaminoethanol   15  ppm 

G7.  Compounds  for  treating  boilers,  steam  lines,  and/or  cooling  systems  where  neither 
the  treated  water  nor  the  steam  produced  may  contact  edible  products.  This  does  not 
include  compounds  added  to  water  used  to  cook  and  cool  containers  of  meat  and  poultry 
products . 

H.   LUBRICANTS 

HI.  Lubricants  with  incidental  contact. 

These  compounds  may  be  used  as  a  lubricant  with  incidental  food  contact  for  use  in 
official  establishments  operating  under  the  Federal  meat  and  poultry  products 
inspection  program.  Such  compounds  may  be  used  on  food  processing  equipment  as  a 
protective  anti-rust  film,  as  a  release  agent  on  gaskets  or  seals  of  tank  closures, 
and  as  a  lubricant  for  machine  parts  and  equipment  in  locations  in  which  there  is 
potential  exposure  of  the  lubricated  part  to  food.  The  amount  used  should  be  the 
minimum  required  to  accomplish  the  desired  technical  effect  on  the  equipment.  If  used 
as  an  anti-rust  film,  the  compounds  must  be  removed  from  the  equipment  surface  by 
washing  or  wiping,  as  required  to  leave  the  surface  effectively  free  of  any  substance 
which  could  be  transferred  to  food  being  processed. 

H2.  Lubricants  with  no  contact. 

These  compounds  may  be  used  as  a  lubricant,  release  agent,  or  antirust  film  on 
equipment  and  machine  parts  or  in  closed  systems  (e.g.,  hydraulic  systems)  in 
locations  in  which  there  is  no  possibility  of  the  lubricant  or  lubricated  part 
contacting  edible  products. 
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H3.  Soluble  oils. 

These  products  are  chemically  acceptable  for  application  to  hooks,  trolleys,  and 
similar  equipment  to  clean  and  prevent  rust.  Those  portions  of  the  equipment  that 
contact  edible  products  must  be  made  clean  and  free  of  the  mixture  before  reuse. 

J. 

Jl.  Absorbents  or  antislip  agents  for  spot  application  to  floors. 

Such  compounds  may  be  used  in  all  areas  provided  that  use  is  limited  to  the  portion  of 
the  floor  area  where  the  hazard  exists,  and  that  such  use  does  not  result  in  dusting, 
tracking,  or  other  objectionable  conditions.  Compounds  may  not  be  used  as  a 
substitute  for  good  sanitation.  They  must  be  removed  as  a  part  of  the  routine  floor 
cleaning  operation. 

K.   SOLVENT  CLEANERS 

Kl.  Cleaning  and/or  degreasing  solvents  for  use  in  nonprocessing  areas. 

Following  the  use  of  these  compounds,  equipment  and  utensils  must  be  thoroughly 
washed,  and  rinsed  with  potable  water,  before  being  returned  to  a  processing  area. 

K2.  Solvents  for  cleaning  electronic  instruments. 

These  compounds  are  chemically  acceptable  for  cleaning  electronic  instruments  and 
devices  which  will  not  tolerate  aqueous  cleaning  solutions.  Before  using  these 
compounds,  food  products  and  packaging  materials  must  be  removed  from  the  area  or 
carefully  protected.  These  compounds  must  be  used  in  a  manner  so  that  all  odors 
associated  with  the  compound  are  dissipated  before  food  products  or  packaging 
materials  are  in  the  area. 

K3.  Adhesives  or  glue  removers. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  area  or  carefully  protected.  After  using  these  compounds,  all  surfaces  must 
be  thoroughly  washed  and  rinsed  with  potable  water.  These  compounds  must  be  used  in  a 
manner  so  that  all  odors  associated  with  the  compound  are  dissipated  before  food 
products  or  packaging  materials  are  reexposed  in  the  area. 

L.   SEWER  AND  DRAIN  CLEANERS 

LI.  Compounds  for  use  in  sewage  and/or  drain  lines. 

L2.  Enzymatic  compounds  for  use  in  sewage  and/or  drain  lines. 

Manufacturers  must  provide  PAD  with  a  record  of  salmonellae  analysis  for  each  lot  of 
the  finished  enzymatic  treatment  proposed  for  sale  to  federally  inspected  meat  and 
poultry  plants.  Testing  must  be  performed  by  a  qualified  microbiologist. 
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P.   COMPOUNDS  REQUIRING  LETTER  INDICATING  AUTHORIZED  USE 

PI .  Miscellaneous . 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  set 
forth  in  the  letter  of  acceptance.  Copies  of  the  acceptance  letter  must  be  supplied 
to  Federal  inspectors  as  proof  of  the  acceptable  use(s)  of  the  compound.  These 
letters  remain  valid  as  long  as  the  compound  is  continuously  listed  in  this 
publication. 

Q.   COMPOUNDS  FOR  USE  ON  SHELL  EGGS 

Ql.  Shell  egg  cleaning  compounds. 

Eggs  that  have  been  washed  with  these  compounds  shall  be  subjected  to  a  thorough  rinse 
of  warm*  potable  water  containing  an  accepted  sanitizer. 

Q2.  Shell  egg  destaining  compounds. 

Eggs  that  have  been  destained  with  these  compounds  are  to  be  rewashed  and  spray  rinsed 
with  warm*  potable  water  containing  an  accepted  sanitizer. 

Q3.  Shell  egg  sanitizing  compounds. 

These  guaternary  ammonium  chloride  compounds  shall  be  incorporated  in  a  warm*  potable 
water  spray  rinse  for  use  in  sanitizing  clean  or  freshly  washed  shell  eggs.  Eggs 
that  have  been  sanitized  with  these  compounds  shall  be  subjected  to  a  thorough 
potable  water  rinse  only  if  they  are  to  be  immediately  broken  for  use  in  the 
manufacture  of  egg  products. 

Q4.  Shell  egg  sanitizing  compounds. 

These  chlorine  compounds  shall  be  incorporated  in  a  warm*  potable  water  spray  rinse 
for  use  in  sanitizing  clean  or  freshly  washed  shell  eggs.  Eggs  that  have  been 
sanitized  with  these  compounds  may  be  broken  for  use  in  the  manufacture  of  egg 
products  without  a  prior  potable  water  rinse. 

Q5.  Foam  control  compounds. 

These  compounds  may  be  used  to  control  foam  in  egg  washing  machines.  Eggs  washed  in 
water  containing  these  compounds  shall  be  immediately  subjected  to  a  thorough 
rinse  of  warm*  potable  water  containing  an  accepted  sanitizer. 

Q6.  Shell  egg  sanitizing  compounds. 

These  iodine  compounds  shall  be  incorporated  in  a  spray  rinse  of  warm*  potable  water 
for  use  in  sanitizing  clean  or  freshly  washed  shell  eggs.  For  freshly  washed  eggs, 
a  rinse  with  warm*  potable  water  is  required  prior  to  application  of  the  compound.  A 
subsequent  rinse  is  not  required. 

*  NOTE:  The  above  references  to  a  warm  potable  water  rinse,  with  or  without  an 
accepted  sanitizer,  apply  only  to  eggs  that  are  to  be  packaged  for  marketing  in  shell 
form.  Shell  eggs  to  be  broken  for  immediate  use  in  the  manufacture  of  egg  products 
are  exempt  from  the  requirement  for  using  warm  water  in  rinsing  and/or  sanitizing,  as 
applicable. 
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LIST  OF  AUTHORIZED  COMPOUNDS 


(In  the  following  list,  compounds  are  arranged  alphabetically 
by  trade  name  under  the  heading  of  the  firm  by  which  they  are  marketed) 


"Mickey's"  Sales  and  Service 

All  Purpose  Restroom  Cleaner  C2 

Bio-Cide    C2 

D-Mint  CI 

Kit-Klean  Al 

Pine  Fresh   CI 

Soft-Clean   A6.C2 

Soil  Breaker C2 

Stainless  Steel  Cleaner/Polish  A7 

Stay-Brite  A3 

Top  Scrub    A4 

"Suck-It""Up" 

"Suck-It"  "Up"  Jl 

dePriest  Manufacturing 

Be  Safe    E2 

polo  citrus  of  the  southwest 

Orange  Pump  Soap  with  Pumice   E4 

proClean  systems,  inc. 

X-33  Alkasil    Bl 

X-33  Excel Bl 

X-33  Soft  and  Sour  B2 

A  +  Chemical  Sales,  Inc. 

A+  Crystal  Lotion  Al 

A  &  B  Enterprises 

Biokleen  Al 

A  &  B  Sanitary  Supply 

"B-San"    Bl 

Do-It  All    C2 

A  &  F  Custom  Chemical  Company 

Super  VII  Packing  A4 

A  &  J  Bar  And  Janitorial  Supplies 

Bar-Jans  Liquid  Hand  Soap   El 

A  &  L  Laboratories,  Inc. 

A&L  Acid  Foam  Plus  A3 

A&L  Acid  400  M  A3 

A&L  Chlorfoam    Al 

A&L  Foam  Add  AAC  Al 

Acid  2020    A3 

Acid-San    A3,D2 

Al  Dine    D2 

Al  Lube  120  P H2 

Al-Clor  10  Q4 

Al-San    D2 

Alukleen Al 

ALAcidHTST  A3 

AL  Acid  Special   A3 

AL  Alufoam    Al 

ALACIDM#1  A3 

AL  Caustic  Additive  #105    Al 


AL  Caustic  Booster Al 

AL  Caustic  Defoamer  Al 

AL  Caustic  Foam  Cleaner    Al 

AL  Chlorfoam  Heavy  Duty    A2 

AL  Chlorkleen  M    Al 

AL  Clor  Foam  AL    Al 

ALClor6.6  D2 

ALCIPHW    A2 

AL  CIP  Powder  CF    A2 

AL  CIP  105  CF A2 

AL  Defoamer  #3  Al 

AL  Fine-Zyme  Al 

AL  Floorkleen  L  Al 

AL  HP.  Cleaner  Al 

AL  HD  Cleaner  A2 

AL  Liquid  Formula  22  A4.A8 

AL  Manual  Acid  C  A3 

AL  Milksone  Remover  Concentrate  LF  A3 

AL  Milksone  Remover  LF  A3 

Brite  Bl 

Caustic  Additive  #2 Al 

CIP  150  A1.Q1 

CIP  2000  Al 

CIP  250  A1.Q1 

Egg  Wash    Ql 

Floorkleen  P    A4 

Formula  22    Al 

Formula  23    Al 

Laundry  Detergent  (Phosphate)    Bl 

Lube  104  D  H2 

LOL  Special  Washing  Powder  A1.Q1 

Pip  Clor  Al 

Pip  Clor  C  A2 

Pip  Clor  HD    Al 

Pip  Clor  Super A2 

Softwash    Bl 

A  &  M  Maintenance  Supply,  Inc. 

A  &  M-3  Cleaner   A4 

Speed  Cleaner  A4 

A  &  R  Laboratories 

Power  Chem  Degreaser  Cleaner  ....    A4.A8 

AAA  Chemical/ 
Division  of  Tafco,  Inc. 

AAAGB-I000    Al 

AAA  Smokehouse  Cleaner  A8 

AAA  324P.P.C CI 

AAA  383  Freezer  Cleaner    A5 

AAA-306  Concentrate Al 

Barbeque  Grill  Cleaner  A8 

Freezer  Cleaner  A5 

Kettle  &  Fryer  Cleaner  A8 

Neutra  Concentrate   A4 

Pot  &  Pan  Cleaner    A4 

W/S  Degreaser  Concentrate   Al 

100  Pine  All  Purpose  Cleaner    CI 

1030  Cocoanut  Oil  Hand  Soap  El 

551  Tremendous  All  Purp  Clnr  Ready- 

ForUse CI 

AAA  Environmental  Services 

Heavy  Duty  All  Purpose  Foaming 

Cleaner   A8 

Heavy  Duty  Foaming  Cleaner   A8 

Hi-Foam CI 


AAA  Sales 

AAA  Aquafoam    Al 

AAA  Aquafoam  II    Al 

AAACAT-1    A3 

AAACAT-51    A2 

AAA  Profoam  Al 

Moor  Clean  CC  Al 

Moor  Clean  30-K    A3 

Moor  Clean  425-C    A2 

Moor  Clean  6-D    Al 

Moor  Clean  6-K    Al 

Moor  Clean  6-86  Al 

MC  Chlor  SF  Plus    Al 

MC  Metal  Prep  A3 

MC  Safe  Chlor    Al 

MC  Smokehouse  Cleaner  SF  A2 

AAA  Tool  &  Supply 

Orange  Blaster  Degreaser  &  Cleaner  ..  CI 

A  A  R  Brooks  &  Perkins 

PowerBoss  Power  Booster  Concentrate  Al 

PowerBoss  Power  Concentrate  Al 

PowerBoss  SB  Neutral  Concentrate  ....  CI 

PowerBoss  SB  Power  Concentrate  A4 

ABC  Chemical  Corporation 

ABC  Chlorinated  Pdrd  Mach  Dish  Wash 

Cmpd Al 

ABC  Powdered  Bleach  Bl 

Deluxe  Wintergreen  Deo.-Fung  Clnr- 

Dsnf CI 

No.  201  Aluminum  &  Ferrous  Metal 

Cleaner   A3 

No.  203  Window  Cleaner  CI 

No.  205  Bowl  and  Basin  Cleaner C2 

No.  207  Lime  And  Rust  Remover  A3 

No.  209  Detergent  For  Dishes   Al 

No.  213  Liquid  Paint  and  Varnish  Re- 
mover     C3 

No.  215  Liquid  Steam  Cleaner  Al 

No.  216  Multi-Purpose  Cleaner/Dgrsr  A4 

No.  219  Heavy  Duty  Degreaser  CI 

No.  220  Non-Conductive  Safety  Solvent  K2 

No.  223  Pine  Scent  Cleaner/Deodz CI 

No.  226  Rust  And  Tarnish  Remover  ..  A3 

No.  228  Sludge  Dissolver  CI 

No.  229  All  Purpose  Cleaner  Al 

No.  302  Drain  De-Clogger  LI 

No.  304  Powdered  Floor 

Cleaner/Degreaser CI 

ABC  Corporation 

ABC  Food  Industry  E-2  Sanitizing  Soap  E2 

Brite  Blue    A4.A8 

Deep  Purple  A8 

Liquid  Detergent  Al 

Natural  Gold   Al 

Nokomis    Al 

Pink  Liquid  Detergent  Al 

Pinky   Al 

Quik  A8 

A  B  S  Corporation 

Odor  Control  Concentrate  CI 

Odor  Control  Hand  Soap    El 
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Odor-Con  Super  Soap  CI 

Ready  to  Use  Odor  Control  Spray  CI 

Super  Odor-Control  (Concentrate)  CI 

A  Better  Source/ 
Maintenance  Supply  Co.,  Inc. 

A  Better  Deep  Kleen  CI 

A  Better  Heavy  Duty  Concentrate      A4.A8 

Toilet  Bowl  Cleaner   C2 

A  C  Dyna-Tite  Corporation 

Bolt  Jolt  Penetrating  Oil  &  Demoistu- 

rant    CI 

ADC,  Inc. 

ADC  1088  G6 

Limo-Clean   CI 

A  D  F  Systems,  Ltd. 

APWC  Al 

Mira  Bright   A8 

Pow-R-Shine   Al 

Power  Clean  LD  CI 

PC  -  Extra   Al 

PWC    Al 

ADS,  Inc. 

ADS  Lime  Remover  A3 

A  E  Q  R  X  Technologies  Ltd. 

Aeqrx  AQ-60  G6 

AEQRX  AQ-OP  Liquid   G6 

AEQRX  RX-33  G7 

AQ-OR G6 

AQ-61  Boiler  Water  Treatment   G7 

AQ-62  Boiler  Water  Treatment   G6 

AQ-91    G6 

AQ-96  Sludge  Conditioner  G7 

A  F  G  O  Laboratories,  Inc. 

ADC.  Plus  A2 

Acid  5000   D2 

Afgo  1200  Al 

Afgo9000  Al 

All  Purpose  Cleaner    CI 

AFGO  1000  A4 

APC  Industrial  Al 

B-100  Al 

Chlorinated  H  P  C    Al 

Concrete  Powder  CI 

CL.F.C.C Bl 

Excell  Bl 

Extend  Plus   Bl 

Industrial  Power  Pack  A2 

Iodine  Sanilizer  D2 

Keg  Cleaner Al 

Laundry  Break Bl 

Laundry  Soft  B2 

Low  Foam  Sanitizer   D2 

LTD  Al 

Oven  and  Grill  Cleaner A8 

Peak  Bl 

Power  Pack  I  A2 

Power  Pack  II   Al 

PC-85  A2 

Quester A2 

Secure  I   Al 

Secure  II    Al 

Suds  Up  Al 

System  Chlor  10%  Dry  Bleach    Bl 

System  3  Liquid  Laundry  Bl 

USDA  Laundry  Sour Bl 

USDA  Lime  Off  A3 


AGP,  L.P. 

Multi-Purpose  Disinfectant  B1.Q3 

A  J  P 

Pine  Cleaner  Disinfectant  PCD    CI 

321  Spray  Clean   A4 

A  M  C  O  Inc. 

AMCO  104   G6 

AMCO  108   G6 

AMCO  252   G6 

AMCO  646   G6 

AMP 

Pro-Rid  Ant  &  Roach  Killer  II F2 

Pro-Rid  House  &  Garden  Bug  Killer  ....  F2 

Pro-Rid  Wasp  n'  Hornet  Killer  Fl 

A  P  &  P  Inc. 

Exotic  Wax  and  Finish  Stripper  CI 

Spring  Breeze    CI 

Tough  Stuff  Al 

A  P  C  O  Supply  &  Equipment 

Achieve    Al 

Succeed   Al 

A  P  P  -  Southern  California 

Lower  PH    A4 

A  P  V  Baker,  Inc. 

APV  Baker  Cooler  Lube  C-10  HI 

APV  Baker  Oven  Chain  Lube  0-30  ....  H2 

APV  Baker  Proofer  Lube  P-25 H2 

APV  Crepaco,  Inc. 

Airlube  H2 

Compressorlube  35-AF  H2 

Homolube    H2 

ARC  O/Chemical  Company/ 
Division  of  Atlantic  Richfield  Co. 

AcroHib  BT-850  Boiler  Treatment    ....  G6 

ArcoHib  BT-840  G6 

ArcoHib  BT-845  Boiler  Treatment    ....  G6 

ArcoHib  BT-851   G6 

ArcoHib  BT-857  G6 

A  R  D  O  Enterprises,  Inc. 

Chem-EBWT121    G6 

A  R  N   Industries 

Kontain!  CI 

Kontain!  (Concentrate)  CI 

Super  Odor-Control  (Concentrate)  CI 

A  S  A  S,  Inc. 

Acid  200   A3 

Acid  210   A3 

Acid  250   A3 

Acid  290   A3 

AD  700    Al 

AD  750    Al 

AD  790    Al 

Con  Lube  500  HI 

Con  Lube  501    H2 

Con  Lube  503   H2 


Con  Lube  505   H2 

CIP  100  A2 

CIP  150  Al 

CIP  170  Al 

EW  800  Ql 

EW810  Ql 

FC  900  A4 

GP  300 Al 

GP350 Al 

GP  370  Al 

HD4O0   A2 

HD  430   Al 

HD  440   Al 

HD  450   A2 

HD460    A2 

HD  470    A2 

Iodo-Pro  D2 

Pro-Chlor  II  D2 

Uni-Quat  II    D2.Q3 

Uni-Solv    Al 

A  S  I  Sealants,  Inc. 


A  T  Products  Corp. 

Anotec  0307    CI 

A. B.C.  Compounding  Company, 
Inc. 

"Deep  Freeze"  Freezer  Cleaner    A5 

"Drop  Dead"  Insect  Spray    F2 

A-L  Powders  Bl 

A-l  Acid  Bath  Cleaner  C2 

A-225  Pink  Sky  Beads  Al 

A-225  White  Foam  Beads    Al 

A-270  All  Purpose  Cleaner Al 

Aero  Chlor  SSI0  Bl 

Aero  Pro    Bl 

Aero  Silicone  Spray   HI 

Alka  100   A2 

Alka  150   Al 

Alka  200    Al 

Alka  250   A2 

Alka  280   Al 

Alka  700   A2 

Alka  750    Al 

Alka  800   Al 

Alkaline  Plus  A2.C3.L1 

Aluminum  Safe  Vat  Stripper    Al 

AntiFoamSW-1  Al 

Antiseptic  Liquid  Hand  Soap  1025    E2 

Antiseptic  Liquid  Hand  Soap  2025    E2 

Assault  F2 

Assure    C2 

Atomic  Action  A4 

Attack CI 

Automatic  Scrubber A4 

AA106  Chain  Lub  &  Cleaner A1.H1 

ACI  100  A3 

ACI  200  A3 

Baby  Soft  Hand  Soap  E4 

Bar  None  E4 

Bar  None  with  Pumice  E4 

Barbecue  Pit  Cleaner A8 

Belt  Dressing  (Aerosol)    PI 

Betty's  Pink  Lotionized  Hand  Soap  El 

Blast  Solv    Al 

Blue  Flame  Hvy  Dty  Sewer  Solvt&  Drn 

Opnr   LI 

Blue  Whiz  Al 

Blush  Lotionized  Hand  Soap   E4 

Bold  Blue    CI 

Bowl  dinger  C2 

Brawny CI 

Briskly  1000   Al 

Butyl  10  A4.A8 

Chain  &  Cable  Lube  Lithium  Grease       H2 

Cherry  Sewer  Degreasor  CI 

Cherry-O-Dis  27-42    A4 
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Chlor  100 A1.Q1 

Chlor200 Al 

Chlor  700 Al 

Chlorinated  Crystals   Al 

Chlorinated  Liquid  Machine  Dishwash    Al 

Circlo  Kl 

Conquest   CI 

Conquest  (Aerosol)  CI 

Contact A2 

Contact  Cleaner  K2 

Curveball  CI 

CC200    K2 

Delimer  &  Millcstone  Remover    A3 

Deluxe  Machine  Dishwash  Detergent      Al 

Destroyer  Fl 

Diamond  Machine  Dishwash    Al 

Die-Az-In  Gone  Ant,  Roach  F2 

Dispenser  Soap  Hand  Cleaner   E4 

Dry  Laundry  Bleach   Bl 

Dry  Lube  H2 

Dyno-Mite  Al 

DC  Degreaser    Al 

DC  Neutral  Cleaner Al 

DC  Neutralizer/Deodorizer  CI 

DC  Non-Acid  Restroom  Cleaner  CI 

DC  Oven  &  Grill  Cleaner A8 

Economy  Electro  Kleen  Solvent K2 

Egg  Kleen   Ql 

Egg  Terg   Ql 

Egg  Wash  Defoamer  Q5 

Extra  Heavy  Duty  "Green-Elf  CI 

Extra  Heavy  Duty  Steam  Cleaning 

Compound A2 

Fire  Proof  Electro  Kleen  Solvent  K2 

Flush  Off  Emulsion  Degreaser  Kl 

Flying  Insecticide    F2 

Foam-Up   Al 

Foam-Up  All  Purpose  Cleaner  CI 

Food  Equipment  Lube HI 

Formula  769    CI 

Freezer  Cleaner  II   A5 

Fresh  DS-32 CI 

Fresh  128  CI 

Fresh  7  CI 

General  All-Purpose  Cleaner    A4.A8 

Germ-I-San    Dl 

Germiguard   C2 

Glass  and  Surface  Cleaner  Ammoniated  CI 

Glass  Cleaner CI 

Gold  &  Aero  Hand  Soap   El 

Graffiti  Remover  CI 

Grease  Away  CI 

Handy  Quat  E2 

Heavy  Duty  Magic  Concrete  Cleaner       A4 

Heavy  Duty  Scale  Away A3 

Hi  Foam  Germicidal  Spray  &  Wipe 

Cleaner   CI 

Hospital  Alkali  Drain  Opener  LI 

Hospital  Surface  Disinf  Rm  Deodz(Aer)  CI 

Hound  Dog  Concrete  Cleaner CI 

Ice  Go   CI 

Impact  I  D2 

Industrial  Aqueous  Spray  Fl 

Inhibited  Bowl  Cleaner  C2 

Insect  Death  Mist    Fl 

Insect-O-Fog   Fl 

Insecticide  No.  Ill   Fl 

Insecticide  150 Fl 

Insecticide  150  (Aerosol)   Fl 

Insecticide  300 Fl 

Insecticide  300  (Aerosol)   Fl 

Kamikaze  Fl 

Kleenall  A4 

Kleer  View  Glass  Cleaner    CI 

Kleer  View  Glass  Cleaner  Concentrate  CI 
Kleerview  Glass  Cleaner  (Aerosol)   ....    CI 

Knock  Down  Defoamer    Al 

Kontrol-Treat  G6 

Lem-O-Dis  19-30    CI 

Lem-O-Dis  27-42    CI 

Lemon  DS-32    CI 


Lemon  128 CI 

Lemon  7 CI 

Lift  Away    Al 

Lift-Out  Tile  &  Grout  Cleaner  C2 

Liquid  All  Purpose  Cleaner    Al 

Liquid  Bacteria   CI 

Liquid  Dish  Washing  Compound  Al 

Liquid  Egg  Wash    Ql 

Liquid  Fabric  Softener   B2 

Liquid  Food  Equipment  Lube    HI 

Liquid  Heavy  Duty  C.I. P.  Cleaner  Al 

Liquid  Machine  Dishwash  Detergent  ..  Al 

Liquid  Melt   CI 

Liquid  Red  Vat  Stripper  A2 

Lotion  Soft    E4 

LHS  Pink  Lotion  Hand  Soap   El 

M-157  Heavy  Duty  Magic  Concrete  CI.  CI 

Magic  Germicide  D2.E3.Q3 

Malathion-50  Spray  F2 

Medium  Duty  "Green-ELF"   Al 

Metal  Shine  Stainless  Steel  Clnr  Mtl  Pol  A7 

Mighty  Suds    Al 

Mildew  Stain  Remover  C2 

Mint  DS-32  CI 

Mint  7    CI 

Mint-O-Dis  19-30  CI 

Mint-T-Bowl   C2 

Moisture  Guard  CI 

Morquest   CI 

Mr.  Blue    C2 

Multi-Purpose  Aqueous  Insecticide 

Spray  Fl 

Multi-Purpose  Red  Grease  HD  H2 

Neutral  Cleaner  A4 

Neutral  Fresh  CI 

Neutral  Lemon CI 

Neutral  Pine  CI 

Neutronic  Powerhouse  Cleaner Al 

New  Day  A4 

New  Improved  Pride  A8 

No.  100  Conveyor  Chain  Lubricant  ....  H2 

No.  50  Conveyor  Chain  Lubricant  H2 

Non-Acid  Bowl  Cleaner  C2 

Non-Residual  Insecticide  Spray  Fl 

NBC  Degreaser  CI 

O-Dis  27-42 D2 

Odor  Neutralizer  CI 

Odor-Trol  CI 

Odorless  Concrete  Cleaner  CI 

Penetrating  Oil H2 

Pine  Cleaner    CI 

Pine  Klean  CI 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant  (Coef.  5) CI 

Pine  Scrub  Soap    CI 

Pine  128  CI 

Pine-O-Dis  19-30    CI 

Pine-O-Dis  27-42    CI 

Pink  Concentrate  Al 

Pink  Sof-Han  Powdered  Hand  Soap    ..  C2 

Plus  2  CI 

Po  Pac  Ho  Cleaner   Al 

Porcelain  Pledge   C2 

Pot  &  Pan  Cleaner  Liquid    Al 

Powdered  Hand  Soap   C2 

Power  Pink    Al 

Prime  Time    A4 

Prize  Machine  Dishwash  Detergent  ....  Al 

Quest  4 CI 

Quest  50 CI 

Quick  Action  Control   CI 

Red  Hot  Hvy  Dty  Sewer  Solvent  &  Dm 

Opnr   LI 

Red  Hot  Sewer  Solvent  Drain  Opener  CI 

Remove-It    A3 

Request    CI 

Restaurant  King  A2 

Rid-All  Brand  Space  &  Residual  bi- 
sected   F2 

Rough  and  Ready   CI 

Rust  &  Paint  Stripper  C3 


Rust  Free  (Aerosol)  H2 

Rust  Solvent    H2 

Safety  Solvent  Degreaser   K2 

Safety  Solvent  Flash  Proof  Kl 

Sanitary  Chain  Lubricant    H2 

Sanitary  Lube    HI 

Sanitary  Lube  HD  HI 

Santi-Wash  Hand  Soap  E2 

Scoop  A4 

Sil-Kon    H2 

Silicone  Spray  H2 

Silicone  Spray  (Aerosol) H2 

Skat  Oven  CleanerJBulk)   A8 

Skat  Oven-Cleaner  (Aerosol)   A8 

Sno-Flo    Bl 

Sodium  Hypochlorite  Bleach   A1.B1 

Sof  Hand   El 

Sof  T  Suds  Hand  Dishwashing  Com- 
pound        Al 

Solv  100    K2 

Solv  200    Kl 

Solv  200  (Aerosol)   CI 

Solv  300    K2 

Solv  300  (Aerosol)   K2 

Solv  400    K2 

Solv  400  (Aerosol)   K2 

Solv-All  CI 

Space  Spray  No.  3    Fl 

Springtime   CI 

Stainless  Steel  Cleaner  (Aerosol)  CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  Water  Based  ..    A7 

Steam  Cleaner  "Heavy  Duty"  Al 

Steam  Cleaner  "Heavy  Duty"  Al 

Steel  Equipment  Cleaner  And  De-Ruster  A2 

Sulfuac-Red  Drain  Pipe  Opener  LI 

Sunbrite   Bl 

Super  Chlorinated  Machine  Dishwash 

Det Al 

Super  Glass  Cleaner  Ammoniated  Cone.  CI 

Super  Liquid  Laundry  Soap   Bl 

Super  Power  Vat  Type  Stripper  A2 

Super  Sewage  Enzymes    L2 

Superior  Concentrate  A4 

Swipe  A4.C1 

Syntheso  Neutral  Cleaner  CI 

SS  Plus  Stainless  Steel  Cleaner  &  Polish  A7 

Terminator  Fl 

Tuf-Job A8 

Vandalism  Mark  Remover   CI 

Vanish    A3 

Vat  Type  Stripper  A2 

Wasp  and  Hornet  Killer   F2 

Waterless  Hand  Cleaner  (Aerosol)  E4 

Whirl   E4 

White  "E.I."  Bowl  Cleaner  C2 

Work  Solve   A4 

WB  Residual  Pressurized  Spray  F2 

Yield    CI 

Zap  "O"  Kleen A4 

15%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
20%  Coconut  Oil  Liquid  Hand  Soap  El 
40%  Coconut  Oil  Liquid  Hand  Soap        El 

A.C.I. 

Liberty  Liquid  Antibacterial  Soap   E4 

A.F.E.  Co. 

Grease  Off  A8 

A.J.'S  Equipment  Sales  and  Service 

Steam  Cleaner  Al 

A.J.I.  Corporation 

Extra  Heavy  Duty  Cleaner  De- 
greaser      A4.A8 
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A.T.  Industries 

Bottle-Kare    A2 

E-Z  Glide H2 

Hydrox  A2 

Lift  Al 

One  Step    Al 

Spectrum   A3 

Versa   Al 

A-#l  Chemical  Supply  Service 

Sparkle  Shine CI 

A-Chem  Corporation 

A-ChemC-20   G6 

A-Chem  LPA G6 

A-Chem  150   G6 

A-Chem  213    G6 

A-Chem  217    G6 

A-Chem  219   G6 

A-Chem  229   G7 

A-Chem  239    G5.G7 

A-Chem  319    G6.G2 

A-Chem  354   G6 

A-Chem  63    G6 

A-Chem  661    G6 

A-Chem  Industrial  Supply  Co. 

C.S.R A4 

Chem-Zyme  CI 

A-Dec  Inc. 

E-C-81  ADEC  Al 

A-Line  Products  Corporation 

Advantage   A4 

A-Z  Janitorial  Supply 

All-Pro  All-Purpose  Cleanr  Concentrate  Al 
Super  Bowl   C2 

A-Z  Supply  Company 

Active Al 

Quat  D2 

Super  Toilet  Bowl  Cleaner  C2 

A-l  Janitorial  Supplies 

All-Purpose  Glass  Cleaner   CI 

At  Once  C2 

Triple  Take    L2 

A-l  Products  &  Supplies 

A-l  Pink  Handsoap  El 

Action-A    Al 

Blue  Max  Al 

Coconut  Oil  Handsoap   El 

D-64  A4 

A-l  Sanitary  Rag  Company 

Instant-Dri   Jl 

Aalen  Aides  Inc. 

PreVent    CI 

Release  Action  CI 

225  Release  Action  Plus  C2 

402  Germicidal  Cleaner   CI 

405  Mint  Disinfectant  Cleaner  CI 

550  Hand  Cleaner  E4 

550  Hand  Cleaner  E4 


573  Hand  Cleaner  with  Volcanic  Pumice  E4 

700  Creme  Cleanser   A6 

702  Bowl  &  Porcelain  Cleaner CI 

711  Prevent  CI 

800  Disinfectant  Bowl  Cleaner C2 

802  Disinfectant  Bowl  &  Porcelain  Clnr  C2 

878  F2 

900  Non-Acid  Disinfectant  Bathroom 

Clnr  C2 

902  Disinfectant  Bowl  Cleaner C2 

Aaqua  Associates 

Compound  138L  G6 

Compound  140    G7 

Compound  140L  G7 

Compound  630F   G6 

130  G6 

170  G6 

Abatement  Technologies 

Bio-Might  100  Cleaner-Degreaser 

Cncntrt    Al 

Coil-Clean   Al 

Vent-Clean  Concentrate    CI 

Vent-Clean  Ready-To-Use   CI 

Abbot  Chemicals 

Cherry  Bug  Spray  F2 

Foamy  Germicidal  Cleaner  C2 

Foamy  Glass  Cleaner   CI 

Foamy  Glass  Cleaner   CI 

Grease  Gun  In  a  Can    H2 

Hi-P-C  K2 

HD-CD A4 

HD-CD  Non-Butyl    Al 

Mainline  2929  LI 

Miracle  A4.C1 

No.  25  Insect  Spray    Fl 

Sani-Lube HI 

Sil-A-Lube  HI 

Abbot  Industrial  Supplies  Intl.,  Inc. 

Rid-Rust A3 

Tile-0 A4.C1 

Abchem  International 

Abchem  208    Al 

Abchlor   Al 

Abpeel-40    Bl 

Aid  Al 

Carbon-Nox  A2 

Convey-O-Lube-H  H2 

Convey-O-Lube-L  H2 

Drain-Flo  LI 

Ferro-Nox    A2 

FA-L    Al 

FA-1  Al 

Hydro-Terg    Al 

Klor-O-Det Al 

Klor-X-10    Al 

LHC  El 

Meat  Packers  General  Cleaner  Al 

Metal  Cleaner  S/S  A3 

Peel-Zit-30  B2 

Peel-Zit-40  B2 

Rinse  Brite  C  G5 

Sani-Det  Al 

Sani-Det-F  Al 

Scale-Zit A3 

Solvitol    A4 

Stainless  Steel  Mold  Cleaner   A2 

Steam  Power  HD Al 

Stellar A3 

Stripper  1114  C3 

Trolley  Oil  HI 


Abco  Products  Co.  of  Sacramento 

Carbonox  A4 

Ferro-Nox  R-2  A2 

Flash    A3 

Fome  Upp   Al 

Hydro-San   Al 

Power  Brite  Laundry  Detergent   Bl 

Stellar A3 

65  Concentrate Al 

Abco,  Incorporated 

"Brave"    CI 

Abclean   CI 

Abfex  Fl 

Abkill  Fl 

Aqua  Zyme   CI 

Astound   A4 

AC-60    A3 

AC-80    A3 

B  J  HD.  Water  Soluble  Cleaner-De- 
greaser    A4 

B.  J. -A  Boiler  Treatment    G6 

B.J.  F4  Boiler  Treatment    G6 

B.J.  Liquid  Enzymes  CI 

B.J.  Organic  Degreaser  CI 

B-J  All  Purpose  Cleaner  A4 

B-J  Butyl  Cleaner  Regular  Strength  ....  CI 

B-J  1 F  Boiler  Treatment  G6 

B-J  2F  Boiler  Treatment  G6 

Bactozyme  I L2 

Bactozyme  II  L2 

Bang  A4 

Beautylene  A4 

Belt  dressing   C2 

Blazeen    A4 

Boiler  Eze-IF    G6 

Boiler  Eze-2F    G6 

Boiler  Eze-4F    G6 

Boiler-Eze-IA   G6 

Bowl  Cleanse-A    C2 

Brawn  CI 

Break  Through LI 

BL-16  Bl 

Chief    A4 

Chlor-Clean-A  Al 

Citrene  CI 

Citrene-Green    CI 

Citro  Clean  Regular    CI 

Citro  Clean  Super  CI 

Clean  Sweep   A7 

Cleen  It    A4 

Cleen  It-C    CI 

Commodore  K2 

Complete  A3 

Compound  H  Al 

Compound  M    Al 

Costile  Hand  Soap  R.T.U El 

Cote  Strip  A    C3 

CH-12    A4 

Dairy  Cleen  A3 

Dairy  Cleen-S   D2 

Deluxe  Dishwashing  Compound    Al 

Doc-35  CI 

Electro  Cleen  K2 

Enzicure  L2 

EL-95  Kl 

Flo-Zyme  CI 

Gentle  Kleen   A3 

Go  Grease   CI 

H.D.C Al 

Hi  Foam Al 

Kleer  Glass    CI 

Kleer-Lite  Glass  Cleaner CI 

Lightning  37    A4 

Lime-X A3 

Liquid  Dishwashing  Compound  Al 

Luxury  Al 

M.D.C Al 

Meti-D  RTU    El 

Meti-D40%  El 
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MP- 50    Al 

MP-800   Al 

Odor  Sweet   CI 

OdorantO   CI 

One-Six  Laundry  Bleach Bl 

Organox-IF G6 

Organox-IA  G6 

Organox-2F  G6 

Organox-4F  G6 

Oven  Strip  Al 

OC-1    Al 

ODC  150-1    CI 

ODC-150-B  CI 

ODC-150-H  CI 

Pine  Clean  CI 

Pineolin  Glow   CI 

Pot  and  Pan  Cleaner  Al 

Power  Clean  Regular    CI 

Power  Clean  Super  CI 

Powertex    CI 

Powertex-Green  CI 

Purolizer CI 

PR-126  C3 

Q-San-B  D2.Q3 

Quat  San    D2 

Removal!  A3 

S.P.S Al 

Safolene  S   A4 

Safti-Derm  El 

Safti-Derm  RTU   El 

Sanene-B   CI 

Sanene-H  CI 

Sanene-9    CI 

Sassy    A4 

Scale  Off  A3 

Scum-Off  A3 

Sequest A4 

Sick-Em  LI 

Skin  Cleanse  RTU El 

Skoot   A4 

So-Kleen    A4 

Speed  Strip    Al 

Splash    A4 

Sprite   Al 

Steamate-IA    G6 

Steamate-IF  G6 

Steamate-2F  G6 

Steamate-4F  G6 

Steem  Off    Al 

Sto   Al 

Super  Disit-B  CI 

Super  Disit-H CI 

Super  Doc-40 CI 

Sweet  N  Sewer  CI 

Swish  CI 

SCH-153    K2 

SHC-100    A2 

SHC-200    Al 

SNS   CI 

SS-2  Food  Grade  Silicone  Spray   HI 

Take  Off   A7 

Toro  D  CI 

Ultimate  CI 

Utensi  Clean   Al 

Utili  Clean  A4 

Val  Cleen A4 

Vicon-A  C2 

Vit    C2 

Work  Horse  Al 

X-Treat-IA    G6 

X-Treat-IF  G6 

X-Treat-2F  G6 

X-Treat-4F  G6 

Zime  L2 

40%  Costile  Liquid  Hand  Soap    El 

40%  Skin  Cleanse  El 

Abe  Lyons  &  Associates 

Argus  Degreaser   A4 

Argus  Non-Butyl  Degreaser  Al 


Abel  Industries,  Inc. 

Abel-Cide  Detergent  Cleaner  Disinfec- 
tant      DI 

Butyl  Cleaner Al 

Lift-Off  Degresant-Detergent  Al 

Liquid  Hand  Soap  El 

Able  Service  &  Supply 

Foaming  Glass  Cleaner  CI 

Heavy  Duty  Industrial  Cleaner  A8 

Stainless  Steel  Cleaner  &  Polish    CI 

Aborn  Chemical  Industries,  Inc. 

Ark  Flash  CI 

Ark  Freezer  and  Low  Temperature 

Cleaner  A5 

Ark  Hy-Dis    Dl 

Ark  Hy-San  D2 

Ark  Oven  Cleaner  A8 

Ark  Prilled  Drain  Opener  LI 

Ark  Soft  Anti.Liq.  Hand  Soap(l5%)   ....  El 

Ark-Lube  HI 

Ark-San   D2 

Arkhght   Al 

Arkomatic    A4 

Arkosolve  Al 

Grease  Tamer    Al 

Abso-CIean  Chemical  Company 

•Quik"  S-5500"  A4 

A.S.C.  No.  100  Automatic  Scrubber 

Cone A4 

A-C  Concentrate  #AC  600  A4 

Abso-CIean  #1025-N  Liq  Tile  &  Grout 

Clnr  A3 

De-Grease  Liquid  Steam  CI  Cone.  Form 

334    Al 

Kil-Em  Dry  Hying  Insect  Killer    Fl 

Odor-Nil  #200  Dl 

PF-127  Phosphate-Free  All-Purp  CI 

Cone A4 

S-5000  Liquid  Emulsifying  Cleaner  ....  Al 
Virucidal  Porcelain  &  Toilet  Cln  & 

Grmcd  CI 

803  Heavy  Duty  Degreaser/Cleaner 

Cone A4 

Absolute  Systems,  Inc. 

The  Abslt  Sol.  Clng&Wl 

ClnrAct.w/Stblzrs  Al 

Absorb-A-Trac 

Absorb-A-Trac Jl 

Accent  Paper  Co.,  Inc. 

B-C  Concentrate   A4 

Acco  Chemical  Products 

Gloss  Saver  Al 

Penetrator  Degreaser  Al 

Accommodation  Mollen,  Inc. 

Magnum  A4 

Prevent  Bacterial  Digestant CI 

Sanco  Degreaser  CI.  Wax  Stripper     A4.A8 

Sanco  Liquid  Hand  Soap    El 

Sanco  Spray  On  Wipe  Off  CI 

Sanco  Strike-Out  Dl 

Sanco  Super  Detergent  A4 


Accro-Seal 

Accrolube-FG    HI 

Accrolube-FG  O  Series  HI 

Accrolube-FG  S HI 

Accrolube-FG  2  HI 

Accu  Prep 

BWT301  G6 

CST540    G7 

CWT  800  G6 

CUT  801  G7 

CWT  804  G7 

PT  109  G2 

Accumetric  Consumer  Product 
Division 


Accumetric,  Inc. 

Boss  Silicone  Lubricant   H2 

Ace  Chemical  Products 

Ace  Grease  Go    Al 

Ace  High  Foam  Al 

Ace  Sol    A3 

Ace  TNT  Al 

Alkali  Plus  30   A2 

Alkali  Plus  50   A2 

Alkali  Plus  70  A2 

AC  Chargo A2 

AC  510    A2 

DS  540  A4.A8 

Foam  Chlor  HD Al 

H-55  Boiler  Water  Additive  G6 

H-56  Boiler  Water  Additive  G6 

H-57  Boiler  Water  Additive  G6 

H-60  Boiler  Water  Additive  G6 

Liquid  Clear Al 

Liquid-Cir-Chlor   Al 

LCC  100    A1.Q1 

LD  165 Bl 

Milkstone  Remover  A3 

MC  148  Al 

P-81  Boiler  Water  Additive   G6 

SC-501  Al 

SHC  50   A8 

Wash  Brite  Laundry  Detergent  Bl 

Ace  Chemical  Products,  Inc. 

Acclaim   A3 

Accolade    A2 

Ace  Can  Lube  A1.H2 

Ace  Lube  8   A1.H2 

Ace-M-All  A  C  A  Al 

Ace-M-All  A  C  A  Plus  Al 

Ace-M-All  Accolade  Plus  A1.Q1 

Ace-M-All  Acid  Cooperage  Cleaner   ..  A3 
Ace-M-All  Acid  Descale  Copper  Inhib- 
ited      A3 

Ace-M-All  Adjust  Al 

Ace-M-All  Advantage  A3 

Ace-M-Al!  All  Purpose  Detergent  Al 

Ace-M-All  Chlorinated  Cleaner  No.  1-P  Al 

Ace-M-All  Chlorinated  Cleaner  No.  1-S  A2 

Ace-M-All  Chlorinated  Floor  Cleaner  A4 

Ace-M-All  Clean  Front  Iodine  Blocks  LI 

Ace-M-All  Cleaner  88    Al 

Ace-M-All  CIP  Acid  A3 

Ace-M-All  CIP  Acid  Concentrate    A3 

Ace-M-All  Detergent  Sanitizer D2 

Ace-M-All  Detergent-Sntzr  Iodophor 

Type    D2 

Ace-M-All  Exalt  Al 

Ace-M-All  Fam-X  A3 

Ace-M-All  Floor-Sheen    Al 

Ace-M-All  Foam  Brite  A3 
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Ace-M-All  Foam  Klor  Plus    Al 

Ace-M-All  Foam-Klor    Al 

Ace-M-All  Foamax  Al 

Ace-M-All  Foamax  Plus  Al 

Ace-M-All  FG  A3 

Ace-M-All  FH  A3 

Ace-M-All  FS   A3 

Ace-M-All  Heavy  Duty  Bake  Pan  Al 

Ace-M-All  Heavy  Duty  Chlrnd  Fir  Clnr  A4 

Ace-M-All  Heavy  Duty  CIP  Acid   A3 

Ace-M-All  Heavy  Duty  Floor  Cleaner  A2 

Ace-M-All  Heavy  Duty  Gel  No.  I  A2 

Ace-M-All  Heavy  Duty  Manual  Acid  A3 

Ace-M-All  HD-610  Al 

Ace-M-All  J  305  Al 

Ace-M-All  Laundry  Detergent  Bl 

Ace-M-All  Liquid  Detergent    Al 

Ace-M-All  Liquid  Laundry  Break   Bl 

Ace-M-All  Liquid  Laundry  Deter- 
gent    A1.B1 

Ace-M-All  Liquid  Laundry  Sour   Bl 

Ace-M-All  Liquid  Machine  Pan  Cleaner  Al 
Ace-M-All  Lotion.  Antisep.  Liq  Hand 

Soap    El 

Ace-M-All  Low  Foam  Additive  ....    A1.Q5 
Ace-M-All  Low  Foam  Iodophor  Del. 

Sntzr    D2.E3 

Ace-M-All  Manual  Acid  A3 

Ace-M-All  Manual  Acid  Concentrate  A3 

Ace-M-All  Natural  2000  CI 

Ace-M-All  Natural  2000  Plus CI 

Ace-M-All  No.  TK-77    A2 

Ace-M-All  No.  107  A1.Q1 

Ace-M-All  No.  110  A2 

Ace-M-All  No.  1 10  Stripper A2 

Ace-M-All  No.  110  Stripper  Liq A2 

Ace-M-All  No.  110-B  A2 

Ace-M-All  No.  110-K  A2 

Ace-M-All  No.  110F A2 

Ace-M-All  No.  17  Al 

Ace-M-All  No.  17A  Chlorinated 

Cleaner   Al 

Ace-M-All  No.  18  Al 

Ace-M-All  No.  220  Steam  Cleaner   ....  Al 

Ace-M-All  No.  26  Al 

Ace-M-All  No.  28  Al 

Ace-M-All  No.  280  Al 

Ace-M-All  No.  3  Utensil  Cleaner    Al 

Ace-M-All  No.  314  Al 

Ace-M-All  No.  36  A2 

Ace-M-All  No.  43  Al 

Ace-M-All  No.  440  Chelated  Cleaner  Al 

Ace-M-All  No.  45  Al 

Ace-M-All  No.  47  CI 

Ace-M-All  No.  50  Al 

Ace-M-All  No.  5020  Al 

Ace-M-All  No.  53  A2 

Ace-M-All  No.  54  Al 

Ace-M-All  No.  56-1    Al 

Ace-M-All  No.  6  Bake  Pan  Cleaner    ..  Al 

Ace-M-All  No.  65  A2 

Ace-M-All  No.  660  A2 

Ace-M-All  No.  72A  Chlorinated 

Cleaner   Al 

Ace-M-All  No.  73  A2 

Ace-M-All  No.  75  A2 

Ace-M-All  No.  76  A2 

Ace-M-All  No.  761-P  A2 

Ace-M-All  No.  770  A2 

Ace-M-All  No.  78  A2 

Ace-M-All  No.  8  Al 

Ace-M-All  No.  87  A2 

Ace-M-All  No.  88  A2 

Ace-M-All  No.  90-10  A2 

Ace-M-All  No.  98  Low  Foam  Wetting 

Agent Al 

Ace-M-All  Passivate  A3 

Ace-M-All  Phosphoric  Acid  A3 

Ace-M-All  Phosphoric  Acid  75%    A3 

Ace-M-All  Poultry  Spray   Al 

Ace-M-All  Powdered  Hand  Cleaner    ..  C2 

Ace-M-AIl  Power   Al 


Ace-M-All  Quat  42  CI 

Ace-M-All  Safe-T-Solv  Kl 

Ace-M-All  Sanitizer  White  Dl 

Ace-M-All  Sanitizing  Hand  Soap E2 

Ace-M-All  Sanna  Gel  Al 

Ace-M-All  Solvit CI 

Ace-M-All  Strip  750  A2 

Ace-M-All  Super  Derust  A2 

Ace-M-All  Surfact Al 

Ace-M-All  T-250    Al 

Ace-M-All  Truck  Wash    Al 

Ace-M-All  TK-766  A2 

Ace-M-All  Wetter-Defoamer   Al 

Ace-M-All  X-100   Al 

Ace-M-All  X-1000   Al 

Ace-M-All  10%  Dry  Bleach  Bl 

Ace-M-All  1056    Al 

Ace-M-All  1062    Al 

Ace-M-All  1068    A3 

Ace-M-All  1077    Al 

Ace-M-All  1078    Al 

Ace-M-All  204T  Al 

Ace-M-All  2331  Hand  Sanitizer  Sol- 
ution      E3 

Ace-M-All  2360   AI.Q5 

Ace-M-All  2450    Al 

Ace-M-All  2460    Al 

Ace-M-All  2470    CI 

Ace-M-All  2800   Al 

Ace-M-All  2810    Al 

Ace-M-All  2820    Al 

Ace-M-All  2850    A3 

Ace-M-All  2855    A3 

Ace-M-All  4030   A2 

Ace-M-All  4450   A1.Q1 

Ace-M-All  5021    A1.G6 

Ace-M-All  5040    Al 

Ace-M-All  5050    Al 

Ace-M-All  5080    A1.G7 

Ace-M-All  5090    Al 

Ace-M-All  6050   A3 

Ace-M-All  6055    Al 

Ace-M-All  6060   A3 

Ace-M-All  6140    A3 

Ace-M-All  6145    A3 

Ace-M-All  6320   A3 

Ace-M-All  6325    A3 

Ace-M-All  6330    A3 

Ace-M-All  6350    A3 

Ace-M-All  6360   A3 

Ace-M-All  6410    A3 

Ace-M-All  6420   A3 

Ace-M-All  6510   A3 

Ace-M-All  6530   A3 

Ace-M-All  6600   A3 

Ace-M-All  6830   A3 

Ace-M-All  6840   A3 

Ace-M-All  7230   Al.QI 

Ace-M-All  7460   Al 

Ace-M-All  8095    Al 

Ace-M-All  8200   A2 

Ace-M-All  8700    A2 

Ace-M-All  9050   B1.G4 

Ace-M-All  9150    Bl 

Ace-M-All  9240   Al 

Ace-M-All  9250    Al.QI 

Ace-O-Dine  LF  D2 

Advance  CI 

Alkaline  De-Rust  A2 

Assault  Al 

Bacti-Con H2 

Bio-Gard    G5.G7.P1 

Caustic  Soda  Beads  A2 

Conade  A1.H2 

Conade  HF A1.H2 

Conade  Lo-Temp A5.H2 

Conade  LF  A1.H2 

Conade  Plus  A1.H2 

Conade  SL-40  A1.H2 

Conade  SL-45   A1.H1 

Conade  SL-50  A1.H2 

Conade  Ultra  A1.H2 


Conade  75   ...  AI.H2 

Dry  Acid  Cleaner    A3 

Ensure    D2 

Envirogard  D2 

Finish  A3 

Foam  Klor  Ultra   Al 

Iodo-Creme    E2 

Liquid  Caustic  Soda   A2 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Sodium  Hydroxide    A2 

Option    Al 

Packers  Oil  No.  3    HI 

Passivate  40  A3 

P^issivate-10  A3 

Passivate-19  A3 

Rinse  Dry  Additive  Al 

San-02-Gard   D2 

Sanni-Bac  1200  B1.D2.G4.L1.Q4 

Sodium  Hydroxide    A2 

Spray  Kleen  CI 

Strike   Al 

Sulfuric  Acid  A3 

Super  Ace    Al 

Super  Ace  A    Al 

Super  Ace  J  Inhibited  Al 

Super  Concentrate  44   A4.A8 

Super  Concentrate  44-A   Al 

Super-Ace  J  Al 

SC-44  A4.A8 

Ti-Lite  Concentrate  Cleaner  Al 

Ultra  Chlor Al 

25%  Liquid  Caustic  Soda  A2 

Ace  Chemical  Products,  Inc. 

Ace  Chlor  HD  A2 

Ace  Chlor  1  Al 

Ace  Egg  Defoamer   Q5 

Ace  Emulsa  Clean  Al 

Ace  Lightning   Al 

Ace  Quick   Al 

Ace  Special   Al 

Ace  77  Al 

Acid  Detergent    A3 

Agre-Sol  A4 

Amber  Power Al 

AC  Caustic    A2 

AC  CIP    A2 

AD  410    Al 

AG  505    Al 

AGP  Detergent    Al 

AGP  509   Al 

AGP  510    Al 

AMC    Al 

AMC-HD  Al 

Boost   Al 

BMC  100  Al 

Cir  Alk  HD   A2 

Concentrate  LC  300    Al 

Dynamite  Al 

EG-324 Ql 

EG-50 Ql 

Floor  Klean   A4 

Florr  Klean  HD  A4 

Foam  Add   Al 

Formula  73    Al 

Formula  83    Al 

G  P.  Chlor  Al 

Heavy  Duty  Liquid  Detergent    A I 

HC  161     Al 

HTP545    A2 

Liquid-Clear Al 

LA  683 A3 

LD-150 Bl 

LFC  Low  Foam  Caustic  A2 

LHT  Al 

Miikstone  Remover  A3 

Milkstone  Remover  Concentrate    A3 

Strip  Away  A2 

Super  AGP Al 

Super  Bottle  Wash    A2 

Super  Chlor  Egg  Wash  Ql 
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Super  Jell  C    Al 

Super  Jell  P  Al 

Bl 

Ace  Enterprises.  Inc. 

Bia-t  h: 

Dn-Moly    H2 

Foamy  Lube  H2 

Free  It  CI 

Lectro  Solv    K1.K2 

ND   1500  Super  Al 

Remo\e  PI 

Wyte  Ease  H2 

Ace  Hardware  Corporation 

Ace  All  Purpose  Cleaner    CI 

Ace  Citrus  Cleaenr-Dgrsr  (Ready-To- 

Use)  .  CI 

Ace  Citrus  Cleaner-Degreaser 

(Cone.)    B1.C1 

Ace  Pure  Silicone  Lubricant  H2 

.unless  Steel  Cleaner    CI 

Ace  Industries.  Inc. 

All  Purpose  KP-6    A4.C1 

Steam  Cleaning  Compound  Concentrate 
3-A  .  .    A8 


Ace  Janitorial  Supply.  Inc. 

Trump         


C2 


Ace  Soap  Factory 

Ace  Mild   Al 

Ace  Steam  I  Al 

Acid  Detergent    

Alum  Stick  Kleen   Al 

ASF-60    A4 

Big  Blue    Al 

Big  Blue  II  Al 

Blitz  Al 

Bowl  Cleaner C2 

Chlor  Kleen  Al 

Chlorinated  Egg  Wash    Ql 

Concentrated  Glass  Cleaner   CI 

Concrete  Cleaner  A4 

Degreaser  Al 

Dish  Kleen  Al 

Drain  Opener  LI 

DDC-2         Al 

DS?  Acid  A3 

Egg  Wash    Ql 

Foamer  Al 

Freezer  Kleen    A5 

Glass  Cleaner CI 

Green  Power   A4 

Hand  Soap  El 

Hi  Alk   A2 

Hi  Quat   D2.Q3 

Iodine  Sanitizer  D2 

Just  Green    Al 

Kreme  Suds  Al 

LD-1  Bl 

LF  Acid  Detergent    A3 

LF  Descaler  A3 

Pot TM  Pan  Al 

Powdered  Bleach Bl 

Powerhouse  Degreaser   A4 

Red  Wash    Al 

Smokehouse  I    A4 

Super  Clean                                 Al 

Super  Green  Al 

Super  Pink  Al 

Super  Red    Al 

Super  Seven  Al 

Trolley  Kleen    A2 

10%  Quat D2 


Ace-Lube  Oil  Company 

Ace-Lube  AA-AW    H2 

Ace-Lube  BB_AW   H2 

Ace-Lube  Compressor  Oil  AA  H2 

Ace-Lube  Compressor  Oil  Ext. Light   ..  H2 

Ace-Lube  Compressor  Oil  Heavy    H2 

Ace-Lube  Compressor  Oil  Hvy  Med  H2 

Ace-Lube  Compressor  Oil  Light    H2 

Ace-Lube  Compressor  Oil  Medium  ....  H2 

Ace-Lube  CC-AW  H2 

Ace-Lube  Extra  Heavy  AW  H2 

Ace-Lube  EE-AW  H2 

Ace-Lube  EP  GL-#0  H2 

Ace-Lube  EP  GL-#1   H2 

Ace-Lube  EP  GL-#2  H2 

Ace-Lube  EP  GL-#3  H2 

Ace-Lube  EP  GL-#4  H2 

Ace-Lube  EP  GL-#5  H2 

Ace-Lube  EP  GL-#6  H2 

Ace-Lube  EP  GL-#7  H2 

Ace-Lube  GL-5  E  P.  140   H2 

Ace-Lube  GL-5  EP.  80   H2 

Ace-Lube  GL-5  EP.  90   H2 

Ace-Lube  Heavy-AW   H2 

Ace-Lube  Heavy-Medium H2 

Ace-Lube  Heavy-Medium-AW  H2 

Ace-Lube  Hi-Temp-2    HI 

Ace-Lube  HH-AW    H2 

Ace-Lube  l.M.  Oil  CD   H2 

Ace-Lube  l.M.  Oil  Extra  Heavy  H2 

Ace-Lube  l.M  Oil  Heavy  H2 

Ace-Lube  l.M  Oil  Light  H2 

Ace-Lube  l.M.  Oil  Medium   H2 

Ace-Lube  Imco  Oil  #0   H2 

Ace-Lube  Imco  Oil  #1    H2 

Ace-Lube  Imco  Oil  #2   H2 

Ace-Lube  Imco  Oil  #3    H2 

Ace-Lube  Imco  Oil  #4   H2 

Ace-Lube  Imco  Oil  #5   H2 

Ace-Lube  Light-AW  H2 

Ace-Lube  Lithium  No.  0    H2 

Ace-Lube  Lithium  No.  1    H2 

Ace-Lube  Lithium  No.  2    H2 

Ace-Lube  Lithium  No.  3    H2 

Ace-Lube  Lo  Hi-2  H2 

Ace-Lube  Medium-AW    H2 

Ace-Lube  Moly  Hi-Temp  2   H2 

Ace-Lube  NF  Oil-100  HI 

Ace-Lube  NF  Oil-130  HI 

Ace-Lube  NF  Oil- 1 50  HI 

Ace-Lube  NF  Oil-50  HI 

Ace-Lube  NF  Oil-60  HI 

Ace-Lube  NF  Oil-70  HI 

Ace-Lube  NF  Oil-90  HI 

Ace-Lube  Oildraulic  S    H2 

Ace-Lube  Oildraulic  W H2 

Ace-Lube  Oven  Oil  P  H2 

Ace-Lube  Oven  Oil  PG    H2 

Ace-Lube  Oven  Oil  PM   H2 

Ace-Lube  Process  Oil- 10   HI 

Ace-Lube  Process  Oil-6   HI 

Ace-Lube  Process  Oil-7   HI 

Ace-Lube  Process  Oil-8   HI 

Ace-Lube  Super  Hydroflo  Oil  150 H2 

Ace-Lube  Super  Hydroflo  Oil  300 H2 

Ace-Lube  SM  Oil  1210    H2 

Ace-Lube  SM  Oil  160    H2 

Ace-Lube  SM  Oil  1650    H2 

Ace-Lube  SM  Oil  190    H2 

Ace-Lube  SM  Oil  310    H2 

Ace-Lube  SM  Oil  500    H2 

Ace-Lube  SM  Oil  890    H2 

Ace-Lube  Tecpro  Oil-40 HI 

Ace-Lube  Tecpro  Oil-60  HI 

Ace-Lube  Tecpro  Oil-70 HI 

Ace-Lube  Tecpro  Oil-80 HI 

Ace-Lube  US.P.#2  HI 

Ace-Lube  USP  Oil-190 HI 

Ace-Lube  USP  Oil-210  HI 

Ace-Lube  USP  Oil-320 HI 


Ace-Lube  USP  Oil-350  HI 

Ace-Lube  Vistac  #1    H2 

Ace-Lube  Vistac  #2    H2 

Ace-Lube  Vistac  #3    H2 

Ace-Lube  Vistac  #4    H2 

Ace-Lube  Vistac  #5    H2 

Ace-Lube  Vistac  3MS H2 

Ace-Lube  Vistac  5  MS  H2 

Ace-Lube  WP  #5  HI 

Ace-Lube  0  H2 

Ace-Lube  00   H2 

Ace-Lube  000   H2 

Ace-Lube  BOA  HI 

Ace-Lube  130AA    HI 

Ace-Lube  60  White  Mineral  Oil    HI 

Ace-Lube  600  W-SM   H2 

Ace-Lube  600  WAD  H2 

Ace-Lube  61  White  Mineral  Oil    HI 

Ace-Lube  62  White  Mineral  Oil    HI 

Ace-Lube  630-AA  H2 

Ace-Lube  701    HI 

Ace-Lube  930AA-15  HI 

Ace-Lube  930AA-2 HI 

Ace-Lube  95  WA   H2 

Acheson  Colloids  Company 

Acheson  Food  Machinery  Grease HI 

DAG  3097  H2 

DH  43726    HI 

Gredag  741    H2 

KM3367  H2 

PP  43343  H2 

Acme  Chemex  Inc. 

#3112  Odor-Exit  CI 

Acme  Chemex  920  Acid  Cleaner  A3 

All  Purpose  Cleaner    Al 

Antiseptic  Liquid  Hand  Soap  E2 

Borax  Hand  Soap    C2 

Chemex  Enviro  570    Al 

Chemex  Safety  Solvent K2 

Chemex  1042  Tile  &  Grout  Cleaner   ..    CI 
Chemex  1060  Sani-Lube  Food  Equip 

Lubrcnt  HI 

Chemex  1365  Fogging  Space  Spray    ....  Fl 

Chemex  2900  Pearlite  Handsoap   El 

Chemex  3002  Coconut  Handsoap  40%     El 
Chemex  3007  Tuff  Touch  Liquid  Hand- 
soap    El 

Chemex  3100  Quad  Disinfectant   D2 

Chemex  400  Industrial  Solvent  De- 
greaser      Al 

Chemex  605  Foam  Clean  A4 

Chemex  610  Lo  Foam  Scrub  Soap    ...     A4 

Chemex  620  Big  Boss    Al 

Chemex  640  Grill-Oven  &  Fat  Fry 

Cleaner   A2 

Chemex  7000  A-2-Z  Industrial  Emuls. 

Clnr  CI 

Chemex  7075  Degreaser  Safety  Solvent  K2 
Chemex  9000  Soap  Scum  Remover  ....    A8 

Cherry-O-Dis  27-42    A4 

Chlorinated  Foaming  Cleaner  Al 

Cocoanut  Oil  Liquid  Hand  Soap    El 

Contact A2 

Foam-Up   A4 

Grease  Gun    H2 

Ham  Mold  and  Loaf  Pan  Cleaner    A2 

Milkstone  Remover  A3 

Paint  &  Rust  Stripper  C3 

Phosbrit   A3 

Po  Pac  Ho  Cleaner   Al 

Santi-Wash  Hand  Soap  

Space  Spray  No   3  ...  Fl 

Stainless  Steel  Gleam   \1 

Steel  Equipment  Cleaner  and  De-Ruster  A2 
Sulfuric  Acid  66  BE.  93.2%  H2S04 
1015  Chemex  Concentrate 
1029  Slick  Multi-Purpose  Silicone  Lubr  HI 
1032  Silicone  Spray    HI 
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1033  Friction  Free  Lubricant   HI 

1045  Chemex  Odorless  Steam  Cleaner    Al 
1050  Chemex  EHD  Steam  Cleaner   ....    Al 

1060Sanilube    HI 

1062  Penilube  Rust  Solvent  H2 

1082  Stainless  Steel  Gleam    A7 

1086E  Elite  Aquanot  Hand  Cleaner  E4 

1087  Battery  Terminal  Cleaner    PI 

1090  Barrier  Creme E4 

11 10  Utility  Cleaner  CI 

1120  Ultra  Clean  CI 

1 166  Decal  And  Paint  Remover  C3 

1 180  Non-Flammable  CRT  Screen  Care  CI 
130  Chemex  Glass  &  Windshield 

Cleaner   CI 

1361  Residucide  Roach  'N  Ant  Killer  ..  F2 

1363  Control  Mist  Insecticide    Fl 

150  Chemex  Detergent  Al 

1 50-B  Detergent    Al 

150C  Chemex  Detergent  Al 

2002  Hot  Vat  Compound  CI 

2002  HV  Compound  A2 

2004  Spray  Transmission  Cleaner   Al 

2012  Jet  Spray  A2 

2014  Aluminum  Cleaner Al 

2015  Spray  Transmission  Cleaner   Al 

2060  Chemex  Wildcat  Concrete  Cleaner  CI 

2061  Concrete  Cleaner  CI 

2070  Packing  House  Cleaner  Al 

2075  Food  Vat  Cleaner A2 

2080  Melt  Pellets    CI 

2100  Sewer  Solvent    CI 

2102  Blast  Liquid  Sewer  Solvent LI 

2104  Tackle  III   C2 

2104  Tackle  IV  Heavy  Duty  Foaming 

Clnr  C2 

2107  Grease  Trap  Degreaser    CI 

250  Detergent    Al 

255  Chemex  Lotion  Pot  &  Pan  Con- 
centrated       Al 

3001  Chemex  Sani  Wash  Liquid  Hand 

Soap    E2 

3001  Chemex  Sani-Soft    El 

3004  Chemex  Coconut  Oil  Hand  Soap  El 
3006  Waterless  Hand  Cleaner    E4 

3008  Waterless  Hand  Cleaner    E4 

3009  Chemex  Mechanic  Gritty  Wtrls 
Hndsp E4 

3020  Chemex  Conditioning  Wtrls. 

Handsoap    E4 

303  Cleaner  Concentrate  A4 

3030  Chemex  Boraxo  Powdered  Hand- 
soap  C2 

3065  Control  Mist  Air  Sanitizer  CI 

3070  Mint  Deodorant  &  Air  Sanitizer  CI 
3080  Hospital  Disinfectant  Deodorant  CI 
3090  Odor-Exit   CI 

3111  Chemex  Lemon  Odor 
Disinfectant/Clnr CI 

3112  Chemex  Odor-Exit  CI 

3 1 1 3  Chemex  Lemon  Odor-Exit    CI 

3113  Chemex  Lemon  Odor-Exit    CI 

3113  Pine  Oil  Disinfectant  CI 

31 14  Chemex  Pine  Plex  CI 

3116  Chemex  Natural-Aire 
Disinfctnt/Clnr    CI 

3117  Deodorant  Block  4  oz C2 

3118  4  oz.  Deodorant  Block  with  Han- 
ger      C2 

3119  Chemex  Baby  Powder  Odor-Exit    CI 

3119  Chemex  Baby  Powder  Odor- Exit    CI 

3120  Wall  Block  24  oz C2 

350  Chemex  Ammo-Kleen  CI 

3522  Chemex  Sentry  Quaternary  Grmcd 

Clnr  A4 

3538  Chemex  Ammoniated  Stripper  ..  CI 
3558  Chemex  General  Disinf.  Sanitizer   D2 

3601  Chemex  Space  Spray  Fl 

3612  Chemex  Residucide  Roach  &  Ant 

Kill    F2 

3615  Food  Grade  Space  Spray  Fl 


3621  Food  Plant  Insecticide  Fl 

404  Chemex  Marine  Degreaser    Al 

4106  Chloro-Det   Al 

420  Chemex  Acid  Cleaner  A3 

500  A2Z  Concentrate    A4 

505  Chemex  Blue  Magic  Fleet  Shampoo  A4 

510  Old  Blue  Concentrate    Al 

550  Dual  Action  Degreaser  Deodorizer    CI 

565  Chlorinated  Foaming  Cleaner   Al 

600  XL  Concentrate   Al 

600  XL  Super  Concentrate  Al 

601  Blast  Off  (Liquid  Steam  Clng. 
Cmpd)  Al 

611  Chemex  Orange  Solv  CI 

612  Chemex  Envirochem  WS  Degreaser  CI 

613  Chemex  Citron  XL  Safety  Solvent    CI 

614  Chemex  Citrosolv    CI 

614  Floating  Solvent  Degreaser  CI 

615  Chemex  Citron  XL    CI 

616  Chemex  Safety  Solvent  K2 

635  Chemex  Coil-Brite  Al 

640  Quick  Clean  Al 

6410  Oven  Cleaner  A8 

642  Chemex  Extra  Heavy  Duty  Cleaner  Al 
644  Chemex  Liquid  Laundry  Detergent  Bl 
648  Chemex  Liquid  Laundry  Softener     B2 

6600  While  Grease   H2 

7007  Special  Duty  Cleaner  Al 

7070  High  Purity  Electro  Spray  K2 

7080  Electro-Spray   Kl 

7081  Belt  Dressing   PI 

810  Liquid  Cleaner  A4 

812  Chemex  Freezer  &  Locker  Cleaner  A5 

814  Hydro  Clean-X-Concentrate    Al 

817  Chain  Lube  AI.H2 

850  HD  Cleaner  Concentrate   A4 

8652  Germicidal  Spray  &  Wipe  Cleaner  CI 

920  Chemex  Acid  Cleaner  A3 

960  Metal  Treat  Cleaner  CI 

Acme  Cleaning  Equipment,  Inc. 

CB-1900    Al 

CB-400    Al 

CB-500    Al 

CB-600    Al 

CB-700    Al 

CB-800    Al 

Acme  Industrial  Compounds  Corp. 

Acme  Algaecide    G7 

Acme  Food  Equipment  Lubricant    HI 

Acme  Silicone  Spray HI 

Ortholene  Al 

RLT  G6 

Safety  Solvent  Degreaser   Kl 

Scale-Out  MIXSI G6 

Scale-Out  NPT-N    G6 

Acme  Janitor  &  Chemical  Supply, 
Inc. 

Acid  Free  C2 

Acme  AFBC   CI 

Acme  DLC  Creamy  Cleanser  A6.C2 

Acme  Great  Scent  CI 

Acme  Lemon  CI 

Acme  Lemon  Disinfectant    CI 

Acme  Mildew  Magic    CI 

Acme  Pine  Odor  CI 

Acme  Silicone  Spray  Lubricant  HI 

Acme  Spray  &  Wipe CI 

AJ-35  CI 

AJ-40  CI 

Blu  Royale  CI 

Blue  Clean  A4 

Chisel  Al 

Chisel  Al 

DS  2000  A4 

Foam  It    Al 


Johnny  Brite    C2 

Oven  &  Grill  Cleaner  A8 

Pine  Spray  &  Wipe  CI 

Pink-Glo    CI 

Pinky    Al 

RTU  Glass  Cleaner  CI 

Sparkel  Concentrate  Glass  Cleaner    ....  CI 

Whizz  Al 

Acme  Paper  &  Supply  Company, 
Inc. 

Antiseptic  Lotion  Hand  Soap  El 

Emulsion  Bowl  Cleaner    C2 

Liquid  Porcelain  Cleaner    C2 

Lotion  Hand  Soap  El 

Open  Up    LI 

Power  Cleaner  A4 

Pressure  Washer  Degreaser  Cleaner  ...  Al 

Window  Shine  CI 

Acme  Soap,  Inc. 

Acme  Bowl  Cleaner   C2 

Acme  Formula  225  Al 

Acme  Mild Al 

Acme  Super  Bl 

Acme-Sol  Bl 

Alk  Plus  A2 

Aluminum  Stick  Cleaner Al 

ABCD    CI 

AC-Chlor  Al 

AS-60  A4 

Big  Bear A4 

Breakleen  Al 

Breakleen  II  Al 

Breakleen  10   A4.A8 

Bryte  35  Al 

Chlor-FAL  CI 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Concentrated  Glass  Cleaner   CI 

Dividend    Al 

Dynamo  Bl 

Foam-Plus    Al 

Formula  188    Al 

Formula  818    Al 

Fury  Sulfuric  Acid  Drain  Opener  LI 

General  Purpose  Cleaner Al 

Glass  Cleaner CI 

Glass  Shine    CI 

Glass  Shine  Concentrate  CI 

Golden  Egg  Wash  Ql 

Green  Power   Al 

Hand  Soap  El 

Heavy  Duty  Concrete  Cleaner   CI 

HD  Acid    A3 

Ice  Machine  Cleaner  A3 

Liquid  Smokleen  A4 

Live  Micro-Organisms    L2 

Low  Foam  Descaler    A3 

Meat  Hook  &  Trolley  CI.  &  Deruster  A2 

MSR  360  A3 

Neutralizer  Bl 

Pink  Lotion   A1.E1 

Pink  Suds  Al 

Pinnacle   Al 

Powdered  Bleach  Bl 

Purge    LI 

PTO-70    HI 

Safe-Solv  K2 

Shroud  Cleaner   Bl 

Shroud  Cleaner  No.  2  Bl 

Smokehouse  Cleaner  A8 

Smokleen  A2 

Smokleen  No.  10  A2 

Spray  On  Car  &  Truck  Wash  Al 

Stain  Remover  Bl 

Super  Red    Al 

SPC    LI 

Top  Flite    Al 
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ZIPP  CI 

691  Lube  H2 

Acorn  Biotechnical  Corporation 

Enzyt    L2 

Acorn  Paper  &  Restaurant  Supply 
Co.  Inc. 

Tuff  Stuff  Acorn  General  Purpose 

Cleaner   Al 

Actiblend  Systems/ 

Div.  of  Bullen  Midwest,  Inc. 

Formula  Five  Industrial  Butyl  Cleaner  Al 

Formula  Four  Steam  &  Pressure  Cleaner  Al 

Formula  Fourteen  Cleaner/Degreaser  ..  CI 

Formula  One  Industrial  Degreaser  Al 

Formula  Six  Vehicle  Cleaner  Al 

Formula  Three  All  Purpose  Detergent  CI 

Formula  Two  Commercial  Degreaser  Al 

Action  Chemical 

Aqua  Sheen  A7 

ACBC    CI 

Action  Chemical 

Kwik  Kleen   C2 

Action  Equipment  Sales  Co.,  Inc. 

Alive    CI 

Balance    A4 

Blaze    CI 

Break-Away  CI 

BD-20    A4 

Citation    CI 

Dissolve  CI 

Edge  ..  Al 

Free  Non-Acid  Restroom  Cleaner   C2 

Front  Line   CI 

Hospital  Type  Aqua  Blue  C2 

Hospital  Type  Drive  C2 

Kleen  &  Shine  CI 

Terrific  CI 

Total  CI 

Twinkle   CI 

Twinkle   CI 

Vantage   A4.A8 

Action  Maintenance  Supply  Co., 
Inc. 

Action  Line  Food  Plant  Cleaner  & 

Degrsr  Al 

Action  Line  Sewer  Digestant  I  L2 

Action  Paper  &  Chemical  Co. 

RTU  Express  CI 

Safe  Mate  Odor  Counteracting  Spray 

Clnr CI 

Action  Plus 

Action  Foam   Al 

Dish  Brite  Al 

Dissolve  Plus  A3 

Foaming  Meat  Room  Degreaser  Al 

Health  Quat  D2 

Lemon  Action  CI 

Oven  Clean  A8 

Pine  Plus   ....  CI 

Porcelain  Pride    C2 

Revive A3 


Task  Force  A4 

Ultra  Plus  ..    A4 

Action  Supply  Co. 

Chloro-Sheen  Al 

Fine  n  Gentle    Al 

Action  Vacumn  Corporation 

Non  Butyl  Cleaner  Degreaser  Formula 
#777    Al 

Activ  Mil  Technologies  Ltd. 

Breakthru  Meat  Room  Detergent/Disinf.  D2 

Idosept  E2 

Release  Al 

Active  Chemical  Corporation 

Acet  Chem-Ox  Boiler  Water  Treat G6 

Acet  282  Steam  &  Return  Line  Treat.  G6 

Acet  525  Boiler  Water  Treatment    G6 

Acet  550  AF  Boiler  Water  Treatment  G6 

Acet  550  Boiler  Water  Treatment    G6 

Ad-Rem,  Inc. 

Clean  Ease  Al 

Pressure  Wash  Al 

Adams  Chemical  Service  Inc. 

ACS-100   G6 

ACS-103    G6 

Adams  Company,  The 

Adams  Drain  Pipe  Cleaner  LI 

Adams  L-Tox  Spray   Fl 

Adams  Lectra  Solv   K2 

Adams  Liquid  Hand  Soap El 

Adams  Lo-Sudz  A4 

Adams  Mint  Disinfectant  ..    CI 

Adams  Odo-Rout  Concentrate   CI 

Adams  Residual  Insecticide    F2 

Adams  Super  Pine(Phenol  Coef.5)  CI 

All  Temp.  Laundry  Detergent  With  Bo- 
rax      Bl 

Conveyor  Lube  .    H2 

D.L.  60 ...    H2 

Fly  Swatter  Aerosol  Insect  Killer Fl 

Foam  It  All  Purpose  Cleaner   CI 

Foamy  Foaming  Cleaner  Al 

Gentle  Giant    Al 

Hospital  Disinfectant  &  Deodorant  CI 

Kleen  Glass  Glass  &  Mirror  Cleaner  .     CI 
Lemon-All   .  .    A4 

New  Counter-Punch    CI 

Odorless  Steam  Cleaner  Liquid   A2 

Orange  Air  Sanitizer  CI 

Orange  Deodorant  ..    CI 

Pine  Oil  Disinf.  (Phenol  Coef.5)    CI 

Power  Foam  Foaming  Cleaner  &  De- 
greaser    CI 

Residual  Insecticide  F2 

Roach  Baby  Residual  Insecticide 

(Pwdrd)  F2 

Somethin'  Wonderful    CI 

Straight  Rush  Residual  Insecticide    F2 

Super  Cleaner    ...    Al 

Super  Cleaner  075  Al 

Tru-Grit  Disinfectant  Creme  Cleanser      A6 
Vanquish    ..    A4 

Adams  Rental  &  Storage 

Tornado  Cleaner  Degreaser    A4 


Adaseal  International,  Inc. 

Adchem,  Incorporated 

Radiant  Red  Al 

Adco,  Incorporated 

Concentrated  Liquid  Hand  Soap El 

Neutral  Cleaner  A4 

Adhesives,  Coatings  and  Sealers 
Div73M 


Adjer  Industries 

Mighty  Mike  Acid  Free  Bathroom 

Cleaner   C2 

Mighty  Mike  B-101  Plus    A4 

Mighty  Mike  Glass  Cleaner   CI 

Adjustatrak,  Inc. 

Spray  Silicone  Release  HI 

Admiralty  Lubricants,  Ltd. 

Admiral-Clean  Al 

Advance  Chemical  &  Janitorial 
Supply  Inc 

Grease  Gun   H2 

Super  Pink  Power   Al 

Super  Solve-It  Al 

Advance  Chemical  Co. 

Release  Al 

Advance  Chemical  Co.,  Inc. 

Advance  Ceramic  Cleaner    CI 

Advance  Chirate   Al 

De-Stane    CI 

Florsuds  CI 

Advance  Chemical  Company,  Inc. 

AC-201    Al 

AC-202    Al 

AC-220    Al 

AC-242    A4 

AC-275    A3 

700  Liq.  Det.  Concentrated Al 

Advance  Chemical  Distribution,  Inc. 

Sodium  Hypochlorite  10.0% 

(NaOCLbyWu  D2.G4.L1 

Sodium  Hypochlorite  12.5% 

(NaOCLby  Wt)  D2.G4.L1 

Sodium  Hypochlorite  5.25% 

(NaOCLbv  Wt  D2.G4.L1 

Advance  Chemical  Products  Inc. 

Advance  Formula  1000 A4.A8 

Advance  Mop-Eze  H.D.  w/Lemon  All 
PurpCl   CI 

Advance  Cleaning  Products.  Inc. 

Accotain  CI 

Bulls  Eye  A4.A8 

Citrus-L  #575  CI 

Citrus-L#855  CI 

Citrus-0  #330  .                                         CI 
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Citrus-0#357    A8 

Citrus-O#440   CI 

Citrus-0#655    CI 

Citrus-O#707   CI 

Dynaterge CI 

G.C.  Hand  Soap    El 

Hawk   C2 

High  Foam  Degreaser  Al 

High  Foam  Degreaser  Al 

Klomine  A4 

Lavo-Kleen    G2 

Lime-B-Gone  A3 

LPK   LI 

No  Doubt  A4 

O.G.S.  Oven,  Grill  &  Smokehouse 

Cleaner   A8 

Pipe  Kleen  LI 

Resolve    CI 

Rout  C2 

Saber    CI 

Saniterge    A4 

Swype    C2 

Trax  HFA-302  A3 

Trax  HFD-601   CI 

Trax  HFD-801   A2 

Trax  LFD-501   Al 

Trax  LFD-606  Al 

Trax  LFD-901    Al 

TraxLFD-911   CI 

Trax  LFD-926  Al 

Advance  Cleaning  Technologies 

A.C.T.  Bol  Aid   C2 

A.C.T.  Disinfectant  Cream  Cleanser  A6.C2 
ACT.  Disinfectant  Deodorant-Baby 

Pwdr   CI 

ACT.  Germicidal  Cleaner  CI 

A.C.T.  Lemon  Disinfectant  Deodorant 

Det CI 

ACT.  Pine  Disinfectant  Cleaner  CI 

A.C.T.  Porcelain  &  Tile  Cleaner   CI 

Advance  Concepts 

All  You  Need    Al 

Do  It  All  Germicidal  Foaming  Cleaner  C2 

Enzyme  1000 L2 

Glycolene  C2 

Liquid  Alive  Bacteria  CI 

Liquid  De-Ox    A3 

L100  Degreaser  Al 

Red  Prilled  Drain  Opener  LI 

The  Same  Stuff  CI 

Advance  Industries 

Advance  #230  G6 

Boiler  Water  Treatment  Product  #261  G6 

Advance  Machine  Company 


Advance  Products  of  Maplewood 

Advance  Soap  &  Scum  Remover  A4 

Advance  Products  Company 

Bleu  Max  A4.C1 

Storm  Al 

Advance  Sales,  Inc. 

4  All  CI 

Advanced  Blending,  Inc. 

Bully B2 

Conquat   A4 

Food  Process  Cleaner  II   A2 


Grease  and  Oil  Cutter  A4.A8 

Highline  Powdered  Concrete  Cleaner       A4 

Impact    Al 

Kwat  Kleen   A4 

Laundry  Tool  Bl 

Liquid  Hand  Soap  E4 

Advanced  Brewing  Technology 

B.E.S.T D2 

Advanced  Chemical  Industries 

Advanced  Formula  FA-88    G6 

Advanced  Formula  HY-753   G6 

Advanced  Formula  RL-220    G6 

Advanced  Formula  SUL-39   G6 

Advanced  Chemical  Technology, 
Inc. 

Actichlor    Bl 

AT-1  A3 

Break   Bl 

Destain  Extra  Bl 

Exalt Bl 

Exalt  Ultra  Bl 

Lime  Free    A3 

Liquid  Breaker Bl 

Neutralizer  Bl 

On  Deck A4 

Power  Wash  II  Bl 

Respond  A2 

Return    Bl 

Special  Laundry  Bleach    Bl 

Special  Presoak  Bl 

Total  Bl 

Advanced  Solutions  Co. 

Fe-Gone  #2  &  Shine  AI.B1 

Io-Scat#l    A1.B1 

Advantage  Janitorial  Supply  Co. 

Degreaser  Al 

Neutral  Cleaner  A4 

Smoke  Off  A8 

Stain-Less  Steel  Cleaner  CI 

Advantage  Marketing  Associates 
Inc. 

Tidy  Grit   E4 

Tidy  Tough    E4 

TidyBac  E4 

TidyPearl  El 

TidyPearl  Plus  El 

TidySan  E4 

TidyScrub    E4 

TidyScrub  Plus   E4 

TidyWash E4 

Aero  Chemical  Company 

"Blue  Whiz"    Al 

"Deep  Freeze"  Freezer  Cleaner    A5 

"Drop  Dead"  Insect  Spray    F2 

A-L  Powders  Bl 

Aero  Acid  CIP  Sanitizer  D2 

Aero  Chlor  SS10  Organic  Dry  Bleach  Bl 

Aero  Food  Equipment  Lube  HI 

Aero  Pro    Bl 

Alka  100   A2 

Alka200   Al 

Alka  250    A2 

Alka  700    A2 

Alka  750    Al 

Alka  800    Al 

Alkaline  Plus  A2.C3.L1 

All  Purpose  Cleaner   Al 


Aluminum  Safe  Vat  Stripper    A I 

Anti-Foam  SW-1   Al 

Antiseptic  Liquid  Hand  Soap  E2 

Aquacide  200  (Aerosol)   FI 

Aquacide  300 Fl 

Aquacide  400  (Aerosol)   Fl 

Assault  F2 

Assault  (Aerosol) F2 

Assure  Non-Acid  Bowl  Cleaner  C2 

Atomic  Action  A4 

Attack  CI 

Automatic  Scrubber A4 

AA106  Chain  Lub  &  Cleaner HI 

ACI  100  A3 

ACI  200  A3 

Baby  Soft  Hand  Soap  E4 

Bar  None  E4 

Bar  None  with  Pumice   E4 

Belt  Dressing  (Aerosol)    PI 

Betty's  Pink  Lotionized  Hand  Soap  El 

Blue  Flame  Sewer  Solvent  LI 

Blush  Lotionized  Hand  Soap   E4 

Bold  Blue    CI 

Bowl  dinger  C2 

Butyl  10  A4.A8 

Chain  &  Cable  Lube  Lithium  Grease       H2 

Cherry  Sewer  Degreasor  CI 

Cherry-O-Dis  27-42    A4 

Chlor  100 A1.Q1 

Chlor  200 Al 

Chlor  700 Al 

Chlorinated  Liquid  Machine  Dishwash     A I 

Circlo  Kl 

Coconut  Oil  Liquid  Hand  Soap   El 

Conquest   CI 

Conquest  (Aerosol)  CI 

Contact  Cleaner  K2 

CC  200    K2 

Deluxe  Al 

Destroyer  Fl 

Diamond  Machine  Dishwash    A I 

Die-az-In  Gone  Ant.  Roach    F2 

Drop  Dead  F2 

Dry  Laundry  Bleach   Bl 

Dry  Lube  All  Purpose  Dry  Lubricant      H2 

Dyno-Mite  Al 

Egg  Kleen    QI 

Extra  Heavy  Duty  "Green  Elf  CI 

Extra  Heavy  Duty  Steam  Cleaning 

Compound  A2 

F-186  Chlorinated  Krystals  Al 

Flashproof  Electro  Kleen  Solvent K2 

Flying  Insecticide    F2 

Foam-Up   Al 

Foam-Up  All  Purpose  Cleaner  CI 

Fresh  DS-32 CI 

Fresh  128  CI 

Fresh  7  CI 

General  All-Purpose  Cleaner   A4.A8 

Germ-I-San    Dl 

Glass  Cleaner  Ammoniated  (Aerosol))     CI 

Gold  &  Aero  Hand  Soap   El 

Graffiti  Remover  CI 

Grease  Away  CI 

Green  Elf  Al 

Handy  Quat  E2 

Heavy  Duty  Magic  Concrete  Cleaner       A4 

Heavy  Duty  Scale  Away A3 

Heavy  Duty  Sewer  Solvent  &  Drain 

Opener LI 

Hi-Foam  Germicidal  Spray  and  Wipe 

Clnr  CI 

Hospital  Alkali  Drain  Opener LI 

Hospital  Surface  Disinfectant  Rm 

Deodrzr  CI 

Hound  Dog  Concrete  Cleaner CI 

Ice  Go   CI 

Impact  I  D2 

Impact  256 Dl 

Insect  Death  Mist    Fl 

Insect-O-Fog   Fl 

Insecticide  No.  Ill   Fl 
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Insecticide  150 Fl 

Insecticide  300  (Aerosol)   Fl 

Insecticide  300  (Bulk)  Fl 

Iodophor  Disinfectant  D2.E3 

Kamikaze  Fl 

Kleenall   A4 

Kleer  View  Glass  Cleaner  (Bulk) CI 

Kleer  View  Glass  Cleaner  Concentrate  CI 

Kleemew  Glass  Cleaner  (Aerosol)    ....  CI 

Kontrol-Treat  (All  Purpose)  G6 

Lem-O-Dis  19-30    CI 

Lem-O-Dis  27-42    CI 

Lemon  DS-32   CI 

Lemon  128 CI 

Lemon  7 CI 

Lift-Out  Tile  &  Grout  Cleaner  C2 

Liquid  Bacteria   CI 

Liquid  Egg  Wash    Ql 

Liquid  Hand  Dishwashing  Compound  Al 

Liquid  Ice  Melter    CI 

Liquid  Laundry  Softener  B2 

LHS  Pink  Lotion  Hand  Soap   EI 

M-157  Heavy  Duty  Magic  Concrete 

Cleaner   CI 

Magic  Germicide  D2.E3.Q3 

Malathion-50  Spray  F2 

Mighty  Suds    Al 

Mildew  Stain  Remover  C2 

Mint  DS-32  CI 

Mint  7    CI 

Mint-O-Dis  19-30  CI 

Mint-T-Bowl   C2 

Morquest   CI 

Mr.  Blue    C2 

Multi-Purpose  Red  Grease  HD  H2 

Neutral  Fresh  CI 

Neutral  Lemon  CI 

Neutral  Pine  CI 

Neutronic  Powerhouse  Cleaner Al 

Non-Acid  Bowl  Cleaner  C2 

NBC  Degreaser  CI 

O-Dis  27-42 D2 

Odorless  Concrete  Cleaner  CI 

Paint  &  Rust  Stripper  C3 

Penetrating  Oil H2 

Pine  Cleaner    CI 

Pine  Odor  Disinfectant  CI 

Pine  Oil  Disinfectant  CI 

Pine  128  CI 

Pine-O-Dis  19-30    CI 

Pine-O-Dis  27-42    CI 

Pink  Concentrate  Al 

Pink  Sky  Beads  Al 

Porcelain  Pledge   C2 

Power  Pink    Al 

Pride  A8 

Pumice  Waterless  Hand  Cleaner    E4 

Quest  4 CI 

Quest  50 CI 

Quick  Action  Control    CI 

Red  Hot  Sewer  Solvent  Drain  Opener  CI 

Red  Inhibited  Bowl  Cleaner  C2 

Remove-It    A3 

Request    CI 

Restaurant  King  A2 

Rough  and  Ready    CI 

Rust  Free  (Aerosol)  H2 

Safety  Solvent  (Hash  Proof) Kl 

Santi-Wash  Hand  Soap  E2 

Sil-Kon    H2 

Silicone  Spray  (Aerosol)  H2 

Silicone  Spray  (Water  Base) HI 

Skat  Oven  Cleaner    A8 

Skat  Oven  Cleaner  (Aerosol)  A8 

Sno-Flo    Bl 

Sodium  Hypochlorite  Bleach   A1.B1 

Sof-T-Suds  Al 

Solv  100    K2 

Solv200    Kl 

Solv  200  (Aerosol)   CI 

Solv  300    K2 

Solv  300  (Aerosol)   K2 


Solv  400    K2 

Space  Spray  No.  3    Fl 

Springtime   CI 

Stainless  Steel  Cleaner   A7 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  Water  Based        A7 

Sulfuac  Drain  Opener  LI 

Sunbrite   BI 

Super   Al 

Super  Liquid  Laundry  Soap   Bl 

Super  Power  Vat  Type  Stripper  A2 

Super  Sewage  Enzymes    L2 

Superior  Concentrate  A4 

Swipe  A4.C1 

Syntheso  Neutral  Cleaner  CI 

SS  Plus  Stainless  Steel  Cleaner  &  Polish  A7 

Terminator  Fl 

Tuf-Job A8 

Vandalism  Mark  Remover   CI 

Vanish  Lime  Scale  &  Film  Dissolver       A3 

Wasp  and  Hornet  Killer   F2 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  (Aerosol)  E4 

White  "El."  Bowl  Cleaner  C2 

White  Foam  Beads   Al 

Worksolve   A4 

Yield    CI 

Zap  "O"  Kleen A4 

12-B  Count  Sewage  Enzymes    L2 

40%  Coconut  Oil  Hand  Soap  Concen- 
trate    El 

Aero  Chemical  Corporation 

Insecticide  50 Fl 

55  Fl 

Aero-Master,  Inc. 

Fogging  Insecticide  Mill  Fogging  For- 
mula      Fl 

Industrial  Fogging  Insecticide Fl 

Super  Fogging  Insect,  w/0.50% 
SBP-1382   Fl 

Aerocote  Corporation 

Aeroclean  DH21    Al 

Aerosolv2000  CI 

DN30  Cleaner  Concentrate  Al 

Terpene  Cleaner    CI 

Aerosol  Maintenance  Products 

All  Purpose  Cleaner    CI 

Auto  Silicone  Spray    H2 

AMP  Crawling  Insect  Killer  II  F2 

AMP  Flying  Insect  Killer  F2 

AMP  Jelled  Baseboard  Stripper  CI 

AMP  Metered  Flying  Insect  Spray F2 

AMP  Smart  Brake  Cleaner  Degreaser  .    PI 
AMP  Total  Release  Room  Fogging  In- 

sectcd    F2 

AMP  Wasp  n'  Hornet  Killer  Fl 

Belt  Dressing  PI 

Brake  Parts  Cleaner  &  Degreaser  PI 

Chain  &  Cable  Lubricant  &  Protectant     H2 

Citrus  Foam  CI 

Contact  Cleaner  K2 

Contact  Cleaner  II  CI 

Cutting  &  Tapping  Fluid    H2 

Degreaser  Safety  Solvent   K1.K2 

Degreaser  Safety  Solvent  II    CI 

Dri-Moly  Lube    H2 

Foaming  Baseboard  Stripper CI 

Food  Grade  Silicone  HI 

Food  Grade  White  Lithium  Grease    ....    H2 

Food  Machinery  Lube  HI 

Gasket  &  Cement  Remover  PI 

Gel  Degreaser  &  Engine  Cleaner  Kl 

Gel-Lube   H2 


Open  Gear  Lube  H2 

Oven  Cleaner  A8 

Paint  &  Varnish  Remover  PI 

Penetrant    H2 

Red  Grease    H2 

Smart  Food  Grade  Silicone HI 

Smart  Red  Grease  H2 

Smart  Stainless  Steel  Cleaner/Polish     .  CI 

Stainless  Silicone  Lube  H2 

Stainless  Steel  &  Metal  Polish  CI 

Super  Vandalism  Mark  Remover  ,.  PI 

Teflon  Lube  H2 

Tile  &  Grout  Cleaner   CI 

White  Lithium  Grease  H2 

4-Way  II  Penetrant- Lubricant  CI 

Aerospace  Lubricants,  Inc. 

Tribolube-21    HI 

Aervoe-Pacific  Company,  Inc. 

Aervoe  #932  Food  Grade  Lube  Oil  HI 

Aervoe  #933  Food  Grade  Lube  Grease  HI 
Aervoe  #936  Silicone  Spray  Lubricant  HI 
Dry  Film  Lube  &  Release  Agent  H2 

Hornet  &  Wasp  Spray  ...,  ....  F2 

Spring  Blossom  Insect  Spray   Fl 

White  Lithium  Grease  H2 

Aetna  Chemical  Corporation 

Actana  200 G6 

Actana  25L    G6 

Actana  400 G6 

Actana  477  G6 

Actana  489 G7 

Actana  600 G7 

Acterge  100  Al 

Acterge  101   Al 

Liquid  Hand  Soap  El 

Affiliated  Foods  Inc. 

AF  Concentrated  Cleaner-Degreaser     .    CI 

Affiliated  Laboratories/ 

Div.  of  Affiliated  Paper  Companies 

Affiliat.  Labs  DBC-23  Sup  Toil   Bwl 

Clnr  C2 

Affiliat.Labs  DAC-95 

DtrgntThckndBwlClnr   C2 

Affiliat.Labs.NAQC  Thcknd  N/A  Bthrm 

Clnr  C2 

Affiliated  Laboratories  Sftcln  Crm  Clnsr  A6 
Affiliated  Labs.  MultiFoam  Disnf.  Clnr  C2 
Air  Boss  Ext  Dty  Urn  Scrn 

w/N-ParaBlkApl  C2 

Air  Boss  Lemon  Granular  Deodorant  CI 
Air  Boss  Lemon  Stick-Up  Deodorant       CI 

Air  Boss  Lemon  Wick  Deodorant    C2 

Air  Boss  Neutral  Wick  Deodorant  CI 

Air  Boss  Toilet  Bowl  Rim  Hanger-Ap- 
ple       C2 

Air  Boss  Water  Soluble  Deodorant 

Lemon  CI 

Air  Boss  Water  Soluble  Deodorant  Mt. 

Air  CI 

Alkalin  Drain  Opener   LI 

All  Kleer  II  Concentrated  Glass  Cleaner  Al 
All-Kleer  Foaming  Glass  &  Hard  Surf 

Clnr  CI 

All-Kleer  Glass  Cleaner   CI 

AFC-40  Automatic  Floor  Machine 

Cleaner   -\4 

Control  II  Hand  Sanitizer  E2 

DCD-64  CI 

Enforcer  I  Flying  Insect  Killer  F2 

FDC-3  Disinfectant-Cleaner  ....    CI 

FMC-32  Foaming  Cleaner    \l 
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Glimmer  Stainless  Steel  Cleaner    A7 

GPC- 100  Neutral  Ail-Purpose  Cleaner     A4 

Hand  Soap  Antiseptic  E4 

HBC-30  Cleaner-Degreaser    A4.A8 

HBC-30  Degreaser/Cleaner  (Aer- 
osol)      A4.C1 

HBC-30  RTU  Ready  To  Use  Multi 

Purp  Clnr    A8.C1 

HDQ-256  Germicidal  Cleaner    CI 

Lemon  "Q"    C2 

Lemonene  Disinfectant-Deodorant  CI 

Lime-Away  Delimer  A3 

LLMO  Bacterial  Digestant  Deodorant  CI 
MDC-20  Bowl/Tile/Porcelain  Cleaner  C2 
NBD-160  Non  Butyl  Degreaser  ....  A4.A8 
NDC-64  Neutral  Disnf  Germcdl  Clnr  Dl 
OGC-50  Oven  &  Grill  Cleaner  (Aer- 
osol)        A8 

OGC-50  Oven  &  Grill  Cleaner  (Bulk)     A8 

Pine  "Q"  Pine  Odor  Disinfectant   CI 

Pine  CD  CI 

QCNA  Thickened  Non-Acid  Bathroom 

Cleaner    C2 

QS-10  ..    D2 

QTR- 10  Quarry  Tile  Renovator  C2 

RTU-20  Hand  Soap El 

Terminator  .  ....  F2 

Affiliated  Paper  Companies 

Matterhorn  Acid  Bowl  Cleaner    C2 

Matterhorn  Anti-Crawl  Resdul  Insecti- 
cide     F2 

Matterhorn  Antiseptic  Hand  &  Body 

Soap    El 

Matterhorn  Bath  &  Tile  Cleaner    C2 

Matterhorn  Caustic  Drain  Opener    LI 

Matterhorn  Concrete  Cleaner  CI 

Matterhorn  Disinfectant  Deodorant    ....  CI 

Matterhorn  Disinfectant  Foam  Cleaner  CI 

Matterhorn  Dualcide  F2 

Matterhorn  ElCapitan  Frag  Glycl 

AirSntzr CI 

Matterhorn  General  Purpose  Cleaner  ..  A4 

Matterhorn  Glass  Cleaner  CI 

Matterhorn  Glycol  Air  Sntzr  Lemon 

Lime   CI 

Matterhorn  Gum  Remover   CI 

Matterhorn  Hard  Surface  Cleaner A4 

Matterhorn  Heavy  Duty  Cleaner- 
Degreaser    A4.A8 

Matterhorn  Heavy  Duty  Foaming 

Cleaner   Al 

Matterhorn  Hvy  Dty  Cleaner-Disinfec- 
tant      Dl 

Matterhorn  Laundry  Detergent  Bl 

Matterhorn  Laundry  Detergent  B2 

Matterhorn  Lemon  Disinfectant   C2 

Matterhorn  Lotion  Soap    El 

Matterhorn  Machine  Dish  Detergent   ..  A2 

Matterhorn  Mint  Disinfectant  C2 

Matterhorn  Mint  Quat  Disinfectant-Clnr.  CI 

Matterhorn  Mizer  Air  Sanitizer  Mint  ..  CI 

Matterhorn  Mizer  Economy  Insecticide  Fl 

Matterhorn  Moisture  Guard    H2 

Matterhorn  Multi-Purpose  Insecticide    ..  Fl 
Matterhorn  Odor  Neutralizer  Lemon 

Lime   CI 

Matterhorn  Oven  &  Griddle  Cleaner  ..  A8 

Matterhorn  Oven  &  Grill  Cleaner    A8 

Matterhorn  Pine  Odor  Disinfectant    ....  CI 
Matterhorn  Pine  Quat  Pine  Odor 

Disnfctnt  CI 

Matterhorn  Pine  Scent  Disinfectant   ....  CI 

Matterhorn  Pink  Lotion  Dish  Detergent  Al 

Matterhorn  Porcelain  &  Bowl  Cleaner  C2 

Matterhorn  Powdered  Hand  Cleaner    ..  C2 

Matterhorn  Ready  To  Use  Hand  Soap  ..  El 

Matterhorn  Safety  Solvent    K2 

Matterhorn  Stainless  Steel  Cleaner A7 

Matterhorn  Sudsing  Creme  Cleanser   ..  A6 

Matterhorn  Toilet  Bowl  Cleaner C2 


Matterhorn  Vandalism  Mark  Remover  Kl 

Matterhorn  Viscous  Bowl  Cleaner  C2 

Matterhorn  40%  Pure  Coconut  Hand 
Soap    El 

Affiliated  Supply  Company 

Hi  Heat  Oven  Silicone  Spray  HI 

Ag  Provision  Inc. 

Acid  Cleaner  AG-3353  A3 

C.I. P.  Cleaner  AG-8601    A2 

Chloro-C!ean-HW  Al 

Chloro-Clean-M  Al 

Cleaner- 502  A3 

CIP  Cleaner  AG-5602  Al 

General  Purpose  Cleaner  AG-5702    ....  Al 

General  Purpose  Cleaner  AG-5706    ....  A I 

General  Purpose  Cleaner  AG-5707    ....  A I 

General  Purpose  Cleaner  AG-8600    ....  A I 

General  Purpose  Cleaner  AG-8602    ....  A2 

General  Purpose  Cleaner  AG-8700    ....  A2 

Liquid  Drain  Opener  AG-3451  LI 

Maxi-Suds  Heavy  Duty  Dish  Detergent  Al 

Metal  Cleaner  AG-3301    A3 

Smokehouse  Cleaner  AG-5501-D    Al 

Smokehouse  Cleaner  AG-5501-F  Al 

Smokehouse  Cleaner  AG-5501-G    Al 

Smokehouse  Cleaner  AG-5505  Al 

Soak  Tank  Cleaner  AG-8900  A2 

Trolly  Cleaner  AG-8501  A2 

Ag-Chem 

Waterless  Handcleaner   E4 

Agri  Bolt  &  Cabinet  Co. 

Heavy  Duty  Cleaner  Degreaser   ....    A4.A8 

Agri-Chem,  Inc. 

Agri-Clean  X  A3 

ACI  Egg  Wash    Ql 

Agri-Services  of  Harrisonburg 

Ash  Big  Dog  TM    A2 

Ash  Foam  Wash   Al 

Ash  Foam  Wash-A   Al 

Ash  Formula  #3 Al 

Ash  Formula  #4C    Al 

Ash  Hot  Foam  Al 

Ash  Spray-CIP Al 

Ash  Super  Clean  Al 

Ash  Super  Clean  Plus  Al 

Ash-200  Al 

Ash-400  A3 

ASH-10   D2 

B-CIean   Al 

B-Clean  NP  Al 

Bacti-Rinse    E3 

Big  Dog-TM    A2 

Clean  &  Safe  Hand  ClnrLotn 

w/Septi-Chlor  El 

Clean  All-Citrus  Degreaser CI 

D-BAC-2  E2 

H  D  Liquid  NP   Al 

Heavy  Duty  Liquid  CIP   Al 

Hot  Suds    A8 

Ind-Ag  Acid  Cleaner A3 

Ind-Ag  Bacti-Chlor  D2 

Ind-Ag  Foam  &  Clean    Al 

Ind-Ag  Grease  Gone  A2 

Ind-Ag  H.D.  Cleaner  A2 

Ind-Ag  H.D.  CIP  Al 

Ind-Ag  Powdered  CIP  Al 

Ind-Ag  Super  Cleaner  Al 

Ing-Ag  Soft  Chlor  Al 

Quat  AH-10  D2 


Shackle  and  Chain  Lube  H2 

Smoke  House  #2  A8 

Soft  and  Clean  II  Bl 

Tray  and  Tub  Wash    Al 

Vincon  Acid  HF    A3 

Vincon  Acid  LF    A3 

Vincon  H.D A2 

Vincon  Iodine    D2 

Vincon  LC  Al 

Vincon  LF  Al 

Vincon  LF2  Al 

Vincon  N-F-I  Al 

Vincon  RW   A8 

Vincon  RW-2    Al 

Vincon  SC  C2 

Vincon  33    Al 

Vincon  37  HC2  Al 

Vincon  39    Al 

VinCon  200F  Bl 

AgrEvo  Environmental  Health 

Alleviate  Aqueous  I    Fl 

Alleviate  Food  Plant  Fogging  Spray  ....  Fl 
Alleviate  Industrial 

SprayE.CCode722.31    Fl 

Alleviate  Malathion  Mosquito 

Fog.Insect F2 

Alleviate  Mosquito  Fog.  Spray 

Code723.51  Fl 

Alleviate  Oil  Concentrate   Fl 

Alleviate  l-0.5FoodPlantSpray 

Code721.41  Fl 

Alleviate  25  -  5  M.A.G.C Fl 

Alleviate  25-5  M.A.G.C Fl 

Aqueous  Food  Plant  Pyrn.  Fog.  Insect.     Fl 

Aqueous  Residual  Spray  F2 

Automatic  Seqntl  Food  Plant  Prsrzd  Spr  F2 
Automatic  Sequential  Pressurized  Spray  F2 
Bioram  0.15%+.25%  Insctcd  Aqu  Prsrzd 

Spr  F2 

Commercial  Spray  Fl 

Compactor  and  Kitchen  Insecticide   Fl 

Crossfire  Aerosol Fl 

Crossfire  APS  1  Fl 

Crossfire  APS  2  Fl 

Crossfire  APS  3 Fl 

Crossfire  TRA  Fl 

Cyper-Active  2.14  EC F2 

Deltadust  Insecticide  F2 

Diazinon  4E  Insecticide    F2 

Drione  Insecticide   F2 

Dursban  Multi-Purpose  Insecticide  F2 

EBT  Aerosol  0.3%  Synergized  Insecti- 
cide     Fl 

Food  Plant  Fogging  Insecticide    Fl 

Food  Plant  Fogging  Insecticide    Fl 

Ford's  Wasp  Spray    Fl 

General  Purpose  0.25-0.25  Insect  Killer   Fl 

Gold  Crest  Synerol  Insecticide  Fl 

Gold  Crest  Vantage  Rodenticide    F3 

Gold  Crest  Vectrin  Four  Plus  One  Fl 

Gold  Crest  Vectrin  0.5%  Insecticide   ....  Fl 

Gold  Crest  Vectrin  3%  Insecticide  Fl 

Gold  Crest  Vengeance  Rod.  Bait  Packs    F3 
Gold  Crest  Vengeance  Rodnt.  Bait  Pel- 
lets    F3 

Gold  Crest  Vengeance  Rodnt.  Sm  Bait 

Pks F3 

Industrial  Aqueous  Pressurized  2.0-0.4  Fl 
Industrial  Aqueous  Pressurized  4.0-0.5  Fl 
Industrial  Pressurized  Spray  2.0.-0.4   ....  Fl 

Kicker    Fl 

M.A.G.  3-6-10  Fl 

Mosquito  Spray  Concentrate Fl 

Multi-Purpose  Alleviate  Insecticide 

Cone   F! 

Multi-Purpose  Pyrenone  Insect.  Cone.  ..  Fl 
Permanone  General  Purp.  Aqueous 

Insct.II  F2 

Permanone  Multi-Purpose  0.25%  Spray  F2 
Permanone  Multi-Purpose  10%  E.C F2 
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Permanone  Multi-Use  Insecticide  Spray  F2 
Prarnex  Ins   EmConcl3  3%  For- 

mICr.Ins.Spr  F2 

Pressunzed  Spray  Multi-Use  Insecticide  FI 
Pyraperm  Industrial  Insect  Kir  WBA 

f: 

Pyraperm  Industrial  Insect  Kir  WBA 

P60  F2 
Pyraperm  Industrial  Insect  Kir  WBA 

P61  f: 

Pyraperm  Insect  Killer  WBA  N67  F2 

PyraPerm  Insect  Kjller  WBA  N66  F2 

PyraPerm  Insect  Killer  WBA  N67A  F2 

Pyrenone  Aqueous  Space  Spray  Fl 

Pyrenone  Aqueous  30-?  ...  Fl 
Pyrenone  Bendiocarb  Roach  and  Ant 

Spras                                                    ...  F2 

Pyrenone  Crop  Spray  Insecticide   Fl 

Pvrenone  Dairy  &  Food  Plant  Aerosol 

II  Fl 

Pyrenone  Dairy  and  Food  Plant  Aerosol  Fl 

Pyrenone  Dairy  And  Industrial  Spray  Fl 
Pyrenone  Diazinon  Wtr-Based  Preszd 

Spray  F2 

Pyrenone  Dursban  Dual  Use  E  C  F2 

Pyrenone  Dursban  Roach  &  Ant  Spray  F2 
Pyrenone  Dursban  Wtr-Based  Prsrzd 

Spras  F2 
Pyrenone  Food  Plant  Aerosol  Insecticide  Fl 
Pyrenone  Food  Plant  Fogging  Insecti- 
cide                                              Fl 

Pyrenone  Gen  Purp  Aqueous  Insecti- 
cide     Fl 

Pyrenone  General  Purpose  Household 

Spray  Fl 

Pyrenone  General  Purpose  Spray  Fl 

Pyrenone  Industrial  Spray  EC  Fl 

Pyrenone  M.A.G.C.  10-1    Fl 

Pyrenone  M.A.G.C.  12.5-2.5  .....  Fl 

Pyrenone  M.A.G.C.  20-2  5  Fl 

Pyrenone  M.A.G.C.  5-1       Fl 

Pyrenone  Mill  Spray  Fl 

Pyrenone  Mill  Spray  2-0.2  Oil  Type   ....  Fl 

Pyrenone  Mosquito  Fogging  Spray    Fl 

Pyrenone  Multi-Purpose  Insecticide  Fl 

Pyrenone  One  Shot  Hi-Pressure  Fogger  Fl 

Pyrenone  Pestigas    Fl 

Pyrenone  Pressunzed    Fl 

Pyrenone  Space  Spray Fl 

Pyrenone  Total  Release                         ...  Fl 

Pyrenone  1-0.2  Food  Plant  Spray  Fl 

Pyrenone  100 Fl 

PyTenone  100  EC    Fl 

Pyrenone  25  5  M.A.G.C F2 

Pyrenone  50  ...  Fl 

Pyrethrins/PBO  Concentrate  5%-25%  ..  Fl 
Pyrethrins/PBO  Trans  Emul  Spray 

.l%+].0%  Fl 

Pyrethrins/PBOTrans. 

Emul.Spray.15%+1.5%    Fl 

Respond  w/SBP-1382  Liq  Inset  Spy 

.25%  F3  .  Fl 
Respond  Ins  w/SBP-1382 

3%MulPurSpyForM  ....  Fl 
Respond  Ins 

w/SBP-1382LiqInsSpy  5%ForIII  Fl 

Roach  &  Ant  Liquid  Spray  F2 

Roach  &  Ant  Spray  Aqueous  F2 

Roach  &  Ant  Spray  Presrzd-Contains 

Diazn  F2 

Roach  &  Ant  Spray  Pressurized  F2 

Roach  And  Cricket  Bait  F2 

Synthrin  .5%  Liquid   Fl 

SBP-1328/Bioalleth  TransEmul 

(,14%+.11%) F2 

SBP-1382  Aerosol  Insecticide    Fl 

SBP-1382  Aerosol  Insecticide  0.35   Fl 

SBP-1382  APS  Inset  0.35%  For 

House&Grdn  FI 

SBP-1382  APS  Insecticide  0.50  Fl 

SBP-1382  Inset.  APS  0.25%  For 

House&Grdn  Fl 


SBP-1382  InsectcdEmulsfbl.Conc.26% 

FormI    Fl 

SBP-1382  Insecticide  Aerosol  1%  Form 

III    Fl 

SBP-1382  Liq  Insectcd  Spray  0.5% 

Form.  I    Fl 

SBP-1382  Liquid  Spray  0.50%    Fl 

SBP-1382  Oil  Base  Insect.  0.20%  Form 

III    Fl 

SBP-1382  Press.  Spr  Insect  .25%  Form 

III    Fl 

SBP-1382  Preszd  Wasp&Homet  Spray 

0.15%    ...  Fl 

SBP-1382  PresSpylns 

0.15%FormIHWsp&Hrnt   Fl 

SBP-1382/Bioallethrin  (.20%+ .40%) 

APS  Fl 

SBP-1382/Bioallethrin  (0.2  +  0.4)  II  ....  Fl 
SBP-1382/Bioallethnn 

(0.20+0. 125)A.P.S Fl 

SBP-1382/BioalIethrin  Aqueous  Preszd 

Spr  Fl 

SBP-1382/EBT/PBO  Ins  Aer 

0.2%+0.3%+1.2%  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.1%+0.4<;r  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.2%+0.8%  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.4rr+l  6%  Fl 

SBP-I382Bioallethrin  APS(PD 

6.5)/Hs&Grdn  Fl 

Turbocide  Pest  Cntrl  Sys 

w/Synthrin/But Fl 

Turbocide  Pest  Control  Sys.  w/Pyrenone  Fl 
UltraTecInsw/Pyr/PBO 

TrnEmDlCn2.25+22.5%  Fl 

Vectnn  LO  Fl 

Vectrin  3%  Insecticide   Fl 

Vengeance  AquaBlok   F3 

Vengeance  Rodenticide  Bait  Pellets  F3 

Vengeance  Rodenticide  Small  Bait 

Packs  F3 

3-6-10  Fogging  Concentrate  Fl 

Aguas  De  Proceso  S.A. 

Aquax  245  G7 

Aquax  601   G6 

Agway,  Incorporated 

Acid  Cleanser  2  A3 

Agway  Milking  Systems  Sanitizer  D2 

Agway  Pyrethrin  Spray  ....  Fl 

Agway  Space  Spray    Fl 

All  Purpose  Spray  Fl 

Bulk  Tank  &  Utensil  Cleaner Al 

Cleanser  Al 

Egg  Washing  &  Sanitizing  Compound     Ql 

Food  Plant  Fogging  Spray    Fl 

Food  Processing  Machinery  Grease  ....  HI 
Livestock  And  Farm  Spray  Fl 

Aidair  Inc. 

Kwik  Clean  Al 

Aidex  Corporation 

Aidex  Malaihion  Premium-5E   F2 

Aidex  Mist  No.  3644    CI 

Di-V-Ex  F2 

Dimex-267  F2 

Fogicide  P   Fl 

Vap-O-Ate  F2 

Aiken  Chemical  Company 

"Sparkle"   Al 

"Speeds  Al 


All  Purpose  Cleaner    A4 

Hood  &  Grill  Cleaner  ...  A8 

Purple  Magic  A4 

Soak  Tank  Granules   A2 

Super  7 A4 

Aiken  Enterprise,  Inc. 

The  Original  Ail-Purpose  Cleaner  Al 

Aim-Chem  Enterprises,  Inc. 

Chemi  Pro  Away C2 

Chemi  Pro  Bug-B-Gone  .  F2 

Chemi  Pro  Fly-Away    F2 

Chemi  Pro  Foam  Dis  CI 

Chemi  Pro  Loosen-Up    H2 

Chemi  Pro  Mintone  CI 

Chemi  Pro  Sam-Bowl  C2 

Chemi  Pro  Sur  Dis   C2 

Chemi  Pro  Un-Clog    LI 

SC  Super  Concentrate  Al 

Air  City  Janitor  Supply  Co. 

Double  Action  Dry  Fog  ULV F2 

Air  City  Janitor  Supply,  Inc. 

Air  City's  Select  H.D.  Concentrate    ....  Al 

Air  City's  Select  H  D  Emulsifier  Al 

Air  City's  Select  H.D.  Kleenit    A4 

Air  City's  Select  Lemon  CI 

Air  City's  Select  Mint  ..  CI 

Air  City's  Select  Neutral  Cleaner  A4 

Air  City's  Select  Pine  Odor    CI 

Disinfectant/Deodorant  CI 

Glass  Cleaner CI 

Hospital  Foam  'n'  Wipe    C2 

Kleen  Brite    CI 

Air  Distribution  Associates,  Inc. 

Deep  Foam    Al 

Air  Engineering  Inc. 

AE-FG  HI 

Air  Expert 

Super  Clean  Antiseptic  Hand  Soap   El 

Air  Power  Equipment  Company, 
Inc. 

FG-32 HI 

FG-68  HI 

Air-Scent  International 

Air-Scent  Antiseptic  Hd&Body  Lotion 

Soap    El 

Air-Scent  Sup  Cmpd  Odor  Cntractnt 

Grape  CI 

Air-Scent  Sup  Cmpd  Odor  Cntractnt 

Orange CI 

Air-Scent  Sup  Cmpd  Odor  Cntrctnl 

Raine  CI 

Air-Sent  Sup  Cmpd  Odor  Cntractnt  Bl 

Grs  CI 

Air-Sent  Sup  Cmpd  Odor  Cntractnt 

Cinnmn   CI 

Air-Sent  Sup  Cmpd  Odor  Cntractnt 

Pepmnt    CI 

Air-Sent  Sup  Cmpd  Odor  Cntractnt 

Strwbry  CI 

Air-Sent  Sup  Cmpd  Odor  Cntractnt 

Tropcna  CI 

Air-Sent  Sup  Cmpd  Odor  CntractC-5 
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Fr.Bgt    CI 

Air-Sent  Sup  Cmpd  Odr  Cntract  Pchs- 

N-Crm  CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Azla  CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Chry    CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Jasmn    CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Lemon  CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Lilac    CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Mlbry    CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Pine  CI 

Air-Sent  Super  Cmpd  Odor  Cntractnt 

Spice  CI 

Alps-Breeze  Retro-Refills  (Disc) 

Cinnmn  CI 

Alps-Breeze  Retro-Refills  (Disc)  Floral  CI 
Alps-Breeze  Retro-Refills  (Disc)  Lemon  CI 
Alps-Breeze  Retro-Refills  (Disc)  Raine  CI 
Alps-Breeze  Retro-Refills  (Disc) 

Strwbry   CI 

Alps-Breeze  Retro-Refills  (Disc)  Sun 

Gm    CI 

Alps-Breeze  Retro-Refills 

(Disc)Mulberry  CI 

Alps-Brz  Retro-Rfl  "Organ- 
ic "30-DayDisCin    CI 

Drip-O-Matic  Drip  Fluid  Grape  CI 

Drip-O-Matic  Drip  Fluid  Mint  CI 

End  Smoke  Refill    CI 

Nature  Scent  African  Violets   CI 

Nature  Scent  Cinnamon  Stick  CI 

Nature  Scent  Coconut  Island    CI 

Nature  Scent  Crusaire  CI 

Nature  Scent  Esrog  Citrus    CI 

Nature  Scent  Fresh  Mint  CI 

Nature  Scent  Jamaican  Lime    CI 

Nature  Scent  Jasmine  Garden  CI 

Nature  Scent  Lemon  Grove    CI 

Nature  Scent  Rain  Forest    CI 

Nature  Scent  Strawberry  CI 

Nature  Scent  Sun  Flower   CI 

Nature  Scent  Sun  Greene   CI 

Nature  Sent  Sid  Air  Orgn  Air- 

FrshGrnApple  CI 

Orgnq  Class  Sid  Orgn  Air  Frsh  Pine. 

Brst    CI 

Sid  Sq.  Wfr  Fn  Air  Frshnr  Rfls  Trpcna  CI 
Solid  Sq  Wfr  Fan  Air  FrshnrRfls  Frag 

C-5    CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRfls 

FragChrm    CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRfls 

FragCinn  CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRfls  Frag- 

Rose    CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRfls  Frag- 

Tiki    CI 

Solid  Sq  Wfr  Fan  Air 

FrshnrRflsFragBIGrs    CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRflsFra- 

gHoney   CI 

Solid  Sq  Wfr  Fan  Air  FrshnrRflsFrag- 

Mango  CI 

Solid  Sq  Wfr  Fan  Air 

FrshnrRflsFragMndrn  CI 

Solid  Sq.  Wfr  Fn  Air  Frshnr  Rfls  Fr  Bqt  CI 
Solid  Sq.  Wfr  Fn  Air  Frshnr  Rfls  Mlbry  CI 
Solid  Sq.  Wfr  Fn  Air  Frshnr  Rfls  Strwby  CI 
Solid  Square  Wfr  Fan  Air  Frshnr  Rfls 

Lil   CI 

Solid  Square  Wfr  Fan  Air  Frshnr  Rfls 

Lmn  CI 

Solid  Square  Wfr  Fan  Air  Frshnr  Rfls 

Rn   CI 

Solid  Square  Wfr  Fan  Air  Frshnr  Rfls 

Spc    CI 


Solid  Square  Wfr  Fn  Air  Frshnr  Rfls 

Chry    CI 

Solid  Square  Wfr  Fn  Air  Frshnr  Rfls 

Jsmn    CI 

Westchester  Drip  Fid  Ultra  Cone  Bl 

Form   CI 

Westchester  Drip  Fid  Ultra-Cone  Clr 

Form    CI 

Aire-Master  of  America, 
Incorporated 

GT   L2 

Paw  Wash    El 

You're  N  Control  L2 

Aire-Mate,  Inc. 

Aire-Mute  I    CI 

Aire-Mate  Odor  Neutralizer   CI 

Carniel  Acid  Cleaner A3 

Carmel  Alkalai  Cleaner A2 

Formula  F-5  Fl 

Germicidal  Detergent  and  Deodorant  Al.AI 

Off  Hands  Liquid    El 

Super  Power    A4 

Super-Strip  CI 

Airex  Laboratories 

Airex  1 7  Odor  Counteractant  CI 

Airx  33  L2 

Airx55 F2 

Airx  70  Foam  Cleaner    CI 

Airx-15 C2 

Airx-44  \4 

Airx-78 D2 

Airgas 

Airgas  Bio  Enzymatic  Odor  Eliminator  CI 

Airgas  Bowl/Tile/Porcelain  Cleaner    ...  C2 

Airgas  Creme  Cleanser  A6 
Airgas  Detergent  Thickened  Bowl 

Cleaner   C2 

Airgas  Super  Toilet  Bowl  Cleaner  C2 

Airgas  Thickened  Non-Acid  Bowl  And 

Bthrm    C2 

Airkem  Professional  Products/ 
Division  of  Ecolab  Inc. 

A-125  A4 

A-125  Dry  CI 

A-3  A4 

A-33  CI 

A-33  Dry  CI 

A-428-N  CI 

A-456-N  CI 

A-464-N  CI 

A-500  CI 

Air  Fresh  Baby  Powder    CI 

Air  Fresh  Cherry  CI 

Air  Fresh  Green  Apple  CI 

Airkem  Brite  White Bl 

Airkem  Concentrated  Bleach    Bl 

Airkem  Easy  Scrub  A6 

Airkem  High  Foaming  Degreaser Al 

Airkem  Neutral  Cleaner   CI 

Airkem  Non-Acid  Bowl  &  Bathroom 

Clnr  C2 

Aquatoc   CI 

Aquinoc  F2 

Asepticare  Disinfectant  Foam  Cleaner  CI 

ABC  Accelerated  Bowl  Cleaner  C2 

Brawn  A3 

Brilliance  CI 

Checkout   E2 

Chore  Mate    A4.A8 

CBC  Plus  C2 

Emulsi-Pak    Al 


Epi-Klenz  Mild  Handsoap    E4 

Epicare  Antimicrobial  Lotion  Soap   E4 

Epicare  Hair  &  Body  Shampoo   C2 

Epicare  Hand  Cleanser  El 

Epicare  Moisturizing  Lotion  E4 

Epicare  Skin  Cleanser  El 

Epicare  Ultra  Spa  Enriched  Body 

Shampoo  C2 

EpiCare  Antimicrobial  Topical  Gel   E4 

Escape   L2 

F/H  D2 

First-Place    A7 

Fresh  &  Brite Bl 

Fresh  Guard  CI 

Grid-Iron   A8 

Half  Time    A8 

Images   CI 

Kage  Kare   CI 

Lift-Off  Baseboard  Stripper    A4 

No  Rinse  Quat  D2.E3.Q3 

NR  Quat D2 

Omega   CI 

Omnipak    CI 

Omnipak  2  Al 

One  Pass    CI 

Prep  Pak CI 

Proforce  Triphase    Al 

Quik  Fill  310  CI 

Quik  Fill  320  A4 

Quik  Fill  330  CI 

Quik  Fill  340  A4 

Quik  Fill  410  E4 

Quik  Fill  510  CI 

Quik  Fill  515  CI 

Quik  Fill  520  CI 

Quik  Fill  525  CI 

Quik  Fill  530  CI 

Quik  Fill  535  CI 

Quik  Fill  540  Al 

Quik  Fill  550  Al 

Quik  Fill  610  CI 

Quik  Fill  710  CI 

Quik  Fill  720  CI 

Quik  Fill  905  CI 

Quik  Fill  910  C2 

Quik  Fill  915  C2 

Quik  Fill  920  CI 

Quik  Fill  930  Detergem/Disnfet  Omega  CI 

Quik  Fill  935  A4.C1 

Quik  Fill  950  Quat  Sanitizer    ....  D2.E3.Q3 

Quik-Pak    C2 

Select  Detergent/Disinfectant   CI 

Sheer  Magic  C2 

Solidaire  Blue    CI 

Solidaire  Citrus  Scented   CI 

Solidaire  Red  CI 

Solidare  Gold CI 

Spritz   A4 

Subzero    A5 

Sure-Pak CI 

Ty-D-Bol  Disinfectant  Foam  Cleaner  CI 

Vivid    CI 

WorkMate  All  Purpose  Cleaner  Con- 
centrate     CI 

WorkMate  Bathroom  Cleaner  Concen- 
trate    C2 

WorkMate  Floor  Strpr  &  Hvy  Dty  Clnr 

Cone    CI 

WorkMate  Glass  &  Multi-Purp  Clnr 

Cone CI 

WorkMate  Heavy  Duty  Cleaner  Con- 
centrate     CI 

WorkMate  Multi-Purpose  Clnr  Concen- 
trate    CI 

WorkMate  Neutral  Cleaner  Concentrate  CI 

WorkMate  Toilet  Bowl  Cleaner  CI 

Airtron  Corporation 

Blue  Max  High-Foaming  Clng  Coil  Clnr  PI 

Koil-Kleen  PI 
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Nickel  Safe  Ice  Machine  Cleaner  A3 

Re-Nu  A/C  Evaporator  Coil  Clnr.  Cone   PI 

Airwick  Professional  Products 
Tidewater 

Blast-Off   

Akers  of  Supplies 

Al-Phil  I  Al 

Al-Ph.l  II  Al 

Citron  Hand  Shampoo  El 

Akron  Cotton  Products  Inc. 

S  D  Concentrate 


Al 


Akzo  Salt  Inc. 


Brine  Block  PI 

Dura-Cube   PI 

Halite  Melting  Crystals  Cl.PI 

Hardi-Cube    PI 

Red-Out  Brine  Block    PI 

Red-Out  Dura-Cube    PI 

Red-Out  Water  Softener  Salt  Pellets    ....  PI 

Rock  Salt  PI 

Salt  Pellets  with  Resingard  PI 

Solar  Salt  PI 

Sterling  Rid-Rust  Sun  Gems    PI 

Sterling  Salt  Crystals    PI 

Sterling  Sun  Gems    PI 

Sun  White  ResinGard  Cleansing 

Form  Added    ....  PI 

Superior  General  Purpose  Salt   PI 

Superior  TX- 10  Salt   PI 

Zeo-Tabs  ....  PI 

A I  Meyer  Co. 

Green  Coco   El 

Al-Con  Chemical  Company 

Hidrex.  Al 

Alan  Chemical  Corporation 

Clear  Vision  CI 

Controlled  Substance CI 

Final  Solution    A4 

Foam  Power CI 

Foaming  Glass  &  Hard  Surface  Cleaner  CI 
Jell  Vandal  Mark  Remover  CI 

Problem  Solver   CI 

Reallyl  General  Purpose  Foaming 

Cleaner   C2 

Reallyl  Germicidal  Foaming  Cleaner        C2 

Rough  Touch E4 

Soft  Touch  .  E4 

Alaska  Lubricants  Co. 

Alaska  Aqualube  Oil  32  HI 

Alaska  Aqualube  Oil  46   HI 

Alaska  Aqualube  Oil  68   HI 

Alaska  Crystal  FM  Grease  1  ..  HI 

Alaska  Crystal  FM  Grease  2  HI 

Alaska  Feed  and  Grain  Dust  Stop  Oil  HI 

Alaska  FM  Chain  Oil  100    HI 

Alaska  FM  Chain  Oil  220    ..  HI 

Alaska  FM  Gear  Oil  220  HI 

Alaska  FM  Gear  Oil  460  HI 

Alaska  FM  Gear  Oil  680  HI 

Alaska  FM  Hydraulic  Oil  100     .  HI 

Alaska  FM  Hydraulic  Oil  32    HI 

Alaska  FM  Hydraulic  Oil  46    HI 

Alaska  FM  Hydraulic  Oil  68    HI 

Alaska  Synthetic  Oven  Chain  Oil  H2 

Alaska  Technical  White  Oil  100  HI 


Alaska  Technical  White  Oil  70    HI 

Alaska  USP  White  Oil  20 HI 

Alaska  USP  White  Oil  24 HI 

Alaska  USP  White  Oil  35  HI 

Alaska  USP  White  Oil  50 HI 

Alaska  USP  White  Oil  7 HI 

Alaska  USP  White  Oil  9 HI 

Albany  Chemical  &  Pool  Co. 

White  Grease  H2 

Albar  Labs  &  Industrial  Supplies, 
Inc. 

Artie  Blue    A5 

Dyno-Zyme   CI 

Fresh  &  Clean  Bl 

Meaner  Green    A4.A8 

Phoenix    Al 

Pro  Green Al 

Silky  Blue  R.T.U.  Glass  Cleaner  CI 

Tackle    A4 

The  Real  Macoy   El 

Vulcan  Red   A8 

Yellow  Rose    CI 

Albemarle  Corporation 

Durasyn  162    HI 

Durasyn  164    HI 

Durasyn  166    HI 

Durasyn  168    HI 

Durasyn  170    HI 

Sodium  Bromide  40   G7 

Albert  G.  Maas  Company 

Bowl  &  Porcelain  Cleaner   C2 

High  Concentrate  Bowl  Cleaner C2 

Maas  Foam    C2 

Maas  Foaming  Glass  Cleaner  CI 

Maas  Power  Foam CI 

PAC.-83  CI 

Sanni  Rinse   D2 

Alcada  Products,  Inc. 

Bio-Strain    CI 

EL-50  CI 

Fly  Begone    Fl 

Formula  68    Al 

Gentle  Scrub  Plus   A6.C2 

Natures  Best  Citrus  Spray   CI 

Natures  Best  EL50    CI 

Rout  Drain  Pipe  Opener  LI 

Soap  N'  Scum  C2 

Sure-Bac    D2 

Alchemy  Technologies 

Sani-Soap .  E2 

Alco  Chemical  Co. 

Alchlor  Al 

AL-700 Al 

Big  "O"    ...  CI 

Citra-Solvs  CI 

Double  0    CI 

NAB  Al 

PHC  Al 

XL-130 Al 

XL-200 A4.CI 

Alco  Chemical/ 

Div.  of  National  Starch  &  Chemical 

Co. 


Alco  Laboratories 

AL456 G6 

AL-RD22   A3 

AL-286 G7 

AL-295 G7 

AL-400 Gl 

AL-422 ...  G7 

AL-430 G6 

AL-438 G6 

AL-455 G6 

AL-460 G7 

AL-671  G7 

AL-9 G7 

Alco  Products,  Inc. 

Alco  Solv  CI 

Alco-Zyme  L2 

Alco-9    A4.A8 

Alcozyme CI 

Anti-Bac C2 

Anti-Bac  Plus    CI 

AC  Concentrate  A4 

Citro  Clean-GT  E4 

Citro-Clean    E4 

Dry  Glide  Lubricant   ...    H2 

F-E-L  HI 

Food  Equipment  Lubricant  HI 

Formula  57    CI 

Formula  750    G7 

Formula  8800    Al 

Formula  8800  Liquid  Steam  Cleaning 

Cmpd A4 

Free  Line  LI 

Grip  Dressing  for  V-Flat-Round  Belts  ..  PI 

GGC  Grease  Gun  In  A  Can  H2 

GL-70Gel  KI 

IS  81  Dry  Fog  F2 

Klear    CI 

Kleen  Waterless  Hand  Cleaner  E4 

Lemann    CI 

Litho-Lub  H2 

Micro  Kill    Fl 

MOL    H2 

OP-20  Pi 

Power  House  C3 

Reward  Low  Odor  Ir.sect  Killer  F2 

Silicone  Spray  Heat  Stable  Mold  Re- 
lease        HI 

Splendid  CI 

Super  F.E.L.-2  HI 

Super  Green  Al 

Super  Power    Al 

Super  Power  II    Al 

Super  Power  10 Al 

SSC  Stainless  Steel  Metal  Polish  A7 

T-202  CI 

T-203  CI 

T-204  CI 

Take-Off  CI 

The  Defender  Insecticide    Fl 

Vapor-Spray  Fl 

Vaultzyme  ...  L2 

X-42  Chain  &  Cable  Lubricant  H2 

Alco-Chem,  Inc. 

Alco  950  Disinfectant/Deodorant  CI 

No.  139  Skum  Remover  \4.C2 

No.  179  Breaker-Breaker  A4 

No   189  Soil  Foil  Al 

No.  199  G-P  Concentrate  A4 

AlcoAlandala  Products 

ALCO  950  CI 


Aquatreat  AR-980 


G7 
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Alconox,  Incorporated 

Alcojet  Al 

Alconox  Al 

Alcotabs  Al 

Citranox  A3 

Det-O-Jet  Al 

Liqui-Nox    Al 

Terg-A-Zyme  Al 

Terg-A-Zyme  HE    Al 

Terg-A-Zyme  RO  70 Al 

Aide  Water  Technology,  Inc. 

Aquagard  244    G6 

Aquagard  244-C    G6 

Aquagard  244-C5    G6 

Aquagard  248-FAL  G7 

Catalyzed  Sulfite  Organic  G6 

Dispersant  EMG-12C   G6 

Formula  AAF    G6 

Formula  LT  G6 

Formula  Polymer  EMG-6  G6 

Formula  101     Al 

Formula  1024    G6 

Formula  680-L G6 

Formula  682    G6 

Formula  753    G6 

Formula  756    G6 

Formula  802-AF   G6 

Formula  807-OS    G6 

Formula  903-AF   G6 

Hard-Nock  #320-RCNC   G6 

Hardknock  G7 

Hardknock  #300RC  G7 

Hardknock  #310-RC  G7 

Hardknock  #320-RC  G7 

One  Shot-LT  G6 

One-Shot   G6 

One-Shot-HN  G6 

Polymer  EMG  G6 

Polymer  EMG-8    G6 

Polymer  802-CAF  G6 

Aldex  Chemical  Co.,  LTD. 

Aldex  C-800    PI 

Aldran  Chemical,  Inc. 

Aldran    Al 

Aldran  Gel  CI 

BigO-X  CI 

Green  Devil  CI 

Liquid  Dynamite  CI 

Reodorizer  CI 

Super  Orange  Cleaner  CI 

Super  950 Al 

Alex  C.  Fergusson,  Inc. 

Afco  Acid  Cleaner  KF   A3 

Afco  Alkali  #90-5226  A2 

Afco  Analox  TFM-5280  A3 

Afco  Chlorilizer D2.Q4 

Afco  Liberty    A3 

Afco  Low  Foam  In-Place  Acid  CI A3 

Afco  Low  Foam  Liquid  Detergent  Al 

Afco  Low  Foam  Tops  D2 

Afco  Micro-KIeen  L-5227    Al 

Afco  Microlox  Special  #50-5382  A3 

Afco  Microwet  A-1042  Al 

Afco  Microwet  N-1076  Al 

Afco  Microzyme  P-100-3234  Al 

Afco  Microzyme  P-200-3236  Al 

Afco  Microzyme  P-300-3239  Al 

Afco  Powdered  Hand  Soap E4 

Afco  Power  Block  LI 

Afco  R-2547   Al 

Afco  S#  5529    H2 

Afco  Spark D2 


Afco  Super-Chlor    D2.E3 

Afco  Tops    D2 

AfcoTR-100  G6 

AfcoTR-101   G6 

AfcoTR-102  G6 

Afco  TR-103  G6 

AfcoTR-104  G6 

AfcoTR-109  G5 

AfcoTR-110  G5 

AfcoTR-111    G6 

AfcoTR-113  G6 

AfcoTR-114  G6 

AfcoTR-115  G6 

AfcoTR-119  G6 

AfcoTR-121    G6 

AfcoTR-123  G6 

AfcoTR-124  G6 

AfcoTR-125  Gl 

AfcoTR-126  G7 

AfcoTR-169  G5 

AfcoTR-537  G1.G5.G6 

Afco  0537   A2 

Afco  1056   Al 

Afco  1072  Super  Defoamer   A1,G5,Q5 

Afco  1078   G6 

Afco  2974   Al 

Afco  2975   A2 

Afco  2976   Al 

Afco  2977   A3 

Afco  30   Al 

Afco  3107   Al 

Afco  311    Al 

Afco  312   Al 

Afco  3140   G6 

Afco  3142   G6 

Afco  3143   G6 

Afco  3146   G6 

Afco  3147   G6 

Afco  3149   G6 

Afco  3151    G6 

Afco  3163   G6 

Afco  3185   Al 

Afco  3196   A3 

Afco  3202   A4 

Afco  3203   Al 

Afco  3204   Al 

Afco  3210   Al 

Afco  3218   LI 

Afco  3221    A4 

Afco  3222   A4 

Afco  3224   A2 

Afco  3231    Al 

Afco  3233   Al 

Afco  3235   A1.Q1 

Afco  3237   Al 

Afco  3238   Al 

Afco  3241    Al 

Afco  3242   Al 

Afco  3243   Bl 

Afco  3246   Bl 

Afco  3269   Al 

Afco  3274   A2 

Afco  3280   Al 

Afco  3285   A1.B1 

Afco  3295   A2 

Afco  3297    Al 

Afco  3298   A2 

Afco  3302   Al 

Afco  3303   Al 

Afco  3304   Al 

Afco  3310   Al 

Afco  3311    Al 

Afco  3312   Al 

Afco  3313   Al 

Afco  3314   Al 

Afco  3317   A2 

Afco  3319   Al 

Afco  3321    Al 

Afco  3322   Al 

Afco  3324   Al 

Afco  3325   A2.Q1 

Afco  3326   A1.Q1 


Afco  3327  Al 

Afco  3328  Al 

Afco  3329  Al 

Afco  3330  A2 

Afco  3332  A2 

Afco  3334  A2 

Afco  3335  A2 

Afco  3337  A2 

Afco  3339  A2 

Afco  3340  Al 

Afco  3341  A2 

Afco  3342  A2 

Afco  3345  Ql 

Afco  3347  A1.Q1 

Afco  3348  Ql 

Afco  3349  A3 

Afco  3350  Ql 

Afco  3354  A2 

Afco  3357  A1.Q1 

Afco  3358  A1.Q1 

Afco  3359  D2 

Afco  3360  Ql 

Afco  3362  Al 

Afco  3364  Al 

Afco  3367  Al 

Afco  3369  Al 

Afco  3370  Al 

Afco  3375  Al 

Afco  3376  Al 

Afco  3378  Al 

Afco  3380  A2 

Afco  3382  A2 

Afco  3384  A1.G5 

Afco  3386  A2 

Afco  3388  Al 

Afco  3391  A2 

Afco  3402  Al 

Afco  3406  Al 

Afco  3438  Al 

Afco  3453  A2 

Afco  3460  A2 

Afco  4314  D2 

Afco  4317  CI 

Afco  4320  C2 

Afco  4321  CI 

Afco  4327  D2 

Afco  4330  D2.E3 

Afco  4333  D2.E3 

Afco  4380  CI 

Afco  52   A3 

Afco  5204  A4 

Afco  5205  Al 

Afco  5212  A4 

Afco  5213  A4.H2 

Afco  5214  A4 

Afco  5218  Al 

Afco  5223  Al 

Afco  5224  CI 

Afco  5225  Al 

Afco  5228  H2 

Afco  5229  A2 

Afco  5231  A4 

Afco  5232  A2 

Afco  5233  G2,G5,G6 

Afco  5234  Al 

Afco  5235  Al 

Afco  5236  A1.Q1 

Afco  5238  A2 

Afco  5240  A2 

Afco  5242  Al 

Afco  5244  Al 

Afco  5245  Al 

Afco  5246  Al 

Afco  5248  Al 

Afco  5249  Al 

Afco  5251  A8 

Afco  5252  Al 

Afco  5253  Al 

Afco  5254  Al 

Afco  5255  Al 

Afco  5257  Al 

Afco  5259  Al 
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Afco5261    A1.E1.G5 

Afco  5262   Al 

Afco  5263   Al 

Afco  5264   Al 

Afco  5265   Al 

Afco  5266   A2 

Afco  5267   Al 

Afco  5268   Al 

Afco  5269   Al 

Afco  5270  Al 

Afco  5271    Al 

Afco  5272   Al 

Afco  5277    Al 

Afco  5278   CI 

Afco  5281    CI 

Afco  5282   A3 

Afco  5283   A3 

Afco  5284   A3.B1 

Afco  5288   A3 

Afco  5289   A3.Q2 

Afco  5293   A3 

Afco  5294   A3 

Afco  5296   A3.Q2 

Afco  5299   A3 

Afco  5300  A3 

Afco  5308   Al 

Afco  5310  Al 

Afco  5314   A2 

Afco  5315   Al 

Afco  5316   A8 

Afco  5317   Al 

Afco  5319  Super  Foam  Cleaner  Al 

Afco  5333   Al 

Afco  5334   Al 

Afco  5335   Al 

Afco  5336   Al 

Afco  5337   A2 

Afco  5338   A2 

Afco  5351    Bl 

Afco  5352   Bl 

Afco  5358   Bl 

Afco  5359   Bl 

Afco  538   A1.G6 

Afco  5380   A3 

Afco  5384   A3 

Afco  5387   A3 

Afco  5390   Al 

Afco  5391    Al 

Afco  5392   A3 

Afco  549   G6 

Afco  5501    El 

Afco  5502   E2 

Afco  5503   HI 

Afco  5504   E2 

Afco  5512   E2 

Afco  5518   HI 

Afco  5519   H2 

Afco  5521    H2 

Afco  5523   H2 

Afco  5524   H2 

Afco  5525   A1,H2 

Afco  5526   H2 

Afco  5527   A1.H2 

Afco  5528   H2 

Afco  5532   H2 

Afco  5534   H2 

Afco  5535    H2 

Afco  5536   H2 

Afco  5539   H2 

Afco  5610   A2 

Afco  5612   Al 

Afco  5614   Al 

Afco  5616   A2 

Afco  5618   A3 

Afco  562   G6 

Afco  5620   A2 

Afco  5622   Al 

Afco  5624   A2 

Afco  5626   A3 

Afco  5628   A3 

Afco  5630   A3 

Afco  5632   A2 


Afco  5640   A2 

Afco  5642   A2 

Afco  5644   A2 

Afco  5646   A2 

Afco  5648   A2 

Afco  565   G6 

Afco  5661    H2 

Afco  5663    A5.H2 

Afco  567   Q1.Q2 

Afco  568   G6 

Afco  5722   A3 

Afco  5724   A3 

Afco  5742   A7.H1 

Afco  5743   H1.K1 

Afco  5748    Al 

Afco  575   G3 

Afco  5755   Al 

Afco  5758   Al 

Afco  588   G6 

Afco  733  Icegon   PI 

Afco  777   G5 

Afco  899   Fl 

Afco  9501    G6 

Afco  9505   G5.G7 

Afco  9520   G6 

Afco  9522   G6 

Afco  9524   G6 

Afco  9525   G6 

Afco  9543   G5.G7 

Afco  9547   G5 

Afco  9548   G5.G7 

Afco  9555    G6 

Afco  9559   G5.G7 

Afco  9565   G6 

Afco  9574   G3.G6 

Afco  9575   G5 

Afco  9576   G6 

Afco  9578   G6 

Afco  9580   ...    G6 

Afco  9581    G5.G7 

Afco  9583    G5 

Afco  9586   G6 

Afco  9587   G6 

Afco  9588   G6 

Afco  9589   G6 

Afco  9592   G7 

Afco  9598   G5.G7 

Afco  961 1  Synsolv   K1.K3 

Afco-3445    A2 

AFCO  4342  G5.G7.P1 

AFCO  5237  A2.Q1 

AFCO  5279  A3 

AFCO  5356  Al 

Campbell  Acid  Foam  Cleaner    A3 

Campbell  Cleaner  'A'    A2 

Campbell  Cleaner  AA  Al 

Campbell  Cleaner  B    A2 

Campbell  Cleaner  C   A2 

Campbell  Cleaner  CPC  A2 

Campbell  Cleaner  HFC  Al 

Campbell  Cleaner  LPH  Al 

Campbell  Cleaner  MBF   A2 

Campbell  D  &  B  Cleaner  Al 

Campbell  Foamer  A   Al 

Campbell  Hand  Cleaner   Al 

Campbell  Hand  Soap    C2 

Campbell  Water  Softener  1     Al 

Campbell  Water  Softener  2    Al 

Chlorilizer  Plus   A1.G4 

Chloro-Plus  H   Ql 

Con-Clean   A3 

CP-150  A1.A1 

Epitome   Al 

EP73HT A2 

EP73  LF  A2 

EP-122  Al 

Halgard    D2 

Per-Ox  Liquid  Sanitizer    D2 

Quik  Klene  Chlor  Non  Foam  Egg 

CI A1.Q1 

Sani-Slash  Antiseptic  Liquid  Hand  Soap  El 
Stensol  Hand  Cleanser   El 


Sterisol  Hand  Disinfectant  E4 

Sterisol  Liquid  Soap   ....  El 

Sterisol  Shower  Soap    E4 

Sterisol  Skin  Cream  E4 

Sterisol  Skin  Lotion    E4 

Sterisol  Ultra  Mild  Liquid  Soap  El 

Super  Slash  ..    Dl 

Tetra  San  II  D2 

Utopia  Active    ...  CI 

Utopia  Dexterous  Al 

Vigilquat    ...  D2.Q3 

Alexander  Chemical  Corporation 

Sodium  Hypochlorite  Solution       D2.Q4.BI 

Alfa  Chemical  Company 

Alfa  Kleen  Hand  Cleaner  El 
Alfa  Kleen  Heavy  Duty  Indus- 
trial Cleaner    A4.E1.A8 

Alfa  Kleen  Hood  &  Grill  Cleaner  A8 

Cleaner  Tile.  Chrome  &  Porcelain  A3 

Cleaning  Compound  Drainwaste    LI 

Scale  Removing  Compound  A3 

Alfa-Laval  Agri,  Inc. 

PCS    D2 

Alger  Oil  Company 

C-I-P358  Al 

Chlorinated  Super  Cleaner  322 Al 

Liquid  C-I-P  34  Al 

Liquid  General  Purpose  Detergent 

HD62 Al 

Algoma  Products  Inc. 
Div.  of  Wash  All  Inc. 

#1008  Al 

#21  Conveyor  Lubricant  H2 

#41    Al 

#44  Smokehouse  Cleaner   A8 

#44  Smokehouse  Cleaner   A2 

#80  A4 

#88  Al 

All-Brite  CI 

B-10-C  Al 

Dissolves  All  A4 

H.D.  Truck  &  Equip.  Wash   Al 

HP  Special  CI 

M-8    A4 

Moor  Clean  IOH  E2 

MoorQuatlO   D2.Q3 

MoorQuat20   D2.Q3 

Aiken-Murray  Corporation 

Aiken  Activator-877   PI 

Aiken  Catalyzer-878  G6 

Aiken  Clear-Flo  1000  L2 

Aiken  Clear-Flo  4000  L2 

Aiken  Clear-Flo  4100  CI 

Aiken  Clear-Flo  7000  L2 

Aiken  Clear-Flo  7100  CI 

Aiken  Disperse  325  G6 

Aiken  Disperse  326  G7 

Aiken  Disperse  330  G6 

Aiken  Disperse  334  G6 

Aiken  Disperse-300 G6 

Aiken  Enz-Odor    CI 

Aiken  K-P  270    G6 

Aiken  KP-200   G6 

Aiken  KP-225   G6 

Aiken  Scaloff-463  G6 

Aiken  Scaloff-466  G6 

Aiken  Scaloff-523  G6 

Aiken  Scaloff-536  G6 

Aiken  Scaloff-544  G6 
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Aiken  Treatment  "J"-660    G6 

Aiken  Treatment  "J"-662    G6 

Aiken  Treatment  "J"-663    G6 

Aiken  Treatment  "J"-665    G6 

Aiken  Treatment  "J"-666    G6 

Aiken  Treatment  "J"-668    G6 

Aiken  Treatment  J-670  G6 

Aiken  Treatment  1-612  G6 

Aiken  Treatment  J-673  G6 

Aiken  Treatment  J-674  G6 

Aiken  Treatment  J-675  G6 

Aiken  Treatment  J-680  G6 

Aiken  Treatment  J-681    G6 

Aiken  Treatment  478    G6 

Aiken  Treatment  50    G6 

Aiken  Treatment  51     G6 

Aiken  Treatment  53    G6 

Aiken  Treatment  55    G6 

Aiken  Treatment  60    G6 

Aiken  Treatment  61     G6 

Aiken  Treatment  62    G6 

Aiken  Treatment  63    G6 

Aiken  Treatment  72    G6 

Aiken  V-6   G7 

Aiken  2000    L2 

AFZ-875    G6 

Disperse  332   G7 

HSN  851    G6 

Treatment  "479"    G6 

Alkot  Industries 

Tag-Out"   CI 

All  American  Chemical  Co. 

All  American  Acid  CD  Dairy  Cleaner 

Sntzr   D2 

All  American  Acid  CD  Dairy-Clnr-San- 

itzr  D2 

All  American  Citrus  Cleaner    A4 

All  American  Citsolv    CI 

All  American  Foaming  Chemical  800  A I 

All  American  Liquid  Sanitizer  II   D2 

All  American  Liquid  Sanitizer  III    D2 

All  American  QAT  1250    D2 

All-O-Dine  Handsoap  E2 

All-O-Dine  1.75    D2 

All-O-Quat  D2 

Blast-Off   A3 

Breakout D2 

Bright  Shine    A3 

Chemical  800 Al 

Conveyor  Lube  400 H2 

CS- 1976  Conveyor  Lubricant  HI 

Destroy  Acid  Sanitizer   D2 

Disinfectant  Sanitizer  Fungicide  Deod.  D2 

Egg  Brite  Q5 

Egg  Brite  B   Q5 

Egg  Wash    Ql 

Ever-Flow    LI 

Foamanol  Al 

Foaming  Chemical  800  Al 

General  Cleaner A3 

GS  29  Stainless  Steel  Cleaner   A3 

GS  30  Heavy  Duty  Floor  Cleaner   A4 

GS  37  A2 

GS41  Al 

GS424 Al 

GS  51  Al 

GS  52  H2 

GS-100  Heavy  Duty  Fryer  Cleaner   ....  A8 

GS-152  Al 

GS-22  Al 

GS-23  Al 

GS-32 A4 

GS-33  Al 

GS-38  Al 

GS-425  Al 

GS53    H2 

Hand  Dip  Sanitizer  E3 

Hand  Soap  &  Sanitizer  E2 


Just-Rite  Al 

Liquid  Pan  Cleaner  Al 

Liquid  Sanitizer  D2.Q4 

Lotionized  Medi-Soap  El 

Mighty  Foam  +  Al 

Oven  Cleaner  A8 

QAT  II  A4 

QAT  1000   D2 

Revolutionize  D2 

Rip-Off A4 

S-220  Frock  Cleaner  Bl 

Shine    A2 

Super  Cut A3 

Super  Positive  Emulsion  Cleaner  Al 

SS  135  In  Tank  Cleaning  A2 

SS  151    A2 

SS  24  Chlorine  Cleaner    Al 

SS  28  CI 

SS  3  Al 

SS30  Al 

SS  38  Pan  Cleaner    Al 

SS43  Al 

SS  88  Al 

SS-111   Al 

SS-I34  A2 

SS-152  A2 

SS-20  A3 

SS-212  Al 

SS-29  CI 

SS-5  Al 

SS-61    Al 

SS-74  A2 

SS-75  A2 

SS-76  A2 

SS-88.5    Al 

SS-88-9    Al 

Take-Off   Al 

Trolley  Cleaner  A2 

123  Spray  Cleaner  A4 

20%  Hand  Soap El 

20%  Liquid  Hand  Soap El 

All  American  Supply  Company 

Crystal  Clear  CI 

Impact    H2 

Mister  Jell   Kl 

Multi  Action    F2 

Multi  Lube  Red  H2 

Orange  Blossoms CI 

Sila-Slick  HI 

The  Very  Best  E4 

All  Imports,  Inc. 

All  Belts    PI 

Big  "G"    Al 

Brandex  Plus  A4 

Cocoanut  Oil  Hand  Soap  Concentrate  ..  El 

Disinfectant  Plus  A4 

Fogging  Spray  Concentrate Fl 

L-Tox  Spray    Fl 

Ovec  A8 

R.I.S.-15  Residual  Insect.  Com.  Baygon  F2 

Remov-Ox  Plus  A3 

Safety  Solvent  88    Kl 

Super  Big  "G"  Al 

Thrift  100 A4 

Tough  Touch  El 

Vita-Pine  Coef.  5    CI 

Wyte-Ease   H2 

All  Kitchens  of  America 

All  Klean  All  Purpose 

Cleaner/Degreaser A4.A8 

All  Klean  Blast  Away  A8 

All  Klean  Concrete  Klean A4 

All  Klean  Fry  Klean  A2 

All  Klean  Glass  Klean  II    CI 

All  Klean  Hand  Klean  Antiseptic  Hnd 


Soap    El 

All  Klean  Master  Klean    A4 

Fast  Klean   CI 

Fresh    CI 

Glass  &  Utility  Cleaner    CI 

Klean  Bac    CI 

Oven  Cleaner  A8 

Pine  Klean  CI 

Stainless  Steel  Cleaner  &  Polish    CI 

All  Maintenance  Products  Inc. 

Brite'N  White  Emulsion  Bowl  Cleaner     C2 

Heavy  Duty  Lotion  Hand  Cleaner   El 

Power  Clean    Al 

Scour-It  Creme  Cleanser  A6 

Velvet  Liquid  Hand  Soap  El 

All  Maintenance  Supply 

Free-N-Clean  Al 

All  Pro,  Inc. 

Champion  Freezer  Cleaner  A5 

Clean  Sweep  Floor  and  Concrete 

Cleaner   A4 

Home  Run  All  Purpose  Cleaner  A4.CI 

Love-30  Liquid  Hand  Soap    E4 

Pro  Pan    Al 

Raw  Power    A8 

Super  Pro  Pan  Concentrate  Al 

T.K.O.  Oven  and  Grill  Cleaner  ....  A4.A8 
Winner's  Green  Degreaser  Concentrate     Al 

All  Professional  Products  Inc. 

Allpro  Glass  Cleaner  CI 

All  Pure  Chemical  Company 

All  Pure  Bleach  AI.B1.G4 

All  Pure  Calcium  Hypo- 
chlorite      D2,G4.G5,G7,Q4 

All  Pure  L.T.  Sanitizer  5.25%  ..  B1.D2Q4 
All  Pure  L.T.  Sanitizer  9.2%  ....  B1.D2.Q4 
Bacticide    B1.D2.Q4 

All  State  Chemical 

#1 15  Organic  Drain  Line 

Opener&Maintnr LI 

Safety  Solvent  Clnr.  &  Degreaser   Kl 

Super  Enzymes   L2 

Super  Neutral  Cleaner Al 

All  Tex  Chemical  &  Equipment, 
Inc. 

Amco  A4 

Amodet    A4.A8 

Car  Spray  Car  Wash  Detergent    Al 

Citrisol  CI 

Concrete  Cleaner  A4 

Hand  Soap  Almond  Odor  El 

Heavy  Duty  Steam  Cleaner    A2 

Laundrbrite    Bl 

Lemon  20 CI 

Pine  Kleen  Disnf.-Clnr.-Deod.  Pine 

Odor   CI 

Pinky  Liquid  Dishwash  Al 

Safety  Solvent  K2 

Solvo   Kl 

Super  D  Al 

Super  Mint  Cleaner-Disinfectant-Deod.  CI 

Truck  and  Car  Wash  Al 

Winda-Kleen   CI 

4002  Al 

562  Liquid  Concentrate A4 

7-7-7 CI 
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All-Brite  Sales  Co. 

AB-52  All  Purpose  Concentrated 

Cleaner   CI 

Boss  CI 

Dish-Bnte    Al 

DL-1000 Al 

Formula  K   A4.A8 

Grease  Cutter   Al 

Magnum  Al 

Servall-Delimer  A3 

Super  Suds  Degreasing  Cleaner  Al 

All-Chem  Corporation 

A.P.C A4 

All-Bnte  Laundry  Compound  Bl 

All-Clean  750    Al 

All-Clean  750  Chlorinated   Al 

Bottlewash  #100   A2 

Bottlewash  Additive  105 Al 

Bottlewash  99   A2 

Bowl  &  Porcelain  Cleaner  #508 C2 

Cement  Floor  Cleaner  #528   CI 

Chlorinated  Dishwash  #603    Al 

Cleaner  Degreaser  -\4 

Dish  Suds  #606  Al 

Foam  Degreaser  509  A4 

Formula  #583  H.D.  Liquid  Steam 

Cleaner   Al 

Formula  #584  M.D.  Liquid  Steam 

Cleaner   Al 

Formula  503  Auto-Scrub  Concentrate  A I 

Formula  504  General  Purpose  CI Al 

Formula  507  Acid  Maint.  Clnr A3 

Formula  553  Powdered  Bleach Bl 

Formula  578  Pressure  Wash  Det A I 

Formula  580  Steam  Cleaner  Al 

Formula  581  H.D  Steam  Clnr Al 

Formula  586  Liq  Conveyor  Lubrcnt  H2 

Formula  612  Liq  Acid  Cleaner  A3 

Formula  626  Drain  Cleaner    LI 

Formula  629  Gen.  Purp.  Clnr A2 

Formula  700    Al 

Formula  700-NP   Al 

Formula  701  Gen   Purp.  Clnr Al 

Formula  704  Hvy  Dty.  Non-Caustic  CI.  Al 

Formula  707  Gen.  Purp.  Clnr Al 

Formula  709  All  Purpose  Cleaner   Al 

Formula  710  Pwdrd.  Acid  Det A3 

Liquid  Castile  Hand  Soap  #51 1    El 

Liquid  Hand  Soap  20%  El 

Liquid  Hand  Soap  40%  El 

Liquid  Pressure  Wash  Al 

Lotionized  Dishwash  #607   Al 

Mint  7    CI 

Non-Butyl  Cleaner-Degreaser 

#502-GX  A4.A8 

Oven  &  Grill  Cleaner  #614   A8 

Pine  Odor  6  CI 

Pressure  Terg  #595   A4 

Zip   A4 

Zip  Heavy  Duty A4 

Allegheny  Southwest 

BWT225  G6 

BWT269  G6 

Allegheny  Supply  &  Maintenance 
Co. 

Fast  Lane  CI 

NASA  Disinfectant  Spray  &  Wipe  CI 

Soft  Suds  Bl 

Allen  Chemical  Company 

Hi-P  Contact  Cleaner    K2 

Liquid  Live  Micro  Organisms    L2 

Merit    A4 


Allen  Maintenance  Supply  Co. 

Amsco  Heavy  Duty  Deep  Clean    Al 

Amsco  Spontaneous  Emulsifier   Al 

Deep  Clean    Al 

Knock  Out  Al 

No.  25  Insect  Spray    Fl 

Pro  Clean  517   Al 

Pro-Cidal  Heavy  Duty  Cleaner  Dl 

Quat-I-Cide   A4 

Sani-Lube  HI 

Stainless  Steel  and  Metal  Polish    A7 

Alliance  Chemical  Products 

All  Purpose  Cleaner/Degreaser 

Cone A4.A8 

Emulsion  Bowl  Cleaner    C2 

Flora!  Odor  Neutralizer CI 

Foaming  Oven  and  Grill  Cleaner  A8 

Neutral  Film  Free  Damp  Mop  (Concen- 
trate)     CI 

Pink  Lotion  Hand  Soap    El 

Alliance  Group,  Inc. 

Algicide  10-01  G7 

Alkalinity  Adjunct  G6 

Alkalinity  Aid   G6 

Antifoam  BW    G6 

AW-24  G2 

AW-26  G3 

AW-27  G2 

AW-28  G3 

AW-29  G2.G5.G6 

AW-66  Gl 

AW-937  G2 

BD-0177    G6 

BD-4427    G7 

BWT-009  G6 

Industrial  Voltreet  G7 

MP-131    G6 

Oxytrol  A-DC  G6 

Oxytrol  FP-100  G6 

Oxytrol  LD    G6 

Oxytrol  LD    G6 

Oxytrol  S-DC    G6 

Rustoscale  Custom  40 G7 

Rustoscale  Custom  42  G7 

Rustoscale  Custom  43  G7 

Rustoscale  Custom  44  G7 

Rustoscale  Custom  46  G7 

Rustoscale  Custom  49  G7 

Rustoscale  Custom  50 G7 

Rustoscale  CIS    G6 

Rustoscale  CIS-II    G6 

Rustoscale  Polysperse  BW  G6 

Rustoscale  Polysperse  10   G7 

Rustoscale  Polysperse  30   G6 

Rustoscale  PB  200    G6 

Rustoscale  PB-300    G6 

Rustoscale  14 G6 

Rustoscale  152 G6 

Rustoscale  176 G6 

Rustoscale  19 G6 

Rustoscale  3  in  1  G6 

Rustoscale  5 G6 

Rustoscale  6 G6 

Silicone  Processing  Antifoam  F.G Q5 

Spectrum  MP-283  G6 

Voltreet    G6 

Voltreet  D   G6 

Voltreet  FP- 10  G6 

Voltreet  FP-100  G6 

Voltreet  FP-20  G6 

Voltreet  FP-40  G6 

Alliance  Industrial  Products,  Inc. 

G-Cide  Super Dl 


Alliance  Paper  &  Food  Service  Co. 

Eco  Floor  &  Wall  Cleaner   A4 

Alliance  Paper  Company 

Flash  Hand  Soap  El 

Allied  Block  Industries,  Inc. 

Air  Conditioner  Treatment   PI 

Brite  Glo  Cleanser  with  Chlorine  Bleach  CI 
Brite  Glo  Cleanser  with  Oxygen  Bleach  CI 

Jumbo  2B  Deodorant  Block  C2.L1 

Jumbo  3B  Deodorant  Block   C2.L1 

Neat  Dry    Jl 

Allied  Chemical  Industry  Inc. 

Alco-Soap    E4 

AH  700   CI 

Citra-Mec  E4 

Citri-Power    CI 

Dairy-Kleen  D2 

Degreaser-Plus  CI 

Drops  El 

Formula  AH  707  CI 

Formula  440    CI 

Freez-Kleen  A5 

Grease-Go   A8 

H.D.  Degreaser   Al 

Jet  Power  A4.A8 

Lemon-D  CI 

Light  Mineral  Oil    HI 

Pine  Guard  CI 

Pine-C    CI 

Pine-D20   CI 

Sani-Soap E2 

Sanitec  D2 

Super-Shine   A7 

Target  C2 

Top  Power  LI 

Viro-Kleen  CI 

Allied  Eagle  Supply  Co. 

Saniti-512    D2 

Allied  Enterprises,  Inc. 

Attack  Self  Cleaning  Grill  &  Oven  Clnr  A8 

AE  Formula  AE  1036  Unique    CI 

AE  Formula  1000  Safety-Solvent Kl 

AE  Formula  1004  Chain  &  Cable   H2 

AE  Formula  1008   K2 

AE  Formula  1011  Battery  Terminal 

Cleaner   PI 

AE  Formula  1020  HI 

AE  Formula  1039  Dry  Moly    H2 

AE  Formula  1040  PI 

AE  Formula  1050  H2 

AE  Formula  1055   H2 

AE  Formula  1325  All  Purpose  Cleaner    CI 

AE  Formula  2500  A8 

AE  Skin  Protector  E4 

AE  Slick    H2 

AE  Vision    CI 

Blossom  Bowl  &  Porcelain  Cleaner  ....    C2 

Blossom  Non-Acid  Bowl  Cleaner   C2 

Bug  Buster  Fl 

Convoy    K2 

Creation  Drain  Line  Injection  System   ..  L2 

Enviro-Sept    CI 

Final  Solution    F2 

Formula  100    Al 

Formula  1038    H2 

Formula  1309  Stainless  Steel  Clnr  & 

Pish  A7 

Formula  1345  Glass  &  Utility  Cleaner  CI 
Formula  1525  Insect  Spray  Fl 
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Formula  200    Al 

Formula  2100    CI 

Formula  2500  Oven  Cleaner A8 

Formula  40    A4 

Formula  420    CI 

Formula  420  Lemon  Scented  Dsnfctnt 

Clnr  A4 

Formula  430  Pine  Odor  Disinf  Deod 

Clnr  CI 

Formula  450    C2 

Formula  710    Fl 

Formula  720  Insect  Killer  Fl 

Formula  80    Al 

Formula  800  U.S.  Antsep  Ltnizd  Liq 

Soap    El 

Free  Flow CI 

I-O-Bac  Bowl  &  Porcelain  Cleaner  ....  C2 
Impact  Concentrated  Hvy  Dty  Indus. 

Dgrsr  CI 

Impact  II    CI 

Institutional  Chlorinated  Cleanser    A6 

Klean-N-Drain  Acid  Drain  Opener    LI 

Kleansal!  Bacteriostatic  Kreme  Kleanser  C2 

Kleer-Vue    CI 

Liquid  1309  Stainless  Steel  Cleaner ....    A7 
Miracle  Match  Step  1  Miracle  Start  ....    A4 
P-4012  Mechanical  Dishwash  Com- 
pound        Al 

P-4015  H.D.  Chlor.  Mech.  Dishwash 

Cmpd A2 

P-4050  Highly  Active  Neutral  Beads  ..    Al 

P-42O0   Al 

Pine  Punch  CI 

Power  Plus  C2 

Power  Plus  Bowl  Sanitizer  C2 

Punch  LI 

Sentry  Mint  Odor  Disinfectant  Deodo- 
rant       CI 

Smoke  Scrub  546  SC   Al 

Smoke  Scrub  547  OC  A8 

Soapcream  Antiseptic   E4 

Soapcream  Lotion  E4 

Speed  Clean  Al 

Allied  Floor  Cleaning  Systems,  Inc. 

Allied  Green    A4 

Heavy  Duty  Plus  CI 

Allied  Materials 

Grease  Gun   H2 

Silicone  Spray  H2 

Allied  Mills,  Incorporated 

Wayne  D-Odor  #11    L2 

Wayne  Super  Cleaner  Al 

Wayne-Odine  D2 

Allied  Oil  &  Supply,  Inc. 

All  Weather  Hydraulic  Control  Fluid  ..  H2 
Allied  FG/AW  100  Food  Machinery  Oil  HI 
Allied  FG/AW  32  Food  Machinery  Oil  HI 
Allied  FG/AW  46  Food  Machinery  Oil  HI 
Allied  FG/AW  460  Food  Machinery  Oil  HI 
Allied  FG/AW  68  Food  Machinery  Oil  HI 
Anti-Wear  Industrial  Hydraulic  Oil  #32  H2 
Anti-Wear  Industrial  Hydraulic  Oil  #46  H2 
Anti-Wear  Industrial  Hydraulic  Oil  #68  H2 

AW-220  H2 

Dextron  II  Automatic  Transmission 

Fluid   H2 

Ind.  Hyd.  AW  100    H2 

Ind.  Hyd.  AW  150    H2 

Ind.  Hyd.  AW  22    H2 

Non  Det.  I0W  H2 

Non  Det.  20W  H2 

Non  Det.  30  H2 

Non  Det.  40W  H2 


Non-Det.  50W  H2 

PE  150  HP H2 

PE315  HP H2 

PE  500HP    H2 

PE  600  HP H2 

PE  700  HP H2 

PE-215-HP H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil  SAE 

50    H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE10W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE20W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE30W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE40W  H2 

Super  Multi-Purpose  Gear  Oil  SAE 

80/90  H2 

Super  Multi-Purpose  Gear  Oil  SAE 

85/140  H2 

Technical  White  Mineral  Oil   HI 

Allied  Products  &  Services  Inc. 

"Enzymatic"  CI 

"HCS"  "One  Step"  Hand  Cleaner  and 

Sntzr   E2 

"Safety  Solv  II"  Solvent  Clnr  &  Dgrsr  KI 

A-l  Ready-to-Use  Cleaner-Degreaser  A I 

Acidet  43  DF A3 

Acidet  43  HF A3 

Acidet  43  NF A3 

Activated  Pine  Type  Disinfectant  CI 

Advantage    A4 

Aero  Chlor Al 

Alka-Foam  A2 

All  Quat  128   Dl 

All-Quat-256  Conc.Det.San.Fngcd 

Dis.Deo  Dl 

Antibac El 

Arclic-Kleen    A5 

AL5561  A2 

AL-542 A2 

AL-547 Al 

AL-550 Al 

AL-554 A4 

AL-558 Al 

AL-562 Al 

AL-578 A3 

AL-580 A3 

AL-700 Al 

AL578N  A3 

AP-322 Al 

AP-323  Al 

AP-337  Al 

AP-340 A3 

AP-346  LI 

AP-358  Al 

AP-360  Al 

AP-363  A! 

AP-381  Al 

AP-386  Al 

AP-394  A2 

AP-395  A2 

AP-405  Al 

AP-408  Al 

AP-4I0 A2 

AP-412  Al 

AP-415  A2 

AP-419  A2 

AP-427  A3 

AP-443  A2 

AP-446  A2 

AP-454 A2 

APF400    Fl 

APS-20  Liquid  Hand  Soap  El 

APS-40  Liquid  Hand  Soap  El 

APS-50  Hand  Soap  El 

APS-90    El 

APS-90Plus    EI 

Bacta-Kreme   El 


Carbonex   Al 

Champ   Al 

CL450  A4 

CL- 200  Liquid  Heavy  Duty  Detergent     Al 

CL-250  Al 

CL-400  Al 

CL-406  Al 

Dissolve  Al 

DL-50 CI 

E-2  Pink  Lotion  Hand  Cleaner  E2 

Ekoterg  HD  A2 

Erase    A8 

E3  Hand  Sanitizer  Concentrate E3 

F-Ill    A4 

Floor-Prep   A3 

Foam  Kleen  Al 

Foam-Chlor  Al 

Food  Prep  30  Al 

Formula  3000    Al 

Formula  80    C3 

FF  57  Hand  Wash  and  Sanitizer    E2 

FP-20  Al 

FSC-170 HI 

Gentile  Castile  El 

Glo  Wash  Liquid  Detergent   Al 

I-O-Cen   Dl 

Kleen  Crete   Al 

KleerView    CI 

Kleer-Shield  CI 

Klenz-All  A4.A8 

Mighty-Kleen A4.A8 

Nu-Prompl  Al 

NRQ  Sanitizer  D2 

NRS  Sanitizer  D2 

Penetrate    A4 

Power  Plus  Spray  Cleaner  Degreaser  ..  CI 
Power-Quat  Heavy-Duty  Cleaner- 

Dsnftnt    Dl 

Pro-Tex    E4 

PH-90  A3 

Quatra-Kleen   Dl 

R-537  A3 

Remove  All  Al 

RES-15    F2 

RES-51     F2 

Sani-Lube HI 

SaniklorGP  Al 

Septa-Clean   El 

Solco    Al 

Special  #10    A2 

Special  #12    A3 

Special  #13    LI 

Special  #20    Al 

Special  #22    A2 

Special  #24    Al 

Special  #26   A3 

Special  #6    A2 

Special  #7    A2 

Special  #8    A2 

Special  #9    Al 

Stericide  Disinfectant  and  Detergent    ..    Dl 

Strike   Al 

Super  Alka-Foam    Al 

Super  Scalex    C2 

Syndet    Al 

System  60    Al 

SR-60  A3 

Tergacid  Acid  Foaming  Cleanser  A3 

X-Scale    A3 

Allied  Products  Company 

Corodex  Rust  Remover  A2 

Allied  Universal  Corporation 

Aqua  Guard  Bleach- 12.5%  ..  B1.D2.G4.Q4 
Aqua  Guard 

Sanitizer-10.5%    B1,D2,G4,G7.Q4 

Aqua  Guard  Sodium  Hypochlor- 

ite-12.5%  B1.D2.Q4 

Chlorinating  Solution    B1.D1.G4 
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Allied-Kelite  Products  Division 

Alklor  D2.Q4 

Antifoam  10 Q5 

C.I. P.  Cleaner  #305  Special   Al 

Foam  Cleaner  #45  Al 

Formula  #24           A2 

Formula  #24-L Al 

Formula  #27-A    Ql 

Formula  #29 A2 

Formula  #48  Deluxe  Al 

HTST  A2 

Isoprep#136   Al 

Isoprep  #7   A2 

Ke-KlorL    Ql 

Ke-Scrub-2 CI 

Kelite  #22-Klor  Ql 

Kelite  Disinfectant  Cleaner  #100  Dl 

Kelite  Keystar  Al 

Kelite  KeKleen  E    Al 

Kelite  Mech  Chem  #402  H2 

Kelite  Mech-Chem  #300  Al 

Kelite  Mech-Chem  #301  A3 

Kelite  Mech-Chem  #305  Al 

Kelite  Mech-Chem  #325  Al 

Kelite  Mech-Chem  #400  Al 

Kelite  Mech-Chem  #401  A3 

Kelite  Mech-Chem  #402 A3 

Kelite  Mech-Chem  #404  A3 

Kelite  Mech-Chem  #406  A3 

Kelite  Mech-Chem  #407  A2 

Kelite  Vari-Kleen    Al 

Kelite  Vari-Kleen-S Al 

Kelite  102    A4 

Kool  Spray  141   A2 

MP  Cleaner  200    Al 

Process  235   A2 

Process  236  A2 

Process  242  A2 

RR-520    A4 

Soaker  35  A2 

Socolite  H   Al 

Socolite  O   Al 

Spray  White  Al 

Allstate  Chemical  Service,  Inc. 

AC-SLV  G6 

AC-10    G6 

AC-30-M  G6 

AC-36-M  G6 

AC-45    G6 

AC-61    G6 

AC-80    G6 

AC-83    G6 

AC-87    G6 

Allstate  Industrial  Supply  Co. 

E-ZDri    Jl 

Alltech,  Inc. 

Add-All   A2 

Allklor  Powdered  Chlorinated  Alkln 

Clnr  Al 

Egg-Cel   Ql 

Iotech  D2.G5 

Iotech  MM  D2.E3 

Mold-Zap  Liquid  Mold  Remover  A3 

Scale-Ban  Al 

Scale-Bite A3 

Ally  Industries 

Dry-Bnte   Bl 

Formula  ETC.  Pure  Form  Concentrate  A4 

Heavy  Duty  Concrete  Cleaner  A4 

PK  200  All  Purpose  Cleaner    Al 


Alpha  Chemical  &  Supply  Company 

Natural  Force  (Aerosol)    CI 

Alpha  Chemical  Services,  Inc. 

#501  Wallop  Heavy  Duty  All  Purpose 

Clnr  Al 

#503  Coco-Castile  Liquid  Hand  Soap  El 

#505  Drain  Cleaner  LI 

#514  Liquid  Detergent    Al 

"Attack"  Al 

Acid  Cleaner  A3 

Acid  Sanitizer   D2 

Addit   A3 

Addit300 Al 

Addit  500 Al 

Alfis  D2 

All  Purpose  Cleaner  #105  Al 

Alpha  Bac  1.6  D2 

Alpha  Bac  10 D2 

Alpha  Bac  3.2  Dl 

Alpha  Bac  4.5   D2 

Alpha  Chem  Flor  Clen  300    A4 

Alpha  Chem  GMC  300 Al 

Alpha  Chem  GMC  500 Al 

Alpha  Chem  IPC  200  Al 

Alpha  Chem  IPC  400   Al 

Alpha  Chem  IPC  800  A2 

Alpha  Chem  LD  100 Al 

Alpha  Chem  MSR  200  A3 

Alpha  Chem  Oven  Klen  Al 

Alpha  Chem  Shroud  Clen  Bl 

Alpha  Chem  Stain  Off  Bl 

Alpha  Chlor  D2.G4,Q4,E3 

Alpha  Dyne  D2 

Alpha  Ror  Clen  200  CI 

Alpha  Formulation  HWSC  E2 

Alpha  Gel    Al 

Alpha  Glow  A3 

Alpha  LSC  200  Al 

Alpha  PSC  300  A2 

Alpha  PSC  400   A2 

Alpha  San  100  D2 

Alpha  San  200  Dl 

Alpha  San  300  D2 

Alpha  Sheen    A2 

Aluminum  Soak  Cleaner  Al 

Aluminum  Spray  Cleaner  Al 

Automatic  Cooker  Cleaner  A2 

BC  54L    G6 

BT  1014 G6 

BT-1018  G7 

BWT74  G6 

BWT90  G6 

Chlorinated  Circulation  Cleaner  Al 
Chlorinated  Machine  Dishwashing 

Powder    ..  Al 

Cooling  Tower  Treatment  1015  G7 

CC  100    A2 

CC  200    A2 

CC300    A2 

CC400    A2 

CC800    A2 

CIP7   Al 

CIP-9  Al 

CLC402   A2 

CLC405    A2 

CLC502    A2 

De-Limer  A3 

Descale  A3 

DeFome  Al 

Drain  Away  LI 

Egg  Wash    Ql 

Egg  Wash  Antifoam   Q5 

Floor  Cleaner  CI 

Flor  Clen  100    A4 

Flor  Clen  100X  A4 

Foam    Al 

Food  Plant  Fogging  Insecticide  1  I 

Fryer  and  Grill  Cleaner  Neutralizer  A3 

General  Manual  Cleaner  \\ 


GMC  400 Al 

GMC  700 Al 

GMC  800 Al 

H-Rama  L2 

Hand-n-San    E2 

Heavy  Duty  Cleaner   Al 

Heavy  Duty  Degreaser   Al 

IPC  500  Al 

Kettle  Cleaner  A2 

Lac  100   A2 

Lac  200   Al 

Lac  300   Al 

Lac  400   A2 

Laundry  Brite  Formula  LC- 100  Bl 

Light  Duty  Cleaner  Al 

Liqui  Suds  Al 

Liquid  Alkaline  Cleaner  200    Al 

Liquid  Chlorinating  Product  D2 

Liquid  Egg  Wash    Ql 

Liquid  Sulfite    G6 

Liquid  Water  Softener G2 

Lotion  Type  Skin  Cleaner El 

Low  Iodine  Handsoap  E2 

Lube  1300  H2 

Lube  500  H2 

Lube  700   H2 

Lube  700  Defoamed   H2 

Lube  800   H2 

Lubri  Clean   Al 

LAC  600    A4 

LAC  900   Al 

LC40  A2 

LC50  A2 

LD200 Al 

LD  300 Al 

LD  500 Al 

LSC  100    Al 

LSC  300    Al 

LSE    Al 

LSEII    Al 

Mandrel  and  Oven  Cleaner  A8 

Mold  Cleaner  A2 

MEM  100    A2 

MSR  100  A3 

MSR  300  A3 

MSR  500  A3 

MSR  600  A3 

MSR  700  A3 

MSR  800  A3 

MSR  900  A3 

ND  100    Al 

Plastic  Spray  Wash   Al 

Polywash   Al 

Powdered  Laundry  Bleach  Bl 

Rapid  Clean  Al 

Rust  Stripper   A2 

Smoke  House  Cleaner  A2 

Solvex    Al 

Spray  Cleaner    Al 

Steam  Condensate  Treatment  G6 

Super  Foam   Al 

S5484  Acid  Cleaner    A3 

Temfik  CI 

Trolley  Cleaner  A2 

WS9  Al 

WS9NP    Al 

1016  G3 

1017  G7 

518  All  Purpose  Cleaner  (Powder)  Al 

67-TCB    G6 

747  G6 

749L  G6 

Alpha  Grease  &  Oil,  Inc. 

Alpha  Food  Machinery  Grease  H 1 

Alpha  Industrial  Development 
Corp. 

A  CTab  ...  PI 
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Aid-Sect  Fl 

Aid-Sol    K2 

Aidco  Alpha-Zorb  CI 

Aidco  Gentle  LI 

Aidco  Germcide  II  Hospital  Disnf. 

Deod C2 

Aidco  Red-T-Green  C2 

Aidco  Swipe  II    CI 

Alpha  Solv  K2 

Alpha  SS  Sewer  Solvent  LI 

Alpha-Red   H2 

Alpha-Zorb  Granular  Odor  Eliminator  CI 

Alphamelt    CI 

Citrus  Drain  Energizer    CI 

Creme-Clean    E4 

D.B.  Cool    H2 

Dry-Lube  H2 

Freezer  Cleaner  A5 

Gripper  PI 

Hydro-Blast  No-Fume  Drain  Opener  ....  LI 

Kleer  Glass  Cleaner    CI 

Moly-Lube  H2 

No-Seize    H2 

Shine  S.S A7 

Ultra  Pure    CI 

Uni-Fresh  Concentrate    CI 

X-Tend  PI 

Alpha  Mador  Supply  Company 

Alive    CI 

Bowl  Brite  CI 

MC  465  Foaming  Degreaser CI 

Neutra  Quat  A4.C1 

Soft  Klenz   A6 

Alpha  Marketing  Co.,  Inc. 

Alpha  Pac  90  HI 

Alpha  Tech  Pet,  Inc. 

KennelSol    Al 

Alpha  Technical  Systems,  Inc. 

Omega  Blue  Al 

Omega  Green  Al 

Alpine  Chemical  Products 

Commercial  All  Purpose  Cleaner  CI 

Commercial  Quick-Kleen  Al 

Red  Stuff  Al 

Alpine  Technical  Services 

ATS  108    G6 

ATS  131L   G6 

ATS  171    G6 

ATS  172    G6 

ATS-BC  G6 

ATS-112    G6 

ATS-141L   G6 

ATS-152  Steam  Line  Treatment G6 

ATS-153    G6 

ATS-154  Steam  Line  Treatment  G6 

Altona  Specialties 

Gre-Sa-Way  Al 

Alum  Rock  Food  Service 

Oven  Cleaner  A8 

Am-Lab  International 

Britex  Bl 


Am-Lin  Products,  Inc. 

AK-ll    Al 

AK-14    Al 

AK-5    Al 

AK.-7    Al 

AK-7  Double  Barrell  Al 

Power  Solv  100  CI 

Am-Tech/ 

GMA  Chemical  Technologies,  Inc. 

Am-Clean  131   A4 

AP20  A4.A8 

Amador  Chemical  Corporation 

Ama-Clean  38  A2 

Amador  #400  BWT G6 

Amador  #401  BWT G6 

Amador  #402  BWT G6 

Amador  Liquid  Steam  A4 

Amador  Pipe  Line  Cleaner  A3 

Amador  Steam  Treatment  #550  G6 

Amaspray  Al 

Away   Al 

Can  Cleaner  #3   A2 

Chem  Flush  LI 

Chlorinated  Caustic  C.l.P.  Cleaner Al 

Coconut  Oil  Hand  Soap   El 

Conveyor  Lube   H2 

Crete-Brite  A4 

Egg  Cleaner  826   Ql 

Egg  Cleaner-Low  Foam   Ql 

Foaming  Chlorinate  Al 

Gentle  Giant    CI 

Hot  Tank  Compound  DE   A2 

Hot  Tank  30    A2 

Klor-White  Q2 

Kxete-Kleen   CI 

Liquid  Line  Tamer  R.T.U A2 

MD  Steam  Cleaning  Compound    Al 

New  Freestone  A3 

Pace  72    CI 

Penta  Beads  A2 

Pot  &  Pan  Soap  L  Al 

Steam  Treatment  #500   G7 

Steam-It  Al 

Sleamex  A2 

Sud-Z  Al 

Super  Egg  Cleaner  Improved  Ql 

Amaize  Corporation 

Amaize  Al 

Amaize  Crystal  -Super  Concentrate  ...  CI 
Amaize  Environmental  Cleaner-Super 

Cone CI 

Amaize  No  Scrub-Concentrate  CI 

Amaize  Oven  &  Grill  Cleaner   A8 

Amaize  Oven  Band  Cleaner-Super 

Cone A8 

Amaize  Oven  Prerinse  -  Super  Concen- 
trate    A8 

Amaize  Wall  and  Ceiling  Cleaner   CI 

Amalgamated  Products,  Inc. 

Blu-Magic    A4 

Amalie  Refining  Company 
Division  of  Witco  Chemical  Corp. 

All  Purpose  Grease  H2 

All  Purpose  Grease  Li-2  NLGI  No.  2  H2 
Extra  Dty  Wheel  Bear.  Grs  Na-2  NLGI 

No.2    H2 

Heavy  Duty  Outboard  Motor  Oil  50-1 

SAE30  H2 


Amar  Associates 

Amar  Acid  Foam  Cleaner  A3 

Amar  Pac  710  A3 

Amar  Satin  Clean    A4 

Amar  1210 Al 

Amar  700 A2 

Freezer-Cleaner  A5 

GPC84    A4.C1 

Power  Foam  Degreaser  A4 

1300  Cleaner  A2 

707  Special    A4 

Amax  Industrial  Products  Div7 
Amax  Corporation 

Amax  Liquid  Ice  Preventer CI 

Amax  Safe  Solve  R365 K2 

Amax  Safety  First  #808   Al 

Contact,  Circuit  Brd  &  Mil  Prts  Clnr  #3  K2 

EnzaBac  379   CI 

IndustraSolv  30114  A4 

Liquid  Enzyme  Digestant  L2 

Live  Micro-Organisms    L2 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Organic  Acid  Cleaner  A3 

Organic  Squirt  Concentrate  CI 

Ozone-Safe  Penetrating  Oil    H2 

Ozone-Safe  Silicone  Lubricant  K2 

Repco  R397  Coolant  #2  PI 

Safe  Solv  378    CI 

Safety  First    CI 

Solvent  Cleaner  &  Degreaser  CI 

Solvent  Cleaner  &  Degreaser  Kl 

Super  Reprosolv    A4 

Super  Solv  #2   A4.A8 

Amazing,  Inc. 

Amaz-Clean  A4 

Germicidal  Cleaner  #522    A4 

Ambassador  Manufacturing  Inc. 

Hydro-Sol  X-14  Al 

Ambion  Corporation 

Ambicide  87    D2 

Amchem  Products,  Inc. 

Rodine  102    Al 

Amco  Chemical  Company 

Chicken  Littie   Al 

Chicken  Little  Meat  Room  Degreaser  Al 

Amer-I-Clean  Equipment  & 
Chemical 

Digestase  KFP  585   L2 

Amerchem  Corporation 

Castor  Oil  Grade  C  HI 

Compound  AP- 10  A2 

Compound  AP-15   A2 

Compound  AP-30  A2 

Compound  AP-35   A2 

Compound  AP-57   A2 

Compound  AP-60   A2 

Compound  C-75    Al 

Compound  CH-312  Al 

Compound  Deruster  AP   A2 

Compound  N-125    Al 

Concentrate  #50 Al 

Concentrate  75  A4 
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Liqua-Clean  A1.E1 

Liquid-Sope  El 

Sewer  Cleaner   LI 

Stainless  Steel  Cleaner   A3 

Ameri-Carib  International 

Tough  Job   E4 

Ameri-Net  Distribution,  Inc. 

Odo-Shield  Odor  Eliminator  Spray 

Scented   CI 

Odo-Shield  Odor  Eliminator  Spray 

Unscnt  CI 

Odo-Shield  The  Odor  Eliminator  Sent 

Cone  CI 

Odo-Shield  The  Odor  Eliminator  Unsc 

Cone   CI 

Ameri-Pro  Systems,  Corp. 

Chem  San    D2 

Chem  San    D2 

Lift  Away    A4 

Lift  Away    Al 

Neutral  Cleaner  A4 

Task  Master  A4 

Total  Strip   A4 

Ameribrom,  Inc. 

Halogene  T-30 G7 

Halogene-G   G7 

Metabrom  100  F4 

American  Chemical 

Dynamic Al 

American  Chemical  &  Equipment 
Co.,  Inc. 

"Aqua-Solv"  A4 

Super- 2000  Concentrate  Cleaner    A4 

Triple  Play  A4 

American  Chemical  Co. 

All  Purpose  Cleaner    A4 

H.D.  Alkaline  Cleaner/Emulsifier Al 

Industrial  Strength  Bowl  Cleaner  C2 

Lemon  Scented  Disinfectant  Cleaner  ..  CI 

Lemon  Scented  Hand  Soap El 

Power  Degreaser  Al 

SI-Lube#A21595C  Silicone  Spray    ....  HI 

Tub.  Tile  &  Porcelain  Cleaner  C2 

American  Chemical  Dist.,  Inc. 

"Super  X"  Emulsifier   Al 

Competition  Al 

Dazzle  Window  Cleaner  CI 

Kleen-All  CI 

777  A4.A8 

American  Chemical  Sanitary 
Supplies  Inc. 

AC-5  All  Purpose  Cleaner   A4 

Grease  Buster  Foaming  Meatroom 

Cleaner   Al 

Hot  Steam   A2 

Hvy  Dty  Steam  Cleaning  Compound  A2 

Klean  All  Heavy  Duty    Al 

Lemon  Dis-10  CI 

No  Scrub   A4 

Something  Else   Al 


American  Chemical  Supply  Co. 

Citrusol    CI 

American  Chemicals  &  Equipment 

Ambush   F2 

American  Blue  CI 

American  Hand  Clnr  with  Volcanic 

Pumice    E4 

American  Waterless  Hand  Cleaner E4 

American  Waterless  Hand  Cleaner 

w/Pumice    E4 

Bell  Dressing  PI 

Blast-M    F2 

Clear  Thru   CI 

Foam  Away   Al 

Liquid  Alive  CI 

Oven  Cleaner  A8 

Silicone  Lube HI 

Star  Brite  C2 

Strip-Off CI 

Ted  C2 

Vandalism  Remover   CI 

XL- 100  Safety  Solvent  Kl 

American  Concrete  Systems,  Inc. 

American  Heavy  Duty  Concrete  Cleaner  CI 
American  Continental  Techlab,  Inc. 

Actsolv  A4 

Amercleen  Glass  Cleaner   CI 

Amerlube  Gear  Lube  H2 

Amersil  Silicone  Lubricant  HI 

Amersol  Safely  Solvent    Kl 

Amgrit  Waterless  Hand  Cleaner  E4 

Amzap   LI 

AMR  730  Al 

Breaker  Penetrant  Lubricant  H2 

Bug  Off  Residual  Insecticide   F2 

BWT-101  G6 

CWT500  G7 

CWT-300  G7 

Descal  88  A3 

Extra  Heavy  Duty  Non-Melt  Red  Grease  H2 

Gold  Grease  H2 

Grip  Belt  Dressing    PI 

New  Amgo  Waterless  Hand  Cleaner         E4 

Non  Intermitant  Contact  Cleaner   K2 

Redlube  Liquid  Grease   H2 

Reprosolve  Cleaner/Degreaser   A I 

Sanolube  Foamy  Lubricant  HI 

Smack  Insect  Killer  Fl 

Technikleen  CI 

White  Guard  Grease   HI 

American  Cyanamid  Co. 

Cyanamer  P-35    G6 

Cyanamer  P-35  Liquid    G6 

Cyanamer  P-70  Liquid   G6 

Cyanamer  P-70-D   G6 

Cythion    F2 

American  Diversified  Products 

Sanitizing  Hand  Soap  E2 

American  Diversified  Products,  Inc. 

Biological  Odor  Destroyer   CI 

Formula  89    CI 

Grease  Off  A4 

Orange  Blossom    CI 

Piranha  CI 

Premium  100  Al 

Royal  Bowl  Cleaner   C2 

T/Pole    A4 


American  Equipment  &  Supply 

Antiseptic  Lotion  Hand  Soup  I  I 

American  Equipment  Company, 
Inc. 

Action  Plus  Detergent/Disinfectant    ....  D2 

Foaming  K90  ...  Al 

Heavy  Duty  Safety  Klean                      ,  Al 

American  Federal  Supply 

Festival  A4 
Mean  Green  Degreaser                          A4.A8 

Mean  Green  Foamy  A I 

Triumph  All  Purpose  Cleaner Al 

American  Feedwater  Engineering 
Co. 

Kemloid  ....  G6 

American  Health  Care  Co. 

Original  Green  CI 

Super  Magic    CI 

American  Heritage  Products  of 
Texas 

Lube-Eze  HI 

Oven  Cleaner  A8 

American  Heritage  Supplies  Ltd. 

Bull-It  Al 

American  Hotel  Supplies  Inc. 

American  Lab  All  Natural  Degreaser 

100%                                      ..           ...  CI 
American  Lab  Indust  Tile  &  Bthrm 

Clnr  Al 

American  Lab  Industrial  Bleach  Bl 

American  Lab  Industrial  Bowl  Cleaner  C2 
American  Lab  Industrial  Drain  Opener  LI 
American  Lab  Industrial  Fabric  Softener  B2 
American  Lab  Industrial  Liquid  En- 
zymes CI 
American  Lab  Industrial  Super  Swg 

Enzm  L2 

American  Lab  Nu-Scents  Hand  Soap  ....  E4 
American  Lab  Premium  Liquid  Deter- 
gent    Bl 

American  Lab  4/40  Industrial  De- 
greaser      A4.A8 

American  Lab  5/50  Industrial  Tile  Clnr  C2 

American  Industrial  Chemical 
Corporation 

AICC  Bleach  BI.D2.Q4 

American  Industrial  Research  Corp. 

Rexlube  #169  Silicone  Rel.  Agent  & 

Lub  HI 

Rexlube  #700  Belt  Preservative  PI 

Rexlube  BO H2 

Rexlube  No  Bl  H2 

Rexlube  No.  B-2                                    .  H2 

Rexlube  No.  SOH  H2 

Rexlube  No.  SOL  H2 

Rexlube  No.  0  112 

Rexlube  No   1  H2 

Rexlube  No.  119  H2 

Rexlube  No.  129  H2 

Rexlube  No.  140    .  H2 

Rexlube  No.  14S  HI 


» 
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Rexlube  No.  149  Open  Gear  Compound  H2 

Rexlube  No.  2  H2 

Rexlube  No.  20  H2 

Rexlube  No.  3  H2 

Rexlube  No.  30  H2 

Rexlube  No.  32  H2 

Rexlube  No.  40  H2 

Rexlube  No.  500  Heavy-Duty  Cleaner  CI 

Rexlube  No.  55  HI 

Rexlube  No.  82  FPM    HI 

Rexlube  No.  90  H2 

Rexlube  No.  98  HI 

Rexlube  OGH    H2 

Rexlube  1 14F  Food  Grade  Lube  and 

Seal   HI 

American  Industrial  Supply  Inc. 

als  A.S.  17pa  Ami-Seize  Compound  ..    H2 

Air-Aide  II  CI 

Amer-Bac  CI 

Amer-Bac  II  Mint  CI 

Amer-Strip  Multi  Purpose  Stripper    ....    C3 

Aqua  Power  A4.A8 

AIS  Sani-Bac-A  Foam  Germcidal  Clnr 

Disnf  CI 

AIS-16  K2 

AIS-33  Kl 

Break  Away  H2 

Brilliant  Plexiglass  and  Glass  Cleaner      CI 

C.C.  Clean  PI 

Double  Action  F2 

Dry  Lube  H2 

Ease   PI 

G.A.C.  Clean  A8 

G-A-Power  Foam    CI 

Grease  Away  CI 

Grease  Gun  Red  Spray  Grease  H2 

Hat  Trick  Organic  Penetrating  Oil  CI 

Hold  Belt  Dressing   PI 

Killz-Em    F2 

Kilz-Em  Release   F2 

Lube-All  20  HI 

Power  Citrusol-A CI 

Rescue  Organic  Safety  Solvent  Cleaner   CI 

Sani-Bac  C2 

Scavenger  Tub,  Tile  &  Shower  Cleaner  CI 
Shine-Em-Up  Stainless  Steel  &  Mil 

Polish    CI 

Shine-Em-Up  WB  Wtr  Bs  Stnl  Stl  & 

MtlClnr  CI 

Slick  HI 

Sparkle  Glass  Cleaner  CI 

Teff  Lube  H2 

Total  Penetrating  Lubricant    H2 

Tuff  Stuff-G  E4 

Tuff-Stuff-NG   E4 

Tuffo-G    E4 

Tuffo-NG  E4 

Vapor  Kill   Fl 

American  Industries,  Inc. 

Ai  Swat  II  Insecticide  Fl 

Air  Guard C2 

Ally    L2 

AI  Cono  Insecticide  Auto  Dispensing   ..  Fl 

AI  Penlube  Grease  Gun  In  a  Can  H2 

AI-20   Kl 

BWT    G6 

Caress AI 

Citra  Flow    CI 

Coil  Care  PI 

Coil  Kleen  PI 

Command    CI 

Consume    L2 

Control  Air  Sanitizer  CI 

Displace  Aerosol  H2 

Displace  Bulk    K2 

Dust  Magnet    PI 

Exterm  F2 

Fog  Squad   Fl 


Fog  Squad  II   Fl 

Formula  1069    CI 

Free    HI 

Gleam C2 

GSP   AI 

Headway    A4 

Inspect   C2 

KP-Seven  AI 

Lectrosolv    Kl 

Liquizyme-I  L2 

Liquizyme-M  L2 

Metal  Magic    A3 

Minus  50   A5 

Mule  Hand  Cleaner  with  Pumice  E4 

Organo  CI 

OL-2 AI 

Pressure  Concentrate  QT    D2 

Purlube  HI 

Qua-Teen  D2 

Renew    A3 

Rust-A-Way  A3 

Scalex  141   A3 

Scram  A4 

Special  K  AI 

SF69  A4 

STOC  CI 

Thaw    CI 

The  Force  A4 

Top  Choice    A4 

Tuf  Stuf  E4 

Two-N-One   A1.E1 

Two-Twelve LI 

Vaporize  AI 

XBO  CI 

American  Industries,  Inc. 

#559  Multi-Purp.  Low  Temperature 

Grease  H2 

Solvs-It    A8 

276  Food  Machinery  Oil  HI 

320  PMO  Gear  Oil   H2 

American  International  Chemical 
Inc. 

Sulfamic  Acid  99.5%    A3 

American  Jctway  Corp. 

All  Purpose  Silicone  H2 

Electrotek  Safety  Solvent   K2 

Glass  Cleaner CI 

Super  Penetrating  Lubricant  H2 

American  Kleaner  Mfg.  Co.,  Inc. 

Compound  K90P  AI 

Compound  LHS-400  AI 

Compound  P-45-HD  CI 

American  Lab/American  Hotel 
Supplies  Inc 

Pine  Plus   CI 

American  Laboratories, 
Incorporated 

Aquacell  Powder  L2 

Cellubac  100  L2 

Cellubac  50  L2 

Liquid  Bacteria  Concentrate  10  X   L2 

Liquid  Bacteria  10XL  Plus  Concentrate   L2 

American  Labs 

Rough  Touch  E4 

Soft  Touch  E4 


American  Lava  Coatings  Corp. 

Block  Buster   A4.A8.C2 

American  Linen  Supply 

Clean  All  Non  Butyl  Degreaser  AI 

American  Lubricants  Co.,  The 

All  Temperature  Oil  #1  H2 

All  Temperature  Oil  #2  H2 

Alubco  All-Spex  Motor  Oil  30 H2 

Alubco  Compressor  Oil  Type  T  X-Hvy 

100    H2 

Alubco  F.G.  Compressor  Oil  #10 HI 

Alubco  F.G.  Compressor  Oil  #20 HI 

Alubco  F.G.  Compressor  Oil  #30 HI 

Alubco  F.G.  Compressor  Oil  #40 HI 

Alubco  F.G.  Gear  Lube  SAE  140    HI 

Alubco  F.G.  Gear  Lube  SAE  90    HI 

Alubco  F.G.  Industrial  Oil  #10 HI 

Alubco  F.G.  Industrial  Oil  #20 HI 

Alubco  F.G.  Industrial  Oil  #30 HI 

Alubco  F.G.  Industrial  Oil  #40 HI 

Alubco  Food  Machinery  Grease  HI 

Alubco  Grpht  Pressure  Grease  #3    H2 

Alubco  Hydraulic  Oil  #32    H2 

Alubco  Improved  Molyshield  H2 

Alubco  Industrial  Oil  Heavy  #68  H2 

Alubco  Industrial  Oil  Heavy-Medium 

#46    H2 

Alubco  Industrial  Oil  Medium  #32    ....  H2 

Alubco  Industrial  Oil  X-Heavy  #100  ..  H2 

Alubco  Industrial  Oil  XX-Heavy  #150  H2 

Alubco  Industrial  Oil  XXX-Heavy  #220  H2 

Alubco  Industrial  Oil-Light  #22  H2 

Alubco  L-K  Chain  Lube  H2 

Alubco  Light  32  Air  Tool  Oil    H2 

Alubco  Moly  Deluxe  #0  H2 

Alubco  Moly  Deluxe  #2  H2 

Alubco  Moly  Industrial  Oil-Heavy  #68  H2 
Alubco  Moly  Industrial  Oil-Hvy.-Med. 

#46    H2 

Alubco  Moly  Industrial  Oil-Light  #22  H2 
Alubco  Moly  Industrial  Oil-Medium 

#32    H2 

Alubco  Moly  Industrial  Oil-X  Heavy 

#100    H2 

Alubco  Moly  Industrial  Oil-XX  Heavy 

#150    H2 

Alubco  Moly  Industrial  Oil-XXX 

Heavy#220   H2 

Alubco  Moly  Motor  Oil   H2 

Alubco  Non  Drip  Oil    H2 

Alubco  Quad-Purpose  #1103    H2 

Alubco  Skin  Shield  #164   E4 

Alubco  Solvent  Degreaser    Kl 

Alubco  Spray  &  Foam  #131  HI 

Alubco  Ultra-Tec  Gear  Lube    H2 

Bison  M-X2  H2 

Bison  1650  #OEP   H2 

Bison  1650#OOEP  H2 

Bison  1650  #OOOEP   H2 

Chain  Oil  H2 

Electra-Kleen  Spray    K2 

Gear  Stix  H2 

Heavy  Duty  Open  Gear  Grease   H2 

Magic  Shield  H2 

Magic  Shield  1   1/2   H2 

Magic-Shield  HI 

Moly  All  Temp  Oil  #1    H2 

Moly  All  Temp  Oil  #2   H2 

Moly  Chain  Oil  H2 

Moly  Hydraulic  Oil  #22  H2 

Moly  Hydraulic  Oil  #32  H2 

Moly  Hydraulic  Oil  #46  H2 

Moly  Hydraulic  Oil  #68  H2 

Moly  Multi-Vis  Motor  Oil  SAE  15W40  H2 

Moly  Non  Drip  Oil  H2 

Moly  Ultra-Tec  Gear  Lube  SAE  90/SAE 
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140  h: 

MoK-Temp    H2 

h: 

Power-Clean  5528  \2 

PMT-SAE  140 H2 

PMT-SAE  80 H2 

PMT-SAE  90  H2 

Quad-Purpose#1103  H2 

Silicone  Spray  HI 

Spindle  Oil  Heavy  H2 

Spindle  Oil  Light    H2 

Spindle  Oil  Medium  H2 

Super-Clean  2851    Al 

Tap  -\4 

Tef-Temp  H2 

Teflex  Spray    H2 

Waterless  Hand  Cleaner  E4 

X-Temp      H2 

X-Temp  Spray  H2 

American  Lubricants,  Inc. 

F.G.G.O.-220  HI 

F.G.G.O.-320  HI 

FGGO-460  HI 

F.G.G.O.-68  HI 

F.G.G.O.-680  HI 

F.G.H.O.-100  HI 

F.GHO.-I50  HI 

FGH.O.-32  HI 

FGHO-46  HI 

FGHO-460  HI 

FG.H.O.-68  HI 

F.M.G.A.C HI 

F.M.G.C HI 

American  Made  Products,  Inc. 

Blast  A8 

BWA-(Caustic)   Al 

BWA-(Solution)    Al 

BYVC-2  A2 

BWC-2A    A2 

BWC-3  A2 

BWC-3A    A2 

BWC-4  A2 

CIP  A2 

CLC-H    H2 

CLC-S   H2 

De-Lime  A3 

Degreaser  24  Al 

Glory   Al 

Green  Force  A4.A8 

HDC  Al 

HFA  CI 

HFC   Al 

HFX  A? 

Ice    Al 

LFC    A1.Q1 

LFX   A3 

LLD  Plus-Liquid  Laundry  Detergent  Bl 

LLD-Liquid  Laundry  Detergent  Bl 

LP-Conditioner    Bl 

LP-Detergent  Bl 

LP-Emulsifier    Bl 

LP-Fabric  Softener   B2 

LP-Sour  Soft  B2 

Prevail    Al 

Sparkle-Dri    A3 

Sparkle-Plus  A3 

Sparkle-Premium  A3 

Super-Dri  A3 

SDC  Al 

Tempest  A8 

American  Maintenance  Supply 

BC-60    A4 

BTC-202    G6 

DSA-10   G7 

MCB-50  A3 

PSC-40 El 


American  Municipal  Chemical  Co., 
Inc. 

Bio-Kleen Al 

CD  D2 

De-Grease    Kl 

Digestant  250 L2 

Drain-Away  LI 

Graphite  Fast  Dry  Lube    H2 

Lemon  Sewer  Sweetener CI 

Little  Effort  CI 

Mint  Deodorant  CI 

Paint  And  Varnish  Remover C3 

Penetrating  Oil H2 

Precision  Instrument  &  Elect.  Pts.  Cln.  K2 

Rust  Preventative H2 

Smooth  Silicone  Lube  HI 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

Super  Power    A4 

Super  Solv  #2   A4.A8 

American  Oil  &  Supply  Co. 

AOS  Heat  Sink  Compound    PI 

Betalube  107   H2 

Fiske  Bros.  798-S   H2 

Fiske  High  Temperature  Chain  Oil     ...  H2 

Vitalube  106    H2 

American  Osment 

American  USDA  Acid  Brightner  A3 

American  USDA  Acid  Cleaner    A3 

American  USDA  Acid  Cleaner  Concen- 
trate    A3 

American  USDA  Butyl  Cleaner  A4 

American  USDA  Caustic  Cleaner    A2 

American  USDA  Deodorant  Cleaner  Al 
American  USDA  Economy  Butyl 

Cleaner   A4 

American  USDA  Foaming  Cleaner  ....  Al 
American  USDA  Forming  Butyl 

Cleaner   A8 

American  USDA  Freezer  Cleaner    A5 

American  USDA  H.D  Powdered 

Cleaner   Al 

American  USDA  Hi-Foaming  Cleaner  Al 

American  USDA  HD  Butyl  Cleaner  A4 
American  USDA  Liquid  Chlorinated 

Cleaner   Al 

American  USDA  Powder  Chlorinated 

Cleaner   Al 

American  USDA  Powder  Cleaner   Al 

American  USDA  Powdered  Caustic 

Cleaner   A2 

American  USDA  Sanitizer  Disinfectant  D2 

American  Waterless  Hand  Cleaner E4 

American  Waterless  Hand  Cleaner 

w/Pumice    E4 

AO-105  E-2  Hand  Soap  E2 

AO-243    Al 

AO-408    Al 

AO-501    Al 

AO-509    A4 

AO-544    A2 

AO-630    A3 

AO-658    A3 

AO-730   Al 

AO-820    Al 

AO-825    A2 

AO-830   A2 

AO-904  Sanitizer  Disinfectant   D2 

Clean  Scrub  C2 

Clear  Thru  CI 

Clear  Thru-Plus  CI 

Orange  Grime  Away  with  Pumice  E4 

Pine  Odor  Disinfectant  CI 

Stainless  Steel   CI 

Strip  Off A4 


Ted  Plus  C2 

USDA  Citrus  Cleaner  A4.CI 

American  Paper  &  Supply,  Inc. 

Ampaco  All  Purpose  Polish   A7 

Ampaco  Drain  Opener  And  Maintainer  LI 

Ampaco  Emulsion  Bowl  Cleaner  C2 

Ampaco  Liquid  Porcelain  &  Bowl 

Cleaner   C2 

Ampaco  Surface  Scum  Remover   A4 

Bar  Suds    Al 

Pantastic  Al 

American  Paper  &  Twine  Co. 

Apt  Safety  Solvent    K2 

Heavy  Duty  Degreaser  Concentrate 

#882    A4 

American  Paper  Towel  Co. 

Aptco  Penetrating  Pro-Mate  A8 

Pro-Mate    A8 

American  Petrochemical  (Thailand) 
Co  Ltd 

Eastern  E-21    HI 

American  Polywater  Corporation 

Polywater  HydraFoam  2020  CI 

Type  HP  Cleaner/Degreaser  CI 

American  Power  Ind.  LTD 


American  Pressure 

Steam  &  Pressure  Cleaner    Al 

American  Pride  Industrial  Supply 

Screw  Loose    H2 

American  Products,  Inc. 

All  Purpose  Cleaner    A4 

Ampro  Acid  Free  Bathroom  Cleaner  ..  C2 

Ampro  Citruspray  Degreaser    CI 

Ampro  Creme  Cleanser  #77  A6.C2 

Ampro  Deep  Blue  Glass  CI 

Ampro  Deep  Blue  Glass  Cleaner  CI 

Ampro  Fresh  Lemon  Scent  CI 

Ampro  Lemon  Scent  CI 

Ampro  Mint  Disinfectant   CI 

Ampro  Multiclean  RTU   CI 

Ampro  Pine  Disinfectant CI 

Ampro-Blitz  Al 

Citrus  Chisel   A4.A8 

GD  8    A4 

Speed  Clean  CI 

American  Puro-Shine  Industries 

Puro-Shine  Al 

Puro-Shine  HDC  Al 

Puro-9    Al 

American  Resource,  Inc. 

Action    C2 

Super  Solv  Al 

Trans-Brite  Pre-Wash   A3 

American  Sanitary  Products,  Inc. 

TS  Solid  Bar  Citrus    CI 

TS  Solid  Bar  Floral  CI 
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TS  Solid  Bar  Gold    CI 

TS  Solid  Bar  Green CI 

TS  Solid  Bar  Green  Apple  Mint    CI 

TS  Solid  Bar  Honeysuckle  CI 

TS  Solid  Bar  Red   CI 

TS  Solid  Bar  Silver  CI 

TS  Solid  Bar  Spearmint   CI 

TS  Solid  Bar  Spice  CI 

TS  Solid  Bar  Sweet  Pine    CI 

American  Sanitary  Supply  Co. 

Activated  Pine  Type  Disinfectant  CI 

Alive    CI 

Break-Away  Al 

Formula-222  Insecticide  Fl 

FS  55  Foam  Cleaner  Germicidal  Cln  & 

Deo  CI 

FS  55  Foam  Cleaner  Germicidal 

Clnr&Deod CI 

GR-49  Gum  Remover  CI 

Jet  Spray    Al 

Kleer  Out  Drain  Treatment  LI 

L.H.S.  Liquid  Hand  Soap  El 

Magic  Shine  Stainless  Steel   A7 

Mint-Dis  Disinfectant  CI 

MSR-14  Mildew  Stain  Remover    PI 

MU-88  Insect  Killer   Fl 

New  DC-91  Spray  Clnr  Degrsr  w/Foam 

Actn CI 

OC-22  Oven  and  Grill  Cleaner A8 

OR-850  Water  Soluble  Odor  Remover  CI 
PC.  1000  Cream  Cleanser  Concentrate    C2 

Pink  Cream  Antiseptic  Hd.  Clr    El 

Pink  Creme  Bacteriostatic  Hnd  Lotn. 

Soap    El 

Q  A  General  Type  Detergent  Cleaner- 

Dsnf Dl 

R.A.  760  Residual  Roach  Liquid  F2 

RF-80  Room  Fogger  Fl 

RIK-85  Residual  Insecticide  F2 

Super-Go   Al 

SS-21 5  Silicone  Spray    HI 

VR-47  Vandalism  Mark  Remover  Kl 

American  Saw  &  Mfg.  Company 

Band-Ade  PI 

Lenox  Lube  PI 

Lenox  Lube  C/Al  Cutting  Lubricant  ....  PI 

American  Scientific  Products 

S/P  Laboratory  Detergent  Concentrate     Al 

American  Services  Group 

DrainMaster/2   L2 

Handysan  Instant  Hand  Sanitizer  E4 

Iodine  Rinse  Iodophor D2 

SaniRinse  Iodophor  D2 

American  Shortening  &  Oil  Co. 

Lubrikol  H2 

American  Soap  Company,  The 

Extra  Strength  Greasecutter    Al 

Multi-Purpose  Floor/Wall  Cleaner  Al 

Window/Glass  Cleaner  CI 

American  Specialty  Products 
Corporation 

Aero-Lube   H2 

Ameri-Treat  1 1    G6 

Ameri-Treat  33    G7 

Attack Fl 

ASP  Ameri-San  23  Bowl  Sanitizer  ....  C2 
ASP  Deo-San  19  Hospital  Disinfectant 


Deo  C2 

ASP  Dyno  Power  Heavy  Duty  Cleaner  A4 
ASP  Easy  Does  It  Sprayable  Porcln 

Clnr CI 

ASP  Easy  Kleen  16 CI 

ASP  Fail  Safe  Fumeless  Liq.  Drain 

Opener LI 

ASP  Jolt  One-Shot  Drain  Openw/odor 

Blnkt  LI 

ASP  New  Rid'em  Plus  ULVDry  Mist 

InsctKil  Fl 

ASP  Springtime  Air  Sntzr  &  Surf. 

Disnf.    CI 

ASPStop-N-Go  C2 

ASP  Take  Notice  Non-Acid  Creme  Clns 

Cone    C2 

ASP  Terminator  Roach&Ant  Crawl 

InsctKill    F2 

ASP  Triple  Play  Mint  Disinfectant    ....  CI 

ASP  2  Plus  1  Glass  Cleaner  CI 

Dri-Out H2 

Freez-It H2 

FGL  White  H2 

Gold  Tone   HI 

No-Foolin'   CI 

No-Foolin'  RTU    CI 

Persist    H2 

Qik  Oven  &  Grille  Cleaner    A8 

Shield  CI 

Terminator  F2 

Therma-Flo  Acid  Drain  Opener  LI 

American  Supply  Company 

Excellent  Foam  Cleaner   A4 

American  Synergistics,  Inc./ 
ChemStation  Division 

Blue  Diamond  Disinfectant  Creme 

Cleanser    A6.C2 

Blue  Diamond  Germicidal  Multi-Purp 

Dsnf CI 

Blue  Diamond  Lemon 

Cleaner/Disinfectant  CI 

Blue  Diamond  Non-Acid  Bathroom 

Cleaner   C2 

Blue  Diamond  Pine  Cleaner/Disinfectant  CI 

DL7075 CI 

DL7200 CI 

DL7400 CI 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1225  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1900  Ql 

HD5000    Ql 

HD5170    Al 

HD5190    Al 

HD  5195    Al 

HD  5260   Al 

HD5300   Al 

HD5395    Al 

HD  5410   Al 

HD  5420   A4 

HD  5440    Al 

HD5465    Al 

HD5505    Al 

HD5545    Al 

HD5550   Al 

HD5565    Bl 

HD5585    CI 


HD5690   Al 

HD5695    Al 

HD5720   Ql 

HD  5770    Al 

HD  5775    Al 

HD5845    Al 

HD  5860   Al 

HD  5870    Al 

HD5880    Al 

HD  5900    Al 

HD5905    Al 

HD  5940    Al 

HD5955    Al 

HD5965    Al 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP  3075  Al 

KP3125  Ql 

KP3225  Al 

KP3275  Al 

KP  3325  A1.Q1 

KP3350 Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3575  Al 

KP3675  Al 

KP3775  Al 

KP  3850 A2 

KP3875  Al.QI 

KP3900 Al 

KP3950  Al 

KP3995  A8.QI 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2105    Al 

VC2205    Al 

American  Synthol,  Inc. 

Amerlube  FG-1   HI 

Amerlube  FG-2  HI 

Amerlube  FG-3  HI 

American  Water  Chemicals,  Inc. 

Formula  Br- 1595-T  G5.G7 

Formula  DL-1542   G5.G7 

Formula  DL-I543   G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546  G5.G7 

Formula  1425-F  G5 

American  Water  Science 

Formula  15-5  Oxygen  Corrosion  Contl  G6 

Formula  17-15  Steam  Line  Treatment  G6 

Formula  17-7  Steam  Line  Treatment  ..  G6 

Formula  17-8  Steam  Line  Treatment  ..  G6 

Formula  2-1  Anti-Foam    G7 

Formula  2-5  Anti-Foam    G6 

Formula  4-30  Boiler  Water  Treatment  G6 

Formula  4-47  Boiler  Water  Treatment  G6 

Formula  4-75  Boiler  Water  Treatment  G6 

Formula  8-2  Cooling  Water  Treatment  G7 

10-20  Dispersant  G7 

5-18   G7 

American  Water  Technologists,  Inc. 

AB-500    G6 

AB-503    G6 

AB-503L   G6 

AB-522    G6 

AB-534    G6 

AB-540    G6 

AB-545    G6 
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AB-570    G6 

AC-663    G7 

AC-664    G7 

American  Water  Treatment 

SLT-200 G6 

115  G2 

1524  G7 

1553  G6 

1580  G7 

1588  G7 

2100  G6 

33-L  G6 

444  G6 

448  G6 

55  G6 

99  G6 

American  Water  Treatment,  Inc. 

Formula  No.  10-M    G6 

Formula  No.  1524-A  G7 

Formula  No.  33  G6 

Formula  No.  452  G6 

Formula  No.  55  G5 

Formula  No.  56  G5 

Formula  No.  77  G5 

American  Wax  Company,  Inc. 

#6503  Freezer  Cleaner   A5 

Aluminum  Cleaner  &  Degreaser    CI 

Buckingham  Aluminum  Cleaner  And 

Polish    A7 

Buckingham  No.  7016  Stripper  A4 

Buckingham  Non  Ammoniated  Stripper  A4 

Buckingham  Pine  Deodorant   CI 

Buckingham  Safety  Electrial  Cleaner  ..  K2 
Buckingham  Super  H.D.  Hard  Sur- 
face CI A4.A8 

Buckingham  Window  Cleaner   CI 

Buckingham  10%  Sanitizer D2 

Citrisolve  CI 

Citrus  Grease  Solve  CI 

Degreaser  Concentrate    A4 

Degresol  Al 

Detergent  F-ll  A4 

Formula  7271    Dl 

Glass  &  Frame  Cleaner CI 

H  S  Cleaner  Al 

H.D.  Hard  Surface  Cleaner  A4 

Hard  Surface  Cleaner  Non-Butyl    .    A4.A8 

Hot  Shot    Al 

Liquid  Scrub  Soap CI 

Neutral  Cleaner  CI 

No.  71  Cleaner    CI 

No.  7478  Cleaner    Al 

Pink  Cleaner    CI 

Pink  Lotion  Hand  Soap    El 

Rando  CI 

Saf-T-Solvent K2 

Showcase  Cleaner  CI 

Super  Cherry  Odor  Counteractant    CI 

Super  Lemon  Odor  Counteractant    CI 

Synthetic  Cleaner    Al 

Up-Keep A4.A8 

15%  Liquid  Soap El 

40%  Liquid  Soap   El 

Americhem 

Blitz  A4 

Boot-Hill    F2 

Crawl-Kil  ...  F2 

Draineze  LI 

Green  Lightning    A4 

Kleen  Quik    C2 

Kleer-Vue    CI 

Mag-I-Bol    C2 

Mig-I-San C2 


Opal  Deluxe  Hand  Soap  E4 

Scent-Gard  C2 

Americhem 

FWT-555  G7 

SC-105  G6 

Americhem  Inc. 

Super-D  Al 

Americhem  International 

Blue  Magic    CI 

Americlean  Environmental 
Products 

AEP-104    Al 

Amerigo,  Inc. 

Amersept  128    D2 

Amersept  256    D2 

Amersept-64    D2 

Big  Break Bl 

Booster  Laundry  Degreaser    Bl 

Citrus  Kleen CI 

Dairy-San  D2 

Egg  Wash  HSM 140    Ql 

Emerald  Green  Dish  Detergent Al 

Formula  AS  Al 

Formula  1    A2 

Grease  Release    A8 

H.D.  HSM  Det.  394   A2 

HD  PLD Bl 

Hi-Foam  Hand  Dish    Al 

HSM  Safeway  Descaler   A3 

HW  LTD G6 

LA.  Built  Laundry  Detergent Bl 

LTD Al 

Liquid  Chlorine  Sodium  Hypochlorite  Bl 

Liquid  Jolt  Plus  Bl 

Liquid  Ox    Bl 

Neutral  All  Purpose  Cleaner Al 

Pink  Lotion  Hand  Soap    El 

Pink  Pot  N  Pan  Delux    Al 

Powder-Ox Bl 

Powdered  Chlorine  10%  Dry  Bleach  .  Bl 

Powdered  Concrete  Floor  Cleaner   CI 

Powdered  Hand  Soap   C2 

Protergent Bl 

Pure   Bl 

Pure  200 Bl 

Pwd.Mach.Det Al 

Sanichlor   Al 

Smoke  House  Cleaner  HSM  100  A8 

So-Soft  B2 

Sour/Soft   B2 

Super  GPC  Concentrate    Al 

Super  Smokehouse  Cleaner  HSM  200  A2 

Amerikem  Laboratories  Ltd. 

Atomic  Action  Oven  and  Grill  Cleaner  A8 

Greasebuster    Al 

Kern  Kleen  D2 

Ameritech  Corporation  of  VA 

Bio-Zolv    CI 

Foam  Brite  C2 

Amerochem  Corporation 

Acid  1000    A3 

Acid  2000    A3 

Acid  3000    A3 

Alkachlor-Plus  Foaming  Liquid  A2 

Awlglide40  H2 


AS  200  Acid  Cleaner   D2 

CAC-1824  Egg  Wash  Ql 

Desolve    Al 

Hypo-Chlor   Al 

Pro-Chlor  A2 

PN-10  Acid  Cleaner  Concentrate  A3 

Super  Clean  Al 

Ultra  1000  Hvy  Dty  Poultry  Hse  Clnr 

Cone    Al 

Amfel,  Inc. 

Water-Soluble  Technical  Deodorizer    .  CI 
Amitron  Chemical  Corporation 

XL-70 CI 

Amoco  Chemical  Company 

Indopol  H-100  HI 

Indopol  H-100H    HI 

Indopol  H-15  HI 

Indopol  H-15H    HI 

Indopol  H- 1500  HI 

Indopol  H-1900  HI 

Indopol  H-25  HI 

Indopol  H-25H    HI 

Indopol  H-300  HI 

Indopol  H-300H    HI 

Indopol  H-35  HI 

Indopol  H-35H    HI 

Indopol  H-40  HI 

Indopol  H-50  HI 

Indopol  H-50H    HI 

Indopol  L-10   HI 

Indopol  L-100  HI 

Indopol  L-100H  HI 

Indopol  L-14   HI 

Indopol  L-14H  HI 

Indopol  L-50   HI 

Indopol  L-50H  HI 

Amoco  Oil  Company 

Amdex  Grease  No.  1EP   H2 

Amdex  Grease  No.  2  EP    H2 

American  Industrial  Oil  MV H2 

American  Industrial  Oil  No   100   H2 

American  Industrial  Oil  No.  150   H2 

American  Industrial  Oil  No.  220   H2 

American  Industrial  Oil  No.  32   H2 

American  Industrial  Oil  No.  320   H2 

American  Industrial  Oil  No.  46   H2 

American  Industrial  Oil  No.  460   H2 

American  Industrial  Oil  No.  68   H2 

American  Industrial  Oil  No.  680   H2 

Amoco  AW  Oil  No.  100    H2 

Amoco  AW  Oil  No.  150    H2 

Amoco  AW  Oil  No.  32  H2 

Amoco  AW  Oil  No.  46    H2 

Amoco  AW  Oil  No.  68    H2 

Amoco  C-4  Fluid    H2 

AmocoCompressorOilNo.no   H2 

Amoco  Compressor  Oil  No.  260   H2 

Amoco  Coupling  Grease  H2 

Amoco  Cylinder  Oil  No.  1000  H2 

Amoco  Cylinder  Oil  No.  460  H2 

Amoco  Cylinder  Oil  No.  680  H2 

Amoco  EDM  Oil  HI 

Amoco  Food  Grade  Gear  Oil  EP  220  H2 

Amoco  Food  Grade  Gear  Oil  EP  460  H2 

Amoco  Food  Grade  Gear  Oil  EP  680  H2 

Amoco  Food  Grade  Gear  Oil  320   HI 

Amoco  Food  Grade  Gear  Oil  680  HI 

Amoco  FG  Chain  Oil  100    HI 

Amoco  FG  Gear  Oil  220  HI 

Amoco  FG  Gear  Oil  460  HI 

Amoco  FG  Gear  Oil  68  HI 

Amoco  FG  Grease  No.  0   HI 

Amoco  FG  Grease  No.  1    HI 
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Amoco  FG  Grease  No.  2   HI 

Amoco  FG  Hydraulic  Oil  100-EL   HI 

Amoco  FG  Hydraulic  Oil  32-EL  HI 

Amoco  FG  Hydraulic  Oil  46-EL  HI 

Amoco  FG  Hydraulic  Oil  68-EL  HI 

Amoco  FG  Trolley  Lubricant  HI 

Amoco  Heat  Transfer  Oil  No.  4199  ....  H2 

Amoco  High  Temperature  FG  Grease  HI 

Amoco  Hydraulic  Oil  All  Weather    ....  H2 

Amoco  Lithium  Multi-Purp.  Grease  ....  H2 
Amoco  Multi-Purp  ATF  Dextron-II 

E/Mercon    H2 

Amoco  Multi-Purp  Gear  Lubrant  SAE 

80W-90  H2 

Amoco  Multi-Purpose  Gear  Lubr.  SAE 

140    H2 

Amoco  Multi-Purpose  Gear  Lubr.  SAE 

80W H2 

Amoco  Multi-Purpose  Gear  Lubr.  SAE 

90    H2 

Amoco  Multi-Purpose  Gear 

Lubr.SAE85W-140  H2 

Amoco  Packers  Technical  Oil    HI 

Amoco  Refrigeration  Compressor  Oil  H2 

Amoco  Spindle  Oil  A  H2 

Amoco  Spindle  Oil  C  H2 

Amoco  Superla  DCO  55  HI 

Amoco  Superla  DCO  75  HI 

Amoco  Synthogear  EP680  Lubricant  ..  H2 
Amoco  Syntholube  Polybutene  Oil  No. 

14    HI 

Amoco  Syntholube  Polybutene  Oil  No. 

15-H    HI 

Amoco  Syntholube  Polybutene  Oil  No. 

25H   HI 

Amoco  Syntholube  Polybutene  Oil  No. 

300H  HI 

Amoco  Syntholube  Polybutene  Oil  No. 

95H   HI 

Amoco  Syntholube  SL  Cmpsr  Oil  No. 

100    H2 

Amoco  Syntholube  SL  Cmpsr  Oil  No. 

150    H2 

Amoco  Syntholube  SL  Cmpsr  Oil  No. 

32    H2 

Amoco  Syntholube  SL  Cmpsr  Oil  No. 

68    H2 

Amoco  Trough  Grease  Soft   HI 

Amoco  Ultimate  Grease   H2 

Amoco  Ultimate  Grease  SF  H2 

Amoco  White  Oil  AFP  HI 

Amoco  White  Oil  No.  8-T  HI 

Amoco  White  Oil  No.  9-T  HI 

Amoco  Worm  Gear  Oil    H2 

Amoco  100  Heat  Transfer  Oil   HI 

Amoco  1000  Fluid    H2 

Amoco  200  Motor  Oil  SAE  30    H2 

Amoco  300  Motor  Oil  SAE  10W  CF/SH  H2 

Amoco  300  Motor  Oil  SAE  20  CF/SH  H2 

Amoco  300  Motor  Oil  SAE  20-20W  ..  H2 
Amoco  300  Motor  Oil  SAE  30 

CF/CF-2/CE/SH   H2 

Amoco  300  Motor  Oil  SAE  40 

CF/CF-2/SH    H2 

Amoco  300  Motor  Oil  SAE  50  CF/CF-2  H2 
Amoco  300MtrOillOW-30 

CG-4/CF/CF-4/CE/SH   H2 

AmocoMulti-PurpGearLubSAE80W 

MOMultGrd  H2 

Amogas  Ashless  Engine  Oil  H2 

Amogas  Low  Ash  Engine  Oil    H2 

Amojell  Clear  Lubricant  HI 

Amojell  Petrolatum  Amber  (USP)  HI 

Amojell  Snow  White  HI 

Amokon  Oil  No.  32    H2 

Amokon  Oil  No.  68    H2 

Amolite  Oil  No.  22  H2 

Amolite  Oil  No.  32  H2 

Amolite  Oil  No.  68  H2 

Amolith  Grease  All  Weather    H2 

Amolith  Grease  No.  1  H2 

Amolith  Grease  No.  2  H2 


Amolith  Grease  No.  8516  H2 

Am300MtrOH5W-40 

CG-4/CF/CF-4/CE/SH/EO-L  H2 

CB-28Wax  HI 

CB-39  Wax   HI 

Perma-Flo  Oil  No.  22  H2 

Perma-Flo  Oil  No.  32  H2 

Perma-Flo  Oil  No.  68  H2 

Permagear  EP  100  Lubricant  H2 

Permagear  EP  1000  Lubricant   H2 

Permagear  EP  1 50  Lubricant   H2 

Permagear  EP  220  Lubricant   H2 

Permagear  EP  320  Lubricant   H2 

Permagear  EP  460  Lubricant   H2 

Permagear  EP  68  Lubricant   H2 

Permagear  EP  680  Lubricant   H2 

Reda  HE.  Motor  Fluid  H2 

Rykon  Oil  MV    H2 

Rykon  Oil  No.  100  H2 

Rykon  Oil  No.  220  H2 

Rykon  Oil  No.  32  H2 

Rykon  Oil  No.  46  H2 

Rykon  Oil  No.  68  H2 

Rykon  Premium  Grease  No.  0  H2 

Rykon  Premium  Grease  No.  0  EP  H2 

Rykon  Premium  Grease  No.  1    H2 

Rykon  Premium  Grease  No.  1  EP  H2 

Rykon  Premium  Grease  No.  2  H2 

Rykon  Premium  Grease  No.  2  EP  H2 

Rykon  Premium  Grease  No.  3   H2 

Rykotac  EP  Grease  H2 

Super  Permalube  Grease  H2 

Superla  Mineral  Oil  10-NF  HI 

Superla  White  Mineral  Oil  No.  10  HI 

Superla  White  Mineral  Oil  No.  13  HI 

Superla  White  Mineral  Oil  No.  18  HI 

Superla  White  Mineral  Oil  No.  21  HI 

Superla  White  Mineral  Oil  No.  31  HI 

Superla  White  Mineral  Oil  No.  35  HI 

Superla  White  Mineral  Oil  No.  38  HI 

Superla  White  Mineral  Oil  No.  5  HI 

Superla  White  Mineral  Oil  No.  6  HI 

Superla  White  Mineral  Oil  No.  7  HI 

Superla  White  Mineral  Oil  No.  9  HI 

Superla  90-CF  HI 

Supermil  Grease  M-125    H2 

Synthogear  EP  220  Lubricant  H2 

Synthogear  EP  320  Lubricant  H2 

Synthogear  EP  460  Lubricant  H2 

Ampion  Corporation 

Alkali-25    G6 

Allin-1  Boiler  Water  Treatment  G7 

Am-Tech  Tower  &  Condenser  Cleaning 

Kit  PI 

Amine  Return  Line  Treatment  #  1 2D  G6 

Amine  Return  Line  Treatment  #6D  ....  G6 

Amine  Return  Line  Treatment  #91 D  ..  G6 

Ampicide  9    G7 

Amptrol  P    G7 

Amptrol  P  NC  G7 

Amptrol  PM    G7 

Amptrol  PM  NC  G7 

Amptrol  SC  G7 

Amptrol  SCH    G7 

Boiler  Water  Treatment  #P-402  G6 

Boiler  Water  Treatment  #306  G7 

Boiler  Water  Treatment  #307  G6 

Boiler  Water  Treatment  #308  G6 

Boiler  Water  Treatment  #309  G7 

Boiler  Water  Treatment  #3090  G7 

Boiler  Water  Treatment  #312  G7 

Chelate  "C"  Boiler  Water  Treatment  ..  G6 

Chelate  Boiler  Treatment  E    G6 

City  Formula  B.W.T G6 

Cooling  Water  Treatment  #103    G7 

Cooling  Water  Treatment  #104    G7 

Cooling  Water  Treatment  #105    G7 

Cooling  Water  Treatment  #107    G7 

Cooling  Water  Treatment  #113    G7 

Dryacid  Descaler  and  Cleaner    A3 


Flake  Caustic  Soda   G6 

Formula  S-4  G6 

Greasgo   Al 

Hex-Phos#15    G6 

Hex-Phos#30   G6 

Hot  &  Cold  Water  System  Treat G6 

Idle  Boiler  Lay-Up  Treatment    G6 

Liquid  Acid  Descaler    A3 

Liquid  Drain  Cleaner    LI 

Liquid  Hand  Soap  El 

Liquid  Oxygen  Scavenger G6 

LoCP    G7 

New  Colloid  Boiler  Water  Treat  P-l   ..  G6 

Nitrex-B  G7 

Organic  Boil  Out  #10  G7 

Organic  Boil  Out  #20  Al 

Ox-Scav  G6 

Oxygen  Scavenger  "S"   G6 

Phosphate  Control  G6 

Polymer  Alkali  #25  G6 

Polymeric  Adjunct  "A"  G6 

Polymeric  Adjunct  C G6 

PCA  Boiler  Water  Treatment  G6 

Retort  and  Cooling  Water  Conditioner  G5 

T.S.P G6 

Amptrak  Industries 

Lightning  A4.A8 

Lotion  Hand  Soap  El 

Oven  &  Grill  Cleaner  A8 

Amrep,  Inc. 

Acco  Zyme    L2 

Acid  Detergent    A3 

Advadet  PI 

Aero  Chem  Moisture  Guard  H2 

Ammoniated  Wax  Stripper CI 

Amrep  5003  Fl 

Amrep  5008  F2 

Amrep  6000 F2 

Amstrip    A8 

AmSolv  AmGuard  121K    G7 

AmSolv  AmGuard  122K    G7 

AmSolv  AmGuard  131 K    G6 

AmSolv  AmGuard  4250  G7 

AmSolv  AmGuard  4350  G6 

AmSolv  AmGuard  7815  G7 

AmSolv  AmGuard  7825  G6 

AmSolv  AmSolv  6920   PI 

AmSolv  AmSteam  5520  G6 

AmSolv  AmSteam  6620  G6 

AmSolv  AmSteam  6630  G6 

AmSolv  AmTreat  1210 G7 

AmSolv  AmTreat  1225  G5.G7 

AmSolv  AmTreat  1230  G7 

AmSolv  AmTreat  1250 G5.G7 

AmSolv  AmTreat  1310 G7 

AmSolv  AmTreat  2620 G7 

Ant,  Roach,  &  Spider  Residual 

w/Dursban  F2 

Anti-Seize  Compound  H2 

Apple  Blossom  Repco-Air  Deodorant 

Spray  CI 

Aqua-Kill  Insecticide    F2 

Arctic  Temp  -50  Degrees  Grease  H2 

Astrodet  A4 

Automatic    Al 

Baby  Powder  Deodorant  Spray    CI 

Bio-Syn    CI 

Blue  Whiz  C2 

Bolex   C2 

Bon-Aire    CI 

BC-404    A4 

BC-808    A4 

BWT-100  G6 

BWT-101  G6 

Chain  Lube    H2 

Chem-Lift    Al 

Chemodet  CI 

Citra-Syn   CI 
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Clear  Lemon  10  Disinfectant   C2 

Clear-Mint  10   CI 

Clear-Pyne  CI 

Coco  All  40%  Concentrate  El 

Coco-15  El 

Coil  Cleaner PI 

Command    Al 

Control  750  D2 

Creamy  Pink   Al 

CLT-100    G6 

CWT350  G4 

CWT500  G7 

CWT-2000  G7 

CWT-300  G7 

CWT-8000  G7 

D-70  Concrete  Cleaner  A3 

Defense  Residual  Insecticide    F2 

Descaler  #Two A3 

Descaler  No   1  Lime  And  Scale  Re- 
mover       A3 

Dip  Strip    C1.C3 

Dish-A-Clean  Al 

Dual  Synergist  Space  Spray  Insecticide    Fl 

El  Capitan   CI 

Emulsi  Concentrate  CI 

Emulsi  Regular   CI 

EDF-3    G7 

Foam-It    A4.A8 

Fog  Kill  Oil  Base  Insecticide  Fl 

Frosty  Pearl   El 

Glass  Shine   CI 

Gold  Grease  H2 

Halt    LI 

High  Load  H2 

High  Load  Red  Gear  Lube  SAE  80W90  H2 
High  Load  Red  Gear  Lube  SAE 

85W140 H2 

HiCon    A4 

Husky  A4 

HDC-303  Al 

HFC  80    A4 

Jel-Sol    CI 

Kunk   Al 

Lemon  Oil  Polish    CI 

Lemon  Repco-Air  Deodorant  Spray  ....    CI 

Limo  Sol   CI 

Liquid  Ice  Melter    CI 

Liquidate   LI 

Lithium  E.P.  Grease   H2 

Lo-Odor  C3 

LDS-20    Al 

Mean  Green  Al 

Medi-Clean    El 

Mild  CI 

Mint  Repco-Air  Deodorant  Spray    CI 

Misty  "PBC-20"  Bowl  Cleaner C2 

Misty  Abrasive  Foam  Cleaner   CI 

Misty  Accur-Spray  II  Wasp&Homet 

Killer  Fl 

Misty  Accur-Spray  Wasp  &  Hornet  Kil- 
ler     F2 

Misty  All  Purpose  Cleaner  CI 

Misty  All  Purpose  Silicone  HI 

Misty  Ant  &  Roach  Spray    F2 

Misty  Ant,  Roach  &  Spdr. 

Res.In.w/Diaz F2 

Misty  Ant,  Roach, &Spdr  Res.  Insecti- 
cide     F2 


sty  Anti-Crawl  Residua!  Insecticide      F2 

sty  Anti-Seize  Lubricant H2 

sty  Aqueous  Residual  Spray    F2 

sty  Banish  F2 

sty  Barrier  Cream  E4 

sty  Bath  and  Tile  Cleaner    C2 

sty  Battery  Cleaner  &  Protector PI 

sty  Bayberry  Air  Freshener   CI 

sty  Belt  Dressing    PI 

sty  Bio  Power  "Bath"  CI 

sty  Biodet-128    Al 

sty  Biodet-256    A4 

sty  Biodet-64    Al 

sty  Biodet-90    CI 


Misty  Blaster  Insect  Spray   Fl 

Misty  Brake  &  Parts  Cleaner  Kl 

Misty  Chain  &  Cable  Lube    H2 

Misty  Cinna  Fresh  Dry  Deodorizer  II       CI 

Misty  Circuit  Board  Cooler    PI 

Misty  Citra  Clean    CI 

Misty  Citrus  Fresh  Hosp  Spray 

Disnf&Deod   CI 

Misty  Coil  Cleaner  II   PI 

Misty  Conquer  Time  Dispense  Synth 

Inset Fl 

Misty  Conquest  Fl 

Misty  Contact  &  Circuit  Board  Cleaner  K2 
Misty  Contact  &  Circuit  Board  Cleaner 

II   K2 

Misty  Contact  &  Circuit  Board  Clnr  III  K2 
Misty  Contact  &  Crct  Brd  Clnr  III(Bulk)  K2 

Misty  Control    F2 

Misty  Cool  Breeze  Dry  Deodorizer  II      CI 

Misty  Disinfectant  Foam  Cleaner  CI 

Misty  Dry  Lubricant   H2 

Misty  Dry  Moly  Lubricant   H2 

Misty  Dualcide    F2 

Misty  Econo  Kill  Fl 

Misty  Economy  Silicone  H2 

Misty  Emulsi  Plus  CI 

Misty  Engine  Degreaser   Kl 

Misty  Foamy  Chlorinated  Cleaner  A I 

Mist\  Foamy  Lube   HI 

Misty  Fog  Away  F2 

Misty  Fog  Plus  Fogger  F2 

Misty  Fog-It    Fl 

Misty  Food  Grade  Silicone  Spray  HI 

Misty  Forest  Glen  Dry  Deodorizer CI 

Misty  Forest  Glen  Dry  Deodorizer  II  ..    CI 

Misty  Gear  &  Chain  Lubricant H2 

Misty  Gen.  Purp.  Fly.  Insect  Killer,. 3P     Fl 

Misty  Glass  &  Mirror  Cleaner  CI 

Misty  Glycol  Air  Freshner  Baby  Powder  CI 
Misty  Glycol  Air  Sanitizer  Lemon  Lime  CI 
Misty  Glycol  Air  Sanitizer  Mint  Frag  CI 
Misty  Glycol  Air  Sanitizer  Orange  Frag.  CI 
Misty  Glycol  Air  Santzr  El  Capitan 

Frag CI 

Misty  Graphite  Penetrant  and  Lubricant  H2 

Misty  Green  All  Purpose  Cleaner    CI 

Misty  Green  Glass  Cleaner  CI 

Misty  Green  Spot  Cleaner  Solvent  CI 

Misty  Green  Stainless  Steel  Cleaner    .     CI 

Misty  Green  Tub  &  Tile  Cleaner  CI 

Misty  Gum  Remover CI 

Misty  High  Purity  Safety  Solvent  Kl 

Misty  Hospital  Disinfectant  Deodorant     CI 

Misty  Hydro-Zyme   CI 

Misty  Industrial  Aqueous  Emulsf.  Cone  Fl 
Misty  Industrial  Cleaning  Solvent  K2 

Misty  Industrial  Cleaning  Solvent 

(Bulk)   K2 

Misty  Insect  Killer    Fl 

Misty  Insect  Spray    Fl 

Misty  II  Disinfectant  &  Deodorant  CI 

Misty  II  Flying  Insect  Killer,  6P    Fl 

Misty  Jato  Power  Pac  Cartridge  CI 

Misty  Jelled  Vandalism  Mark  Remover   CI 

Misty  Knock-Out Fl 

Misty  Lemon  Peel  Dry  Deodorizer  ....  CI 
Misty  Lemon  Peel  Dry  Deodorizer  II       CI 

Misty  Liquid  Disinfectant  D2 

Misty  Malodor  Neutralizing  Fogger  ....    CI 

Misty  Misticide  Fl 

Misty  Mizer  Air  Sanitizer  CI 

Misty  Mizer  Air  Sanitizer  Lime  CI 

Misty  Mizer  Air  Sanitizer  Mint   CI 

Misty  Mizer  Economy  Insecticide   Fl 

Misty  Mizer  Insecticide    F2 

Misty  Mizer  Odor  Neutralizer  Bayberry  CI 
Misty  Mizer  Odor  Neutralizer  Bouquet  CI 
Misty  Mizer  Odor  Neutralizer  Lilac  ....  CI 
Misty  Mizer  Odor  Neutralizer  Lime  ..  CI 
Misty  Mizer  Odor  Neutralizer  Odorless   CI 

Misty  Moisture  Guard  H2 

Misty  Mountain  Air  Dry  Deodorizer  ..    CI 


Misty  Mountain  Air  Dry  Deodorizer  II  CI 
Misty  Multi-Purpose  Disinfectant 

Cleaner   CI 

Misty  Multi-Purpose  Insecticide  Fl 

Misty  MG-41  Moist   Dsplcng  &  Pnlrtng 

Oil  H2 

Misty  Odor  Neutralizer  Plus+        CI 

Misty  Omnicide  HP   Insect  Spray  Fl 

Mist)  Oven  and  Grill  Cleaner    A8 

Misty  P.C.O.  Prof  Hying  Insect  Killer     Fl 

Misty  Painless  Stainless    A7 

Misty  Paint,  Gasket,  &  Decal  Remover    C3 

Misty  Penetrant  Lubricant  II  H2 

Misty  Penetrating  Lubricant  H2 

Misty  Pine  Air  Freshener   CI 

Misty  Powder  Puff  Residual  Insecticide   F2 

Misty  Protects-All  CI 

Misty  Ready  Shine  Glass  Cleaner    CI 

Misty  Repro-Chlor  CI 

Misty  Residual  Contact  Spray    F2 

Misty  Room  Fogger    Fl 

Misty  Safety  Solvent  K2 

Misty  Safety  Solvent  II  Kl 

Misty  Septi-Clean   E2 

Misty  Silicone  Lubricant  Spray  HI 

Misty  Silicone  Mold  Release   HI 

Misty  Slip  Shot  II   H2 

Misty  Slip-Shot  H2 

Misty  Snappy  Apple  Dry  Deodorizer  CI 
Misty  Snappy  Apple  Dry  Deodorizer  II  CI 
Misty  Solvent  Cleaner  and  Degreaser       Kl 

Misty  Special  Foam-It  A4.A8 

Misty  Special  Glass  Cleaner  Concen- 
trate      CI 

Misty  Spot  Remover  Kl 

Misty  Stainless  Steel  Cleaner  A7 

Misty  SuperSolve    K2 

Misty  SuperSolve  (Bulk)    K2 

Misty  Surface  Disinfectant  &  Air  Deod.  CI 

Misty  Talc  Dry  Deodorizer CI 

Misty  Talc  Dry  Deodorizer  II  CI 

Misty  Textile  Grade  Dry  Silicone  Spray  HI 
Misty  Total  Release  Odor  Counteractant  CI 

Misty  Utility  Cleaner    CI 

Misty  Vandalism  Mark  Remover  CI 

Misty  Wasp  &  Hornet  Killer  II    F2 

Misty  Waterless  Hand  Clnr 

w/Pumice(Aer)  E4 

Misty  White  Guard  HI 

Misty  White  Guard  Supreme  with  PTFE  HI 
Misty  White  Lithium  Grease  HI 

Moly-G  Grease    H2 

Moly-Grease    H2 

Multi-Power  CI 

Nab CI 

Neo-San  Dl 

Neutra  Clean   Al 

No.  Ten  Concentrated  Glass  Cleaner  ..  CI 
One  Shot  "Foamy"  Grmcdl  Clnr  & 

Deod.  RTU  CI 

Oven  &  Grill  Cleaner  A4.A8 

Ox-Off  Acid  Base  Descaling  Detergent    A3 

OCS  CI 

Paradet  A4.A8 

Pine  Oil  Cleaner   CI 

Pine  Oil  Disinfectant  CI 

Pink  Sudsy  Ammonia  CI 

Porcelain  &  Tile  Cleaner    A3 

Quat-22    Dl 

Red  Grease    H2 

Release  H2 

Repco  Coolant  #2   PI 

Repco-Chlor CI 

Repco-Dyne  C2 

Repco-Tox  Space  Spray  Insecticide  Fl 

Repco-Tox  Space  Spray  Insecticide 

Cone Fl 

Reprosolve  Al 

RP- 134  Industrial  Safety  Solvent  K2 

RP-33  Industrial  Safety  Solvent  K2 

RST-203  Heavy  Duty  Liquid 

Detrgnt  Cone A4.A8 
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Secure  Bowl  &  Urinal  Cleaner C2 

Sewer  Solvent   CI 

Sila-Clean    CI 

Sludge  Floe   LI 

Sof-T   B2 

Space-Spray  Fl 

Spray-Sect   Fl 

Steam-O-Clean    Al 

Strip-Off C3 

Super  Creme    C2 

Super  Pine  Odor  Disinfectant  CI 

Super  Reprosolve    A4 

Super  5000  (10w40)  H2 

Super-Solve  Industrial  Safety  Solvent  K2 
Superfilm  Hydraulic  Oil  IS046 

(SRL381C)   H2 

Superfilm  Hydraulic  Oil  lOwt  (RL381)  H2 

Superfilm  Hydraulic  Oil  20wt  (RL382)  H2 

Superfilm  Hydraulic  Oil  30wt  (RL384)  H2 

Superfilm  Multi-Viscosity  Industrial  Oil  H2 
Surge  Heavy  Duty  Liquid  Detergent 

Cone A4.A8 

Take-Off   Al 

Tridet  A4 

Trio    C2 

Tuffplate  w/PTFE  H2 

Visa    CI 

White  Guard    HI 

Amsoil  Inc. 

Farm  Tractor  Hydraulic/Trans.  Oil  H2 

Gear  Lube  SAE  80W-90 H2 

Moly  Fortified  Heavy  Duty  Synthetic 

Grs H2 

QL  Complex   A1.B1 

Synth  Air  Comprsr  Oil  ISO  VG  46 

(SCI)  H2 

Synthetic  Polymer  Food  Grade  Grease  HI 

The  Metal  Protector    H2 

Amtech  Products,  Inc. 

Advance  Bl 

Attack Bl 

Brite  Bl 

Brite  White    Bl 

Chief    Bl 

Chlorite    Bl 

Fybr-Sof B2 

Lift  Bl 

Liqui-Del  Bl 

Marathon   Bl 

Neu-Tex  Bl 

Olympic  Bl 

Pinnacle  Bl 

Reclaim   Bl 

RX   Bl 

Strike   Bl 

Syntrox    Bl 

Ultra  Bl 

Varox  Bl 

Amtek  Manufacturing,  Inc. 

No.  155  Lotionized  Hand  Soap   El 

No.  172  Hand  Sanitizing  Compound  ....  E2 
No.  177  Antibacterial  Lotion   E4 

Amtex  Chemical  Co. 

Amtex  Bleach    B1.G4 

Amtex  Cleaner  1   A8.C1 

Amtex  QA-10 D2 

Amtex-A-Plus   A3 

Amtex-AC  A3 

Amtex-Blast Al 

Amtex-Chlor   Al 

Amtex-CIP  Al 

Amtex-CL   CI 

Amtex-DG  Al 


Amtex-Foamup    Al 

Amtex-FC    Al 

Amtex-Moil  HI 

Amtex-MPY    A4 

Amtex-WC A8.C1 

Amtex-WC-SILC A8.C1 

Amtex-WCX   CI 

Blast-Plus  Al 

Control  Al 

Dishwash  Al 

Solv-It    CI 

Thick-Quick  Al 

Top  Gun Al 

Top  Gun  Cone A4 

WC-Boost    A8 

Amvac  Chemical  Corporation 

Alco  Bug  Spray  F2 

Amway  Corporation 

Aerosol  Oven  Cleaner  A8 

All  Fabric  Bleach    Bl 

All-Purpose  Spray  Adjuvant  AI.E1 

Allano    E4 

Auto.  Dshwshr  Comp-Soft  Water  For- 
mula        Al 

Auto.  Dshwshr  Compound-8.7%  P  For- 
mula        Al 

Automatic  Dishwasher  Compound  Al 

Chlorine  Bleach  Bl 

Chrome  &  Glass  Cleaner   CI 

Concntrted  Fabric  Softener  &  Bri- 

ghtener    B2 

Dish  Drops A4 

Hard  Water  Film  Remover  A3 

Industroclean  Heavy  Duty 

Cleaner   A4.B1.C1 

Kool  Wash  Gentle  Liquid  Detergent   ..    Bl 
L.O.C.  High  Suds  Liquid  Organic 

Cleaner   A4 

L.O.C.  Liquid  Organic  Cleaner      A4.C1.E4 

L.O.C.  Super  Concentrate  C1.E4 

Metal  Cleaner    A6 

Pre-Wash  Laundry  Spray    Bl 

Pursue  Broad  Spectrum 

Dsnfctnt/Deodrzr    C2 

Pursue  Foam  Cleaner  Germicidal  CI 

Pursue  Germicidal  Concentrate    CI 

Pursue!  Disinfectant  Cleaner    A4.C2 

Quick-Killing  Bug  Spray    Fl 

Smashing  White  Laundry  Booster   B2 

SA8  Limited  Phosphate  Laundry 

Compound A4.B1 

SA8  Liquid  Detergent  A4.BI 

SA8  Liquid  Detergent  w/Fabric  Softener  B2 
SA8  Phosphate  Free  Laundry  Com- 
pound      A4.B1 

Tri-Zyme   Bl 

Water  Softening  Compound  G2.B1 

Wonder  Mist   H2 

Zoom  Instant  Spray  Cleaner  A4.C1 

Zoom  Spray  Cleaner  Concentrate  ....  A4.CI 

Zoom  Super  Concentrate    CI 

3-D  Formula  Concrete  Floor  Cleaner  ..    CI 

AmPro  Chemical  Company 

AmPro  D-C  Al 

AmPro  P-D-G   Al 

An-Fo  Manufacturing  Company 

Acid-Du  A3 

Bottle  Wash-Du  A2 

Chlorinated  Dish-A-Du  Al 

Dairy-Du  Double  Action  Cleaner  Al 

Dairy-Du  Milkstone  Remover    A3 

Double  Strength  Liquid  Dairy-Du    Al 

Du-Suds  Al 


Egg-Du#7  Ql 

Floor-Du    A4 

Fly-Du  Aerosol   Fl 

Iodu    D2 

Liquid  Pipe  Line-DU    Al 

Milk-Master  Al 

Pipe  Line-Du  Dl 

Pipe  Line-Du  A  Dl 

Prime  Smokehouse  Cleaner    A8 

Sani-Du   D2 

Sterl-Aid    Dl 

Super  Wash-Du  Bl 

Super-Du   A3 

Thrifty-Chlor  Dl 

Trouble  Shooter  Dl 

Vac-Line-Du    A2 

X-101   Al 

Analab  Inc. 

A-N  Concentrate  Al 

Citra-Foam  C2 

Formula  582  Heavy  Duty  CI 

H-D  Degreaser CI 

Heftee  Blue   Al 

Hi-Pine  CI 

LaFleur  Liquid  Soap  El 

Lime  All    CI 

Mint  Deodorant  Cleaner  CI 

Mintee  Detergent  Disinfectant   CI 

Nutra  Kleen  Floor  Cleaner  CI 

Odorid    CI 

Orange-Solve  CI 

Pan  Degreaser  Al 

Penta  Pine  Disinfectant  CI 

Pine  Deodorant  Cleaner    CI 

Pine  Scrub  Floor  Cleaner   CI 

Pink  Lotion  Hand  Soap    E4 

Sani-Derm  Sanitizing  Hand  Soap  E2 

Septic  Zest  LI 

Steem  Kleen    Al 

Superfoam  Liquid  Hand  Soap    El 

Wintergreen  Drip  Fluid  C2 

40  PAR  Liquid  Hand  Soap El 

Anchor  Chem  Products 

C.l.P.  Chlor  Clean  Al 

Foam  Chlor  Al 

Foam  Out  FG    Al 

Grease  Master  CI 

Super  Wash  Laundry  Dtrgnt  Phspht  Free  B 1 

Anchor  Corporation 

B-202A    G6 

B-224A    G6 

B-227A    G6 

Anchor  Research  Corp. 

Super  Lube  Food  Processing  Grease   ..  HI 

Anderson  Chemical  Company 

A-Dine  Sanitizer  D2 

Adjust  PH-7  Al 

Aerol  X   Al 

Aerol  X  Chlorinated   A I 

Aerol  X-10 A4 

Alkali  #109   A2 

Alkali  #110   A2 

Alkali  #112   A2 

Alkali  #130   A2 

Alkali  #90   A2 

Alkali  110NF  A2 

Alkali  120   A2 

Alpha-Det    Al 

An  Kar  Liquid  Al 

An-Break  Bl 

An-Break  Plus  Bl 
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An-Bnie  Bl 

An-Care  HG     A1.E1 

An-Care  625    A4 

An-ChlorHD A1.Q1 

An-Det  2000   Al 

An-Fab  Bl 

An-Foam  II    Al 

An-Gel  A? 

An-Gesl    L2 

An-Klor  Plus  *2 

An-LubeP-30   H2 

An-Quest  Bl 

An-Soft  1000  El 

An-Solv   Al 

An-Sour  Bl 

An-Tec  LF  D2 

An-Tec  QT    D2 

An-Tec  110   D2 

Analox  De-Lime   A3 

Assault  Liquid  A2 

Assualt  A2 

Attack Al 

AF-7800  G5.LI 

AN  GLO  85  Al 

Balance  PH-7 CI 

Beta-Chlor  Al 

Bex  Brom-Chlor  Tablets  G5.G7 

Bio-Clor  "NP"  AI.Q1 

Bio-Clor  Plus  Al 

Bio-Foam  Al 

Bio-Gel    Al 

Blitz  A2.Q1 

Boro-Anox  Bl 

Caustic  Soda  Beads  A2 

Chloro-Anite  Deluxe  701    Al 

Chloro-Anox   Bl 

Clout    Bl 

Combat    A2 

CA-7209    G6 

Delta-Chlor   Al 

Dermatize  Antibacterial  Handwash    E2 

Egg-Chlor    A1.Q1 

Fast  Action    Al 

Fomate  Al 

Fornax    A1.E1 

Foment  Al 

Fomite    Al 

Fomite  Liquid   Al 

Full  Radius    Al 

Generate  Al 

Geron  I D2 

Guide  A4.A8.B1 

Hercules  B1.G4 

Hyprox  Bl 

Hyprox  II  Bl 

Kar  Kleen  Heavy  Duty  Al 

Kleen-Off Al 

Kontrol  Al 

Liquid  An-Break  Bl 

Liquid  Caustic  Potash  45%    A2 

Liquid  Chloro-Anite    Al 

Liquid  Silk  'n  Soft B2 

Litalox   A3 

Litalox  C-5  LF    A3 

Litalox  HF  A3 

Litalox  LF   A3 

Litalox  MF-400  A3 

Magna-Chlor  Al 

Magna-Chlor  Plus  Al 

Micro-Boost  A PI 

Micro-Kleen  L  PI 

Micro-Kleen  P  Al 

Micro-Quest  L  PI 

Micro-San    PI 

Micro-Seq  100  Al 

Micro-Soak    PI 

Micro- Soak  L    PI 

Micro-Wet  A  PI 

Micro-Wet  N  Al 

Micro-Zyme  P-200   PI 

Micro-Zyme  P-300   PI 

Microlox  C-104  LF  A3 


Microlox  C-108  LF  A3 

Microlox  Special  #20  "LF"  A3 

Microlox  Special  #40  LF   A3 

Microlox  Special  #70  LF   A3 

Microlox  Special  100  LF   A3 

Microlox  Special  30    A3 

Microlox  Special  50  LF   A3 

MB-9115   G7 

MB-9615   G5.G7 

Neutra-Lox Bl 

Neutra-Soft    B2 

New  View   C1.P1 

Nunc  Acid A3 

Nitrolox  444    A3 

Novex  Bl 

Penetrate    Bl 

Perform    Bl 

Prevent  Al 

Pro-Lox    A3 

PC-932  G5.G6 

PC-953  G5.G6 

PC-984  G5 

PT-210  G1.G5 

PT-229  G3.G5 

PT-450  G3.G5 

PT-675  G2.G5.G6 

PT-690  G2.G5.G6 

PT-830  A2.G1.G6 

Red  Tile  Floor  Cleaner  A4 

Reg  13  D2.Q4 

Restore  A4.A8 

Rust-Lox    A3.B1 

RC-501    PI 

S- 1 00  Floor  Cleaner   CI 

San-Lube  S-60 H2 

San-Tec  5 D2 

Sca-Lox   A3 

Scanalite  Al 

Silk  n  Soft B2 

Sokanate  X    A2 

Stellar CI 

Super  An-Chlor  A2 

Superlox  X-40  A3 

SA-4095  G6 

SC-1220  G5.G6 

SC-1240  G6 

SC-1415  G5.G6 

SC-1453  G6 

SC-1822  G6 

SC-1839  G5.G6 

SC-1866  G5.G6 

SC-1888  G5.G6 

SL-3020  G5.G6 

SL-31I5  G5.G6 

SL-3160  G6.G5 

SL-3390  G5.G6 

SL-3475  G6 

SO-2122  G5.G6 

SO-2133  G5.G6 

SO-2144 G5.G6 

Tec-An  A2 

Tec-An  D-16  Al 

TEC-AN  B-10  Al 

Vortex    Al 

Wallup  Bl 

Z-50  Defoamer   Al 

Z-55  Defoamer    Al 

Z-85  Defoamer    Al 

Z-90  A1.Q5 

Z-95  Antifoam  Q5 

50%  Caustic  Soda  A2 

75%  Phosphoric  Acid  A3 

Anderson  Chemical  Company,  Inc. 

Alkasteem    G6 

Alkasteem  228  G6 

Alkasteem  232  G6 

Anco  Ice  Machine  Cleaner  A3 

Anco  Water  Treatment   Gl 

Anco  Water  Treatment-S    G3 


Anco-Ox  1010  G6 

Anco-Ox  1030  G6 

Anco-Ox  1090  G6 

Anco-Ox  1095  G6 

Ancocide  4220 G7 

Ancoclean  5020  A3 

Ancoclean  5800 G6 

Ancoclean  5830  G6 

Ancool  3103    G7 

Ancool  3303    G7 

Ancool  3400    G3.G5.G7 

Ancool  3403    G3.G5.G7 

Ancool  3410   G2.G5.G7 

Ancool  3413    G2.G5 

Ancool  3420   G5.G7 

Ancool  3423    G5.G7 

Ancool  3440    G2.G5 

Ancool  3700MP    G7 

Ancool  3709    G7 

Ancool  3760    G6 

Ancosteam  2000   G6 

Ancosteam  2010   G6 

Ancosteam  2015    G6.G7 

Ancosteam  2030   G6 

Ancosteam  2040   G6 

Ancosteam  2045    G6 

Ancosteam  2050   G6 

Ancosteam  2510   G6 

Ancosteam  2513   G6 

Ancosteam  2515    G6 


Ancotrea 
Ancotrea 
Ancotrea 
Ancotreai 
Ancotrea 
Ancotrea 
Ancotreai 
Ancotreai 
Ancotrea 
Ancotrea 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotrea1 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotrea 
Ancotrea 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotreai 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 
Ancotrea 


100 
110 
115 
140 
143 
150 
160 
190 
200 
203 
230 
240 
300 
340 
345 
400 
410 


G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 


520   G6.G7 


600 
610 
620 
630 
640 
650 
660 
670 
680 
690 
700 
701 
705 
750 
820 
830 
840 
850 
870 


G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
PI 
G6 
G6 
G6 
G6 
G7 
G7 


Anu-Foam  Braxon G6 

Antifoam  BW    G6 

Braxon  #1     G6 

Braxon  #2    G6 

Braxon  132    G6 

Chillex-B  G6 

Cooling  Water  Treatment-CSA    G7 

Cooling  Water  Treatment-JWA    G7 

Korromeen  G6 

Ox-Gem  Mp    G6 

Polybrax  185  G6 

Sweetex   Gl 

SR-2  G7 
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Anderson  Industrial  Chemical,  Inc. 

Shur-Kleen  A4 

Sure  Cleen  A4 

Z.I.P CI 

Anderson  Industrial  Sales 

Anderson  Germicidal  Cleaner Dl 

Sewer  Solvent   LI 

Anderson  Oil  &  Chemical  Co.,  Inc. 

Lusol  Cleaner  Degreaser Al 

Andoro  Solution  Systems 

Titan  A4.A8 

Andrews  Chemical  Products  Co. 

Butyl-K    A4 

Angler  Industries 

Chlormate  263  Al 

Power  Punch  3    A2 

Angus  Chemical  Company 

Bioban  CWT  G5.G7 

Angus  Chemical  Corporation 

Alko90   A2 

Alko90-BQ  A2 

Alko  90-T  Tree  Wash  A2 

Alko  90-400  X    A2 

Anga  Blue   Al 

Angel  Blue  Al 

Angus  QT-164  Dl 

Chlorinated  Cleaner Al 

Clean-Me  Al 

DO-49    CI 

Glissen  A3 

Hot  Rod  LI 

Hot  Rod  Liquid  Drain  Opener   LI 

Laundry  Bleach  Bl 

Polt45  Al 

Smokey    A2 

Smokey  Foam   Al 

Trolley  Polish    A2 

XS-6Chlor    Al 

727  L  Bl 

Anti-Seize  Technology 

#201  Action  Concentrated  Liquid 

Detrgnt    A1.E1 

"Heavy  Duty"    A4 

Action  Eze  Liquid  Cleaner  #322    ..    A4.A8 

Blue  Clean  Al 

Food  Machinery  Grease   HI 

Pure  White  Food  Grade  Anti-Seize 
w/Tfln  HI 

Apache  Chemical 

HD-2000   Al 

Apache  Chemical  Company 

All  Purpose  Cleaner    A2 

Apache  Egg  Cleaner  Ql 

Low  Suds  Laundry  Compound  No.  2       Bl 

Pinklor  Dl 

Soft  Velvet  Hand  Soap  El 

10%  Chlorine  Bleach    Bl 


Apache  Enterprises 

Citrachief  CI 

Little-Chief   Al 

Power  Chief Al 

Red  Eye  Al 

Tomahawk  Al 

Warrior Al 

Apex  Best  Chemical 

Break-Away  Degreaser  CI 

Egg  Wash    Ql 

Foam  Down  Meatroom  Cleaner  Al 

San-E-Gleam  C2 

Apex  Chemical  Supply 

Formula  359    Al 

Apex  Engineering  Products 
Corporation 

Rydlyme    A3 

Apex  Janitorial  Supplies,  Inc. 

Foaming  Glass  &  Utility  Cleaner  CI 

Apex  Lubrication,  Inc. 

Big  "O"   CI 

Orange-Solv  Natural  Citrus  Solvent  ....  CI 

Apex  Products,  Inc. 

Liqui-Bac  CI 

Apex  Services 

A.S.  47  Al 

Clean  Concentrate  A4 

Flo-Way  LI 

Flow-Way  Drain  Opener LI 

Formula  74  Steam  Cleaner  Liquid  Al 

K-Kleen  CI 

Apollo  Chemical  &  Supply 

Extra  Heavy  Duly  Lift-Off  Cl-De- 

greaser  A4.A8 

Apollo  Industries,  Inc. 

Aero-Matics  Air  Sanitizer  CI 

Aero-Matics  Baby  Powder   CI 

Aero-Matics  Cinnamon  CI 

Aero-Matics  Garden  Apple  CI 

Aero-Matics  Orange    CI 

Aero-Matics  Wildflower  CI 

Ant  &  Roach  Residual  Spray  F2 

Antiseize    H2 

Aqua-Cide  Residual  Spray   F2 

Barrier  Residual  Insecticide    F2 

Battery  Terminal  Cleaner   PI 

Belt  Dressing  PI 

Blonde  Bomb    CI 

Bright  Shine    CI 

Brite  Shine  CI 

Chewing  Gum  Remover  CI 

Citrus  Foam  CI 

Citrus  Foamy  Engine  Degreaser  CI 

Clean  &  Fresh  All  Purpose  Cleaner  ....  CI 
Clean  &  Fresh  Tub  Tile  &  All  Purp. 

Clnr  CI 

Dissolve  K2 

Dry  Silicone  Spray   HI 

Duricide  F2 

Envi-Cide  I    CI 

Envi-Cide  II  CI 


Flying  Insect  Killer  Fl 

Flying  Insect  Killer  No.  II    F2 

Gel  Vandal  Mark  Remover CI 

Germicidal  Spray  Cleaner  CI 

Glass  &  Mirror  Cleaner    CI 

Glass  Cleaner CI 

High  Purity  Contact  Cleaner K2 

Lubra-Clear  Gel H2 

Moisture  And  Corrosion  Preventative 

Aer H2 

Motor  Degreaser  &  Equipment  Cleaner  K2 

MCP2000  H2 

MCP2100  H2 

Orange  All  CI 

Oven  Cleaner A8 

Pine  All   CI 

Rust  Free  H2 

Safety  Solvent  K2 

Silicone  Release  Agent  HI 

Sparkle  CI 

Spice  Aire    CI 

Stainless  Steel  Cleaner   A7 

Strip-It  Baseboard  Cleaner  &  Wax  Strip.  A4 

Sweet  Scent  CI 

The  Centsible  All  Purpose  Cleaner    ....  CI 

The  Centsible  Disinfectant  Cleaner   ....  CI 

The  Centsible  Disinfectant  Deodorant  CI 

The  Centsible  Glass  Cleaner CI 

The  Centsible  Penetrating  Lubricant    ..  H2 

The  Centsible  Solvent  Degreaser  K2 

The  Centsible  Stainless  Steel  Cleaner  A7 

The  Centsible  Surface  Polish   CI 

Times-Up  Total  Release  Fogger F2 

Total  Release  Fogger    F2 

TFE  Lubricant  Release  Agent    HI 

TKO  Aqueous  Insecticide  F2 

Wasp  &  Hornet  II  F2 

White  Lithium  Grease  Lubricant   H2 

Zap-Em  Wasp  and  Hornet  Killer  F2 

Apollo  Technologies 

Apollo  Technologies  Foamy  Lube  HI 

Blast  Safety  Solvent    K2 

BW-100  G6 

BWT-12  G6 

BWT-29  G6 

Chain  and  Cable  Lubricant  H2 

Contact  Cleaner  K2 

Dry  Glide  HI 

Eliminator    C3 

Food  Equipment  Lubricant  (Aerosol)  .  HI 

Food  Grade  White  Lube  HI 

Food  Lube  HI 

Kwik-Kleen   A2 

Moly  Kote  Dry  Moly  Lubricant  H2 

Power  Foam A2 

Power  Strip   A2 

Sani  Foam   Al 

Side  Kick  H2 

Suds  Al 

Super  Solve  Al 

Syn-Solv    Al 

SR-48  G6 

SR-50  G6 

Tron  Contact  Cleaner   K2 

Apperson  Chemicals,  Inc. 

AB  61     PI 

BWT  12  G6 

BWT  15  G6 

BWT  18  G6 

BWT  190M   G6 

BWT  225  G6 

BWT  226  G6 

BWT  227  G6 

BWT  269  G6 

BWT  35  G6 

BWT  69  G6 

CWT  300  G7 

CWT  301  G7 
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CWT313  G7 

CWT319  G6 

CWT320  G7 

CWT33    G7 

CWT361   G7 

CWT370  G7 

CWT380  G7 

CWT383  G7 

CWT555  G7 

CWT798  G7 

D.S.R A3 

Ex-Skale A3 

RC  1000    G7 

RC223    PI 

RLT20    G6 

RLT21    G6 

RLT40    G6 

RLT40M  G6 

RLT50    G6 

RLT50V  G6 

ST  205  A4.A8 

Applied  Biochemists,  Inc. 

Septictrine   L2 

Applied  Chemical  Research,  Inc. 

Workhorse   Al 

Applied  Chemical  Services,  Inc. 

ACS-100    G6 

ACS-103    G6 

Applied  Chemists,  Inc. 

Boiler  Water  Treatment  BT-121  G6 

Boiler  Water  Treatment  BT-122 G6 

Boiler  Water  Treatment  BT- 132  U    ....  G6 

Boiler  Water  Treatment  BT-134  U    ....  G6 

Boiler  Water  Treatment  BT-142 G6 

Boiler  Water  Treatment  BT-146C   G6 

Boiler  Water  Treatment  BT-212 G6 

Boiler  Water  Treatment  BT-222  G6 

Boiler  Water  Treatment  BT-232 G6 

Boiler  Water  Treatment  BT-321  G6 

Boiler  Water  Treatment  BT-322 G6 

Applied  Process  Technology,  Inc. 

APT-NAD-l    G6 

APT-SSD  G6 

APT/301     G6 

Applied  Research,  Inc. 

Aero  Guard  Fly  &  Roach  Spray Fl 

Applied  Research  Flux  Off K2 

Ar-Reen  "Q"    C2 

Belt-D    PI 

Bolt  Buster  N.F H2 

Bolt  Buster  N.F.  (Aerosol)  H2 

BTC  PI 

C-Breeze  Disinfectant  Deodorant  CI 

Chain  &  Cable  Lube  H2 

Citrus  Grease-Odor  Control   CI 

Cockroach  Killer  F2 

Contact  Plus    K2 

Cream-Klean  Mint  "Q"  A6.C2 

Cream-Klean  Mint  "Q"  A6.C2 

D-Foam   Al 

Dual  Kill  Insect  Killer  Concentrate   F2 

Dual  Sect  Concentrate  Insecticide    Fl 

Electro-Klean  K2 

Enz-Away    L2 

Focus  CI 

Fresh  Aire  Air  Sanitizer  &  Surface 

Dsnft  CI 

GB  Breakdown   CI 

Hi-P  Contact  Cleaner   K2 


High  Viscosity  Silicone  Lube  HI 

Inhibit    H2 

Kleer  Vue  A    CI 

Kleer-Vue  "Q"  CI 

Knock-Out-Super  Emulsifiable  Spray 

Cone Fl 

Lemon-Dis  #22  Lemon  Odor  Dsnft  Deo 

Clnr  A4 

Liquid  Strip  C3 

Lite  Eze  H2 

Long  Shot  Residual  Insecticide    F2 

Mint-Dis  #22  Mint  Odor  Dsnft  Deo. 

Clnr  CI 

MPG  AA"A"  HI 

MPG  White  Guard    HI 

Painless  Stainless    A7 

Pine  Feet  "Q"    CI 

Pine  Sect  "Q"    CI 

Pine-Dis  #22  Pine  Odor  Dsnft  Deo-Clnr  CI 

Quat  #44  Mint  Odor  Disinfectant CI 

Sanitary  Lube    H2 

Seize-Proof    H2 

Sentry  Residual  Roach  Liquid   F2 

Silicone  Lube  "BT"  HI 

Skin  Shield  Cream    E4 

Super  Brute   Al 

SSC    CI 

T-F-Eze   H2 

Two  Phase  Bowl  Cleaner  Disinfectant  C2 
White  Ease H2 

Applied  Specialties,  Inc. 

AS  1035  LI 

AS-9021  G6 

AS-9700 G6 

Formulation  BEC-640  Al 

XP-36P    G6 

Apter  Industries,  Incorporated 

Approquat    CI 

Approquat  II    D2 

Aquaphenate    D2 

E-Z  Grill  &  Oven  Cleaner   A8 

Easy  A4.A8 

Grease  Zone CI 

Hang  Time  CI 

Phenz  A4 

Pinky  Antibacterial   E4 

XtraDutyC  Al 

Yellow  CI 

Aqua  Chemical  Sales  &  Delivery, 
Inc. 

Aqua  Pure  Sanitizer    D2 

Aqua  City,  Inc. 

Grease  Guard  L2 

Aqua  Clean  Systems,  Inc. 

Break  Bl 

Built  Detergent    Bl 

Delime  A3 

Destainer   Bl 

Dish  Clean  Al 

Laundry  Pre-Spot    Bl 

Liqui  Sour   Bl 

Low  Temp  Dishmachine  Detergent  ....  Al 

Oxy-Bleach   Bl 

SourSoft  B2 

Surfactant  Bl 

Aqua  Engineers 

AE-1  Al 

B-Emulsifier    Al 

Enviro-Kleen  Al 


Kleen-Up  Al 

Truck  Wash  Supreme   Al 

444  A4.C1 

Aqua  Laboratories,  Inc. 

Aqua  Chem  214  CH   G6 

Aqua  Chem  214S    G6 

Aqua  Chem  80AB  G7 

Aqua  Chem-412    G6 

Aqua  Chem-6    G7 

Aqua  Chem-6S    G7 

Aqua  Chem-8    G7 

Aqua  Chem-8S    G7 

Aqua  Chem-80S    G7 

Aqua-Buf  G6 

Aqua-Chem-214    G7 

Aqua-Chem-60    G7 

Aqua-Chem-60S    G7 

Aqua-Chem-80    G7 

Aqua-Coll    G6 

Aqua-Coll-D    G7 

Aqua-Coll-P G6 

Aqua-Coll-PS    G6 

Aqua-Gard  G7 

Aqua-Gard-10   G7 

Aqua-Gard-2   G7 

Aqua-Gard-20   G7 

Aqua-Phos  G6 

Aqua-Phos-D  G6 

Aqua-Treet  2875  G7 

Aqua-Treet  2900  G7 

Aqua-Treet  4-D  G7 

Aqua-Treet  420  G7 

Aqua-Treet  450D G7 

Aqua-Treet-22  G7 

Aqua-Treet-4  G7 

Aqua-Treet-40  G7 

Aqua-Treet-42  G7 

Aqua-Treet-450  G7 

Aqua-Treet-8   G7 

Aqua-Treet-80  G7 

Aquamine G6 

Aquamine-2  G6 

Aquamine-5  G6 

AH-2AD    G7 

Deoxit-D    G6 

Deskale    G7 

GB-60    G6 

Liquid  Deox-It  G6 

Mud-Out-500  G7 

RL-300  G6 

Aqua  Labs,  Inc. 

Alkatrol    G6 

Alkatrol  P    G6 

Hardness  Scavenger  L G6 

Hardness  Scavenger  P G6 

Oxy-Scav  L  G6 

Oxy-Scav  P  G6 

Polymer  Adjunct  B  G6 

RLT91-D    G6 

Aqua  Prep,  Inc. 

B-227  G7 

B-228  G6 

B-232  G6 

B-233  G6 

B-234  G6 

B-235  G6 

B-237  G6 

B-238  G6 

B-245  G6 

B-247  G6 

B-248  G6 

B-249  G6 

B-250  G6 

B-251   G6 

B-270  G6 
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B-271   G6 

B-285  G6 

B-288  G6 

B-290  G6 

B-292  G6 

B-293  G6 

B-294  G6 

B-295  G6 

B-296  G6 

B-297  G6 

B-298AF   G6 

CL-102 PI 

CWA   G7.L1 

LSA   G1.G6 

WT-100  G2 

WT-101    G2.G7 

WT-102  G3.G6 

Aqua  Pro 

1425  G7 

1518  G6 

1543  G6 

1547  G7 

1565  G6 

1587  G7 

1624  G6 

1664  G6 

Aqua  Process,  Inc. 

AP-707  G7 

AP-755  G7 

Product  3867  G6 

Product  5164  Oil  Dispersant G5 

3006  G7 

3015  G6 

3270  G6 

3405  G6 

3620  G6 

3640  G6 

3850  G6 

3900  G6 

Aqua  Products,  Incorporated 

Aqua  "M"    Al 

Aqua  Floor  Scrubber  A4 

Aqua  Heavy  Duty  Degreaser-Cleaner  A4 

Aqua  Maid  Bl 

Aqua  San-Det    Dl 

Aqua  Scale  A    A3 

Aqua  Super  Clor  Al 

Aqua-LM  V  Al 

Aqua  Science,  Inc. 

Alklor  P  Al 

AquaCide  W15 G7 

AF-110 G6 

Boilout-40    A2 

BWT-10  G6 

BWT-114  G6 

BWT-14  G6 

BWT-15  G6 

BWT-20  G6 

BWT-24  G6 

BWT-410  G6 

BWT-432  G6 

BWT-432F G6 

BWT-433  G6 

BWT-435  G6 

BWT-436  G6 

BWT-491  G6 

BWT-514  G6 

BWT-6  G6 

BWT-60  G6 

BWT-614  G6 

BWT-84  G6 

BWT-84A    G6 

BWT-844  G6 


Chlorokleen  II   Al 

CWT-30F G7 

D-Phos-37   A3 

D-Phos-80   A3 

DSC-DSP G6 

DSC-19    G7 

DSC-99    G7 

DSP-1101     G7 

DSP-201     G7 

DSP-2010    G7 

DSP-310    G6 

DSP-401    G6 

DWS-860  G3 

EZY-005    CI 

F.P.C.  Lube  100    H2 

FPC  Lube  205  H2 

KKA-Plus    A8 

M-Scrub22  Al 

M-Scrub47  Al 

OS-070 G6 

OS-551  G6 

OS-751  G6 

SLT-170 G6 

SLT-200 G6 

SLT-220 G6 

SLT-230 G6 

SLT-271  G6 

SLT-29 G6 

SLT-527  G6 

SLT-871  G6 

Task-Master  Al 

Titan  PI 

Titan  II  PI 

Aqua  Smart,  Inc. 

Sea  Quest G2 

Aqua  Sure,  Inc. 

Aqua  Sure    G2 

Septic  Treat  550L  CI 

Aqua  Testing,  Inc. 

Acquacide  15  G7 

CPM  24  G7 

Hartofol  AT  Al 

Aqua  Therm,  Inc. 

#400  G7 

#401    G7 

#420  G7 

#451   G2 

#601   G6 

#602  G6 

#610  G6 

#611   G6 

#616  G7 

#617  G7 

#618  G6 

#620  G6 

#621   G6 

#622  G6 

#623  G6 

#624  G6 

#631   G6 

#632  G6 

#640  G6 

#641   G6 

#645  G6 

102  G6 

103  G6 

420A    G7 

440  G6 

643  G6 

646  G6 

647  G6 


Aqua  Treat  of  Kentucky 

BWT  11  G6 

BWT  12  G6 

BWT  14  G6 

BWT  15  G6 

BWT  15M  G6 

BWT  19M  G6 

BWT  190M  G6 

BWT  210  G6 

BWT  69  G6 

BWT  69M  G6 

CWT319  G2 

RLT  21    G6 

RLT40M  G6 

RLT  41    G6 

Aqua  Treat  Chemicals,  Inc. 

ATC-A400  G5.G7 

B-200  G6 

B-201   G6 

B-202  G6 

B-204  G6 

B-205  G6 

B-206  G6 

B-207  G6 

B-209  G6.G2 

B-211  G6.G2 

B-212  G6 

B-212X    G6 

B-214  G6 

B-215  G6 

B-217  G6 

B-222  G6 

B-223  G6 

B-242  G6 

B-246  G6 

B-250  G6 

B-254  G6 

B-256  G6 

B-257  G6 

B-262  G6 

B-262X    G6 

B-263  G6 

B-264  G7 

B-265  G6 

B-268  G6 

B-271   G6 

B195    G6 

B203    G6 

B210    G6 

B213    G6 

B214A   G6 

B216-30  G6 

B218    G6 

B226-30  G6 

B227    G6 

B229    G6 

B230    G6 

B231     G2 

B232    G6 

B233    G6 

B234    G6 

B235    G6 

B236    G6 

B237    G6 

B238    G6 

B240    G6 

B241     G6 

B243    G6 

B247    G6 

B251    G6 

B252    G7 

B260    G6 

B266    G6 

B267    G6 

B270    G6 

B272    G6 

B281    G6 

B283    G6 

C-510  G3 
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C-512  G7.G2 

C315    G2.G5.G6 

C505    G7 

C508    G5 

C547    G5 

C553    G7 

C562    G5 

C574    G7 

C589    G5.G7 

269  G6 

7215  Microbiocide    G5.G7 

Aqua  Tri 

Ail-Clear  Chlor-Righl  Gran- 
ulated    D2.G5.G7.Q4 

Aqua  Witch,  Inc. 

Aqua  Witch  Bio-Safe  Industrial  Cleaner  Al 

Aqua-Chem,  Incorporated 

Antifoam  B    G6 

PWT-7000  G3 

3043  G6 

3044  G6 

4000  G6 

6000  G7 

6002  G6 

6003  G6 

6083  G6 

8026  G7 

8036  G7 

9083-B  G6 

Aqua-Clear  Co. 

#400  G7 

#616  G7 

#621  G6 

#622  G7 

#623  G7 

#631  G6 

#632  G6 

#640  G6 

#641   G6 

#641   G6 

#644  G6 

#645  G6 

#646  G6 

400S  G7 

401  G7 

410-M    G7 

616  G6 

616FSS    G6 

616S  G6 

616SA    G6 

616SFA   G6 

Aqua-Dynamics 

A-4130  G7 

A-4140  G7 

A-4150  G7 

B-3000  Water  Treatment    G6 

B-3010  Water  Treatment    G6 

B-3020  Water  Treatment    G6 

B-3040  Water  Treatment    G6 

B-3 100  Water  Treatment    G6 

B-31 10  Water  Treatment    G6 

B-3 1 30  Water  Treatment    G6 

B-3150  Water  Treatment    G6 

B-3220  Water  Treatment    G6 

B-3230  Water  Treatment    G6 

B-3280  Water  Treatment    G6 

B-3300  Water  Treatment    G7 

B-3600  Water  Treatment    G6 

B-3610  Water  Treatment    G6 

B-3650  Water  Treatment    G6 

B-3670  Water  Treatment    G6 


C-3900  Water  Treatment    G7 

C-3910  Water  Treatment    G7 

L-3800  Water  Treatment G7 

L-3810  Water  Treatment G7 

T-4210  Water  Treatment G7 

T-4210  Water  Treatment G7 

T-4340  Water  Treatment G7 

T-4380  Water  Treatment G7 

Aqua-Lyte,  Inc. 

Aqua  Lyte  B1000L  G6 

Aqua  Lyte  B102L  G6 

B  205  Boiler  Water  Treatment  G6 

B  235  Condensate  Line  Treatment  G6 

C305  G7 

Aqua-Serv  Engineers,  Inc. 

A-104  Algaecide  G7 

A-105  Microbiocide    G7 

A-106  Algaecide  G7 

A-108  Microbiocide    G7 

A-109  Microbiocide    G7 

Antimicrobial  7413   G7 

Aqua-Serv  4613  G7 

Aqua-Serv  4614 G7 

Aqua-Serv  491 1  G7 

Aqua-Serv  4912 G7 

B-201-P  G6 

C-318  Gl 

Water  Treatment  Microbiocide  7420  ..  G7 

0332  G2.G5 

0336  Gl 

2200  G6 

2202  G6 

2203  G6 

2204  G6 

2210  G6 

2211   G6 

2212  G6 

2213  G6 

2219  G6 

2230  G6 

2266  G6 

2280  G6 

2281   G6 

2282  G6 

2284  G6 

2294  G6 

2301   G6 

2302  G6 

2304  G6 

2305  G6 

2307  G6 

2308  G6 

2311   G6 

2313  G6 

2315  G6 

2330  G2.G6 

2331   G6 

2361   G6 

2362  G5.G6 

2363  G5.G6 

2382  G6 

2383  G6 

2384  G5 

2710  G6 

2712  G6 

2714  G6 

2717  G6 

2740  G6 

3240  G6 

3241   G6 

3242  G6 

3243  G6 

3243  G6 

3246  G6 

3247  G6 

3248  G6 

3251    G6 

3348  G6 


3441    G7 

3443   G6 

3446  G6 

4211   G5 

4596  G6 

4596  G6 

4615  G7 

4616  G7 

4618  G7 

4619  G7 

4691   G7 

4692  G7 

4712  G5.G7 

4935  G7 

5425  A3 

7212  Microbiocide    G7 

7215  Microbiocide    G5.G7 

7423  Microbiocide    G7 

8230  G7 

8251   G3 

8690  G7 

8692  G7 

Aquafine  Chemical  &  Equipment 
Co. 

Aces  P-40  G2.G6 

Aces  Scalemate   A3 

BP-233  G6 

BP-234  G6 

BP-235  G6 

BP-237  G6 

BP-239  G6 

BP-240  G6 

BP-241  G6 

BP-242  G6 

BP-243  G6 

BP-244  G6 

BP-245  G6 

BW  201    G6 

BW  203  G6 

BW  205  G6 

BW  209  G6 

BW2I1    G6 

BW  213  G6 

BW  214  G6 

BW  215  G6 

BW216  G6 

BW  218  G6 

BW-200  G6 

BW-202  G6 

BW-204  G6 

BW-206  G6 

BW-207  G6 

BW-208  G6 

BW-210  G6 

BW-212  G6 

Foamtrol    G6 

NAL-305   G6 

NAL-310   G6 

NAP-327    G6 

NAS-324   G6 

NAS-325    G6 

NAS-326   G6 

T-414  G6 

Tornado  Nut  &  Bolt  Loosener  Penetrant  H2 

Turbotrol    G6 

Ultra-Fine HI 

Ultra-Pure    HI 

Aquaness  Chemical  Company 
Div.  of  Magna  Corporation 

Calnox214    G6 

Calnox214DN  G6 

Aquaphase  Laboratories,  Inc. 

Aquaphase  pH-CPL-45-USDA  G6 

Aquaphase  O-GO-L-1  G6 

Aquaphase  R-Tec-1  M-Adjunct-USDA    G7 
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Aquaphase  R-Tec-4  M-USDA   G7 

Aquaphase  R-Tec-4D-USDA   G7 

Aquaphase  RTEC-4  Adjunct-A-USDA  G7 

Aquaphase  S-Tec-1 1   G7 

Aquaphase  S-Tec-2  G7 

Aquaphase  Tritone-D-1-USDA  G6 

Aquaphase  Tritone-D-2-USDA  G6 

Aquaphase  Tritone-D-3-USDA  G6 

Aquaphase  Tritone-D-4-USDA  G6 

Aquaphase  11 20-USDA    G2 

Aquaphase  11 30-SP    G2 

Aquaphase  I20-FC-1  G7 

Aquaphase  123-2  G7 

Aquaphase  123-2-A  G7 

Aquaphase  123-2-B  G7 

Aquaphase  123-2-C  G7 

Aquaphase  123-3-A  G6 

Aquaphase  123-3-B  G6 

Aquaphase  123-3-C  G6 

Aquaphase  1708-A-USDA  Antifoam  ..  G7 

Aquaphase  2001  USDA    A3 

Aquaphase  300-P-USDA    G6 

Aquaphase  300-USDA-SA   G6 

Aquaphase  312-SA-USDA   G6 

Aquaphase  410-USDA    G6 

Aquaphase  410-USDA-SA   G6 

Aquaphase  510-A-USDA   G6 

Aquaphase  520-D-USDA   G6 

Aquaphase  520-E    G6 

Aquaphase  520-F G6 

Aquaphase  520-G    G6 

Aquaphase  721-B-USDA    G7 

Aquaphase  721-BX-USDA  G7 

Aquaphase  721-USDA    G7 

Aquaphase  722-BX-USDA  G7 

Aquaphase  722-3  G7 

Aquaphase  723-1  G7 

Aquaphase  723-3  G7 

Aquaphase  723-4  G7 

Aquaphase  724-3  G7 

Aquaphase  724-4  G7 

Aquaphase  741-BZ-USDA  G7 

Aquaphase  751 -L-2-USDA  G7 

Aquaphase-A-Tec-SAF-1-USDA   G7 

Aquaphase-C-Tec-SBF-I-USDA    G7 

Aquaphase-CL-3-USDA  G6 

Aquaphase- 1120-MS-USDA  G2 

Aquaphase- 124-B-DDW-CL-USDA  ....  G7 

Aquaphase- 124-B-DDW-D-USDA  G7 

Aquaphase- 124-B-DDW-P-USDA  G7 

Aquaphase-  124-B-l-DDW-D-USDA  ..  G7 

Aquaphase-  124-B-l-DDW-P-USDA    ..  G7 

Aquaphase- 124-UW-SP-USDA    G6 

Aquaphase- 124-UW-SP-2-USDA  G7 

Aquaphase-  124-UW-SP-3-USDA  G6 

Aquaphase- 1904-D-USDA   G5 

Aquaphase-721-BED-USDA  G7 

Aquaphase-722-BED-USDA  G7 

Aquaphase-722-BXWEZ-l-USDA  G7 

Aquaphase-723-BED-USDA  G7 

Aquaphase-723-BXWEZ-SPZA-USDA  G7 
Aquaphase-723-BX  WEZ-SPZA- 1  - 

USDA  G7 

Aquaphase-724-BED-USDA G7 

Aquaphase-724-BXWEZ-l-USDA  G7 

Aquasure,  Inc. 

Aquasure  400 G7 

Aquasure  430 G7 

Aquasure  431  G7 

Aquasure  601  G6 

Aquasure  602 G6 

Aquasure  610 G6 

Aquasure  612 G6 

Aquasure  620 G6 

Aquasure  632 G6 

Aquasure  643  G6 

Aquasure  644 G7 


Aquatreat.  Inc. 

BWT  208  G6 

BWT215  G6 

BWT  217  G6 

BWT219M  G6 

BWT  222  G6 

BWT  224  G6 

BWT  226  G6 

BWT  254  G6 

BWT  266  G6 

BWT  266M  G6 

BWT  269  G6 

RLT212    G6 

Aquatrol  Laboratories,  Inc. 

Balancer  BWT  FM-1    G6 

Balancer  BWT  FM-2    G6 

Balancer  BWT  FM-3    G6 

Balancer  BWT  FM-4    G6 

Balancer  BWT  FM-5    G6 

Balancer  FM  No.  6    G6 

Basic  BWT  FM-1    G6 

Basic  BWT  FM-2  G6 

Basic  Formula  No.  3  G6 

Aquatrol/ 

Div.  of  Momar,  Incorporated 

Aquatrol  B-3016  G6 

Aquatrol  B-3020  G6 

Aquatrol  B-3108   G6 

Aquatrol  B-3210  G6 

Aquatrol  B-3412   G6 

Aquatrol  B-35 13   G6 

Aquatrol  B-35 14   G6 

Aquatrol  B-3515   G6 

Aquatrol  B-3562   G6 

Aquatrol  B-3607   G6 

Aquatrol  B-3730  G6 

Aquatrol  B-3900  G7 

Aquatrol  B-41 18   G6 

Aquatrol  B-4336  G6 

Aquatrol  B-4338   G6 

Aquatrol  B-4377   G6 

Aquatrol  B-4463   G6 

Aquatrol  B-4524  G6 

Aquatrol  B-4540  G6 

Aquatrol  B-4542  G6 

Aquatrol  B-4561    G6 

Aquatrol  B-4562   G6 

Aquatrol  B-4564  G6 

Aquatrol  S-6600    Pi 

Aquatrol  S-6645    PI 

Aquatrol  S-6795    Al 

Aquatrol  WPC-39  G7 

Aquatrol  WPC-63   G6 

AquaTrol  B-3007    G6 

AquaTrol  B-3401     G6 

AquaTrol  B-3635    G6 

AquaTrol  B-4127    G6 

AquaTrol  B-4325    G7 

AquaTrol  B-4326    G6 

AquaTrol  B-4365    G6 

AquaTrol  B-4522    G6 

AquaTrol  B-4523    G6 

AquaTrol  B-4545    G6 

AquaTrol  B-4551    G6 

AquaTrol  B-4552    G6 

AquaTrol  B-4553    G6 

AquaTrol  BP-361    G6 

AquaTrol  BP-362    G6 

AquaTrol  BP-363    G6 

AquaTrol  C-1230    G7 

AquaTrol  C-1240    G7 

AquaTrol  C-1270P    G7 

AquaTrol  C-1271P    G7 

AquaTrol  C-1275P    G7 

AquaTrol  C-1276P    G7 

AquaTrol  C-1282    G7 


AquaTrol  C- 1287    G7 

AquaTrol  C- 1290    G7 

AquaTrol  C- 1297    G7 

AquaTrol  C-1299    G7 

AquaTrol  C-2 150    G7 

AquaTrol  P-5530  G2 

AquaTrol  P-5539  G2 

AquaTrol  P-5635  G3 

AquaTrol  S-6555  G7 

AquaTrol  S-6855  PI 

AquaTrol  S-6908  L2 

AquaTrol  WPC-13    G6 

AquaTrol  WPC-14    G6 

AquaTrol  WPC-16    G6 

AquaTrol  WPC-20    G6 

AquaTrol  WPC-27    G6 

AquaTrol  WPC-30    G7 

AquaTrol  WPC-40    G6 

AquaTrol  WPC-43    G6 

AquaTrol  WPC-52    G6 

AquaTrol  WPC-64    G6 

AquaTrol  WPC-7 IP    G7 

AquaTrol  WPC-80P    G7 

AquaTrol  WPC-82    G7 

AquaTrol  WPC-90    G7 

AquaTrol  WPC-97    G7 

AquaTrol  WPC-99    G7 

B-3701   G6 

B-3735  G6 

B-4330  G6 

B-4334  G6 

BP-320  G6 

P-5538   G2 

AquaCiser,  Inc. 

AquaCiser  32  Hydraulic  Fluid   HI 

AquaComp,  Inc. 

AC-2010  G6 

AC-2011  G6 

AC-2020  G6 

AC-2030  G6 

AC-2040  G6 

AC-2045  G6 

AC-2050  G6 

AC-2060  G6 

AC-2101  G6 

AC-2102  G6 

AC-2103  G6 

AC-6010  G6 

AC-6020  G6 

AC-6030  G6 

AC-6040  G6 

AquaTerra  Biochemical  Corp.  of 
America 

Alive  Bacteria/Enzymes  (LS-1472)   L2 

Bacterial  Enzyme  Waste  Disposer  L2 

EnzoPlus  Bl 

Exod  II  CI 

FPCC  Al 

GSHGD-1    L2 

Aquonics,  Inc. 

Aquonics  407  G5.G7 

Aquonics  408 G5.G7 

Ar  Chem  Corporation,  The 

Guardian  Rat  Bait  F3 

Parapel  F3 

Rodere  F3 

Arcal  Chemicals,  Inc. 

#20  Stainless  Steel    A7 

"Compound-302"  CI 
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D-Scent"  CI 

Fumeless  Acid  Cleaner  \  ) 

MCR-12    Al 

"Supra  Clean"    Al 

Tracer        Al 

Uni-Clean"  Al 

A- 1  I  S  Concrete  Cleaner  Al 

Arcal  B-500    G7 

Arcal  C-650  G7 

Tank  Cleaner  II  \2 

\ME  2000  Al 

Chain  Lub  #1  H2 

Chlorinated  Cleaner  HD  Al 

Crust-Strip  W 

D' Scale  #24    \; 

Enviro  Clean   Al 

En\iro  Wash    Al 

Formula  20  (Aerosol)  A7 

Kloro-Alk  (Powder)    Al 

PC  Cleaner Al 

Rout-Out    A2 

Super  Bio  Wash    Al 

163-A  A4 


Archem.  Inc. 

Arclean 


Ardent,  Inc. 

Hands  Down    . 


E4 


A4 


Archer  Daniels  Midland  Company 

Citric  Acid  USP.FCC  Anhydrous  A3 

Archer  Petroleum 

Archer  Super  Solidified  H2 

Arco  Chemical  Company 

Chillsafe  Inhibited  Propylene  Glycol  G7.P1 
Propylene  Glycol  USP    PI 

Arcot  Manufacturing  Corporation 

Aqua  Clean    Al 

D-13  Automatic  Machine  Dishwashing 

Pwdr   Al 

Deluxe  Concrete  Cleaner  9542  A4 

FPC-65  Food  Plant  Cleaner   Al 

Golden  Yellow  Concrete  Cleaner  No. 

9541     A4 

Hot  Clean  Al 

Lemon  Solve  CI 

Mean  &  Green  All  Purpose  Cleaner 

1091  E Al 

Mean  &  Green  Heavy  Duty  Cleaner  No. 

1091    CI 

Multi-Clean  9650  Multipurpose  Cleaner  A4 

Oven  Clean    A8 

Peroxygen  Low  Foam  Laun  Detrgnt  No 

9570    Bl 

Power  Clean  9595  A2 

Premium  Plus  9571+  Bl 

Scrub-Less  9638C  CI 

Soft  &  SmoothJWhite)   El 

Solve  it  No.  1093    A4 

Solvelt  Concentrated  1093-B   Al 

Thrifty  Laundry  Detergent  9567  Bl 

9636  Soft  &  Smooth  Liquid  Ltn  Hand 

Soap    E4 

Arden  Sales 

Arden  Foam-Ban  Q5 

Ardochlor#15  D2 

Extra  Heavy  Duty   A I 

Hand  Dishwashing  Compound  Al 

Kwik  Acid  Cleaner  A3 

ZipChlor  D1.Q4 


Area  Distributors,  Inc. 

Action  Brite  Mild  Acid  Detergent  Rnvtr  C2 

All  Clear    CI 

Area  Liq   Disin-Klean  Grmcdl  Spr&Wp 

Clnr  C2 

Area  Liquid  Life  Forms  En-Z-Matic         CI 

Area  Soft-Skrub  Creme  Cleanser  A6 

ABC  330  Automatic  Toilet  Bowl 

Cleaner   C2 

Di-Sect  ULD   F2 

Disin-Klean    C2 

Easy  Brite    C2 

En-Z-Matic    L2 

For  Dishes.  Pots  &  Pans  Al 

Goof-Off   CI 

Old  Reliable E4 

React  Plus    CI 

Reliable  H  D  E4 

Spectrum  Bowl  Cleaner    C2 

Spectrum  DS   CI 

T-D-R  Al 

Total  Care  RC  Foaming  Rstrm  &  Bowl 

Clnr  C2 

Two-In-One  CI 

Windy  Flower  Fresh   CI 

Windy  Sugar  &  Spice  CI 

Argo  Chemical  Inc. 

Agrotreat  OS700  G6 

Agrotreat  701BT-C   G6 

Agrotreat  701 BT-S    G6 

Agrotreat  702BT-CS  G6 

Agrotreat  703  BT  G6 

Argyle  Avian  &  Mfg.  Inc. 

Avi-San    Al 

Aristo  Chem,  Inc. 

Aristo-Kleen  All  Purpose  Cleaner   Al 

Aristoview   CI 

AC  302  Mint  Disinfectant  Deodrnt-Clnr.  CI 

ACI  Roach  &  Ant  Killer    F2 

Bowlsheen  II   C2 

Bowlsheen  X  C2 

Do-It-All    CI 

FS-I  Foaming  Cleaner  &  Degreaser  ....    Al 

High  Heat    LI 

L.A.B CI 

Mild  Acid  Detergent  A3 

Mirapel  Hard  Surface  Cleaner/Polish  ..    CI 

Ox-Off  A3 

Penelube H2 

Satin  Shine    CI 

Super  High  Heat   LI 

Superior  A4 

Ultimate  A4 

Versatile  CI 

Arizona  Malsbary  Sales  &  Service 
Corp. 

Hot  Sewer  Pipe  Cleaner   LI 

Arizona  Quality  Chemicals 

Lit-Ning  Lube   H2 

Ark  Consumer  Products  U.S.,  Inc. 

Ark  General  Purpose  Cleaner  A I 

Ark  Heavy  Duty  Degreaser    Al 


Arka  Labs 

Chain  &  Cable  Lubricant   H2 

Citcon  VOC  CI 

CTF-10    H2 

Dermo-Shield  E4 

Formula  414  All  Purpose  Cleaner    CI 

Formula  69-13  HI 

Formula  69-14  HI 

Formula  69-15  HI 

Formula  825  Glass  Cleaner    CI 

Lectrasafe  910  K2 

No  Grab  H2 

Red  Devil  H2 

Star-Strip  22    C3 

Syla-Glide  421  HI 

SMR-50  Silicone  Spray    HI 

SS-201  Safety  Solvent  (Aerosol)  K2 

TFE  Release    H2 

WP35    H2 

Arkansas  Pad-Ex,  Inc. 

Intense  Cleaning  Systems  A-l  Com- 
pound        Al 

Intense  Cleaning  Systems  A-2  Com- 
pound        Al 

Arkay  Distributors 

Assault  C2 

Destroy  LI 

Arlan 

Scum  Buster    Al 

Arledge  Chemical 

Super  Power    Al 

Armor  All  Products  Corp. 

Clean  Start  A8.C1 

Cleaner/Degreaser  A8.C1 

Armor  Research  Company 

Aerogreas  H2 

Airguard  1000  CI 

Alka-Chlor  Al 

Aqua-Bomb  Insecticide  FI 

Armor  Action  All  Purpose  Cleaner   ....    CI 
Armor  Action  Foam  Disinfectant 

Cleaner   CI 

Armor  Armor  55  H2 

Armor  Bomber  Insect  Spray  Fl 

Armor  Bomber-S  Insect  Spray  Fl 

Armor  Break  It  Parts  &  Brake  Cleaner    Kl 
Armor  Brite  Stainless  Steel  Cleaner  ....    A7 

Armor  Cold  Kleen  A5 

Armor  Contactor  K2 

Armor  Dry-27  Dry  Lubricant  H2 

Armor  E-Z  Kill   F2 

Armor  Foody  Silicone  Spray    HI 

Armor  Hoodlum  Vandalism  Mark  Re- 
mover        Kl 

Armor  Longevity  Battery  Terminal 

Cleaner   PI 

Armor  Molly  Moly-Micro-Film  H2 

Armor  Protector  Barrier  Cream   E4 

Armor  Refresh  Mint  Air  Sanitizer  CI 

Armor  Refresh  Pine  Air  Freshener CI 

Armor  Repels    CI 

Armor  SAM.  Wasp  &  Hornet  Killer       F2 

Armor  Slide  Silicone  Lubricant   HI 

Armor  Softy  Belt  Dressing  PI 

Armor  Spot-XS   Kl 

Armor  Static  Safety  Solvent  &  Contact 

CI  Kl 

Armor  SR-36  Scale  Remover  A3.P1 
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Armor  Unloc  Penetrating  Lubricant  ....    H2 

Armor  Unloc-It   H2 

Armor  Vision  Glass  Cleaner CI 

Armor  White  Lightning  Lithium  Grease  H2 

Armor  27  A8 

Armor  27  Foaming  Oven  Cleaner   A8 

Armor  413  PI 

Armorox A3 

APC  Al 

Blast  LI 

Bomber    Fl 

Boomerang G6 

Brite  Stainless  Steel  Cleaner A7 

C.C.L.-39  Chain  &  Cable  Lubricant    ..    H2 

CDC Dl 

Con  Cleen   CI 

Dermakleen   El 

Dishz   Al 

DB-17    Bl 

Force    LI 

FS-17  B2 

Gloss  Bacteriostatic  Creme  Cleanser  ..    CI 

Handy  C2 

Hydrokill   F2 

Impress A4 

Kid  Gloves E4 

L.H.S El 

LS-17  Bl 

M.D.  82  Kl 

Neutral  Al 

Neutral  Ph  Balanced  Neutral  All 

PurpClnr  A4 

Neutralizer  CI 

No-Rinse   A4.P1 

Pink  Panther    E4 

Power  Al 

Remains  F2 

Safe-T-Lube HI 

Scavenger G6 

Sealz  Teflon-Tape  H2 

Sentry  CI 

Simply  Citrus  CD CI 

Simply  Citrus  DM  CI 

Simply  Citrus  N.S.C CI 

Slip-N-Grip  Multi-Purpose  Grease 

w/PTFE  H2 

Sparkle  Al 

Spray  N'Stay  Foaming  Cleaner    CI 

Staff-X  C2 

Steamer   Al 

Sudsy  Al 

Suppress  CI 

Tiger  Paw    E4 

Time  Bomb   Fl 

Treet  G6 

True  Grit   E4 

Unique  Al 

Unique  Citrus    A4 

Unique  H.D Al 

Zymex   L2 

Armstrong  World  Industries,  Inc. 


Arnold's  Sales 

Asco  Foaming  Disinfectant  Cleaner  ....  C2 

Arnold's  Supply  and  Kleenit 
Company 

Citrus  Spray  CI 

Clear  View CI 

Stainless  Steel  Cleaner   A7 

Arol  Chemical  Products  Company 

Acid  Cleaner  Formula  #1    A3 

Arodet  AA-350  Al 

ArodetDYN    Bl 

Arodet  R-100  Al 


Arodet  SC  Special  Al 

Arodet  ST   Al 

Arodet  25  S  Al 

Arodet  60  T  Soft  Al 

Arofos  326  Al 

Arol  Descaler G7 

Arol  l.B.W.T G7 

Arol  Sac  G6 

Arolmine   G6 

Arolphos    G6 

Arolsite    G6 

Arolterge  RAB    Al 

Arolterge  100  M   Al 

Arolube  LB-300    H2 

Bonansa  A4 

Coconut  Soap  40%   A1.E1 

Crystal  Bright  Green  Label  Al 

Crystal  Bright  Red  Label    Al 

Detergent  CR  Al 

General  Cleaning  Fluid  EMC- 175   K2 

Hi  Foam  Powder  Al 

Laundry  Compound  MG  Bl 

Liquid  Hand  Soap  El 

Loradet  1-201  A4 

Polyphase  LHAS-5  Metal  &  Water 

Treatment    G6 

Polyphase  Steam  Treatment  S-201  G6 

Siturge   Al 

Arpin  Dairy  Inc. 

Acid  Concentrate  A3 

Chlorinated  Alkali  A2 

Chlorinated  All-Purpose  Cleaner   Al 

Chlorinated  CIP  Alkali   Al 

Arrochem,  Inc. 

Antifoam  AFF-10   G5 

Antifoam  AFF-100    G5 

Arro  Sanitizing  Hand  Cleaner    E2 

Arro  Sanitizing  Hand  Soap  E2 

AFF-1  Defoamer  G5 

KJ-82  A4.A8 

Arrow  Chemical  Corp. 

#128  Oil  Eater  Al 

#132  Oven-Klean    A8 

"Powdered  Butyl"    Al 

Alkaline  Powdered  Drain  Opener LI 

All  Purpose  Water  Soluble  Degreaser 

#125    CI 

All  Purpose  Water  Soluble  Degreaser 

100    A4 

All  Purpose  Water  Soluble  De- 
greaser 115  A4.A8 

All  Purpose  Water  Soluble  De- 
greaser 135  A4.A8 

Citrus  Degreaser   CI 

Citrus  Powder   CI 

Coil-Clean   PI 

Concentrate  HD  Detergent  and  Cleaner 

100    A4 

Concentrate  HD  Detergent  and 

Cleaner  115  A4.A8 

Concentrate  HD  Detergent  And 

Cleaner  135  A4.A8 

Degreaser  "0"  #127  CI 

Formula  148    Al 

Hard  Surface  Cleaner   A4 

Hard  Surface  Cleaner  100 A4 

Hard  Surface  Cleaner  1 15  A4.A8 

Hard  Surface  Cleaner  135 A8.A4 

HD  Industrial  Cleaner  #115   A4.A8 

HD  Industrial  Cleaner  #1 35   A4.A8 

HD  Industrial  Cleaner  100   A4 

Neutral  Cleaner  Al 

Odor  Eliminator CI 

Odor  Go  #1   CI 

Odor  Go  #2  CI 


Odorless  DisinfectantyCleaner D2 

Orange  Plus  Super  #451   CI 

Powdered  Enzymes  L2 

Pyrenone  General  Purpose  Liquid  Insect.  Fl 
Tile  &  Grout  Cleaner   A4 

Arrow  Chemical  Products,  Inc. 

Arofect  Pine  Odor  Disinfectant    CI 

Arrow  Super  M  Dl 

Chlori  San  Sanitizer    D2 

FP  Special  Detergent Al 

FP-10  Al 

FP-15   Al 

FP-18  Al 

FP-20  Liquid  Hand  Cleaner   El 

FP-35  Hand  Dishwash  Pots-Pans  Al 

FP-38  Cement  Floor  Cleaner  (Pwdr)  ..  A4 

FP-45  Hvy  Dty  Clnr  Cement  Floors     .  CI 

FP-70  Hand  Cleaner  Powder    C2 

Pine-O-San CI 

X234  Liquid  Degreaser  A4 

150  Arrow  Sanitizer   D2 

Arrow  Maintenance  Supply,  Inc. 

Aerosol  Glass  Cleaner CI 

Arrow  Power  Foam  CI 

Arrow-Cream  CI 

Arrow  Paper  Co. 

Arrow  Green  Liquid  Detergent  Al 

Arrow  Pink  Liquid  Detergent  Al 

Arrow-Magnolia  International,  Inc. 

Aquacide    Fl 

Arrow  Kleen   Al 

Arrow  Safety  Solvent  And  Super  De- 
greaser      Kl 

Arrow  Solv    A4 

Belt  Dressing  PI 

Blast  Solv    Al 

Bole  Aire  C2 

Bulldozer  A4 

Citosene  10   CI 

Cocoanut  Oil  Hand  Soap  (Concentrated)  El 

Coil-Ite  PI 

Contact  Cleaner  K2 

Deodorant  Blox  C2 

Deodorant  Cakes  C2 

Dri-M-Lube  H2 

Dual  Hospital  11  Cleaner-Disinfectant       Dl 

Rush  Off  Kl 

Fogging  Spray  Concentrate Fl 

Food  Processor's  D'Grees  Al 

Graffiti  Remover  CI 

Grime  Off   E4 

Heavy  Duty  Degreaser   Kl 

Hi-Slip  HI 

Hospital  Disinfectant  Dl 

Hydrolytic  Enzyme  Bacteria  Cmplx  L2 

Ido-Bac  Hand  Wash  Sanitizer    E2 

Lemon  Odor  Disinfectant-Cleaner   C2 

Luball  H2 

Magna-Lube  All-Purp  Silicone  Lub. 

Spray  HI 

Marks  Off    Kl 

Mint  Odor  Disinfectant-Cleaner  CI 

Mr.  Brite  Porcelain  Cleaner   C2 

Odo-Rout  CI 

Oven  Protector PI 

Penilube  H2 

Pine  Odor  Disinfectant   CI 

Pine  Odor  Disinfectant  Cone  (Phenol- 
Type)  CI 

Pine  Oil  Disinfectant.  Coef.  5    CI 

Pink  Pearl  Hand  &  Body  Soap El 

Power  Concentrate    C2 

Power  Foam CI 
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Power  Kleen    A8 

Protection  E4 

Quick  Kill   Fl 

RlS-15  F2 

Red  Hot  LI 

Remuv-Ox   

Safely  Solve Kl 

Sani-Lube  HI 

Satin  Suds  Dyna  Lotion   Al 

Seal-Ease  H2 

Siltrol    H2 

Soc  Oven  &  Griddle  Cleaner  A8 

Steam  Solv    Al 

Steel  Bright   A7 

Super-Solv  \4 

Tef-Lube    H2 

Whomp    LI 

Wonder  Soh  A4 

40%  Pure  Coconut  Oil  Hand  Soap El 

Arrowhead  Chemicals,  Inc. 

Release  A4.A8 

Release  2  Al 

Arspec  Inc. 

AR-Melt  A4 

Jo  Jo's  Magic  Formula   C2 

Art  Mattson  Distributing  Co. 

Hand  Dishwashing  Compound  Al 

PWC  Lab-174  Al 

Special  Degreaser  A4.K1 

Art  Snyder  Sanitary  Supply  Co. 

Snyder's  Speedy  Spray   A4 

Snyder's  Speedy  Trust   Dl 

Snyder's  Super  Speedy  Concentrate  ...  Al 

Speedy  Blue  C2 

Speedy  Grease  &  Scum  Remover    Al 

Speedy  Grease  Tamer  ...  A I 

Artlow  Systems/ 
Division  of  Archem,  Inc. 

Arclean  CI 

Asepsis  International,  Inc. 

Asepufoam C2 

Ashland  Chemical  Company 

Light  Mineral  Oil  70.  NF  HI 

Light  Mineral  Oil  90.  NF    HI 

Mineral  Oil  200.  USP  HI 

Mineral  Oil  350.  USP  HI 

Sodium  Hypochlorite  Solution  10%  ....  Q4 

Sodium  Hypochlorite  Solution  12.5%  Q4 

Ashland  Oil.  Incorporated 

Elix  Grease  #2      HI 

Asinco,  Inc./ 

A  Subsidiary  of  American 

Industries,  Inc 

Ai  Terp  Natural  Orange  Solvent    CI 

Apt    A8 

Al  Jiffy  All  Natural  Degreaser  Cleaner    CI 

B-4  Skin  Shield  Creme     E4 

Canalube  H2 

Compel  Clear  Drain  Opener  LI 

Depend  Germicidal  Spray  Cleaner  & 

Deod CI 

Ex  One-Shot  Drain  Opener  w/  Odor 


Blanket   LI 

Exterm  Residual  Insecticide  F2 

Joust  CI 

Kitchen  Mate  A8 

KO  F2 

Lemon  Scrub  CI 

Max   Al 

Mule  III  E4 

Probe   H2 

Purlube  HI 

Rally    Al 

Sure   E4 

Terminal PI 

The  Fog  Fl 

Virene  Hospital  Strength  Dsnfctnt  - 

Deod C2 

ZB-3  Power  Penetrant  H2 

Asplund  Supply,  Inc. 

Apex  Plus  D2 

Floor- 1  Heavy  Duty  Pine  Cleaner  CI 

Gold  Dust  Satin  Polish  CI 

Task  I  Attack  Heavy  duty  Industrl 

Dgrsr Al 

Task  1  Neutra  Clean  Neutral  Cleaner  CI 
Task-1  Grease-FOE  Commercial  De- 
greaser    Al 

Task-1  Industrial  Smith  Multi-Purp  Clnr  CI 

Associated  Chemical 

Brute  Force  +    CI 

Associated  Chemical  Co.,  Inc. 

Tuff  n' Easy    A8 

Associated  Chemists,  Inc. 

#607 Al 

All  Purpose  Steam  Clning  Comp.  8550  Al 

All  Purpose  Steam  Clning  Comp.  8650  Al 

AC-10    Al 

AC-I5    Al 

AC-15LF    Al 

AC-17    Al 

AC-5    Al 

AL-20 A3 

AL-34 A3 

AL-50 C2 

Concrete  Etch  &  Cleaner  #634 A3 

Crown  DSC  Dl 

DL-14 A4 

DL-18 CI 

DL-28 Al 

DL-67 Al 

DL-68 A4 

DL-88 Al 

Extra  Hvy  Dty  Steam  Clning  Comp 

8670    A2 

FC-20  A2 

Heavy  Duty  Degreaser   A4 

Hvy  Dty  Steam  Clning  Compound  8560  Al 

Hvy  Dty  Steam  Clning  Compound  8660  Al 

LK-20  Al 

LK-40 Al 

Royal  Grand  Slam A3 

Spray  Cleaner  #480  A4 

Templex  3037  Floor  Soap  Concentrate  CI 

Time-Saver  Spray  Cleaner   CI 

3640  Gel  Degreaser Kl 

797  A4.A8 

844  Degreaser  Kl 

851    .....  A4.C1 

Associated  Janitor  &  Paper 
Company- 
Disinfectant  Cleaner  DC64  CI 


Disinfectant  Washroom  Cleaner  C2 

Glass  &  Mirror  Cleaner    CI 

Associated  Milk  Producers,  Inc. 

Hi  Chlor-10  Concentrate  D2 

Super  Sanitizer    D2.G4 

Associated  Supply,  Inc. 

Safe-T-Kleen  C2 

Associated  Wholesale  Grocers,  Inc. 

Always  Clean  Oven  Cleaner A8 

Always  Clean  Pot  &  Pan  Cleaner    Al 

Always  Clean  Sanitizing  Hand  Soap  E2  E2 

Always  Clean  Spray  &  Wipe  CI 

Always  Clean  Window  Cleaner  CI 

Foaming  High  Alkaline  Cleaner  Al 

Assorted  Products 

Food  Safe  Lubricant   HI 

Astor  Products,  Incorporated 

Dixisol  Hand  Scrub  El 

Dixisol  Sanitizing  Hand  Soap    E2 

White  Arrow  Bleach  D2.B1 

Astor  Supply  Company 

Astor  N-Zyme   CI 

Astor  Odor-Out  Lemon  CI 

Astor  Supply  Company,  Inc. 

Antiseptic  Hand-Cleaner  Lotion  El 

Formula  214    Al 

Formula  412    Al 

Germicidal  Cleaner  Dl 

Giant  Auto  Scrubber  Detergent    Al 

Han-Sof  Liquid  Soap  El 

Hard  Surface  Cleaner   A4 

Power-Kleen  All  Purp  Clnr  &  Degr.   ..  Al 

Pressure  Washer  Detergent  Al 

Astra  Industrial  Services  Inc. 

Aqua  Flow  Lubricants  VA10  HI 

Astro  Chemical  Corp. 

Astro-Solve   K2 

Astro-Turge   Al 

Astro  Products,  Inc. 

Acid  Clean  A3 

Acid  Foam  A3 

Astro  Clean  ACP- 10  Al 

Astro  Clean  ACP- 15  A4.A8 

Astro  Clean  ACP-50  A4 

Astro  Clean  ACP-55  A4 

Astro  Lube  H2 

Astro  Max  #1    A8 

Astro  Max  #2    ....  A2 

Astro  Soft  Al 

Astro-Ho    Al 

AP  1000  D2.Q3 

ConClean  A4 

Counter  Strike  CI 

Dazzie    

Easy  Scrub  Liquid  Concrete  Cleaner  A4 

E2  Hand  Wash  E2 

Floor  Scrub  A  4 

Foam  Clean  #20    Al 

Foam  Clean  EP-50   Al 

Foam  Clean  EP-55    A4.A8 
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Foamit   Al 

Foamklor   A] 

Formula  II   A8 

Four  Plus  Al 

Fresh  Suds  Bl 

Fryer  Cleaner A2 

Hatch  'N  Foam    Al 

Hatch  'N  Kleen   Al 

Hot  Foam  A2 

Hot  Soap    A2 

HD  Chlorinated  Al 

Inhibit    PI 

Liquid  Live  Micro  Organisms    L2 

Master  Foam   Al 

Max  Foam  A2 

Nova  2000  A2 

Nova  4000  A2 

Pan  Wash  Al 

Power  Foam Al 

Rich'n  Thick  Hand  Cleaner    EI 

Sani-Scrub  Al 

Scrub  'N  Clean    A4 

Smokehouse  Special   A8 

Super  Clean  500   Al 

Super  Rich  Concentrate    A4 

SCS  2000  Al 

SCS-100  Al 

SCS-45  A8 

SR  Special  A2 

SRN  #2    Al 

Trolley  Foam  A8 

Trolley  Wash  Al 

At-Chem,  Inc. 

Alive    CI 

At-Chem  At-2000  CI 

At-Chem  Bol  Maid  C2 

At-Chem  Concept   CI 

At-Chem  Mint  CI 

At-Chem  Pine  Odor    CI 

At-Chem  Spray  Foam  Al 

At-Chem  Top-35  CI 

At-Chem  Tough C2 

Bafix    CI 

Blast  CI 

Clean  Britc  A4 

Defoamer  Concentrate Al 

DL7200 CI 

DL7400 CI 

Easy  Clean  CI 

Fresh    C2 

Fresh  Scent  Disinfectant/Deodorant  ....  CI 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS4550  Al 

Glass  &  Surface  Cleaner CI 

Grafitli  Remover  CI 

GP  1050  Al 

GP  1080  Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750 Al 

GP  1800  A4 


GP  1875  Al 

GP  1900 Ql 

HD  5000    Ql 

HD  5015    Al 

HD  5025    Al 

HD5055    A! 

HD5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100   Al 

HD  5105    Al 

HD  5125    Al 

HD5150    Al 

HD  5160    Al 

HD5170   Al 

HD5175    Al 

HD5190   Al 

HD  5195    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400    CI 

HD5410   Al 

HD5420    A4 

HD5425    Al 

HD5440    Al 

HD  5450   Al 

HD  5465    Al 

HD  5475    Al 

HD5505    Al 

HD5545    Al 

HD  5550    Al 

HD  5565    Bl 

HD  5575    Al 

HD5585    CI 

HD5600   Al 

HD  5625    A4 

HD  5650   A4.C1 

HD5675    Al 

HD  5690    Al 

HD5695    Al 

HD  5700    Al 

HD5720   Ql 

HD  5725    Al 

HD5770   Al 

HD  5775    Al 

HD  5800    Al 

HD  5845    Al 

HD  5860    Al 

HD  5870   Al 

HD  5875    Al 

HD5880   Al 

HD  5900    Al 

HD  5905    Al 

HD  5925    CI 

HD5940   Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP  3000 A1.Q1 

KP  3005  Al 

KP3010 Al 

KP3050 Al 

KP  3075  Al 

KP3125  Ql 

KP  3150 Al 

KP3175  Al 

KP  3200  Al 

KP  3205  A4 

KP  3225  A2 

KP  3250 Al 

KP3275  Al 

KP33O0 Al 

KP  3325  A1.Q1 

KP  3350 Al 

KP3450  Al 


KP3475  Al.QI 

KP3525  Ql 

KP  3550  Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP  3750  Al 

KP  3775  Al 

KP  3825  Al 

KP3850 A2 

KP3875  Al.QI 

KP  3900 Al 

KP3925  Al 

KP3950  Al 

KP  3995  A8.Q1 

Medic-5   CI 

NA/7    C2 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Pink  Lotionized  Hand  Soap   E4 

RTU  Clean-Brite  CI 

Sanitizer  Plus  D2 

Scrub-Eze A6.C2 

Shower  Power  C2 

Silicone  Spray  Lubricant HI 

Smoke  House  Cleaner A8 

Solvent  Cleaner/Degreaser   K2 

VC2105    Al 

VC2205    Al 

Atco  International 

Germ-Aid  C2 

Atco  Manufacturing  Company 

"Glee"  Liquid  Machine  Dishwash  De- 
tergent      A2 

d'Lime  &  d'Coconut   E4 

A-T  Concentrate   CI 

A-TPlus    CI 

A-T  Plus  K    Al 

A-T  Plus  K  Oven  Cleaner    A8 

A-T  Plus-K  (Aerosol)  A8 

A-T  Plus-K  Ammoniated  Oven  Cleaner  A8 

All-Pro  A4 

Alube-500    H2 

Aquatox  (Aerosol)  Fl 

Aquatox  (Bulk)   Fl 

Arctic  Blue    H2 

Atco  Dy-Sorb    CI 

Atco  International  Son  of  Sam  F2 

Atco-Sil   HI 

Atco-Strip    C3 

Atcorex  Porcelain  Cleaner    C2 

Atox  A3 

Attack  Residual  Insecticide  F2 

ATA  Lemon    CI 

ATA  Mint   C2 

ATA  Pine CI 

Belt  Grip   PI 

Big  "A"   CI 

Big  Ben   F2 

Big  Daddy  Al 

Black-Out A8 

Blamo    CI 

Blanco  Max  HI 

Blast  Fl 

Buckaroo  (Aerosol)  K2 

Buckaroo  (Bulk)   K2 

Bull's  Eye  Space  Spray  Fl 

Can  Do A4 

Centurion  I  C2 

Centurion  II  CI 

Chain  Lube    H2 

Chain  Lubricant H2 

Champ  H2 

Char-Off A8 

Citrex  CI 
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Citrol  Gold    CI 

Clean-Cut D2 

Cloud  9  Germicidal  Foaming  Cleaner      C2 

Coil  Brite  PI 

Con-Tec  K2 

Con-Tec  II  K2 

Counter- Attack  Super  Residual  Spray   ..  F2 

Dead-eye  Insecticide  Fl 

Dermastat E2 

Destroyer  CI 

Dispel  H2 

Drain-X  LI 

Electrosol  25  (Aerosol)  K2 

Electrosol  25  (Bulk)   K2 

EG-90  Expandable  White  Grease  H2 

EG  Gear  Oil  140  HI 

EG.  Gearoil  90  HI 

EG   Hydraulic  Oil  10  HI 

EG.  Hydraulic  Oil  20  HI 

F  G   Hydraulic  Oil  30  HI 

Rash  Egg  Wash  Ql 

Flexon  Chain&Cable  Lubricant  Protec- 
tant        H2 

Foam  Out CI 

Fog  Away    F2 

Food  Plex    HI 

Food-Sil  Silicone  Release  HI 

Food-Sil  Silicone  Spray  ...    HI 

Formula  41 1    CI 

Free  Hand    E4 

G.O-85wl40  H2 

Garb-Spray  Insecticide   F2 

Grout  Renew  CI 

Guard  Invisible  Barrier  Cream  E4 

Hand- Spring  E4 

Handi  Waterless  Antiseptic  Skin  Clean- 
ser    El 

Hang-Tuff   E4 

Heroe  Al 

Hydroco  BT-70  G7 

Hydroco  BT-75  G7 

Hydroco  BT-78  G7 

Hydroco  BT-80  G6 

Hydroco  BT-82  G6 

Hydroco  CT-10  G7 

Hydroco  CT-15  G7 

Hydroco  CT-20  G7 

Hydroco  R-200   A3 

HydroCoHWS-125  G7 

HydroCo  R-215  PI 

HydroCo  SL-101  G6 

HydroCo  SL-105  G6 

Ice-Go    CI 

Impact   H2 

J.D.  901  Jell  Degreaser  Kl 

K.O.  "2"  F2 

Moly  D  Lubricant  H2 

Multi-HY  Multi  Grade  Hydraulic  Oil       H2 
Multi-HY  Multi  Grade  Hydraulic  Oil 

SAE10 H2 

Multi-HY  Multi  Grade  Hydraulic  Oil 

SAE20 H2 

Multi-HY  Multi  Grade  Hydraulic  Oil 

SAE30  H2 

Non-Acid  Bacteriostatic  Sani-Klenz  ....    C2 
Non-Acid  Creme  Cleanser  Sani-Klenz     A6 

Nut  Case    E4 

NC-76    A4 

Odor-Out  CI 

Palms  Up  E4 

Prep-A-Lube    H2 

Presto  HD    Al 

Protecticide    Fl 

Pure  and  Simple  (Aerosol)  HI 

Pure  and  Simple  (Bulk)    HI 

Purge   CI 

Purple  Power  CI 

Pursuit-94    L2 

Revu  CI 

Rowdy   E4 

Silicone  Spray  HI 

Sparkle  A-230  Al 


Steel  Guard  Stainless  Steel  &  Metal 

Pish  A7 

Super  Mildox  Al 

Surge    El 

SS  Magic  A7 

T-Flex  All  Purpose  Dry  Lubricant  H2 

Taskmaster  A2 

Temtrol    H2 

Top  Brass CI 

Trap  Shoot  Economy  Insecticide   Fl 

Universal   El 

Vandex  CI 

Wipe  Out  Flying  &  Crawling  Insecticide  F2 

WG-450  White  Grease   HI 

Zap  PI 

Atco  Products-Services 

Disinfect  Deodorant  Spray   CI 

Insect  Spray  F2 

Sanitize    ...    D2 

Athea  Laboratories 

ACL-921    G7 

ASB-901    G6 

ASB-908    G6 

ASR-932  G6 

Bio-Action  CI 

Chlorinated  Foaming  Cleaner  Al 

Citra  Clean  E4 

Citra  Force  CI 

Citra  Power  CI 

Citrus  Waterless  Hand  Cleaner E4 

Digestase  FDE  750  L2 

Digestase  GTD  655  L2 

Digestase  KFP  585   L2 

Digestase  SDE  340  L2 

Emulsifiable  Synergized  Pyrethrin  Cone  Fl 
General  Purpose  Powdered  Detergent  Al 
Glisten  Ready-To-Use  Glass  Cleaner       CI 

Grape  Sewer  Sweetener    CI 

Grit  Waterless  Hand  Cleaner   E4 

Hi  Heat    LI 

Liquid  Steam  Cleaning  Concentrate  ...     Al 

Live  Micro  535  L2 

Lotionized  Hand  and  Body  Soap   E4 

MB-300  G7 

MB-305   G7 

MB-320  G7 

MB-325   G7 

Neutral  Cleaner  Concentrate CI 

O.G  S.  Oven.  Grill  &  Smokehouse 

Cleaner   A8 

Orange  Concentrated  Cleaner  CI 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Orange  Squirt  Concentrate   CI 

OR-600    G6 

Pot  &  Pan    Al 

Powdered  Hand  Soap   C2 

Powdered  Laundry  Detergent  Bl 

Powdered  Steam  Cleaner   Al 

Ready-To-Use  Coconut  Hand  Soap  El 

Ready-To-Use  Lotionized  Hand  &  Body 

Soap    E4 

Ready-To-Use  Non-Acid  Bathroom 

Cleaner   C2 

Ready-To-Use  Orange  Cleaner CI 

Residual  Insecticide F2 

Roach  and  Ant  Killer   F2 

Super  High  Heat  LI 

Super  Power  #1  A4 

Super  Solv  #1    A4 

SB-500  G6 

Tower  Algaecide  10   G7 

Ultra  Coconut  Hand  Soap  E4 

Ultra  Glisten  Glass  Cleaner    CI 

Ultra  Lotionized  Hand  and  Body  Soap 

Cone   E4 

Ultra  Neutral  Cleaner  Concentrate  CI 

Ultra  Orange  Squirt  Concentrate    CI 


Athena  Chemical  Corp. 

Athena  Floor  and  Wall  Cleaner  A4 

Athena  Machine  Dishwashing  Com- 
pound Al 

Athena  International  Co.,  Inc. 

Formula  5    ....  CI 

Athens  Janitor  Supply  Co.,  Inc. 

Atomic  Action  A4 

Germcdl  Spray  &  Wipe  Util  Cln  &  Surf 

Deo  CI 

Glass  Cleaner CI 

Heavy  Duty  Concrete  Cleaner   A4 

Hospital  Disinfectant  Deodorant  C2 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  A2 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pine  Type  Disinfectant  Coef.  5    CI 

Sewer  Solvent   LI 

Space  Spray  No.  3    Fl 

Spray  Lubricant  HI 

Atkins  Chemical  Co.,  Inc. 

Break-A-Way Al 

Foamer  Liquid  Germicidal  Foaming 

Cleaner  C2 

Limesolv    A3 

San-A-Dish    Al 

San-A-Klor    Al 

San-A-Lotion  Al 

San-A-Mation  Al 

San-A-Suds  Al 

Atlanta  Broom  Co. 

Coconut  Oil  Liquid  Hand  Soap   El 

Atlantic  Chemical  &  Equipment  Co. 

Ace  Closed  System  Treatment-Liquid      G7 

CCL-1    PI 

Foam  N'  Clean    PI 

Lime-Out  A3 

Masterclean  Al 

NSC  16  Nickel-Safe  Ice  Machine 

Cleaner   A3 

Safe  -  T  -  Degreaser  CI 

Atlantic  Chemicals,  Inc. 

Direx    A3 

KD-4    A2 

KM-2  Cleaner  A2 

Atlantic  Fitness  Products/ 
A  Div.  of  the  Fitness  Corp.  of 
America 

Machine  Lubricant    HI 

Atlantic  Safety  Distributors 

SDC  100    A4 

Atlas  Copco  Industrial  Compressors 

GA-FG  (Food  Grade)  HI 

GA-8K  H2 

Atlas  Manufacturing  Company 

Atlas  108  Sewer  Pipe  Cleaner   LI 

Atlas  1 15  Truck  and  Car  Wash    Al 

Atlas  122  Laundrbnte  Bl 
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Atlas  125  Ice  Melt    CI 

Atlas  304  Algi-Rid  NF  G7 

Atlas  318  e-L.I.M.-inate  Liquid  Ice  Melt  CI 

Atlas  500  All  Purpose  Cleaner  A4 

Atlas  502  A4 

Atlas  503  Liquid  Dishwash    Al 

Atlas  504  Heavy  Duty  Cleaner  & 

Degreaser    A4.A8 

Atlas  506  Pure  Coco.  Hand  Soap 

Almd.Odr   El 

Atlas  507  40  Plus   El 

Atlas  508  Window  Cleaner CI 

Atlas  509  Sudsng  Ammn.  AU-Pur.CI.       CI 

Atlas  512  Drain  Free LI 

Atlas  517  Kl 

Atlas  520  Concrete  Truck  Cleaner  A3 

Atlas  522  Solvo  K2 

Atlas  523  Safety  Solvent    K2 

Atlas  525  Blue  Concentrate  Cleaner  ..  Al 
Atlas  539  Paint  And  Decal  Remover  ..    C3 

Atlas  540  Liquid  Steam  Cleaner    Al 

Atlas  548  Spray-Off  Oven  Cleaner  ....  A8 
Atlas-306  Hvy  Dty-All  Purp  Non 

Btyl  Clnr  A4.C2 

AT-1 10  Steam  Cleaner  Al 

AT-1 1 1  Extra  H.  D.  Steam  Cleaner  ....    A2 

AT-4005 Al 

AT-4007 Al 

CCDE  Concentrated  Clnr-Detergent- 

Emlsfr  Al 

Ferrocator  208  A2 

Lemon  Odor  Disinfectant  A4.C1 

Pine  Odor  Disinfectant   CI 

1006  Al 

1007  Al 

1015  Al 

103  Chlrn  Mach.  Dishwashing  Cmpnd.    Al 

104  Delux  Mach.  Dishwashing  Cmpnd.   Al 

106  Concrete  Cleaner  A4 

1104  Al 

1 17  Blue  Spry  Car  Wash  Det Al 

4002  Al 

407  Low  Temp.  Heavy  Duty  Cleaner       A5 

5003  A4 

543  Disinfectant  Sanitizer-Deodorant  ..  D2 
547  Off  Concentrated  Hvy  Dty  Clnr   ..    Al 

562  Heavy  Duty  Cleaner    A4 

563  Heavy  Duty  Cleaner-Degreaser  ....    A4 

700  Tox  Fl 

7005  A3 

701  Nox-Al  Residual  Roach  &  Insect 
Spry  F2 

702  Fog-9  Insecticide   Fl 

705  Bug-Go  Oil  Base  Insecticide  Fl 

Atlas  Minerals  &  Chemicals,  Inc. 


Atlas  Supply  Company 

Master  Blaster  Steam  Cleaner    Al 

Odor  Buster  CI 

Tazco  Toilet  Bowl  Cleaner  C2 

Atlas  Supply  Company 

Bonus  C2 

Atom  Chemical  Inc. 

401-ACR   G6 

701-ACB   G7 

704-ACB   G7 

Atomic  Steam  Company 

Asco  Steam  Cleaner   Al 


Atrium  Laboratories 

Defend  E4 

Pamper  El 

Atsco  Products 

Atsco  Knock  Outl   CI 

Atwell  Chemical  Corp. 

A- 100  Bottlewash  Compound A2 

A-15  Al 

A-20  A! 

A-50  A3 

A-80  Machine  Dishwashing  Detergent  A2 

Atwell  Atchlor A1.B1 

Atwell  GDC  Detergent  Sanitizer   D2 

Atwell  L-S-R  A3 

Atwell  No  9  Antiseptic  Hand  Cleaner  E2 

Atwell  Power  Plus Al 

Atwell  1000  D2 

Atwell  15  A2 

Atwell  965  Alkaline  Cleaner    A2 

Boiler  Water  Treatment    G6 

C  FC  Plus  Al 

Cloro-Clean  Al 

Concentrated  All  Purpose  Detergent    ..  Al 

Degreaser  A8 

Excel    Al 

Free  Flow L2 

Heavy  Duty  Cleaner-Degreaser    Al 

Hi-AIk   A2 

Kleen  Plus  General  Purpose  Cleaner  ..  A4 

Klordet  Al 

Kloro-Kleen  Al 

Kool  Kleen    A5 

L  H  S  Liquid  Hand  Soap   El 

LPP    A4 

LPP-I   Al 

Oven  Cleaner A8 

Pine  Scrub  CI 

Pot  and  Pan  Cleaner  Al 

Saf-T  Kleen  Al 

X-Tra  Clean  Al 

Aurora  International  Inc. 

AI-21  Biological  Digestant  L2 

AI-30  Biological  Grease  Digestant L2 

AI-30  Biological  Grease  Digestant 

Cone CI 

AI-35  Bac-T-Con    L2 

Aurora  Manufacturing  Corp. 

Auro-Clean    Bl 

Auro-Gel   Al 

Aurosan   D2 

Duro-Clean    Bl 

Enduro  Auro-Bac    Al 

Enduro  Auro-Chlor  Al 

Enduro  Auro-Move  Liquid  Al 

Enduro  Auro-Power    A2 

Enduro  Duro-Bac    A2 

Enduro  Duro-Chlor  Al 

Enduro  Duro-Solv  Liquid  Al 

Enduro  Foam  Cleaner  Al 

Enduro  G.  P.  Cleaner   Al 

Enduro  Herco    A2 

Enduro  Metal  Wash    A3 

Enduro  No.  1  Cleaner  Al 

Enduro  Smoke  House  Cleaner  Al 

Enduro  Super  G-P  Cleaner  Al 

Enduro  2  Cleaner    Al 

Liqui-Chlor    Bl 

Ausbond  Laboratories 

Ausbond  AA-2  Food  Machinery  Grease  HI 


Ausbond  FG  300  Lube  Oil  HI 

Ausbond  Lube-O-Seal  Grease    HI 

Austin  Chemical  Company 

Clear  Lemon  Dsnfctnt  Coef.  10  C2 

Glass  Cleaner CI 

Lemon  Coef.  8  Disinfectant  C2 

Lime  Cleaner  A4 

Mintene  Disinfectant  C2 

Pink  Lotion  Hand  Dshwshing  Detrgnt  Al 

Austin  Distributors 

Advanage  A4 

Austin  Diversified  Products,  Inc. 

Advanage  Colorless  Al 

Advanage  II  Al 

USAdvantage  A4 

Auto  Industrial  Marine  Chemicals, 
Inc. 

Krysial  Clear  CI 

Auto  Magic  of  Houston 

Odor  Digester    CI 

Auto  Wax  Company,  Inc. 

Pressure  Wash  HD  19  Al 

Pressure  Wash  JB  20    Al 

Pressure  Wash  JB-20  Liquid    Al 

Auto-Chlor  System 

Altersolve Bl 

Auto-Chlor  Auto-Break Bl 

Auto-Chlor  Buffered  Laundry  Sour  ....  B2 

Auto-Chlor  D-Chlor    B2 

Auto-Chlor  D-Scale A3 

Auto-Chlor  G.O.K.  Grill  &  Oven  Kleen  A8 

Auto-Chlor  Hand  Soap  El 

Auto-Chlor  Kleen  Duty A2 

Auto-Chlor  Laundry  Break  Bl 

Auto-Chlor  Laundry  Conditioner  Bl 

Auto-Chlor  Laundry  Detergent  Bl 

Auto-Chlor  Laundry  Detergent  LF  Bl 

Auto-Chlor  Laundry  Detergent  Plus  ....  Bl 

Auto-Chlor  Laundry  Sour  Bl 

Auto-Chlor  Oxygen  Destainer   Bl 

Auto-Chlor  PKC- 100    Al 

Auto-Chlor  PNC-200    A8 

Auto-Chlor  PPC-300  A3 

Auto-Chlor  Rinse  Aid  Al 

Auto-Chlor  Sani-Gel  E2 

Auto-Chlor  Solution-IO    D2 

Auto-Chlor  Special   Al 

Auto-Chlor  Tough  Break    Bl 

Auto-Chlor  746  Cleanser   CI 

Auto-Kleen  MS  Al 

Bar  Tender  Al 

Bi-Kleen  Al 

Bio-Flow    CI 

Chlorinated  Laundry  Destainer Bl 

Chlorinated  Machine  Detergent   Al 

D-Grease   A8 

DS  33  Dl 

Fabric  Softener   B2 

Glass  Kleen  CI 

Hi-Solids  Rinse  Aid    Al 

Hood-Kleen  Al 

Institutional  Machine  Detergent  Al 

Kleen  Duty  Plus    A2 

Laundry  Pre-Spot    Bl 

Low-Temp  Machine  Detergent Al 

Low-Temp  Rinse  Aid  Al 

Machine  Detergent    Al 
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Machine  Detergent  No.  2                     -  Al 

.  Par                                 Al 

Regular  Detergent  Al 

Rinse  Aid  Plus    Al 

Sc.ile-\\va>          A3 

Soft  &  Sour  B2 

Soft/San  B2 

Solution  CL  D2 

Solution  QA    D2 

Solution-San    D2 

Special  Bar  Cleanser  Al 

Special  Floor  Soap    A 4 

Super  Red  Detergent  Al 

Super  S  D2 

T.B.C.  Toilet  Bowl  Cleaner   C2 

Auto-Chlor  Systems 

Liquid  Soak  Tank  Cleaner    A4.A8 

Automation  Equipment,  Inc. 

Car  Wash  Compound    Al 

Autotrol  Corporation 

Chlorinating  Tablets    G4 

Autumn  Chemical 

Autumn  Freezer  Floor  Cleaner  A5 

Avatar  Corporation 

Avatech  40 HI 

Avatech  55 HI 

Avatech  70 HI 

Avatech  80 HI 

Avatech  80N   HI 

Citation  210  HI 

Citation  350  HI 

Citation  55  HI 

Citation  70  HI 

Citation  90  HI 

Mineral  Jelly  No.  10  HI 

ProChill   PI 

ProTech  TM  1220  HI 

ProTech  TM  2310  HI 

ProTech  TM  2311  HI 

ProTech  TM  2312  HI 

ProTech  TM  2332  HI 

ProTech  TM  312  HI 

ProTech  100H  HI 

ProTech  150G  HI 

ProTech  22    HI 

ProTech  220G   HI 

ProTech  280G  HI 

ProTech  32H  HI 

ProTech  32HN HI 

ProTech  320G  HI 

ProTech  46H  HI 

ProTech  46HN HI 

ProTech  460G  HI 

ProTech  68G  HI 

ProTech  68H  HI 

Soft  White  HI 

Axel  Christiernsson  bv 

Alutac  370FM  (NLGI  0) HI 

Alutac  372FM  (NLGI  2) HI 

Avers  Distributing  Co. 

Sun-Rey  Disinfectant    CI 

Sun-Rey  Germ  A  Way   CI 

Sun-Rey  Gum  Remover   PI 

Sun-Rey  Klean  A  Way  CI 

Sun-Rey  Oven  &  Grill  Cleaner   A8 

Sun-Rey  Stainless  Steel  Cleaner A7 

Sun-Rey  Tub  &  Tile  Cleaner  CI 


Aztec  Specialty  Chemicals,  Inc. 

BD  -  Chlor-Power  A2 

BD-Foam  Clean Al 

Crystal  Power  Cleaner    Al 

GP  Command    Al 

Aztron  Chemical  Services  Inc. 

Alka-Foam  A2 

Aztron  Cold  Water  Cleaner    Al 

Aztron  HEC  Al 

Evap-Coil  Al 

FC-840  A2 

Heavy  Duty  Cleaner  CI 

HVC  A2 

Maxi  Clean    CI 

Revive    A2 

Strips-It    A8 

Strips-It  Plus    A8 

Azure  Blue  Inc. 

Terrasol   A4.A8 

B  &  A  Distributing  Company 

Agent  0004    A3 

Agent  0013    H2 

B  &  A  Anti-Microbial  Hand  Soap  El 

B  &  A  Laundry  Bleach Bl 

B  &  A  Laundry  Wash Bl 

B&AO0I     Al 

B  &  A  0010  Chlorinated  CIP  Cleaner  A2 

B  &  A  0012    A2 

B  &  A  0015  Chlorinated  Cleaner A2 

B  &  A  0016  General  Cleaner Al 

B&A002    Al 

B  &  A  0037  Smokehouse  Cleaner  A8 

B  &  A  42-Q    D2 

B& A  0091  Trolley  Oil   HI 

B&A41I  Sanitizer-Cleaner  D2 

B  &  B  Blending,  Inc. 

Bubbles  H  D Al 

Bubbles  H  D.  #5   Al 

Drain  Aid  LI 

Food  Plant  Cleaner  Al 

Mean  Green  Al 

Powdered  Industrial  Clnr/Dgrsr  IP-308  Al 

Ultra  CI 

Ultra-d   CI 

B  &  B  Brand,  Inc. 

Acid  Brightener  (Liquid)    A3 

All  Foammy    Al 

B.T.  9005  G6 

B-Power  Al 

BarChlor  D2 

Bar  Chlor  L.C Dl 

Bar  M  R  A3 

Bar  Pink  Concentrate    Al 

Bar  Q  200   Al 

Bar  Rus   A2 

Bar  S.F A3 

Bar  Scale  Aid    A3 

Bar-D-Slime D2 

Bar-E-Too   E2 

Big  B  Al 

Brand  46    A4 

Brand  64    Al 

BL-30 H2 

C.P.  Clean   A2 

CT.  9205  G7 

C-M-Clean  Ql 

Circle  Acid    A3 

Circle  F  Acid  A3 

Circle  Shine  A8 


Citrus  Special    Al 

Citrus  Special  I   A2 

Clean  Chlor  Al 

Dock  Swab    A4 

Foam  Bar  8   Al 

Full  Power  A8 

General  Cleaner  Al 

Hi  Chlor  AS D2 

Hot  Deal    A2 

Hot  Soap   A2 

Hot  Tip    A3 

Kwick Al 

Launder   Bl 

Liquid  HDX Al 

OP.  Clean  A2 

Potassium  Permanganate  PI 

Raise    A4.A8 

Render  Clean  Al 

Royal  Spec  Al 

Shelly  Shine    Ql 

Sodium  Metabisulfite    PI 

Steampot    Al 

Steampot  Plus    Al 

Steampot  X    Al 

Super  Brite  Suds  Al 

Sur  Wash  H.F A2 

Sur  Wash  H.T A2 

SurWashK  A2 

Sur  Wash  L.K A2 

Sur  Wash  R.C A2 

Sur-Wash  A2 

Sur-Wash  KS  A2 

SPP    Al 

SS  Bright  A3 

Tanks  Clean  Chlor    A1.Q1 

Turg   Al 

WL-40-3    H2 

4591   A2 

B  &  B  Fasteners  Inc. 

Burn  Out  Sewer  Solvent  CI 

B  &  B  Products 

Freedom  C2 

B  &  B  Products 

Orange  Solve  CI 

B  &  B  Tritech  Inc. 

A-21  Al 

B  &  B  Lotion  Like  Hand  Soap    El 

B  &  B  MPS  A3 

B  &  B  Plax   A3 

B  &  B  Prep  Al 

B  &  B  Special  M    Al 

B  &  B  Super  Foam  Al 

Blitz  A2 

Concentrate  21  Al 

D-700  H2 

Decca-Solv Al 

Expose  Al 

EW  112   Ql 

Glow    A2 

HT40L   A2 

HT40   A2 

K-Strip  A2 

Lab-3   A1.B1 

Multi-Clean   Al 

Process-A  A3 

Rinse  Clean  PI 

Sewer  Solvent  LI 

TX40   A2 

U-l  Al 

Uni-Clean Al 

125  A2 

221   A3 

713  Jet  1    Al 
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892-A  Al 

892-X  Al 

897  Bl 

967  A4 

B  &  D  Paper  &  Chemicals 

Bowl  Cleaner C2 

Drain  Pipe  Cleaner  &  Opener    LI 

L  100  Al 

Porcelain  Cleaner  Concentrate  A3 

Scale  &  Lime  Remover    A3 

Spray  and  Wipe  CI 

B  &  G  Chemical  Sales 

Shine    CI 

B  &  G  Sales  &  Service,  Inc. 

No.  I    A4 

B  &  K  Industries 

See  Clean  Multi  Purpose  Cleaner Al 

B  &  L  Control  Service  Inc. 

BL  20 G6 

Formula  DL- 1543   G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546   G5.G7 

Formula  DL-1547   G7 

Formula  2032-F G6 

Formula  2051-F G6 

Formula  2162-A    G6 

Formula  2310-A    G6 

Formula  2330-F G6 

B  &  L  Neeley,  Inc. 

Cleaner  L-103   Al 

Cleaner  L-140  A2 

Cleaner  L-145   A2 

Cleaner  Liquid  No.  20    Al 

Cleaner  MSR-Acid   A3 

Cleaner  MSR-Acid  Cone A3 

Cleaner  P-101    Al 

Cleaner  P-120   A2 

B  &  R  Products,  Inc. 

A  P  C A4.A8 

Acid  Cleaner  Hi  Foam   A3 

Acid  Cleaner  LF  A3 

Actionite  LF    Al 

Alkaline  Chlorinated  Cleaner  Al 

Alklor Al 

APC  Foam  Cleaner  Al 

B  &  R  Sanitizer-Cleaner D2 

Bottle  Wash  A2 

Citrus  Wash  Al 

Concrete  Cleaner  A4 

Conveyor  Lube   H2 

Formula  S-38  D2 

Formula  205M-7.5    D2 

Heavy  Duty  Alkaline  Cleaner A2 

Hi  Foam  APC   Al 

10  Clean    D2 

Kloro  Kleen  Al 

Liquid  Actionite    Al 

Liquid  Alklor  Al 

Liquid  Hand  Soap  El 

Liquid  Smoke  House  Cleaner  Al 

Smoke  House  Cleaner  A2 

Wash  Clean  A4 

B  &  S  Research,  Inc. 

B&S  Industrial    LI 

B&S  Industrial  Achieve   LI 


B  &  W  Distributors 

Breeze    CI 

B  and  L  Supply  Company 

562  Liquid  Cone.  Hvy  Dty  Clnr-Dgrsr  A4 

BASF  Wyandotte  Corporation 

Plurafac  D-25  Surfactant Al 

Plurafac  RA-43  Surfactant   Al 

Pluronic  L-101  Polyol  Q5 

Pluronic  L-121  Polyol  Q5 

Pluronic  L-61  Polyol  Q5 

Pluronic  L-62LF  Polyol    Q5 

Pluronic  L-81  Polyol  Q5 

BBC  Systems,  Inc. 

PX-700 L2 

B  C  B  Janitorial  Supply  Co. 

BCB  Reflection  Glass  &  Surf  Clnr  (Blk)  CI 
BCB  Reflection  Glass  &  Surface 

Clnr(Aer) CI 

BCD  International 

BCD  Brand  Silicone  HI 

BCD  Brand  Stainless  Steel  Cleaner  ....  CI 

BCD  Brand  White  Grease    H2 

BCD  Gold  Cleaner  Degreaser    CI 

BCD  Industrial  Formula  B2.C1 

BCD  Ultra  Concentrated  Cleaner  ....  B2.CI 

B  E  S  Technologies,  Inc. 

BES  Grease  Elimination  System    L2 

B  G  Products,  Inc. 

Silicone  Lubricant  H2 

B  P  Oil  Co. 

Autran  C-3  H2 

Autran  Dexron  II/Mercon  ATF    H2 

Autran  Type  F H2 

BP  All  Season  10W-40 H2 

BPMultigear80W140    H2 

BP  Multigear  80W90    H2 

BPMultigear85W140   H2 

BP  Special  30   H2 

Eldoran  A-100  H2 

Eldoran  A-68  H2 

Energear  EP  100  H2 

EnergearEP  150  H2 

Energear  EP  220  H2 

Energear  EP  320  H2 

Energear  EP  460  H2 

Energear  EP  68  H2 

Energear  EP  680  H2 

Energrease  GG-S  H2 

Energrease  HT-SF  H2 

Energrease  LS-EP  10B  H2 

Energrease  LS-EP  15B  H2 

Energrease  MM-EP  2  H2 

Energrease  P-EP  2 H2 

Premex  Single  Grade  30  Motor  Oil  ....  H2 

Premex  10W-40 H2 

Turbinol  T-100    H2 

TurbinolT-150    H2 

Turbinol  T-22   H2 

Turbinol  T-32   H2 

Turbinol  T-46    H2 

Turbinol  T-68    H2 

Vanellus  C  Extra  15W-40 H2 

Vanellus  C-Extra  40  Motor  Oil    H2 


Vanellus  MCS-3  I0W  Motor  Oil  H2 

Vanellus  MCS-3  30  Motor  Oil  H2 

Vanellus  MCS-3  40  Motor  Oil  H2 

Vanellus  MCS-3  50  SG/CD  Motor  Oil  H2 

Vanellus  MG  15W-40  H2 

Wm  Penn  Premium  10W-40 H2 

Wm  Penn  Special  30  Motor  Oil  H2 

Wm  Penn  Turbo  Supreme  1 5W-40   ....  H2 

B  P  Oil  Inc. 

Bearing  Gard  H2 

Bearing  Gard  LT  H2 

Bearing  Gard  MK  H2 

BP  All  Season  10W-30 H2 

BP  All  Season  5W-30  H2 

BP  Energol  CS-15  H2 

BP  Energol  CS-22  H2 

BP  Energol  DC- 1500    H2 

BP  Energol  DC-600-C    H2 

BP  Energol  DC-680-C    H2 

BP  Energol  EM  Motor  Oil  SAE  10W  H2 

BP  Energol  EM  Motor  Oil  SAE  20W  H2 

BP  Energol  EM  Motor  Oil  SAE  30  ....  H2 

BP  Energol  EM  Motor  Oil  SAE  40  ....  H2 

BP  Energol  EM  Motor  Oil  SAE  50  ....  H2 

BP  Energol  HL- 1 00    H2 

BP  Energol  HL- 150    H2 

BP  Energol  HL-220    H2 

BP  Energol  HL-32    H2 

BP  Energol  HL-46    H2 

BP  Energol  HL-68    H2 

BP  Energol  HLP-C32  H2 

BP  Energol  HLP-C68  H2 

BP  Energol  LPT-32  H2 

BP  Energol  LPT-68 H2 

BP  Energol  NT- 150  Oil    H2 

BP  Energol  NT-68  Oil    H2 

BP  Energol  OE-100    H2 

BP  Energol  OE- 1 50    H2 

BP  Energol  OE-22    H2 

BP  Energol  OE-275    H2 

BP  Energol  OE-46    H2 

BP  Energol  OE-68    H2 

BP  Energol  Protective  SAE  20 H2 

BP  Extra  Duty  Gear  Oil  SAE  140  H2 

BP  Extra  Duty  Gear  Oil  SAE  80  H2 

BP  Extra  Duty  Gear  Oil  SAE  90  H2 

BP  Mineral  Gear  Oil  SAE  140 H2 

BP  Mineral  Gear  Oil  SAE  80 H2 

BP  Mineral  Gear  Oil  SAE  90 H2 

BP  Mineral  Oil  H-C5   H2 

BP  Mineral  Oil  L-10 H2 

BP  White  Oil  NF-70  HI 

BP  White  Oil  NF-90  HI 

BP  White  Oil  T-100  HI 

BP  White  Oil  T-60  HI 

BP  White  Oil  T-80  HI 

BP  White  Oil  USP-200 HI 

BP  White  Oil  USP-350 HI 

Facto  Motor  Oil  30  H2 

Factopet  PA-NF HI 

Factopure  FM-0 HI 

Factopure  FM-2 HI 

Factopure  NF- 1 30  HI 

Factopure  NF-90  HI 

Factopure  T- 70    HI 

Factopure  USP- 185  HI 

Factopure  USP-350  HI 

Factovis  43    H2 

Factovis  65    H2 

Factran  Grease  EP  No.  0    H2 

Factran  Grease  EP  No    I     H2 

Factran  Grease  EP  No.  2    H2 

Factran  Grease  EP  No.  3    H2 

Gearep  OG  H2 

Nitrex  Super  Premium  10W-30   H2 

Nitrex  Super  Premium  20W-50   H2 

Nitrex  Super  Premium  5W-30   H2 

Premex  10W-30 H2 

Premex  5W-30 H2 

Super  Bearing  Gard  Grease  EP  No.  0  H2 
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Super  Bearing  Gard  Grease  EP  No.  1  H2 

Super  Bearing  Gard  Grease  EP  No.  2  H2 

TurbinolT-115                    H2 

Vanellus  C  Extra  10W30  Motor  Oil    ..  H2 

Vanellus  C-Extra  30  Motor  Oil    H2 

Vanellus  MCS-3  20 H2 

WM  Penn  Premium  20W-50    H2 

WM  Penn  Premium  5W-30    H2 

WM  Penn  Turbo  Supreme  10W-30  ....  H2 

B  T  R  Valve  Sealants,  Inc. 

BTR  234  Valve  Sealant  &  O'Ring  Lu- 
bricant    HI 

B  Z  D  International.  Inc. 

Subdu  IP   L2 

B.  G.  Chemicals 

Bee  Gee  Germicidal  Spray  &  Wipe 

Cleaner   C2 

Bee  Gee  Glass  Cleaner  CI 

Foam-A-Way  C2 

B.E.S.T. 

Cirri  Beast  CI 

B.J.  Industries 

VP 120  Concentrate   CI 

VP120  General  Purpose  Cleaner    CI 

VP1 30  Concentrate   CI 

VP  140  Concentrate  CI 

B.M.  &  W.  Sales  &  Service  Inc. 

BigG  Al 

B-D  Chemical  Co..  Inc. 

All  Purpose   CI 

Degreaser  Al 

Eze  Strip    Al 

Germ-A-Clean  CI 

H  D  Degreaser   A4.A8 

H  D  Powder  1  CI 

H.D.  Powder  2 Al 

Hi  Suds    CI 

Liquid  Fry  Out    Al 

Medi-Clean    D2 

B-K  Chemical  Company 

AcidCleneBK    A3 

B-K  Cone Al 

Bot.  GloBK    A2 

BK  Cloral    Al 

BK  Cloral  Ad   Al 

BKDerust4    A2 

BK  Klener  E  A2 

Fom-it    Al 

Gen  Clene  BK    Al 

Klene  Vat  50  A2 

Bacar  Sales  Co. 

Golden  Gator  Concrete  Cleaner  A4 

Premium  Crystal  Blue CI 

Premium  Heavy-Duty 

Cleaner/Degreaser A4.A8 

Premium  Oven  &  Grill  Cleaner  A8 

Back  Supply  Company 

Refresh  Hand  Soap  El 

384  Lime  &  Scale  Remover  A3 


Bacon  Products  Corporation 

Rat  Free  F3 

Bacteria  Concepts,  Inc. 

Biozyn  300    L2 

Biozyn  301     L2 

DB-X100  L2 

DB-X200  L2 

Fast  Start  L2 

Forever  Gone  L2 

Baer  Supply  Company,  Inc. 

Baer  Cage  Wash   A3 

Dyn-O-Mite  II  Al 

Eura-Cote  Maintainer   Al 

Float  Germicidal  Cleaner   CI 

House  Of  Panda  Brand  No  152  Cleaner  A4 

Mint  Foam  Surgical  Hand  Soap  El 

Panda  Gold  Lemon  C2 

PhylmFree    CI 

Bahr  Sales  &  Service  Inc. 

B-500  L2 

Baker  Cheese  Factory  Inc. 

Baker's  All-Purpose  Cleaner  Al 

Baker's  Caustic    A2 

Baker  Performance  Chemicals,  Inc. 

CL-98I5/MC-50O    Al 

Duz-It-AH    CI 

Baker,  H.  J.  &  Bro.,  Inc. 

Eliminol  A-2A  CI 

Eliminol  N-I00A  CI 

Eliminol  N-7CA    CI 

Eliminol  NNZ-A  CI 

Eliminol  N2NZ-A  CI 

Eliminol  S-2A  CI 

Eliminol  S2NZ-A    CI 

Bakewell  Chemical  Company,  Inc. 

Heavy  Duty  Powdered  Laundry  Break  Bl 

Liquid  Laundry  Break  N/P  Bl 

Liquid  Laundry  Break  W/P    Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Soft/Sour  B2 

Nu-Rinse   Bl 

Nu-Soft    B2 

Oxy  Brite  L  Bl 

Power  Break    Bl 

Power  Break  NP  Bl 

Reclaim   Bl 

Release  Bl 

So-Soft  B2 

Balandis  Chemical  Company 

Gem  Degreaser   A4 

Balcones  Minerals  Corp. 

Absorb-N-Dry  Jl 

Balkamp,  Incorporated 

Battery  Cleaner  PI 

Electric  Motor  Cleaner  K2 

Gasket  Remover   PI 

Lift  Truck  &  Sliding  Tandem  Lube  ....    H2 
NAPA  Chain  &  Cable  Lube  Balkamp 
765-1370  H2 


Paint  Decal  Remover    PI 

Spray  Belt  Dressing    PI 

4-Way    H2 

Ball  Chemical  Company 

Ball-Co  Heavy  Duty  Wax  &  Finish 

Stripper  A4 

Ball-Co  Hi  Suds  Industrial  Cleaner   ....  A4 

Banish    CI 

Believe  It  C2 

Bust  Up  Al 

Eliminate   CI 

Low-Suds  Laundry  Detergent  Bl 

Luv-It  A8 

Spot  Away  CI 

Ball  Industries/ 

A  Division  of  VV.  W.  Grainger,  Inc. 

Bahama  Breeze   CI 

Ball  Any  Time  C2 

Ball  De-Limer  A3 

Ball  Double  Time   A6 

Ball  Heavy  Hitter    C2 

Ball  Quad  10  D2 

Ball  Sani-Scale  Plus    C2 

Ball  Shape  Up  C2 

Ball  Splash    A3 

Ball  Total  RTU  C2 

Ball-O-Solv   CI 

Ball-Phene  (Aerosol) CI 

Ball-Phene  (Bulk)   CI 

Base  Runner    A4 

Battalion    A4.A8 

Block  Buster   CI 

Bounty  Hunter  CI 

Capt  Courageous  Al 

Castillian  Liquid  Hand  Soap    El 

Dominate  Super-Duty 

Cleaner/Degreaser A4 

Engine  Cleaner  and  Degreaser  CI 

Expel   CI 

Glass  &  Utility  Cleaner    CI 

Gobble  L2 

Grease  Gun  In  A  Can  H2 

Hi  Foam  N.B.  Cleaner-Degreaser  Al 

Hot  Shot    A8 

Hot  Shot    A8 

Jitter  Bug  F2 

Jump  Start   A4 

Knock  Down  CI 

Knock  Down  Citrus  Cleaner/Dgrsr 

(Bulk)   CI 

Lights  Out   F2 

Liquid  Detergent  Al 

Lo  Temp  De-Car  A5 

Luster  Sheen    CI 

Luster  Sheen  Stainless  Steel  Clnr  (Bulk)  CI 

Morning  Orchard  CI 

New  Blossom    CI 

Point  Guard  K2 

PRI  H2 

PT7    CI 

Red-Eye  General  Purpose  Cleaner  A4 

Renegade  Al 

Ruthless  C2 

Safety  Solvent  (Bulk)   K2 

Septicare  Antiseptic  Hand  Soap  E2 

Short  Stop    K2 

ShowBoat    Al 

Silicone  Lubricant  H2 

Stainless  Steel  Cleaner   CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Stop  Sign  Fl 

Sun-Up  CI 

Vandalism  Mark  Remover    CI 

Wide  Trac  Low-Foam 

Cleaner/Degreaser  CI 

1  Neutral  Floor  Cleaner    CI 

2  All-Purpose  Cleaner  CI 
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3  Cleaner/Degreaser    CI 

6  Odor  Counteractant   CI 

7  Bow]  &  Bathroom  Cleaner  C2 

8  Glass  Cleaner  CI 

Ball-Zell  Sales  &  Supply  Co. 

Environmental  2000    L2 

Ballantyne  Pest  Control  Co. 

Mouse  Bait    F3 

Rat  And  Mouse  Bait  F3 

Balmar  Corporation 

Artic-U-Late    Al 

Bug  N  Tomb F2 

Bug  Off  Water  Based  Insecticide  Fl 

Charex   A8 

Close-N-Counters    Al 

Controlex  G7 

Controlex  L  G6 

Controlex  300   G7 

Controlex  301    G6 

Controlex  302   G6 

Controlex  303   G7 

Controlex  440   G7 

Controlex  442   G7 

Controlex-XL G6 

CRP  111    C2 

E-Lemon-Aid'r A4 

En-Tox-I-Cate  Fl 

Exit  17  LI 

Germ  Muncher    L2 

Glitter  Porcelain  Cleaner C2 

Gone  With  The  Wind  Fl 

Honey  Bare  Concentrated  Liquid  Skin 

Clnr  El 

Klean  Tech    Al 

KleanTech  II    Al 

Lemon  Surf  R  CI 

Multi  Klean  A4 

Multi  Klean  II  A4 

NB-100    Al 

Pine  Tech  CI 

Pine's  Way  CI 

Purity-4    CI 

Re-Nu A3 

Safe  Tech  Kl 

Safety  Tech  1     Kl 

Steam  Klean  Liquid    A2 

Stuff  Concentrated  Cleaner  A4 

The  Wizard  of  Grime   Al 

Top-This  Disinfectant-Cleaner   Dl 

Treat-Mint  Disinfectant CI 

40%  Pure  Coconut  Oil  Hand  Soap El 

Baltimore  Aircoil  Company 

IOBIO  Bacteria,  Slime  and  Algae 
Control    G5.G7 

Bama  Supply  Company 

Dry-Slide  HI 

Bancroft  Paper  &  Chemical  Co. 

Al-Pine  CI 

Al-Pine  II  Pine  Odor  Disinfectant    CI 

Angel  Soft  Antiseptic  Lotion  Hand  Soap  E4 

April  Shower  Lotionized  Soap  E4 

Automatic  Machine  Dishwash   Al 

Automatic  Machine  Warewash  Al 

AP101  All  Purpose  Cleaner  A4 

Bancroft  Bleach  Bl 

Big  Job  Liquid  Cleaner  A4.A8 

Big  Job  Spray-N-Wipe  Cleaner   A8.C1 

Big  Mack  CI 

Bole  Best  Clinging  Bathroom  Cleaner     C2 


Buck  Liquid  Laundry  Sour  B2 

Bull  Dozer  Drain  Opener  LI 

Cardinal  Low-Acid  Bowl  Cleaner   C2 

Clean-N-CIear  CI 

Coconut  Oil  Hand  Soap   El 

Dawn  II   B2 

Dawn  Laundry  Detergent   Bl 

Debbie's  Sudsing  Creme  Cleanser   A6 

Doe  Alkaline  Liquid  Laundry  Booster  Bl 
Double  Action  Hospital  Disinfectant   ..    CI 

Dove  Soft  Fabric  Softener    B2 

Food  Handler's  Antiseptic  E-2  Hand 

Soap    E2 

Fry-Kleen  Deep  Fat  Fryer  Cleaner  A2 

Gentle  II  Hand  Dishwash  Detergent    ..    Al 

Glass  -N-  More  CI 

Guardian  Foam  Cleaner-Degreaser  ..  A4.C1 

GEM  Stainless  Steel  Cleaner  A7 

Hard  Water/Heavy  Soil  Chlorine  Pow- 
der Bl    Bl 

Hawk  All  Purpose  Cleaner  A4 

Heyday  Neutral  Cleaner  A4 

Hot  Stuff  Oven  &  Grill  Cleaner  A8 

JP-83  Machine  Dishwash   A2 

Lemon  Fresh  Disinfectant  C2 

Lemon  Fresh  Hospital  Disinfectant-Clnr  CI 
Liquid  Live  Micro  Organisms  Drain 

Wolves    L2 

Liquid  Live  Micro  Organisms  Grs. 

Monkeys   L2 

Liquid  Live  Micro  Organisms  Scaven- 
gers     L2 

Liquid  Live  Micro  Organisms  Sewer 

Rats  L2 

M-P  Plus    Dl 

M-P  Plus  Foaming  Disinfectant-Cleaner  CI 

Mechanical  Warewash    Al 

Metal  Brite  Stainless  Steel  Cleaner  (Aer  CI 
Metal-Brile  Stainless  Steel  Cleaner  (Bui  CI 

Mint  Fresh  Disinfectant/Cleaner  CI 

Mo-Jo-Lan  Waterless  Hand  Cleaner  ....  E4 
Mo-Jo-Pum  Waterless  Hand  Cleaner  ....  E4 
O-J  Heavy  Duty  Waterless  Hand 

Cleaner   E4 

Orange  Oil  Solvent  Degreaser  (Aerosol)  CI 
Orange  Oil  Solvent  Degreaser  (Bulk)  CI 
Osage  Orange  Citrus 

Cleaner/Degreaser A4.A8 

Oven  &  Griddle  Cleaner  A8 

Ready  For  Use  Hand  Soap  El 

RIP  II  All  Purpose  Delimer   A3 

Silky  II  Liquid  Hand  Soap  El 

Special  Foam  Meatroom  Cleaner  Al 

Stan  San  Sanitizer  D2 

Ster-Dyne C2 

Sun  Brite  Liquid  Laundry  Detergent   ..    Bl 

Super  Mint  C2 

Super  Soap El 

Swash  Al 

W.P.  40  Penetrant  Penetrating  Lubricant  H2 

Wax  Stripper  Al 

White  Knight  Toilet  Bowl  Cleaner    ....    C2 

Zero-Cold  Freezer  Cleaner  A5 

80%  Pure  Pine  Oil  Disinfectant  CI 

Bango  Dist. 

BD-5    Al 

Bankle  Supply  Company 

Lem  N  Clean  El 

Banks  Industries,  Incorporated 

Solar  Shine    A7 

Banner  Chemical  Corporation 

Atomic  Ice  Melter  Pellets  CI 

Ban-A-Mint  Disinfectant CI 


Ban-Dri    Jl 

Ban-Zyme  Bathroom  Cleaner  &  Odor 

Control    CI 

Ban-Zyme  Drain  Maintainer  &  Deodo- 
rant        CI 

Ban-Zyme  Odor  Eliminator    CI 

Coconut  Oil  Liquid  Hand  Soap   El 

Concentrated  Neutral  Cleaner  CI 

Drain  Opener  Crystals LI 

Drain  Opener  Heavy  Duty    LI 

Express  Metal  Cleaner   A3 

Formula  158  Lemon  Disinfectant  ....  A4.CI 

Fragrant  Deodorant  Blocks  Pine C2 

Fragrant  Deodorant  Crystals  Cherry  ....    CI 
Green  N'  Clean  Snow  and  Ice  Melter       CI 

Heavy  Duty  Glass  Cleaner  CI 

Jet  Concentrate    A4 

Leader  Pine  Oil  Deodorant  CI 

Less  Work  CI 

Lightning  Degreaser   A4.A8.C1 

Lime  &  Film  Remover  A3 

Liquid  Ice  Melter    A5.C1 

Lotion  Hand  Cleaner  E4 

Mela-Clean    CI 

Mint  Deodorant  CI 

No  Rinse  Disinfectant-Sanitizer-Deod.     D2 

Oven  &  Grill  Cleaner  A8 

Pine  Scrub  Soap    CI 

Pine-O-Pine  Disinfectant CI 

Porso-Clean  A3 

Snow  White  Bowl  Cleaner  C2 

Steam-Away  Cleaner Al 

Strip  with  Ease    CI 

Supreme  Pine  Oil  Fragrant  Deod.  Clnr.    CI 

Synco  All  Purpose  Cleaner CI 

Terrazzo  Cleaner  CI 

Winter  Safe   CI 

Banner  Industries 

"Bandit"  Al 

AOR-927  G6 

ASB-901    G6 

ASB-908    G6 

ASR-932    G6 

Bio-Clean Al 

Chlorinated  Foaming  Cleaner  Al 

Clean  and  Thaw    A5 

Digestant  250 L2 

Food  Equipment  Lubricant  HI 

Grease  Cutter A4 

Live  Micro-Organisms    L2 

Machine  Dish  Detergent  Al 

Oven  and  Smokehouse  Cleaner   A8 

Powdered  Laundry  Detergent  Bl 

Powdered  Steam  Cleaner    Al 

Spray  Fog    Fl 

Banner  Labs,  Inc. 

Bake  Off  408  A8 

Ban-Scent  625  CI 

Bandit  207  Al 

Blast  Off  Steam  Cleaner  709  CI 

Charge  506    El 

Clean  Ice  708    A5 

Coil  Clean  Akaline  Coil  Cleaner  703    ..  PI 

Concrete  Cleaner  D-204  A4 

Crystal  Klear-C-GC-401  Glass  Cleaner    CI 
Crystal  Klear-R-GC-402  Glass  Cleaner    CI 

Degreaser  D-201   A4 

Descaler  One  A3, PI 

Eliminate  1915    A2 

Emulsy  Green  209 CI 

Emulsy  200   Kl 

Excel  Cleaner  101  Al 

Freez-Flor  755  A5 

Knock-Out  208    Al 

Orange  Crush  753  CI 

Orange  Plus  215   CI 

Safety-Degreaser  DS-202  A4.A8 

Slugger  205-1    Al 
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Sparkle  Tub  And  Tile  Cleaner  404  CI 

Super  D  Green  203  A4 

TSM  150  Chlorinated  Heavy  Duty 

Cleaner      Al 

223  Safe-Degreaz    CI 

275TKO  Al 

Barbecue  King  Company 

Barbecue  King  Cleaner  A8.C1 

Barclay  Chemical  Company,  Inc. 

Air  Con  BX  G7 

Air  Con  LN  G7 

Air  Con  LS    G7 

Air  Con  LS  220    G7 

Air  Con  LS  330    G7 

Air  Con  414 G7 

Algeacide  CR    G7 

Alka  Sperse  G6 

Alkasperse  101    G6 

Bar  Kern  No.  4  G6 

Bar  Kern  303  G6 

Bar-Kern  No.  3   G6 

Caustic  Soda   G6 

Dispersall  FE-10  G6 

Dispersall  FE-1000  G6 

Dispersall  HT    G6 

Kern  CollC  G6 

Kem  Coll  M    G6 

Kern  Coll  MS    G6 

Kem-X  G6 

Kem-X-E  G6 

N  S  Powder  G6 

Oxogon    G6 

Oxotrol  G6 

Volamine  G6 

Volamine  RL-2   G6 

Volamine  RL-202  G6 

Volamine  SDP  G7 

Volamine  101    G6 

Barco  Chemicals  Company 

Apex Al 

Barco  AFBC   C2 

Barco  High  Tech  Shopblaster A4.A8 

Barco  Pink  Lotion  Handsoap   E1.A8 

Betsall    Dl 

D-O-  Mint  CI 

Lemon  Disinfectant  CI 

Mild  Millie    C2 

Pheno  Bar  Pine  Odor  Disinfectant 

Cleaner   CI 

Sani-5  CI 

Super  Maid    C2 

Barco  Chemicals  Division,  Inc. 

Act  10    A4 

Airofresh    CI 

Attack F2 

B.  C.  Concentrate   A4 

B.  C.  Hospital  Disinfectant  Deodorizer    C2 
Barco-Met  Institutional  Chlorina- 

tedClnsr A6 

Delight  A4 

Delight  55    A8 

Dooms-Day   Fl 

Enzact  Universal  Enzymes  L2 

Epog  Steam  Cleaner  Compound Al 

Exo-Therm  LI 

Lime-X A3 

Maxim  A4 

No.  103  Garbo-Dis   CI 

Number  51  Insecticide    F2 

Perm-A-Sect  Residual  Spray    F2 

Pink  Antiseptic  Lotion  Hand  Soap  El 

Quatergent  Dl 

Rout  A4 


Royale  Ceramic  XZT   A3 

Sanite  A3 

Sparklize    CI 

Spray-Det  Al 

Steel  Shine  A7 

Super/Super  Bar-Con    CI 

Zippo  Concentrate  A4 

Barco  Supply  Company 

Super  Dazzle  Bl 

Super  Speed  Spray    Al 

Bardahl  Manufacturing 
Corporation 

Bardahl  Food  Machinery  Grease    HI 

Bardon  Industries 

Liqui-Live    CI 

Bardon  Industries  Inc. 

Bardon's  B-1000  Al 

Bardon's  Grease  Eze  I  Al 

Bardons  Green  Essence   14 

Bardon's  Liquid  Live    L2 

Bardon's  Omni  B  A4 

Bardon's  Oven  Cleaner  A8 

Bio-Treat  MD  1    G7 

Glisten   CI 

Grease-Ez-Il Al 

Grill  Cleaner   A8 

Liquid  Live   CI 

Neutra  Steam  G6 

No  Rinse  Sanitizer  205  D2 

Oxy-Gon  11    G6 

Prevent  Plus  L2 

Protect-All  300   G6 

Protect-All  300SP  G6 

Protect-All  301    G6 

Protect-All  302    G6 

Protect-All  303    G6 

Protect-All  400    G6 

Protect-All  503    G6 

STI-101    Al 

Bardon  Industries,  Inc. 

Bardon  I  Concentrate    CI 

Shine  'N  Glow  A7 

Spray-Foam  Al 

Barken 

All  Purpose    Al 

All  Purpose  Cleaner  Degreaser A4.A8 

Criteria  E-Z  Clean  A4.A8 

Criteria  E-Z  Clean  II  A4.A8 

H  D.  Degreaser   A4 

H  D.  Degreaser   Al 

Hi  Suds    CI 

Barker  Enterprises 

Acid  Cleaner  A3 

Caustic  G6 

Caustic  Foamer   Al 

CLA  Al 

CMC  11   G7 

CMC-FG   G6 

CW-1   G7 

D.D.S.S G6 

Degreaser  C-725   Al 

Foam  Ringer   Al 

Food  Plant  C-2   Al 

Fryer  Boil    A2 

M-25    LI 

Mite-C  Al 

MMR-25    Al 


Phosphoric  Acid.  75%  A3 

Poly  2    G7 

Product  SLT-1   G6 

Product  182   G6 

Sodium  Hydroxide.  Dry   A2 

Sodium  Hydroxide.  50%  A2 

STP-1  G6 

Barkoff  Container  and  Supply  Co. 

CDD  Plus  Germicidal  Foaming  Cleaner  C2 
Take-lt-Off  Plus    CI 

Barkonwood  Corporation 

Electro-Solv  K2 

GSHGD-1    1.2 

Pen-A-Lube   H2 

Spra-Away  A4 

Viking  4  A4 

Barlyn  Chemicals 

Activator  5000  L2 

Antiseptic  Liquid  Hand  Soap  Concen- 
trate    El 

Bar-Lo-Cide  Formula  C-26 Dl 

Bar-Lo-Cide  Formula  M-28   D2 

Bar-Lo-Cide  Formula  P-30  Dl 

Bar-Lo-Cide  Fortified  Pine  Odor  Disinf  CI 

Bar-Lo-Cide  Mint  Disinfectant  C2 

Bar-Lo-Cide  Pine  Odor  Disinfectant    ..  CI 

Bar-Lo-Cide  Pine  Oil  Disinfectant  CI 

Barlyn  Citra  Solv    CI 

Bartrol  Odor  &  Grease  Control    CI 

Bullet-Non-Butyl  Degreaser  Al 

Dynamite  Cold  Oven  Cleaner A8 

Foam  Additive  Al 

Formula  1000  Conveyor  Lube   H2 

Grease  Cutter Al 

Greaseless  Conveyor  Lubricant    H2 

GC  Foam  Cleaner  Al 

Liquid  Alive  Bacteria   CI 

Lo  Foam-A-Vac  Cleaner  A4 

Odor  and  Grease  Control    CI 

Perform  Foaming  Cleaner  Al 

Power  Cleaner  A4 

Power  Plus  A4.A8 

Quarry  Tile  Cleaner    A4 

Scum  Remover    Al 

Special  Lube  D   H2 

Steam  Cleaner  Al 

Strike  Degreaser/Cleaner A I 

Synthetic  Conveyor  Lube  H2 

Barnes  Maintenance  Supply 

Easy-Kleen E4 

Easy-Kleen  with  Grit    E4 

Baron  Co.,  Inc.,  The 

Blue  Power    Al 

Barr,  W.  M.  &  Company 

Barco  Cleaning  &  Degreasing  Solvent 

E-ll  K2 

Furafilm  Multi-Purpose  Lubricant    H2 

Barrier  Coatings,  Inc. 


Barrier  Industries  Inc. 

All  Star  Pine  Cleaner  &  Deodorant  ....  CI 

Barcrobe Dl 

Bio-Barrier  Fresh  Mint  Disinfectant  ....  CI 
Bio-Barrier  Lemon  Detergent  Disnf 

Deod CI 

Bio-Barrier  Odrls-No  Rinse-Dis.-San- 
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Deo   D2 

Bio-Barrier  Pine  D    CI 

Blue  Krystal  A4 

Blue  Pearl  Synthetic  Detergent Al 

BA-201     Al 

Choice    Al 

Clean  Itl  Neutral  Cleaner    CI 

Dari-San  D2 

Free'N'Clear  A4 

Fresh  N'Clean    A4.A8 

Klean  All  A4 

Maverick    A4 

Muscle  Strip    CI 

Natural  Orange  Solvent  Emulsf.  Dgrsr  CI 
Orbit  Greaseaway  Foaming  Clnr  Cone 

Dgrsr  Al 

Oven-N-Grill  Cleaner   A8 

Relkem  "0"dorless    Al 

Relkem  "99"    A4 

Sanikleen  Hand  Soap    E2 

Slash    A4.A8 

Sof-Touch  15  Liquid  Hand  Soap  El 

Stainless  Steel  And  Metal  Polish   A7 

Super  Barcrobe    Dl 

Super  Septic  Germicidal  Hand  Wash  ....  E2 

Surpass  A4.A8 

Tempest  Al 

Top-Notch  Cream  Cleanser    CI 

Wildcat A4 

Barrington  Chemicals  Company 

BC-2080    A2 

BCC-2015   Al 

BCC-2020   A2 

BCC-2025   A2 

BCC-2030   A2 

BCC-2035    Al 

BCC-2040   A2 

BCC-2045   A2 

BCC-2075    A2 

BCC-2110   Al 

BCC-2115   Al 

BCC-2170   Al 

BCC-2175    Al 

BCC-2215    Al 

BCC-2225   CI 

BCC-2235   Al 

BCC-2275   Al 

BCC-2310   A3 

BCC-2315   A3 

BCC-2320   A3 

BCC-2325    A3 

BCC-2335    A3 

BCC-2340   A3 

BCC-2420   D2 

BCC-2440  Acid  Sanitizer  D2 

BCC-2510   Q2 

BCC-2520   Q5 

BCC-2570   Ql 

BCC-2580   Ql 

BCC-2590   Ql 

BCC-2615    Al 

BCC-2630   El 

BCC-2640   E2 

BCC-2670   A2 

Barth,  T.  &  Traum  Co. 

Cleaner/Degreaser  Al 

Bartlett  Chemicals,  Inc. 

Bart-Lube  H2 

Boro  Handsoap   E4 

Dolphin  Red    A4 

Dolphin  Steam  Cleaner  A8 

Dolphin  SAC  A3 

Dolphin  281  Al 

Dolphin  305  A3 

Dolphin  400  D2 

Dolphin  401  D2 


General  Utility  Cleaner  Al 

Inhibited  Propylene  Glycol  PI 

Inhibited  Sulfamic  Acid    A3 

Iod-Dyne    D2 

Lemon  Klean  CI 

Quid  Al 

TPS    CI 

Water  Soluble  Degreaser    Al 

306  A3 

Barton  Chemical  Corporation 

Chloro-San  Dl 

Savaday  Bleach  Bl 

Barton  Solvents  Inc. 

Barsol  DCO  75   HI 

Barsol  Packers  Tech  Oil-A  HI 

Barsol  White  Oil  13A  NF HI 

Barsol  White  Oil  21 A  USP    HI 

Barsol  White  Oil  5A  NF HI 

Barsol  White  Oil  55    HI 

Barsol  White  Oil  70  NF  HI 

Barsol  White  Oil  8T-A  HI 

Barsol  White  Oil  9A  NF HI 

Barsol  White  Oil  9T-A  HI 

Barsol  White  Oil  90  NF  HI 

Barsol  White  Oil  90  Tech HI 

Barsol  White  Oil  90  Tech+    HI 

Mineral  Oil  Tech  80  HI 

Barton,  B.  G.  Sales  Associates 

Waterless  Hand  Cleaner  E4 

22-A  H2 

Basco  Distributing 

AP-60  General  Purpose  Detergent  Dgrsr  A I 
APP  General  Purpose  Detergent  De- 
greaser    Al 

Baseco  Products  Co. 

HM-430  G6 

HM-446  G7 

HM-454  G6 

HM-456  G6 

HM-457  G6 

HM-467  G6 

HM-468  G6 

HM-469  G6 

HM-469-NA    G6 

Basic  Chemical  Services,  Inc. 

Basic  1401  L  Al 

Basic  1450  PM    A2 

Basic  735-L  Al 

122-P   Al 

Basic  Products 

"Spray-Tex"  Degreaser  Al 

Bac  Man  Instant  Odor  Control  CI 

Boil  Out  A2 

Clear-San  D2 

Clear-San  Disinfectant/Sanitizer  D2 

Easy-KIeen El 

Germ-A  Foam  CI 

Powder  Power  7    F2 

Scent-O-Lemon  Di- 

sinf.-Deod.-Cleaner A4.C1 

Scent-O-Mint  Disinf.-Cleaner  Deodo- 
rant      CI 

Scent-O-Pine  Disinf.-Cleaner-Deodorant  CI 

Sharp-Shooter    CI 

TD  Concentrate  CI 

Wintex  CI 


Basic  Supply  Company,  Inc. 

B-Gone CI 

Basic  Plus  Mountain-Aire  C2 

Clear  Image  CI 

Nature's  Way  L2 

Power  Foam  C2 

Basol  Laboratories,  Inc. 

Basol  Concentrate   Al 

Basol  Sol  C2 

Sparkle  Tone  C2 

Battleground  Maintenance  Supply 

Heavy  Duty  Action  A I 

Baver  Custodial  Supply  & 
Consulting  Co. 

Duro  Blue  Label   Al 

Duro  Germicidal  Cleaner   D2 

Bay  State  Janitorial  &  Paper  Supply 
Co. 

Bay  APC  All  Purpose  Cleaner  Al 

Bay  Scrub  Heavy  Duty 
Degreaser/Cleaner Al 

Bay  Tech  Chemical  Company 

Pro  Tech  Permethrin-10  Multi-Use  Inset.  F2 
Bay  West 

Antimicrobial  Soap  El 

Lotion  Soap  Cartridges  El 

Medicated  Lotion  Soap  El 

Medicated  Lotion  Soap  Cartridges  El 

Baychem 

Bay  603  A2 

1 10-L  Liquid  Acid  Cleaner A3 

140-L  Steam  Detergent  (Premium)    ....  Al 

167-P  Rust  Remover  A2 

174-L  Foamer   Al 

300-P  Acid  Rust  Stripper  A3 

301-P  System  Cleaner  A2 

302-P  Klor  Al 

99-P  GPC-A11  Purpose  Cleaner    Al 

Bayer  Corporation 

Baygon  1.5    F2 

Baygon  2%  Bait  Insecticide  F2 

Baygon  70  WP  Insecticide  F2 

Tempo  2  Insecticide    F2 

Tempo  20  WP  Insecticide F2 

Tempo  20  WP  Insecticide  In  Packets    ..  F2 

Bayer  Medical  Service  Systems,  Inc. 

Bayer  100  Regal  Neutral  Disnfnt  Clnr  Dl 
Bayer  101  Regal  Quaternary  Disnfnt 

Clnr  CI 

Bayer  104  Regal  General  Purpose 

Disnfct C2 

Bayer  130  Regal  Creme  Cleanser    A6 

Bayer  200  Imperial  Low  Acid  Bowl 

Clnr  C2 

Bayer  220  Imperial  Non  Acid  Bowl 

Cleaner   C2 

Bayer  400  Prince  Uric  Acid  Eliminator  CI 

Bayer  410  Prince  Quarry  Tile  Renovator  A3 

Bayer  900  Regent  All  Surface  Cleaner  A4 
Bayer  902  Regent  Damp  Mop  Detergent  CI 
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Ba>lor  Chemical  Company 

Ammo  Strip  CI 

Hard  Surface  Cleaner 

Bayou  Country  Wholesale  Supply. 
Inc. 

Blue  Strength  Acid  Bowl  Cleaner  C2 

Blue  Strength  N  A   Bowl  Cleaner    CI 

Beach  Chemical.  Inc. 

BC1  Acid  Free  C2 

BC1  Royal  Palm  CI 

Beacon  Distributors  Inc. 

NBD  Grease  Cutter  Al 
Bear  Enterprises 

Bear  Super  Bowl  Cleaner  .  C2 

Big  Bear  Cleaner  A4.A8 

Crystal  Clear  CI 

Foam-n-Rinse    ....  Al 

No  Rinse  Concentrate  D2 

Bear  Paw  Company,  The 

Boiler  Chmcl  Uq  Org  Colloid  A-00   ..  G6 

Boiler  Chmcl  Uq  Org  Colloid  A-OI    ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  A-02  G6 

Boiler  Chmcl  Liq  Org  Colloid  A-05  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-00   ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-01    ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-02  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-05  G6 

Boiler  Water  Treatment  900-Q  G6 

Boiler  Wtr  Treat  Uq.  Orgnc  Colloid 

LQ05  G6 
Boiler  Wtr  Treat  Uq.  Orgnc  Colloid 

L05  G6 
Cooling  Tower  Liquid  Water  Treatment 

PHR .  G7 

Steam  Une  Treatment  SLT-A    G6 

Steam  Une  Treatment  SLT-C    G6 

Bearing  Sales  &  Industrial  Supplies 
Inc. 

Big  Blast   K2 

Big  Blast   K2 

Orange  Power   CI 

Shur  Lube    H2 

The  Penetrator  H2 

Beaver  of  Birmingham.  Inc. 

BD-20    A4 

Royal  W Al 

SC-10  Al 

SC-15  Al 

Beaver  of  Jackson.  Inc. 

#2  Chemical Al 

"Big  B"  Misty  Muld-Purpose  Cleaner  A4 

Beaver  Shine  Glass  Cleaner  CI 

Pink  Panther    Al 

Sudsy  Al 

Beaver  of  Wisconsin,  Inc. 

Acid  1000  SF    A3 

Acid  660   A3 

C-8  CIP  Cleaner   Al 

Chelation  No  4  A2 

Chlorinated  Uquid  CIP  Cleaner  Al 

D-Foam-It    Al 


Egg  Cleaner  L.F Ql 

Eliminate   A3 

Floor  Cleaner  No  4    A4 

Foam  Addition    Al 

Foam  Additive  Al 

Foam-It    Al 

Fryer  Cleaner  No  4    A2 

General  Cleaner  770  Al 

General  Cleaner  880  Al 

General  Cleaner  990  Al 

H  D  Acid  200  A3 

H  D  Acid  250  A3 

H.D  Acid  300  A3 

HIST  Cleaner  A2 
Hea\  >  Duty  Chlorinated  Uquid  CIP 

Clnr  Al 

Liquid  Caustic  Additive   Al 

Liquid  Caustic  Cleaner  A2 

Liquid  Floor  Cleaner  No.  5 

Liquid  Heavy  Duty  Cleaner  A2 

LPC-200                          Al 

Smoke-Kleen  5438    A2 

Trolley-Kleen A2 

Beaver  Chemical  Inc. 

Beavers  Detergent  Sanitizer  Dl 

Beaver's  Revelation  Miracle  Cleaner  ..  Al 

Polar-Kleen  Freezer  Cleaner   A5 

Beaver  Research  Companv 

Kleen-Up-    Al 

Ammoniated  Oven  Cleaner A8 

B  A   Lemon  Disinfectant  Deodorant   ..  C2 

Battery  Terminal  Cleaner  and  Protector  PI 

Bea  Feet  Disinfectant  Deodorant  C2 

Bea  Meat  Al 

Bea  Slik  Heat-Stable  Release  Agent    ..  HI 

Bea-Bomb   F2 

Bea-Chrome  Metal  Polish  CI 

Bea-Tef   H2 

Beaver  Bea-Kleen  C2 

Beaver  Germicidal  Cleaner A4 

Beaver  Pinee  Foam  CI 

Beaver  Silicone  Spray  HI 

Beaver  Stix    CI 

Belt  Dressing  PI 

Bendiocide  F2 

Bio-Kleen  All  Purpose  Cleaner   CI 

Block  Out    CI 

Bolt-Buster    H2 

Boot  Hill  Dry  Mist  Insect  Killer    Fl 

Brite  Blue    CI 

BEA  Meat  Foam  Al 

Chain  &  Cable H2 

Clear- View CI 

Dressing  for  V-Flat-Round  Belts PI 

Dry-Moly  H2 

Duo-Kleen  Lemon  Odor  Dsnfctnt  Deod 

Clnr  A4 

Duo-Kleen  Mint  Scent  Dsnfctnt-Deod 

Clnr  CI 

Duo-Kleen  Pine  Scent  Dsnfctnt-Deod 

Clnr  CI 

Fantastic Kl 

Fantastic  II  Safety  Solvent   CI 

Food  Grade  White  Grease    HI 

Geronimo  Drain  Opener  LI 

Grease  Go   Al 

GB-915  NC  Al 

GB-930    Al 

GB915   Al 

Hi-P  Contact  Cleaner   K2 

Instant  Kleen  Germicidal  Clnr  & 

Deodrnt  CI 

Invisible  Skin  Shield  E4 

Kleer  Vu    CI 

Kleer  Vu  Glass  &  Utility  Cleaner   CI 

Knock-Out  Fogging  Insect  Killer  F2 

Kuul  H2 


Kwik  Strip  Al 

Lavish  Stainless  Steel  Cleaner  &  Polish  A7 

Master  Lube H2 

Master  Lube  N/C H2 

Micro  Guard    CI 

Monitor  4  Toilet  Unit  C2 

No  Grab  ..._ H2 

Non-Flammable  Spray  Red  Spray 

Grease  H2 

NB  215    Al 

One-Shot   LI 

Power-Zyme    CI 

Q  M  D  L2 

S-711    CI 

S-722  CI 

Safe  Flo  CI 

Safe-Flo  CI 

Safe-Step  Quarry  Tile  Cleaner  A3 

Safety  Lube  HI 

Shine-On    A7 

Silicone  Lubricant  HI 

Silicone  Spray  Food  Grade HI 

Slick  H2 

Sling  Shot  II    F2 

Super  Bea  KJeen  A4 

Supreme  Bowl  Cleaner  C2 

Surface  Scum  Remover A4 

Terp-A-Klean CI 

Three-Gly CI 

Velvet  Scrub  Non-Acid  Creme  Clnsr. 

Cone   CI 

Waterless  Hand  Cleaner  E4 

Waterless  Mytee  Kleen  with  Pumice  ....  E4 
Waterless  Mytee  Kleen  Abrasive  Free  ..  E4 

Wax  Stripper  A4 

Wipeout  F2 

Wyte-Ease  Uthium  White  Grease   H2 

Beaver  Supply  Co. 

Stainless  Steel  and  Metal  Polish    A7 

Beck  Distributing  Company,  Inc. 

O-So  Quick  A8 

Scale  Solv   A3 

Tufstuff  CI 

Beck,  A.  C.  Chemical  Div. 

See  Anderson  Chemical  Company 

Becker-Underwood,  Inc. 

Handcleaner  E4 

Beet  Chemical  Co.,  Inc. 

Chemical  Cleaner   A3 

Heavy-Duty  #102    Al 

Heavy-Duty  #147    Al 

Penny  Curtiss  Form.#3  All  Purp 

Clnr&Dgrs    CI 

Penny  Curtiss  Form#2  All 

Purp.Clnr&Dgrsr    A4 

Plus    Al 

Steam  Cleaner  Al 

Super   CI 

Bedard  Brothers,  Inc. 

Dilutable  Gen  Purp  Panther  All  Purp 

Clnr  A4 

Leopard  Disinfectant  Cleaner  CI 

Lynx  Bowl/Tile  Porcelain  Cleaner  C2 

Rinse  Free  Tiger  Floor  Stripper  CI 

Super  Puma  Toilet  Bowl  Cleaner  C2 

Bee  Ess  Industries  Inc. 

Powdered  Cleaning  Compound    Al 
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Bee-Chem,  Inc. 

B-1000  Al 

B-50  A3 

Gleen   CI 

Melt-Away  Al 

Pro-Cleen  E4 

Beehive  Machinery,  Incorporated 

Deboner  Cleaner   A2 

Deboner  Cleaner  B7 1372   A2 

Behnke  Lubricants,  Incorporated 

Food  Grade  Penetrating  Oil   HI 

Jax  Air  Tool/Rock  Drill  Oil  SAE  20  ..  H2 

Jax  Dexron  II  A.T.F H2 

Jax  Dry  Slide  Silicone  -  Bulk HI 

Jax  Gear-Guard  Synthetic  H2 

Jax  Gear-Guard  Synthetic  Winter H2 

Jax  H-P  Industrial  Gear  Oil  ISO  100  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  150  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  220  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  460  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  68  ....  H2 

Jax  Hydra-Plate  150   H2 

Jax  Hydra-Plate  32   H2 

Jax  Hydra-Plate  46   H2 

Jax  Hydra-Plate  68   H2 

Jax  Magna-Kote  412  H2 

Jax  Magna-Kote  990  H2 

Jax  Magna-Plate  1000 H2 

Jax  Magna-Plate  1100 H2 

Jax  Magna-Plate  140MV    H2 

Jax  Magna-Plate  200 H2 

Jax  Magna-Plate  2000 H2 

Jax  Magna-Plate  250  FG    HI 

Jax  Magna-Plate  300 H2 

Jax  Magna-Plate  33-0  HI 

Jax  Magna-Plate  33-2  HI 

Jax  Magna-Plate  36-1    HI 

Jax  Magna-Plate  36-2  HI 

Jax  Magna-Plate  400  H2 

Jax  Magna-Plate  44-0  HI 

Jax  Magna-Plate  44-1   HI 

Jax  Magna-Plate  44-2  HI 

Jax  Magna-Plate  500-0  H2 

Jax  Magna-Plate  500- 1   H2 

Jax  Magna-Plate  500-2  H2 

Jax  Magna-Plate  60 HI 

Jax  Magna-Plate  600  H2 

Jax  Magna-Plate  62  HI 

Jax  Magna-Plate  64  HI 

Jax  Magna-Plate  700  H2 

Jax  Magna-Plate  72 HI 

Jax  Magna-Plate  74  HI 

Jax  Magna-Plate  76 HI 

Jax  Magna-Plate  78  HI 

Jax  Magna-Plate  8  HI 

Jax  Magna-Plate  80 HI 

Jax  Magna-Plate  800-1   H2 

Jax  Magna-Plate  800-2  H2 

Jax  Magna-Plate  85W140FG   HI 

Jax  Magna-Plate  86  HI 

Jax  Magna-Plate  88  HI 

Jax  Magna-Plate  90 H2 

Jax  Magna-Plate  90MV    H2 

Jax  Magna-Plte  140 H2 

Jax  Multi-Purpose  Gear  Oil  300 H2 

Jax  Multi-Purpose  Gear  Oil  500 H2 

Jax  Premium  A-P  Oil   H2 

Jax  Premium  Hydraulic  Oil  ISO  100  ..  H2 

Jax  Premium  Hydraulic  Oil  ISO  150  ..  H2 
Jax  Premium  Hydraulic  Oil-Heavy  ISO 

68    H2 

Jax  Premium  Hydraulic  Oil-Light  ISO 

32    H2 

Jax  Premium  Hydraulic  Oil-Medium 

ISO  46 H2 

Jax  Premium  Hydraulic  Oil-Type  Z  ....  H2 

Jax  Premium  RP  Rotary  Pump  Oil    ....  H2 


Jax  Proofer  Oven  Chain  Oil  HI 

Jax  Syncomp-P  46 H2 

Jax  Syncomp-P  68 H2 

Jax  Syngear  Industrial  Gear  Oil  ISO  100  H2 
Jax  Syngear  Industrial  Gear  Oil  ISO  150  H2 
Jax  Syngear  Industrial  Gear  Oil  ISO  68  H2 

Jax  Titan  SAE  30   H2 

Jax  Titan  10W10  H2 

Jax  Titan  15W40  H2 

Jax  Unitran    H2 

Jax  Way-Tac  100    H2 

Jax  Way-Tac  150    H2 

Jax  Way-Tac  220    H2 

Jax  Way-Tac  46    H2 

Jax  Way-Tac  68    H2 

JAX  Chain  Drive  Pin  &  Bushing  Lube  H2 

JAX  Clear-Guard  FG  0  HI 

JAX  Clear-Guard  FG  1  HI 

JAX  Clear-Guard  FG  2  HI 

JAX  Clear-Solv  FG  HI 

JAX  Crane  Deck  Oil  SAE  140 H2 

JAX  Crane  Deck  Oil  SAE  90 H2 

JAX  Hydra-Plate  100   H2 

JAX  Hydra-Plate  22   H2 

JAX  Hydra-Plate  220   H2 

JAX  Magna-Kut  100FG   PI 

JAX  Magna-Plate  2000-FG    HI 

JAX  Magna-Plate  22  HI 

JAX  Magna-Plate  220FG   HI 

JAX  Magna-Plate  460FG   HI 

JAX  Magna-Plate  66 HI 

JAX  Poly-Guard  FG-0    HI 

JAX  Poly-Guard  FG-1    HI 

JAX  Poly-Guard  FG-2    HI 

JAX  Premium  Hydraulic  Oil  ISO  22  ..  H2 

JAX  Premium  Natural  Gas  Engine  Oil  H2 

JAX  Super-Cling  Chain  Lube  w/PTFE  H2 

JAX  Syncomp-D  ISO  46    H2 

JAX  Syncomp-D  100   H2 

JAX  Syncomp-D  68   H2 

JAX  Syncomp-FG  ISO  100   HI 

JAX  Syncomp-FG  ISO  150   HI 

JAX  Syncomp-FG  ISO  22   HI 

JAX  Syncomp-FG  ISO  220   HI 

JAX  Syncomp-FG  ISO  32   HI 

JAX  Syncomp-FG  ISO  46   HI 

JAX  Syncomp-FG  ISO  68   HI 

JAX  Syngear-Industrial  Gear  Oil-ISO 

220    H2 

JAX  Syngear-Industrial  Gear  Oil-ISO 

460    H2 

JAX  White  Mineral  Oil  22  HI 

JAX  White  Mineral  Oil  68  HI 

MP  Gear  Oil  GL-5  SAE  140  w/Paratac  H2 

MP  Gear  Oil  GL-5  SAE  90  w/Paratac  H2 

Bel-Rae  Chemical  &  Industrial 
Products 

Bel-Rae  Blue  CI 

Bel-Rae  Power  Pack  CI 

Black  Mark  Remover  A4 

Liquid  Hand  Soap  E4 

Multi-Purpose  Cleaner/Stripper    Al 

Neutral  A4 

No-Film  A4 

Non-Acid  Bowl  Cleaner  C2 

Paint  &  Varnish  Remover C3 

Safety  Solvent  K2 

Strip  Clean  Al 

Bel-Ray  Company,  Incorporated 

B-R  Divider  Oil  No.  169    HI 

B-R  Divider  Oil  No.  95    HI 

Bakerylube  H2 

Bakerylube  Regular  H2 

Bakerylube  260  H2 

Bakerylube  400  H2 

Bel-Ray  Amber  Grease  1    H2 

Bel-Ray  Amber  Grease  2   H2 

Bel-Ray  Amber  XH  Grease    H2 


Bel-Ray  Anti-Wear  Lube  0 H2 

Bel-Ray  Anti-Wear  Lube  00 H2 

Bel-Ray  Anti-Wear  Lubricant  1   H2 

Bel-Ray  Anti-Wear  Lubricant  2  H2 

Bel-Ray  Anti-Wear  Lubricant  3  H2 

Bel-Ray  Anti-Wear  Lubricant  4  H2 

Bel-Ray  Anti-Wear  Lubricant  5  H2 

Bel-Ray  Anti-Wear  Lubricant  6  H2 

Bel-Ray  Anti-Wear  Lubricant  7  H2 

Bel-Ray  AD  Lubricant  50 H2 

Bel-Ray  Bakerylube  WB    H2 

Bel-Ray  Bio-Bel  Hydraulic  Oil    H2 

Bel-Ray  Brake  &  Contact  Cleaner  K2 

Bel-Ray  Compuvac  Oil  SAE  30 H2 

Bel-Ray  Compuvac  Oil  SAE  40 H2 

Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 10    HI 

Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 20    HI 

Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 30    HI 

Bel-Ray  CC  No-Tox  Gear  Oil  80    HI 

Bel-Ray  CC  No-Tox  Gear  Oil  90    HI 

Bel-Ray  CC  No-Tox  PL  Lubricant    ....  HI 

Bel-Ray  CLB  23  H2 

Bel-Ray  DEB  Comp.  Lube  100  H2 

Bel-Ray  DEB  Comp.  Lube  150  H2 

Bel-Ray  DEB  Comp.  Lube  32  H2 

Bel-Ray  DEB  Comp.  Lube  46  H2 

Bel-Ray  DEB  Comp.  Lube  68  H2 

Bel-Ray  EPO  600  H2 

Bel-Ray  EPO  900  H2 

Bel-Ray  No-Tox  Anti-Wear  Lubricant 

#30    HI 

Bel-Ray  No-Tox  Anti-Wear  Lubricant 

10    HI 

Be! 


20 


Be 


M> 


Ray  No-Tox  Anti-Wear  Lubricant 
Ray  No-Tox  Anti-Wear  Lubricant 
Ray  No-Tox  Anti-Wear  Lubricant 


HI 


HI 


Bel 

40    ..  HI 

Bel-Ray  No-Tox  AL  Lube   HI 

Bel-Ray  No-Tox  Chain  Lube  2500   ....  HI 

Bel-Ray  No-Tox  Chain  Lube  550    HI 

Bel-Ray  No-Tox  Chain  Lube  65    HI 

Bel-Ray  No-Tox  Chain  Lubricant  150  HI 

Bel-Ray  No-Tox  Clear  Grease  #0    HI 

Bel-Ray  No-Tox  Clear  Grease  #00    ....  HI 

Bel-Ray  No-Tox  Clear  Grease  #000    ..  HI 

Bel-Ray  No-Tox  Clear  Grease  #1    HI 

Bel-Ray  No-Tox  Clear  Grease  #2    HI 

Bel-Ray  No-Tox  Compressor  Oil  10  .  HI 

Bel-Ray  No-Tox  Compressor  Oil  20  HI 

Bel-Ray  No-Tox  Compressor  Oil  30  ..  HI 

Bel-Ray  No-Tox  CSL  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  140  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  250  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  80  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  85  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  85W/140  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  90  HI 

Bel-Ray  No-Tox  EP  Grease  #1    HI 

Bel-Ray  No-Tox  EP  Grease  2  TC   HI 

Bel-Ray  No-Tox  F.R.  Hydraulic  Fluid  HI 

Bel-Ray  No-Tox  Filler  Oil  30   HI 

Bel-Ray  No-Tox  Gear  Oil  140  HI 

Bel-Ray  No-Tox  Gear  Oil  250  HI 

Bel-Ray  No-Tox  Gear  Oil  75  HI 

Bel-Ray  No-Tox  Gear  Oil  80  HI 

Bel-Ray  No-Tox  Gear  Oil  85  HI 

Bel-Ray  No-Tox  Gear  Oil  90  HI 

Bel-Ray  No-Tox  Gear  Oil  90/140   HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  32 HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  46  HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  68  HI 

Bel-Ray  No-Tox  H.D.  Hyd.  Oil  15   ....  HI 

Bel-Ray  No-Tox  Hi  Speed  Lube    HI 

Bel-Ray  No-Tox  Ht  Transfer  Fl  HI 

Bel-Ray  No-Tox  Hy-Lo  Grease  #1    ....  HI 

Bel-Ray  No-Tox  HD  Grease  #0  HI 
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Bel-Ray  No-Tox  HD  Grease  #00  HI 

Bel-Ray  No-Tox  HD  Grease  #1  HI 

Bel-Ray  No-Tox  HD  Grease  #2  HI 

Bel-Ray  No-Tox  HD  Grease  #3  HI 

Bel-Ray  No-Tox  HD  Grease  0  TC HI 

Bel-Ray  No-Tox  HD  Grease  2  TC HI 

Bel-Ray  No-Tox  HD  Hyd.  Oil  22   HI 

Bel-Ray  No-Tox  Minus  90  Grease  HI 

Bel-Ray  No-Tox  Oil  150   HI 

Bel-Ray  No-Tox  Oil  1600   HI 

Bel-Ray  No-Tox  Oil  300    HI 

Bel-Ray  No-Tox  Open  Gear  Grease    ..  HI 

Bel-Ray  No-Tox  PL  Lubricant  HI 

Bel-Ray  No-Tox  Silicone  Valve  Seal  HI 
Bel-Ray  No-Tox  Steam  Cylinder  Oil  ..  HI 
Bel-Ray  No-Tox  Sugar  Soluble  Emul- 
sion     HI 

Bel-Ray  No-Tox  Worm  Gear  Lube  1000  HI 

Bel-Ray  No-Tox  Worm  Gear  Lube  320  HI 

Bel-Ray  No-Tox  Worm  Gear  Lube  460  HI 

Bel-Ray  No-Tox  Worm  Gear  Lube  680  HI 

Bel-Ray  No-Tox  1023  Silicone  Grease  HI 

Bel-Ray  PA  Grease                  H2 

Bel-Ray  Refrig  Comp  Oil  300  H2 

Bel-Ray  Refrig.  Comp.  Oil  500  H2 

Bel-Ray  Steam  Cylinder  Oil  150  H2 

Bel-Ray  SC  1  Compressor  Fluid  115  HI 

Bel-Ray  SC  1  Compressor  Fluid  32    ..  HI 

Bel-Ray  SC  1  Compressor  Fluid  46    ..  HI 

Bel-Ray  SC  1  Compressor  Fluid  68    ..  HI 

Bel-Ray  SE  2  Lube  2000   H2 

Bel-Ray  SE2  Lube  1000  H2 

Bel-Ray  SE2  Lube  140  H2 

Bel-Ray  SE2  Lube  200  H2 

Bel-Ray  SE2  Lube  250  H2 

Bel-Ray  SE2  Lube  40  H2 

Bel-Ray  SE2  Lube  50  H2 

Bel-Ray  SE2  Lube  65  H2 

Bel-Ray  SE2  Lube  75  ...  H2 

Bel-Ray  SE2  Lube  90  H2 

Bel-Ray  SE2  Lube  90/140   H2 

Bel-Ray  Waterproof  Chain  Lube   H2 

Bel-Ray  6  In  1  Fluid  H2 

Molylube  MD-88-E  Fluid  H2 

Molylube  RX-1   H2 

No-Tox  Coolant  Cone HI 

No-Tox  Grease    HI 

No-Tox  HD  Grease  1  TC  HI 

No-Tox  Silicone  Lubricant  HI 

Raylene  AW  Hydraulic  Fluid  0  H2 

Raylene  AW  Hydraulic  Fluid  00   H2 

Raylene  AW  Hydraulic  Fluid  1    H2 

Raylene  AW  Hydraulic  Fluid  2   H2 

Raylene  AW  Hydraulic  Fluid  3   H2 

Raylene  EP  Lube  1  H2 

Raylene  EP  Lube  2  H2 

Raylene  EP  Lube  3  H2 

Raylene  EP  Lube  4  H2 

Raylene  EP  Lube  5  H2 

Raylene  EP  Lube  6  H2 

Raylene  EP  Lube  7  H2 

Raylene  EP  Lube  8  H2 

Raylene  Multi-Vis  Hyd  Oil  520  H2 

Termalene  Ball  &  Roller  BRG  H2 

Termalene  Grease  #1  H2 

Termalene  Grease  #2    H2 

Termalene  WG- 150 H2 

Termalene  WG-20 H2 

Termalene  WG-40  H2 

Termalene  80  Grease    H2 

Termalene  87  Grease    H2 

Belk  Chemical  &  Industrial 
Supplies 

Big  Dog  Concrete  Cleaner  A4 

Chemial  &  Maim  Supplies  Glass  Clnr  CI 

Iodo-175  Concentrated  Iodine    D2 

Liq   Steam  Clnr.  All  Purp.  Hvy  Dty     .  A2 
Liquid  Hand  Soap  15    ....                    ....  El 

N.B.  66    Al 

Pine  Oil  Disinfectant  Coef  5   CI 


Pink  Cleaner    A4 

Pink  Satin  Hand  Soap  El 

Stainless  Steel  Cleaner   A7 

Bell  Chem  Corporation 

BC-100A   A2 

Bell  Chemical  Company 

Belco  Bell-Solve  A4 

Belco  Blast  Grease  &  Oil  Remover    A1.L1 

Belco  Bole  Gleem  C2 

Belco  Chewing  Gum  Remover PI 

Belco  E-Z  Shine  Metal  Cleaner  A7 

Belco  Grime-Off  A2 

Belco  Lgntng  Drain  &  Pipe  Opener LI 

Belco  Mag  Rust  &  Scale  Remover  ....  A3 
Belco  Magic  Mist  Sil.  Spr. 

Lub.&Rel.Agt HI 

Belco  Magic  Mist  Silicone  Lubricant       HI 

Belco  W-S-I  Indtrl  Scale  Solvent  PI 

Formula  #18    H2 

KD-30   Fl 

Magic  Mist    HI 

Staph-I-Cide  7  Plus  Al 

Bell  Chemical,  Inc. 

pH  Adjust  Down  A3 

pH  Adjust  Up    Al 

Alone  A2 

Bell  EnzE  Al 

Bell  Enz  Seven   Al 

Bell-Clo  A4.DI 

GP-I  Alkaline  Circulation  Cleaner  Al 

GP-II  Acid  Cleaner  A3 

GP-II1  General  Cleaner  Al 

Laundry-Kleen  Bl 

Bell  Laboratories,  Inc. 

Contrac  All-Weather  Blox    F3 

Contrac  All-Weather  Cake   F3 

Contrac  Rat  &  Mouse  Bait  F3 

Contrac  Rat  &  Mse  BaitRdy-To-Use- 

PlacePac   F3 

Contrac  Rodenticide   F3 

Contrac  Rodenticide  Rdy-To-Use  Place 

Pac  F3 

Contrac  Super-Size  Blox F2 

Dispose    CI 

Ditrac  All-Weather  Blox  F3 

Ditrac  All-Weather  Cake    F3 

Ditrac  Rat  &  Mouse  Bait  Place  Pac 

(3oz.)  F3 

Ditrac  Rat  and  Mouse  Bait  F3 

Ditrac  Rodenticide  Rdy  To  Use  Place 

Pac F3 

Ditrac  Super-Size  Blox  F3 

Ditrac  Tracking  Powder   F3 

DtrcRat&MseBaitRdytoUsePlacePacO 

l/2oz)    F3 

Quintox  Mouse  Seed  F3 

Quintox  Mouse  Seed  Ready-to-Use  Pic 

Pac F3 

Quintox  Rat  &  Mouse  Bait  F3 
Quintox  Rat&Mse  Bait  Rdy-to-Use  Pic 

Pac F3 

ZP  Rodent  Bait   ....  F3 

ZP  Tracking  Powder  F3 

Bell  Maintenance  Products  Co. 

#108  Big  Red    Al 

#111  Spearmint  C2 

#1 12  Coconut  Oil  Hand  Soap El 

#124  Pink  Lotion  Dish  Detergent  Al 

Bell  #1094  Pepperidge  Cleaner    Al 

Pink  Lotion  Hand  Soap  #125  El 

106  Blue  Cleaner  A4 


Bellco 

Big  B  Concentrate  Al 

The  Original  1000  Plus  Sewer&Drain 
Solv  LI 

Belle  Applications  Corp. 

Belle  Acid  II  A3 

Komplete  Al 

Supreme  A2 

Belle-Aire  Fragrances,  Inc. 

Ordenone  #987-260 CI 

Belzona  America,  Inc. 

Ben  E.  Keith  Foods 

Keith's  Chlorinated  Machine  Dsh  Wsh 

Cmpd Al 

Keith's  Cleaner  Degreaser  (Blue  Label)  A4 

Keith's  Cleaner  Degreaser  (Red  Label)  Al 

Keith's  Controlled  Suds  Laundry 
Dtrgnt   A4.B1 

Keith's  Hand  Dishwashing  Beads  Al 

Ben-Mar  Paper  Co. 

Elite  Klean  Pine    CI 

Elite  Pine  Oil  Cleaner  CI 

Benbow  Chemical  Packaging,  Inc. 

Aclade  10 A3 

Aclade  20 A3 

Alka  Clean  Al 

Alka  Clean  LF CI 

BenChlorPDR  Al 

BenChlor20  Al 

Ben  Chlor  25  Al 

Elbow  Grease    Al 

General  Cleaner  (Liquid)    Al 

Soil  Whip    Al 

Tackle    Al 

Bench  Mark  Technologies 

B-NTG  Clear  HI 

B-NTO-10  HI 

B-NTO-100  HI 

B-NTO-140   HI 

B-NTO-20  HI 

B-NTO-50  HI 

B-NTO-90  HI 

Bench  Mark  HD  NTG  Clear    HI 

Bench  Mark  NTG  Open  Gear    HI 

Bench  Mark  NTO  Chain  Lube  #  2200  HI 

Bench  Mark  NTO  Chain  Lube  #150  HI 

HT  Grease  H2 

Silicon  Grease  #10    HI 

Bench  Products 

Blue  Fire   CI 

Ice  Blue  CI 

Sparklene  Bl 

Spiffy  Bl 

Spring  Fresh    Bl 

Super  Concentrated  Sparklene  Bl 

Time  Release  CI 

Valley  Pride  Bl 

Benckiser-Knapsack  GmbH 

Albaphos  AFV  G5 

Albaphos  AGK   G5 
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Albaphos  AMK  G5 

Albaphos  ASD G5 

Albaphos  ASK G5 

Albaphos  ASK/DK  G5 

Albaphos  AST/DK    G5 

Albaphos  AVP G5 

Albaphos  GKF G7 

Albaphos  K  50  L G2 

Albaphos  K  50  LV   G2 

Albaphos  K  82  L G2 

Albaphos  KSF  14   G6 

Albaphos  187L   G2 

Benco 

Perfect  Blend  Glass  Cleaner  CI 

Perfect  Blend  Neutral  Cleaner   CI 

Perfect  Blend  Non-Butyl  Cleaner CI 

Bengal  Chemical,  Inc. 

Bengal  Mouse  Bait  F3 

Bengal  Rat  Bait  F3 

Benman  Industries  Inc. 

Bensan  Foaming  Cleanser C2 

Big  Shot A4 

Blue  Goose  Creme  Cleanser  Concen- 
trate    C2 

Carbonizer  Oven  and  Grill  Cleaner  ....  A8 
Coco  15%  Ready  to  Use  Liquid  Hand 

Soap    El 

Coco  40%  Liquid  Hand  Soap  Concen- 
trate    El 

Crystal  Clear  Concentrate  CI 

Free  Spirit   Al 

Heavy  Duty  Cleaner  Degreaser    A4 

Heavy  Duty  Concrete  Cleaner   A4.A8 

Hot  Stuff  Al 

Onward  Disinfectant  Detergent    Dl 

Renegade  Ammontd  Wax  Rmvr  &AI1 

Purp  Clnr    A4 

Right  Stuff  CI 

Rise  &  Shine  General  Purpose  Cleaner  Al 

Rise  and  Shine  Foaming  Cleaner  Al 

Squeeky  Clean  A3 

White  Water  Pine  DCD    CI 

Bennett  Paper  Company 

Breakway  Al 

Benz  Oil,  Incorporated 

A-1004-CookerOil  H2 

Alaska  68  H2 

Benz  Spirits  CI 

BIOHYD286  HI 

BWO  10 HI 

BWO  100 HI 

BWO  15  HI 

BWO  22 HI 

BWO501FG  HI 

BWO  68 HI 

BWO-5 HI 

Crystosol  NF  70  White  Oil    HI 

Crystosol  NF  90  White  Oil    HI 

Crystosol  USP  200  White  Oil    HI 

Crystosol  USP  350  White  Oil    HI 

Dexron  III    H2 

Flomite  32  H2 

Flomite46  H2 

Flomite  530  H2 

Flomite  579  H2 

Flomite  68  H2 

Gearmaster  80W/90 H2 

Gearmaster  85W/140 H2 

Gearol  150  H2 

Gearol  7  Cmpd   H2 

Gearol-460  H2 


Hy  Circ  R&O  46  H2 

Petralube  32  H2 

Petralube  46  H2 

Petraulic  100  H2 

Petraulic  150  H2 

Petraulic  220  H2 

Petraulic  32  H2 

Petraulic  46   H2 

Petraulic  68   H2 

Process  Oil  100R H2 

Process  Oil  600P  H2 

Syncom  100 H2 

Syncom  32  H2 

Syncom  68  H2 

SAEEDL-10W/30SF/CC   H2 

SAE  EDL-30  SF/CC  H2 

SAE  Tulane  30   H2 

SAE  Unifilm  15W/40  SF/CE  H2 

SAE  Unifilm- 30  SF/CE    H2 

Waylube  220  H2 

Waylube  68  H2 

White-Sol  Coolant HI 

White-Sol  Paper  Release  Oil    HI 

Berke  Products,  Inc. 

Heavy  Duty  Butyl  Cleaner  A4 

503  Pine  Odor  Disinfectant  &  Deodo- 
rant      CI 

Berkebile  Oil  Co.,  Inc. 

Berkebile  2  +  2  Spray  Silicone  Lubri- 
cant    H2 

Berkebile  2+2  Clean  Brake    PI 

Berkebile  2+2  Elec  Cont 
Plugs&Points  Cln  K2.P1 

Berkebile  2+2  Super  Penetrant  Lubri- 
cant    H2 

Berkel,  Incorporated 

Berkel  Food  Machine  Grease  HI 

Berkel  Food  Machine  Oil  HI 

Bernhardt  Bros.,  Incorporated 

P  O.  W A4 

Bernite  Products,  Inc. 

Bernite  AR  Al 

Bernite  115    Al 

Bernite  141    Al 

Bernite  29    Al 

Bernite  35    A2 

Bemite  39    A2 

Besco  Chemical  Company 

Cleaner  No.- 100    Al 

Heavy  Duty  Cleaner  Al 

Besco  Chemicals  Corporation 

#371  Safe  T  Solvent  K2 

All  Purpose  Cleaner    CI 

Besco  Germquat  64 Al 

Besco  Handy-Dip    E3 

Besco  Sanisol    D2 

CRT  Screen-Care    CI 

De  Aqua  Lube  H2 

Dri-Mol    H2 

Glass  Cleaner CI 

Hi-P  K2 

Imperial  Sanitizer  Rinse   D2 

Solv#500    Al 

Spray  and  Wipe  All  Purpose  Clnr CI 

Stainless  Steel  and  Metal  Polish    CI 


Besst  Chemicals,  Inc. 

Besst  Degrease    A4.A8 

Besst  Dishwashing  Detergent  Al 

Besst  Sani-Kleen  Sanitizing  Hand  Soap  E2 

Besst  101   G6 

Besst  101  S   G6 

Besst  103  G6 

Besst  103  S   G6 

Besst  106  G6 

Besst  107  G6 

Besst  108  G6 

Besst  109  G6 

Besst  109-S   G6 

Besst  112  G6 

Besst  124  G6 

Besst  125  G7 

Besst  126  S   G6 

Besst  208  A3.G5.G7 

Break   A4 

C.R.  100  Contact  Cleaner  K2 

Challenge  Al 

Champ  A3 

Chlor-Aid Al 

Concre-Terge  A3 

Conquer  Al 

Crystal  Clear  CI 

CR66    K2 

CR-66  Safety  Solvent  CI 

D-Mold    Al 

De-Plus    CI 

Desliza  Spray  Silicone  Release    HI 

DP-7  Penetrating  Lubricant    H2 

Kleen  Off CI 

Misty   El 

Panacea   A8 

Phosphonex   CI 

Powdered  Hand  Soap   C2 

Pure-Lube  (Bulk) HI 

Quick  Wash  Al 

Rinse  Aid  G5 

See  CI 

Shield  E4 

Steel  Rite  Metal  Polish  A7 

Strawberry  Cream  E4 

Strawberry  Kleen El 

Task  A4 

TEK  Al 

Vigilance  D2.Q3 

Best  n"  Show  Pet  Products,  Inc. 

Bright  n'  Shiney    Al 

Best  Chemical  Products  Company 

Wax  Stripper&Degreaser  Product  FC-61  A4 

Best  Maintenance  Supply  Co. 

Best  Liquid  Hand  Soap  E4 

IF  Al 

Len-O-Lite  A4 

Qwik-Off  A4 

Best  Sanitizers,  Inc. 

Alpet-EII   E3 

Best  Supply  Inc. 

Grease  Breaker   Al 

Best  Way,  Inc. 

SX-44  C2 

SX-44  Inhibited  Chemical  Cleaner C2 

Bestall  Chemical  Corp. 

Control  A4 
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Depth  Charge  A4 

Eat-Em-Alive  CI 

Finally    C2 

Hand  Cleaner 1  4 

Vandal  Mark  Remover  CI 

Bestway  Products  Company 

Bestocide  F2 

Beta  Technology 

Beta  Technology  Oven  Master  A4 

Betco  Corporation 

pH7Q CI 

pH7    A4 

pH7  Ultra CI 

AC/114    A3 

AF/315  CI 

AF/79  C2 

Best  Bet  C2 

Best  Scent -Neutral-   CI 

Best  Scent  Citrus  Bouquet    CI 

Best  Scent  Herbal  Fresh  CI 

Best  Scent  Lemon  Fresh  CI 

Best  Scent  New  Green    CI 

Best  Scent  Ocean  Breeze    CI 

Betco  Blue  Concentrate    Al 

Betco  Bulk  100  Al 

Betco  Bulk  200  Al 

Betco  Concentrate  A4 

Betco  Lemon  CI 

Betco  Mint  CI 

Betco  Pine  Odor    CI 

Betco  Pine  Odor  Disinfectant  CI 

Betco  Pine  Scent  CI 

Betco  256 Dl 

Betsy    CI 

Bol  Maid  C2 

BTB  CI 

Cide-Bet  CI 

Cide-Bet  Fresh  and  Clean  CI 

Citrus  Chisel    A4.A8 

Citrus  Scrub  Waterless  Hand  Cleaner       E4 

Citrusolv    CI 

CitruFoam   CI 

CitruSolv  Concentrate  CI 

CitruSoIv  CS  CI 

CitruSolv  HF  CI 

CitruSolv  Spray  CI 

CitruSolv  WR    CI 

CitruSpray   CI 

Clear  Image  CI 

Clear-Bet  CI 

CSD/116    K2 

Deep  Blue   CI 

Deep  Blue  (Aerosol)  CI 

Deep  Freeze  A5 

Double  Time   E4 

DC/403    Al 

DT/78  C2 

E-2  E2 

Factory  Formula    CI 

Foaming  Chlorinated  Cleaner  Al 

Forests   CI 

Fresh  and  Clean  Mint  CI 

FI/20    Fl 

Geraldine  A4 

Glass  Cleaner CI 

Glass  Cleaner  Concentrate    CI 

Glybet  Citrus  Bouquet    CI 

Glybet  Citrus  Bouquet  Scent    CI 

Glybet  Fresh  &  Clean  CI 

Glybet  II  Citrus  Bouquet    CI 

Glybet  II  Fresh  &  Clean  ..    CI 

Glybet  Talc  Scent  CI 

Glybet,  Baby  Powder   CI 

Grasp  +   E4 

GR/15    CI 


Kling   CI 

Kling  Bowl  &  Porcelain  Cleaner  C2 

Knuckle  Under    E4 

Liquid  Chisel  Al 

Liquid  Chlorinated  Cleaner  Al 

LD/140 Bl 

LP/40  H2 

M.A.D A3 

Natural  Degreaser.  Deodorizer  209    ....    CI 

Never  B4  Al 

New  Push CI 

ND/316    CI 

Oven  Jell  A8 

OC/139    A8 

OC/55    A8 

Pull  C2 

QuarterPack  Concentrate  Glass  Cleaner   CI 
RA/26  Residual  Insecticide  Spray  F2 

Sanibet  D2 

Speed  Spray  CI 

Speedex   CI 

Spray  Foam  Al 

Spray  Foam  Ultra   Al 

Stix  CI 

Super  Kemite  A4 

Sure  Bet  C2 

Sure  Bet  Plus  CI 

SC/50  K2 

SL/45  HI 

SP9162  CI 

SP/303N  CI 

SP/7IN  C2 

SP/72N  C2 

SP/73N  C2 

SP/75N  C2 

SP/76N  C2 

SP/77N  CI 

SP/78N  C2 

SP/79N  CI 

SPC/106  Al 

SP103J  Al 

SP108G   CI 

SP126B    Al 

SP136R    A4 

SP9125  CI 

SP9143  A4 

SP9I 77  Low  Foam  Spray  Cleaner  A4 

SR/509  Al 

SW/65    A7 

SW/65  Stainless  Steel  Cleaner/Polish       CI 

SX/14  Speedex  Spray  CI 

Tile  Clean    A3 

Tilly   Al 

Top  Flite    A4 

TB  Plus    ..    CI 

TB-93  TB  Plus  Spray 

Disinfectant/Deodrnt CI 

Ultra  2000   A4 

Winning  Hands  Antiseptic    E4 

Winning  Hands  Coconut  El 

Winning  Hands  E-2  Hand  Cleaner  E2 

Winning  Hands  Lotion   E4 

Winning  Hands  PCMX  E4 

Winning  Hands,  Pumice  E4 

Winning  Hands,  Waterless   E4 

WC/117   CI 

Betcon,  Kibler  and  Druid 

BWT-12  G6 

BWT-14  G6 

BWT-7  G6 

BWT-80  G7 

BWT-9  G6 

CQ-5    G6 

CQ-50    G6 

CQ-6    G6 

CQ-7    G6 

CQ-8    G6 

CWT-164  G7 

DS-3590  G5.G7 


Betstone 

Betstone  1205  Seal  Stripper  .  C3 

1201  Citrus  Cleaner  Degreaser  CI 

1202  Heavy  Duty  Cleaner  Degreaser  A4 

1203  Emulsifiable  Solvent  Cleaner  CI 

1204  Acid  Conditioner  A3 
1207  Non-Methylene  Chloride  Stripper  C3 

Better  Water  Inc. 

SC-200  G6 

Betterbilt  Chemicals 

ACD  A3 

AP-23  Concentrate    CI 

Bat-Re-Nu  Battery  Terminal  Clnr  & 

Protec    PI 

Belt-Life  Belt  Dressing  PI 

Betterbilt  Basic  Concentrate  Al 

Bio  Kleen  Al 

Chain-N-Cable  Lubricanl-Protectant  H2 

Clean-Line  LI 

Dri-Mol  Moly-Micro-Film  112 

Foamy  Lube  HI 

Kwick  Kleen  HD A4 

Kwick  Kleen  M  Al 

KO  LI 

Lectro-Magic  K2 

Lectro-Magic  I  K2 

Lectro-Magic  II  K2 

Lith-O-Lube  H2 

No  Sting  Wasp  &  Hornet  Spray  #2  F2 

P   W   C Al 

Pen-A-Trate  H2 

Pure-Sil    HI 

Red  Devil  R.D.X ..  CI 

Safety  Solvent  Degreaser  &  Cleaner  ..  K2 
Safety-Sil  Textile  Grade  Dry  Silcn 

Spray  H2 

See  Thru  Glass  Cleaner    CI 

See-Thru-1    CI 

Skinsurance   E4 

Slick  All  Purpose  Silicone  Lubricant  ..  H2 

Slick  II  All  Purpose  Silicone  Lubricant  H2 

Sparkle-Brite   Al 

Steel  Beam A7 

Verti-Clean  All  Purpose  Cleaner  CI 

Betz  Entec,  Incorporated 

Betz  Entec  CPS  1    G6 

Betz  Entec  CPS  2   G6 

Betz  Entec  CPS  3   G6 

Betz  Entec  CPS  6  G6 

Betz  Entec  E206  G5.G7.LI 

Betz  Entec  E415   G5.G7 

Betz  Entec  E425   G2.G5.G7 

Betz  Entec  E426  G5.G7 

Betz  Entec  E427   G5.G7 

Betz  Entec  E45 1    G5.G7 

Betz  Entec  E561    G5.G7 

Betz  Entec  Opti-Meen  50  G5.G7 

Betz  Entec  Opti-Meen  5 1   G6 

Betz  Entec  Opti-Meen  52  G6 

Betz  Entec  Opti-Sperse  API  G7 

Betz  Entec  Opu-Sperse  10   G6 

Betz  Entec  Opti-Sperse  1 1    G7 

Betz  Entec  Opti-Sperse  12   G7 

Betz  Entec  Opti-Sperse  14   G6 

Betz  Entec  Opti-Sperse  21    G6 

Betz  Entec  Opti-Sperse  23   G6 

Betz  Entec  Opti-Sperse  24   G6 

Betz  Entec  Opti-Sperse  25   G6 

Betz  Entec  100    G6 

Betz  Entec  101    G6 

Betz  Entec  118    ..    G6 

Betz  Entec  119    ..    G6 

Betz  Entec  122    G6 

Betz  Entec  147    G6 
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Betz  Entec  172    G5.G7 

Betz  Entec  174    G2.G5.G6 

Betz  Entec  175    G2.G5.G7 

Betz  Entec  176    G6.G2.G5 

Betz  Entec  189    G5.G7 

Betz  Entec  2X01    G5.G7 

Betz  Entec  203    G5.G7.LI 

Betz  Entec  231    G5.G7 

Betz  Entec  250    Al 

Betz  Entec  313    G7.G5 

Betz  Entec  316A  G5.G7 

Betz  Entec  31 7A  G5.G7 

Betz  Entec  318    G7.G5 

Betz  Entec  320    G5.G7 

Betz  Entec  328    G5.G7 

Betz  Entec  329    G5.G7 

Betz  Entec  330    G5.G7 

Betz  Entec  3307    G7 

Betz  Entec  333    G2.G5.G7 

Betz  Entec  336    G5.G7 

Betz  Entec  345A  G5.G7 

Betz  Entec  349    G5.G7 

Betz  Entec  350    G5.G7 

Betz  Entec  362    G5.G7 

Betz  Entec  365    G5.G7 

Betz  Entec  367    G5.G7 

Betz  Entec  368    G7 

Betz  Entec  402    G5.G7 

Betz  Entec  404    G5.G7 

Betz  Entec  417    G5.G7 

Betz  Entec  421    G2.G5.G6 

Betz  Entec  422    G2.G5.G7 

Betz  Entec  423    G2.G5.G6 

Betz  Entec  424    G2.G5.G6 

Betz  Entec  436    G5.G7 

Betz  Entec  443    G5.G7 

Betz  Entec  445    G5.G7 

Betz  Entec  501    G6 

Betz  Entec  509    G6 

Betz  Entec  511    G6 

Betz  Entec  550   G5.G7 

Betz  Entec  551    G5.G7 

Betz  Entec  552   G5.G7 

Betz  Entec  553    G5.G7 

Betz  Entec  554    G5.G7 

Betz  Entec  557    G5.G7 

Betz  Entec  558    G5.G7 

Betz  Entec  559    G5.G7 

Betz  Entec  560   G5.G7 

Betz  Entec  570    G5.G7 

Betz  Entec  600   L1.G1 

Betz  Entec  610   LI 

Betz  Entec  615    LI 

Betz  Entec  620   G6.L1 

Betz  Entec  622    G1.L1 

Betz  Entec  623    LI 

Betz  Entec  625    LI 

Betz  Entec  641    G5.G7 

Betz  Entec  647    LI 

Betz  Entec  648    LI 

Betz  Entec  678    LI 

Betz  Entec  703    G6 

Betz  Entec  718    G6 

Betz  Entec  720   G6.G2.G5 

Betz  Entec  721    G2,G6,G5 

Betz  Entec  722    G6 

Betz  Entec  725    G6.G5.G1 

Betz  Entec  734    G6.G5 

Betz  Entec  740   G6 

Betz  Entec  741    G6 

Betz  Entec  742    G6 

Betz  Entec  743    G7 

Betz  Entec  747A  G6 

Betz  Entec  750    G7 

Betz  Entec  751    G7 

Betz  Entec  840    G6 

Betz  Entec  903    G6 

Betz  Entec  929    G5.G7 

Betz  Entec  942    G5.G7 

Betz  Entec  947    G6 

Betz  Entec  952A  G5.G7 

Betz  Entec  960    CI 


Betz  Entec  961    CI 

Betz  Entec  963    CI 

Betz  International,  Inc. 

CDS-101    G6 

CDS-102    G6 

CDS-107    G6 

Betz  Laboratories,  Incorporated 

AFS    G6 

Balanced  Polymer  AFG-1   G6 

Balanced  Polymer  AFG-1I    G6 

Balanced  Polymer  AFG-II1  G6 

Balanced  Polymer  AFG-IV  G6 

Balanced  Polymer  CF-I  G6 

Balanced  Polymer  CF-II  G6 

Balanced  Polymer  CF-III    G6 

Balanced  Polymer  CF-IV   G6 

Balanced  Polymer  5278    G6 

Balanced  Polymer  5279A   G6 

Balanced  Polymer  5341 A  G6 

Balanced  Polymer  54405    G6 

Balanced  Polymer  5471    G6 

Balanced  Polymer  600    G6 

Balanced  Polymer  61  12    G6 

Balanced  Polymer  6129    G6 

Balanced  Polymer  6293    G6 

Balanced  Polymer  6304B  G6 

Balanced  Polymer  6321 A  G6 

Balanced  Polymer  6347    G6 

Balanced  Polymer  6413    G6 

Balanced  Polymer  6477B   G6 

Balanced  Polymer  6479    G6 

Balanced  Polymer  7219    G6 

Betz  AD-9  G6 

Betz  Continuum  29K-4 1887  G5.G7 

Betz  Continuum  29122  G5.G7 

BetzDA-1292  G6 

Betz  DA-999  G6 

BetzDG-1634  G5.G7 

Betz  Entec  CPS-8   G6 

Betz  Entec  E575   G5.G7 

Betz  Entec  E577  G5.G7 

Betz  Entec  E579  G5.G7 

Betz  Entec  Opti-Film  NF1    G7 

Betz  Entec  Opti-Guard  MC2    G7 

Betz  Entec  Opti-Sperse  80D  G6 

Betz  Entec  725LF  G6 

Betz  Ferrosperse  HP  G7 

Betz  Inhibitor  30K-33327  G5.G7 

Betz  Inhibitor  30K-33328  G5.G7 

Betz  Inhibitor  30K-3333I  G5.G7 

Betz  Inhibitor  30K-33409  G5.G7 

Betz  Inhibitor  30K-3341 7  G5.G7 

Betz  Inhibitor  30K-33428  G5.G7 

Betz  Inhibitor  30K-33510  G5.G7 

Betz  Inhibitor  35K-35O00  G5.G7 

Betz  Inhibitor  35K-35004  G5.G7 

Betz  Inhibitor  38K-  38000  G5.G7 

Betz  Inhibitor  38K-  38001    G5.G7 

Betz  Inhibitor  38K-  38002   G5.G7 

Betz  Inhibitor  38K-  38003   G5.G7 

Betz  KI-4  PI 

Betz  KI-5  PI 

Betz  Liquimine  12 G6 

Betz  Neutrameen  NA-7 G6 

Betz  Polymer  1192   LI 

Betz  2020 G5.G7 

Betz  2023 G5.G7 

Betz  2025 G5.G7 

Betz  2040 G5.G7 

Betz  2045 G5.G7 

Betz  2050 G5.G7 

Betz  2060 G5.G7 

Betz  2080 G5.G7 

Betz  2090 G5.G7 

Betz25K-25183    G5.G7 

Betz  35A   G2.G5.G2 

Betz  403 G7 

Betz  409A   G5.G7 


Betz  415  G5.G7 

Betz  430 G7 

Betz  541  G6 

Betz  542 G6 

Betz  543  G6 

Betz  547 G6 

Betz  65 G7.G1.G5 

Bio-Trol  107    G5.G7 

Bio-Trol  88P   G5.G7 

Bio-Trol  97W    G5.G7 

Chelant  CL-2  G6 

Clam-Trol  CT-2 G5.G7 

Continuum  29K-  41885    G5.G7 

Corr-Shield  736  G5 

Deposit  Control  407C  G5.G7 

Deposit  Control  409   G5.G7 

Deposit  Control  419   G5.G7 

Deposit  Control  436    G5.G7 

Deposit  Control  445    G5.G7 

Deposit  Control  492   G5.G7 

Ferrosperse  G6 

Foam-Trol  CT  C1.G7 

Foam-Trol  109 G7.L1 

Foam-Trol  143  G7.L1 

Foam-Trol  144 G7.L1 

Foam-Trol  166 G7.L1 

Foam-Trol  174 G7.L1 

Foam-Trol  175 G7.LI 

Foam-Trol  185 G7.LI 

Foam-Trol  187 G7.LI 

Foam-Trol  205 G7.LI 

Foam-Trol  229 G7.L1 

Foam-Trol  300 G7.L1 

Foam-Trol  409 G7.L1 

Foam-Trol  444 G7.L1 

Foam-Trol  474 G7.L1 

Hyzeen  G6 

Inhibitor  LHT    G5.G7 

Inhibitor  YV    G6 

Inhibitor  545    G5.G7 

Inhibitor  562C  G5.G7 

Inhibitor  750   G5.G7 

Inhibitor  751    G5.G7 

KI-2   PI 

MS-100    G2,G5,G7 

MS-120  P    G2.G7.G5 

MS-150   G2.G5.G7 

MS- 160    G2.G5.G7 

MS-200  P    G1,G5,G7 

Neutrafilm  463    G7 

Neutrameen  NA-10  G6 

Neutrameen  NA-4  G6 

Neutrameen  NA-9  G6 

Opti-Meen  89810    G6 

Opti-Meen  89811     G6 

Opti-Meen  89812    G6 

Opti-Meen  89813    G6 

Opti-Meen  89814    G6 

Opti-Meen  89815    G6 

Opti-Meen  89816    G6 

Opti-Meen  89817    G6 

Opti-Meen  89818    G6 

Opti-Meen  89819    G6 

Opti-Meen  89820    G6 

Opti-Meen  89821    G6 

Opti-Meen  89822    G6 

Opti-Meen  89823    G6 

Opti-Meen  89824    G6 

Opti-Trol  1292 G6 

Opu-Trol  999 G6 

Permacol    G6 

Permacol  K   G6 

Poly-Floe  3    LI 

Polymer  1100    G6.L1 

Polymer  HOOP    Gl 

Polymer  1110    LI 

Polymer  1  HOP    Gl 

Polymer  1115L   LI 

Polymer  1115LP   Gl 

Polymer  1117L   LI 

Polymer  1120    LI 

Polymer  1120P    Gl 
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Pohmer  I123L  .....  LI 

Polymer  II25L  ...  LI 

Polymer  1155  LI 

Polymer  I I60P    Gl 

Polymer  11651  ...  LI 

Polymer  1167L  LI 

Polymer  1175  LI 

Polymer  1180      ...  ...  LI 

Polymer  118!  LI 

Polymer  1190    L1.G1 

Polymer  1195    LI 

Pre-Film  106   

Pre-Film  1081  G7 

Pre-Film  807  G7 

Prekleen  3-16  Al 

Resin  INX-30  PI 

Resin  INX-32    PI 

Resin  1NX-69    PI 

Slimicide  C-31  G5.G7 

Slimicide  C-68    ...    G7 

Siimicide  C-74  Slime  Control  Agent  G5.G7 

Slimicide  C-77P    G5.G7 

Slimicide  C-94    G5.G7 

Slimicide  508    G5.G7 

Sulfite  FG     G5.G6 

Sulfite  5  G6 

Beverly  Industrial  Chemical 

Industrial  Hand  Cleaner  E4 

Bexar  Chemical  &  Supply,  Inc. 

Excel    E4 

Klean  Krete  CI 

Odor-Out   CI 

Ultra  Fresh  I       Bl 

Bi-State  Chemical  Mfg.  Corp. 

Green  Clean  General  Purpose  Cleaner      CI 

Bi-State  Detergent  Systems,  Inc. 

Kemdek  L0I0   Bl 

Kemdek  L100   Bl 

Kemdek  L200   Bl 

Kemdek  L300   Bl 

Kemdek  L450  B2 

L-800  Laundry  Bacteriostat    PI 

Bidall 

All  For  One  G6 

Alumna  Brite  A3 

Ami-Seize  Compound  H2 

Atomic  Power   CI 

Atomic  Power  Rake  CI 

AAA  Insecticide   Fl 

Blow-Down  FG  G7 

Boil  Out  PI 

Bol-Trol  C2 

Bowl  And  Porcelain  Cleaner  (Bulk)    ..    C2 

BA609    LI 

BT-100 G6 

BTMH-L   G6 

CHS EI 

Chain  &  Cable  Lubricant  H2 

Change  Over  H2 

Citra-Kreme  E4 

Clean  And  Thaw  A5 

Clout    LI 

Coconut  Hand  Soap    El 

Coil  Kleer    Al 

Cold  Kill    F2 

Concrete  Etch  &  Cleaner   A3 

Crazy  Clean  Plus  C2 

CL-400 G7 

CL-405  G7 

CL-410 G7 

CL-415  G7 


CT-200  G7 

CT-205  G7 

CT-210 G7 

CT-220 G7 

CT-225  G7 

CT-230  G7 

DM  L H2 

Deodorant  Blocks    CI 

Dermacide     El 

DR-OP  LI 

Egg-Wash  Booster Ql 

Enviro-Clean  (Aerosol)  CI 

Enviro-Tain   CI 

Enviro-Tain   CI 

Enviro-Tain  (Aerosol)  CI 

EWP  Powder  Ql 

Far-N-Away  Dish  Detergent  Al 

Fathom  Surface  Renovator  Al 

Flash  Proof    Al 

Flash  Proof    LI 

Flush    LI 

Foaming  Cleaner  CI 

Foamy  Lube  HI 

Genie     A4 

Genie  Multi- Purpose  Liquid  Cleaner  ..    Al 
Genie  Multi-Purpose  Powdered  Cleaner  Bl 

Gentle  Flush    A4 

Germ-I-Dine  Disinfectant  D2 

Giant  Mist  F2 

Giant  Mist-S  Insect  Killer F2 

Goliath  Al 

Granular  Deodorant  CI 

Graph  H2 

Grease  Away  Kl 

Grease  Away  Kl 

Grease  Away  Kl 

Grease  Eater    L2 

Green  Magic  Hand  Cleaner    E4 

Guts   E4 

Handy  Al 

Haunt  F2 

Help  I'm  Trapped-Sugar  &  Spice  CI 

Hunt  FG G6 

l-S-C  Disinfectant  D2 

Ice  Preventor  CI 

Industrial  Hand  Cleaner    El 

Inhibited  Chemical  Water  Meter 

Cleaner   A3 

Insecticide  R-3  F2 

Iron  Man  G7 

JS  409  Cleaner    A4.A8 

King  of  Steal  A7 

King  of  Steel  A7 

King  Size  Deodorant  Blocks    CI 

Kleen  M  Up Al 

Knock  Out  C2 

Knock  Out  Plus  Disinfectant-Deodorant  CI 

L.H.S E4 

Last  Blast Fl 

Lemon  Fresh   C2 

Lift  Station  Cleaner  LI 

Lime-B-Gone  Al 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  El 

M.T.C Al 

Machine  Dishwashing  Compound    Al 

Magic  Al 

Meat  Head  Al 

Meat  Head  A8 

Melt  Away  A5 

Merlin    A3 

Mr  Drain  LI 

Mr  Drain  LI 

MB-300   G7 

MB-305   G7 

MB-320  G7 

MB-325   G7 

N.B.C CI 

Natra  Clean   E4 

Natra  Sol  D.C.D CI 

Natra-Clean   E4 

Natra-Lene  S.D CI 


Natra-Sol  D.C.D.                        CI 

Natralene  SD  CI 

No-Seize    H2 

No-Seize  (Bulk) H2 

NBC  Al 

Odor  Free Dl 

Odorcon  CI 

Odorid  Activated  Chemical  Granules  ..  CI 

Odorless  Foramba  Insect  Spray    Fl 

Open  Gear  Lube   H2 

Orange-Ade   CI 

Orange-Ade  Concentrate  CI 

OR-605    G6 

Pop  Out  Chewing  Gum  Remover CI 

Powdered  Concrete  Cleaner   A4 

Power  House  A4 

Power  House  Concentrate  A I 

Proficient  Freezer  Cleaner    A5 

Protect  Skin  Shield  Cream   E4 

Quarry    Al 

Rapid  Solv  CI 

Rapid  Solv  (Aerosol)    CI 

React   G6 

Red  to  Green  C2 

Red  To  Green    C2 

Remov  Mark  Remover   Kl 

Restore  Al 

Return-H    G6 

Rex  Lemon-Scented  Oven  Cleaner    ....  A8 

Rim  Shot  Al 

Room  Deodorant  Blocks  CI 

Rust  Solv  H2 

Rusty   CI 

Rusty  M  H2 

RF  1127  Al 

RF  1127  Rinse  Free  Non  Alkaline  Fir 

Cln  CI 

RF  910  Powdered  Hand  Soap    C2 

RF-910  C2 

S.E.W Ql 

S-100  Disinfectant  Deodorant  C2 

Safe  Solv  Kl 

Sani-Lube HI 

Sassy    C2 

Scale  Rid  A3 

Scale-Rid  A3 

Scrubby  Controlled  Sudsing  Floor 

Cleaner   Al 

Sea  Mist  CI 

Sea  Mist  Mint   CI 

Sewer  Out   LI 

Sewer  Out  Hot LI 

Silly  Kone   HI 

Slam  Bang  Al 

Slymex  C  CI 

Slymex  Conncentrated  Grease  Trap 

Solvent    CI 

Slymex  N  CI 

Slymex-N  CI 

Soapcream  El 

Spray  Cling  Mulu-Use  Cleaner  De- 
greaser  CI 

Spray  Cling  Plus  C2 

Spray-Cling  Instant  Degreaser   C2 

Sprint  Deodorant-Disnf.-All  Purp.  Clnr.  C2 

Sr-710    G6 

Steam  Go  Al 

Steam  Go  P  Al 

Sun  Brite   Bl 

Sun  Chlor    D2.G4.Q4 

Sun  Clean    A4 

Sun  Jet  CI 

Sun  Pine  Odor  Disinfectant    CI 

Sun  Solv    Kl 

Sun  Solv  Solvent  Degreaser  K2 

SunTef   H2 

Sun  Zorb    Jl 

Sun-Clean  Concentrate   CI 

Sunshine  Conveyor  Lube    H2 

Sunshine  Egg  Wash    Ql 

Sunshine  Super  Defoamer  for  Egg  Wash  Q5 
Sunshine  Super  Defoamer  For  Egg 
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Wash  Q5 

Sunzyme  FD    L2 

Sunzyme  L CI 

Sunzyme  P  L2 

Sunzyme  P  200  L2 

Super  Clean  Concentrate  Al 

Super  Cleaner    A4 

Super  Spotty    CI 

Super  Sun  Solv   Kl 

Super  Uni-Tabs  C2 

Super  Wipe  Out A8 

SurGrip  PI 

SB-500  G7 

SB-510  G6 

SB-520  G7 

SB-525  G6 

SB-535  G6 

SB-555  G6 

SR-700  G6 

SR-705  G6 

SR-715  G6 

TAG CI 

Thor  Al 

Titan  Extra  Strength   Al 

Tower  10  Algaecide    G7 

Tronic K2 

Versatile  CI 

Waterless  Hand  Cleaner  E4 

White  Grease  Lithium  Base  Lubricant     H2 

Wipe  Out  A8 

WFGG  Food  Plant  Lubricant  HI 

WFGG  70728  Food  Plant  Lubricant    ..    HI 
Yum  Yum    F3 

Biddle  Company,  The 


Big  D  Industries,  Inc. 

Big  D  Concentrated  Aerosol  Insect  Kil- 
ler      F2 

Big  D  Concentrated  Room  Deod  Mint 
Fresh  CI 

Big  D  Concentrated  Room  Deod  Pina 
Colada  CI 

Big  D  Concentrated  Room  Deod.  Mntn 
Air  CI 

Big  D  Concentrated  Room  Deod.  Pot- 
pourri      CI 

Big  D  Concentrated  Room  Deod.  Sun- 
burst        CI 

Big  D  Concentrated  Room  Deodorant 
Cerise   CI 

Big  D  Concentrated  Room  Deodorant 
Lemon  CI 

Big  D  Concentrated  Room  Deodorant 
Peach  CI 

Big  D  D-Vour  CI 

Big  D  Deodorant  Block  Apple  Fra- 
grance      C2 

Big  D  Deodorant  Block  Cinnamon  Fra- 
grance      C2 

Big  D  Deodorant  Block  Evergreen  Frag.  C2 

Big  D  Deodorant  Block  Mint  Fresh  ....    C2 

Big  D  E/D 
UrnlScrnw/N-PBlkPr.#659-Evrgrn    ..    C2 

Big  D  E/D 
UrnlScrnw/N-PBlkPr.No.681Apple  ..    C2 

Big  DE/D 
UrnlScrnw/N-PBIkPr.No.682Cinn  ....    C2 

Big  D  Industrial  Deodorant  Apple  CI 

Big  D  Industrial  Deodorant  Cerise  CI 

Big  D  Industrial  Deodorant  Inno-Scent    CI 

Big  D  Industrial  Deodorant  Mint  Fresh    CI 

Big  D  Industrial  Deodorant  Sunburst  ..    CI 

Big  D  Odor  Control  Fogger  CI 

Big  D  Organic  Gel  Mint  Fresh 
Prod.No.117   CI 

Big  D  Organic  Gel  No.  1 14  Spring 
Garden CI 

Big  D  Organic  Gel  Product  No.  110 
Lemon  CI 


Big  D  Organic  Gel  Product  No.  Ill 

Apple  CI 

Big  D  Organic  Gel  Product  No.  112 

Cerise    CI 

Big  D  Organic  Gel  Product  No.l  13  Jas- 
mine      CI 

Big  D  Organic  Gel  Product  No.l  15  Mnt 

Air  CI 

Big  D  Organic  Gel  Product 

No.l  16Sunburst    CI 

Big  D  Refresh  CI 

Big  D  RmDeod  Instl  Form  Lemon 

ProdNo.346  CI 

Big  D  RmDeod  Instl  Form  Nat. 

Prod.No.336   CI 

Big  D  Solid  Deodorant  Lemon CI 

Big  D  Solid  Deodorant  Mint  Fresh     ...  CI 

Big  D  Solid  Deodorant  Mountain  Air  CI 

Big  D  Solid  Deodorant  Natural    CI 

Big  D  Solid  Deodorant  Potpourri  CI 

Big  D  Tit  Bowl  Rim  Cage- 

Cinn.-Prod.No.677   C2 

Big  D  Toilet  Bowl  Rim  Cage  (Apple)  C2 
Big  D  Toilet  Bowl  Rim  Cage  (Ever- 
green)      C2 

Big  D  Water  Soluble  Deodorant  Lemon  CI 
Big  D  Water  Soluble  Deodorant  Mntn 

Air  CI 

BigDWSD&D    CI 

Big  DRmDeod  Instl  Form  Potpri  Prod- 

No.425    CI 

BigD  RmDeod  Instl  Form  Hny- 

scklProdNo.423    CI 

BigD  RmDeod  Instl  Form 

MntFrshProdNo.420  CI 

BigD  RmDeod  Instl  Form  Snbrst  Prod- 

No.351     CI 

BigD  RmDeod  InstlForm  Inno-SntProd- 

No.424    CI 

Concentrated  Room  Deodorant  Bouquet  CI 
Concentrated  Room  Deodorant  Honey- 
suckle      CI 

Concentrated  Room  Deodorant  Inno- 
Scent  CI 

Deodorant  Powder  Apple   CI 

Deodorant  Powder  Inno-Scent    CI 

Deodorant  Powder  Lemon    CI 

Deodorant  Powder  Mint  Fresh   CI 

Deodorant  Powder  Natural   CI 

Enzym  D    CI 

Ex-It  Dry  Cleaner's  All-Purp.  Deodorant  CI 

Fire  D  One  Shot   CI 

Granular  Deodorant  CI 

Industrial  Deodorant  Cinnamon   CI 

Industrial  Deodorant  Herbal  CI 

Industrial  Deodorant  Lemon  C2 

Industrial  Deodorant  Lime    CI 

Industrial  Deodorant  Natural    CI 

Industrial  Deodorant  Rose    CI 

Industrial  Deodorant  Super  D  CI 

Mini-D  Stick-Up  Prod.  No  593  Pot- 
pourri    CI 

Mini-D  Stick-Up  Prod.  No.  601  Mint 

Fresh  CI 

Mini-D  Suck-Up  Prod.  No.  605  Cinna- 
mon    CI 

Mini-D  Stick-Up  Prod.  No.  608  Mtn. 

Air  CI 

Mini-D  Stick-Up  Prod.  No.  609  Inno- 
Scent  CI 

Mini-D  Stick-Up  Prod.  No.594  Ever- 
green    CI 

Mini-D  Stick-Up  Product  No.  602  Na- 
tural    CI 

Mini-D  Stick-Up  Product  No.  603  Cer- 
ise     CI 

Mini-D  Suck-Up  Product  No.  604 

Lemon  CI 

Mini-D  Stick-Up  Product  No.  606  Her- 
bal    CI 

Mini-D  Stick-Up  Product  No.  610  Apple  CI 

Odor  Neutralizer  CI 


Organic  Gel  #1 15-Mint  CI 

Room  Deodorant  Instill,  Form.  Lime 

#332    CI 

Sewer-D  Lemon    CI 

Sewer-D  Natural   CI 

Solid  Deodorant  Apple  CI 

Solid  Deodorant  Cerise  CI 

Solid  Deodorant  Cinnamon  CI 

Solid  Deodorant  Evergreen  CI 

Solid  Deodorant  Herbal    CI 

Solid  Deodorant  Honeysuckle    CI 

Solid  Deodorant  Inno-Scent   CI 

Solid  Deodorant  Rose  CI 

Spra  D  Hand-Power  Deodorant  Apple  CI 
Spra  D  Hand-Power  Deodorant  Blue- 
bonnet  CI 

Spra  D  Hand-Power  Deodorant  Cinna- 
mon    CI 

Spra  D  Hand-Power  Deodorant  Herbal  CI 
Spra  D  Hand-Power  Deodorant  Honey- 
suckle      CI 

Spra  D  Hand-Power  Deodorant  Inno- 
Scent  CI 

Spra  D  Hand-Power  Deodorant  Lemon  CI 

Spra  D  Hand-Power  Deodorant  Mint  ..  CI 

Spra  D  Hand-Power  Deodorant  Natural  CI 

Spra  D  Hand-Power  Deodorant  Orange  CI 

Spra  D  Hand-Power  Deodorant  Rose  ..  CI 

Wash  D   B2 

Water  Soluble  Deodorant  Apple  CI 

Water  Soluble  Deodorant  Cinnamon   ..  CI 

Water  Soluble  Deodorant  Herbal   CI 

Water  Soluble  Deodorant  Honeysuckle  CI 

Water  Soluble  Deodorant  Inno-Scent  ..  CI 

Water  Soluble  Deodorant  Mint-Fresh  CI 

Water  Soluble  Deodorant  Natural    CI 

Water  Soluble  Deodorant  Orange  CI 

Water  Soluble  Deodorant  Pine  CI 

Water  Soluble  Deodorant  Wild  Cherry  CI 

Big  F  Insecticides,  Inc. 

"Duratox"  F2 

Baytox  Residual  Insecticide   F2 

F-Super  Fogging  Compound    Fl 

F-300R  Fogging  Compound  Fl 

F-350  Fogging  Compound   Fl 

F-400  Fogging  Compound   Fl 

F-50  Fogging  Compound   Fl 

Big  Red  Supply 

Heavy  Duty  Cleaner  A4 

Kentucky  Blue  All  Purpose    A4 

Multi-Purpose  Cleaner    CI 


Big  State  Pump  Co. 

Aqua  Lube  300  Turbine  Pump  Drip  Oil  HI 
Bill  Trotter  Enterprises,  Inc. 


Alk-Chlor-Terg    Al 

Alk-Chlor-Terg   Al 

Assemble  Al 

Basic    Al 

Brute    A2 

Chlor-O-Fect   D2.G4.Q4 

Citra-Brite    A3 

Eg-Magic  Ql 

Enviro  Green  Al 

FastTrac   H2 

Rex    Al 

Foam-Bright    A3 

Foam-N-Brite A3 

Liquid  Brute    Al 

Mighty  Kleen  A2 

Nutro    CI 

Quat-O-Fect  D2 

Raunchy  A3 

Safe  Scrub  Al 
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Scale  Gone  .._ 

Scale  Gone  PLF 
Scale  Or- 
Sky  Blue 
Sky  Blue  Plus   ... 


A3 

Al 
Al 


Bio-Ecology  Products 
Instazorb    


CI 


Binco  Chemicals,  Inc. 


Be-Read>  Al 

Big  Hc»  Al 

CT-100  .    CI 

Binzel  Products.  Inc. 

IB  Al 

Infallible  ....  Al 

Lime  King 

NSS  Scrub  Soap  Al 

an  Liquid  Detergent   Al 

Sure  Clean  Concrete  Cleaner  CI 

TV  .    Al 

Bio  Clean  Services  Inc. 

Bio  650  DTL 

Bio  Environmental 

Grease  &  Waste  Degrade:  CI 

Bio  Pak  Chemical  Industries.  Corp. 


SEB-2  Special 


L2 


Bio  Products  Corporation 

GP-101  Al 

Hazel-  Al 

Bio  Systems  Inc. 

Amazing  Quarry  Tile  &  Grout  Cleaner   A3 

Bio  Zapp  Laboratories.  Inc. 

Grease  Off  A1J.1 

Bio-tek.  Inc. 

122Quik 

'jine  Klene  

::  A8 

Bio-Alliance  Corporation 
BIOFs  Drain  Opnr  Tab.  for  Sinks  & 

Tubs.  :.: 

Ecotabs 

Bio-Care,  Inc. 

Bio-Care  Drain  Care  CI 

Bio-Care  Drain  Cleaner 

BFL.-25  Plus  .    CI 

■• 
LC600  Line  and  Odor  Control    CI 

Bio-Cat.  Inc. 

■GTBi  Grease  Trap  Bio-Eliminator  L2 

Lipase  FC    Al 

Septaic  L2 

Bio-Cide  International  Inc. 

Oxi-Foam Al 

Oxine  DZG5 


Bio-Kleen  Products 

BKP432  A2 

Bio-Safe  Industries.  Inc. 

Ultra-Safe  Acid  A3 

Bio-Safe  Systems  Inc. 

Bio-Safe  L2 


Bio-San  Technologies  Inc. 

Power  Kleen  75  Al 

Bio-Stim.  Inc. 

Bio-Guard  93'.  A4.A8 

Bio-Sum  Inc.  KB4    L2 

Bio-Surge  Inc. 

Phase  n-Fonnula  2.5X   CI 

Bio-Systems  Engineering 

B-220  L2 

B100    L2 

MX-30  L2 

Bio-Tech  Distribution  Inc. 

Conquest   Al 

Micro- Solve  LI 

Shimmer    CI 

Bio-Tech  Maintenance  Products  Inc. 

Acid  Free  Disinfectant  Bowl  <fc  Rstrm 
Clnr  C2 

Disinfecting  Creme  Cleanser    A6.C2 

Enzyme  Odor  and  Spot  Dissolver   CI 

Industrial  Hand  Cleaner   

Mirror  Image  CI 

Bio-Tek  Industries.  Incorporated 

We-Care'  Hospital  Disinfectant  CI 

Anu-Sep EI 

Bactrol  Hand  Cleaner  and  Saniuzer 
Bio-Tek  Concentrated  Liquid  Acid 

Santzr    Dl 

Compound  AF-H  Al 

Eggs-It  Egg  Shell  Dissolver  LI 

Formula-7    Fl 

Glo-Brite  C2 

Handi-Kleen  Powder  Al 

Handi-XL .._. Al 

Insecto-Ban   FI 

IO-Cide  Germicide  Sanitizer    D2.G5 

Kleen  Aid  Disinfectant  Foam  Cleaner  CI 
Kleen-N-Briie  Emulsion  Bowl  Clnr  ....  C2 
Lemonee  Concentrated  Disinfectant  1 

Lube-Cote  HI 

Lube-It  H2 

Luster 

No-Tox  Fl 

Odor  Neutzr  Lime  For  Time  Dispn. 

Units  CI 

Odorzene  ...  CI 

Purge-It LI 

PHD  22.5  Poultry  House  Disinfec- 
tant     

Quatrol  ..    D2 

Quatsan   D1.Q3 


Quick  Kleen  ....  LI 

Rid-It  F2 

Shelf-Life  D2 

Shelf-Life  Concmrtd  Liq.  Santzr  Germ.  Q3 

SH-S  Insect  Killer  Fl 

Tek  Eze  HI 

Tek  EB-1 15  Egg  Destainer Q2 

Tek  EC-1 1 1  Chlorinated  Egg  Wash  ....    Ql 
Tek  EC-1 1 3  Non-Foaming  Egg  Wash     Ql 

TekED-117  Q5 

Tek  ET-C121  Chlorinated  Tray  Wash      Al 
Tek  ET- 119  Tray  Wash  Al 

Tek  OS-30  Super  Cone.  Oil  Sol.  Insect.  F2 

Tek  Pbene   

Tek  SF-2  Super  Fog  Insect  Spray   Fl 

Tek  SH-8  Liquid  Insect  Spray   Fl 

Tek  SR  6  Residual  Insect  Spray F2 

Tek  W/E  5  Concntrtd  Emlsfbl  Insecti- 
cide    F2 

Tek  Zyme    L2 

Tek  101  Hook  and  Trolley  Cleaner  ....    A2 

Tek  105  Smokehouse  Cleaner   A2 

Tek  107  Shackle  Cleaner  A2 

Tek  123  General  Purpose  Cleaner  Al 

Tek  125  Gen.  Cleaner  Hvy  Dry  Alkln     A I 

Tek  127  Acidic  Cleaner   A3 

Tek  129  Retort  Cleaner G5 

Tek  131  Can  Rinse  G5 

Tek  133  Gen.  Purpose  Chlor.  Cleaner     Dl 

Tek  135  Rust  Stripper A3 

Tek  137  Heavy  Duty  Acidic  Cleaner  ..    A3 

Tek  143  Malodor  Controller CI 

Tek  145  Odor  Counteractant    CI 

Tek  147  Liq.  Cone.  H.D.  Alkaline  CI.     Al 

Tek  149  Foam  Additive   Al 

Tek  151    D2.Q4.E3 

Tek  153   D1.Q4 

Tek  155   Dl 

Tek  157  Al 

Tek  159  .    Al 

Tek  161    A1.Q1 

Tek  163   Al 

Tek  165   A2.Q1 

Tek  167  Q5 

Tek  169  Al 

Tek  171    Al 

Tek  173  Al 

Tek  175  A2 

Tek  177  

Tek  179  

Tek  181    

Tek  183   

Tek  185  Al 

Tek  187  Al 

Tek  189  

Tek  191    

Tek  193   

Tek  195  Al 

Tek  197   .... 

Tek  199  ...  G5 

Tek  201    ... 

Tek  203   ...    A3 

Tek  205   

Tek  207  Al 

Tek  211    .... 
Tek  213   .... 

Tek  215   Al 

Tek  217   .... 

Tek  219  

Tek  221    

Tek  223  Dl 

25 

27 
Tek  229  H2 

Tek  235 
Tek  237 
Tek  239 

DI.Q3 
Tek  251  Odorless  Concrete  Cleaner 
Tek  253  Heavy  Duty  Liquid  Cleaner 
Tek  255  G6 

Tek  257  Low  Foam  Laundry  Dtrgnt   ..    Bl 
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Tek261    CI 

Tek  263  Solvent  Degreaser  Bulk  Kl 

Tek  265  Liquid  Steam  Cleaner Al 

Tek  267  Liquid  Steam  Cleaner Al 

Tek  269  Steam  Cleaner Al 

Tek  271    Al 

Tek  273  Lime  and  Scale  Remover  A3 

Tek  275  Unscented  Liquid  Hand  Soap  El 

Tek  277  Concentrate  A4 

Tek  281    Al 

Tek  283   Al 

Tek  285   Al 

Tek  309  D1.Q1.Q3 

Tek  311    CI 

Tek  317   Al 

Tek  319  A4 

Tek  321    H2 

Tek  323   A4 

Tek  325   CI 

Tek  327   CI 

Tek  329  El 

Tek  331    A2 

Tek  355   G6 

Tek  365  Bactericide    G7 

Tek-Eze  Sanitary  All  Purp  Silicone 

Spray  HI 

Tek-Phene  Cleaner-Disinfectant-Deod.  A4 

Tek-Trol  Disinfectant-Cleaner  Cone.  ..  CI 

Terg-Cide  Cncntrtd  Clnr.  Disinfnt Dl 

Time  Dispensing  Insecticide  Fl 

TEK-219  Oven  Cleaner    A8 

TEK-263  Solvent  Cleaner-Degreaser 

(Aer.) Kl 

Biochem  Systems,  Inc. 

Aquasect    Fl 

Bi  Concentrate  Al 

Big  B  A3 

Bio  Lume  A3 

Bio-Dine    D2 

Biocool  1300  PI 

Biolube  White  Grease  HI 

Bionic  100  Al 

Bionic  50  Al 

Biopower  A8 

Biotherm    LI 

BioMine  D2 

BCM    A3 

Egg  Wash    Ql 

Formula  240    Al 

Formula  67    A3 

Formula  726    Al 

Laundrex  101  BI 

Laundrex  102  Bl 

Laundrex  103 B2 

Laundrex  104 Bl 

Laundrex  106 Bl 

LMD    Al 

Medifect-Q A4.C1 

Microfect  C2 

Orange  Power   CI 

Prestol    Al 

Sprint  LI 

Steam  Away  Plus    Al 

Titan  A4 

Topgrade  A-300    A3 

Topgrade  A-500    A3 

Topgrade  A-600    A3 

Topgrade  D-2000    D2 

Topgrade  GP- 1000    Al 

Topgrade  GP- 1100    Al 

Topgrade  GP-270    Al 

Topgrade  GP-800    Al 

Topgrade  H-2500    E4 

Topgrade  HA- 1200  A8 

Topgrade  HA- 1 500  A2 

Topgrade  HA- 1600  A2 

Topgrade  HA- 1800  A2 

TGC  C2 


Biodynamics/ 
Div.  of  Gartel,  Inc. 

Purafresh    CI 

Biological  Process  Company 

Bioprime    L2 

Bionomical  Chemicals  &  Services, 
Inc. 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Lemon  Scented"  Laundry  Detergent  ..    Bl 
"Max"  Liquid  Steam  Cleaning  Concen- 
trate      Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

Air-Kare  CI 

Alpha  5000   A4.A8 

AMC-9  A3 

APC-2    Al 

Big  "C"  Concentrate  A4.A8 

Bionomical  RD-500    D2 

Bottle  Brite    A2 

Bottle-Wash  A2 

BDX  CI 

C-34  A4 

Chain  And  Conveyor  Belt  Lubricant  ..    H2 

Citra-King    CI 

Clog-Away  Drain  Opener  LI 

Degreaser  &  Deodorizer  CI 

Foam'N'Kleen    Al 

General  Purpose  Insecticide   Fl 

GC-3    Al 

GP-280  Al 

H.D.  Alkalene  A2 

Heavy  Duty  Form.  Liq.  Stm  Cleaning 

Cone Al 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

Liquid,  Live  Bio-Zymes  &  Bacteria    ....  L2 

Lubricant  TL  Concentrate HI 

Lustre-Kleen  Acid  Detergent   A3 

LD-515 Al 

Mighty  Mort    Al 

MPD-550  Al 

Natu-Sol  Drain  Maintainer  CI 

Natu-Sol  Parts  Cleaner  CI 

Natu-Sol  Tar  Remover   CI 

No.  I  General  Smokehouse  Cleaner  ..  A2 
No.  23  Milkstone  &  Scale  Rmvr  Cone.  A3 
No.  5  Heavy  Duty  Smokehouse  Cleaner  A2 

Organic  Acid  Detergent    A3 

Put  It  To  It  Drain  Opener  LI 

Red  Hot  Sewer  Solvent LI 

S-311    A2 

Superus    Al 

SGC-6    Al 

SH-26  ' A2 

T-4  A2 

Task  Master  El 

X-10  Al 

150  Al 

Bioscience,  Inc. 

Microcat  DNT  L2 

Microcat  XS    L2 

Biotal,  Ltd. 

Biotal  Grease  Degrader L2 

Biotech  Products,  Inc. 

Bio-Solv CI 

Brilliance  CI 

CitraSol    CI 

Germ  Clean  C2 


Glow    CI 

Grease  It    H2 

Moly  Guard  H2 

Oven  Clean   A8 

Quik  H2 

Safety  Solv    K2 

Showtime  A7 

Silicone  Spray  HI 

Sparkle  CI 

Biotechnics,  Incorporated 

Alkaline  Deruster    A2 

C.I.P.  Acid  A3 

Chlorinated  C.I.P.  Cleaner   A2 

Chloro-Det  Al 

Compound  AD  8  A2 

Compound  AF-A  Al 

Compound  AF-B  Al 

Compound  AF-C  Al 

Compound  AF-H  Al 

Compound  AS-30  Al 

Compound  D-12A  A2 

Compound  ET-Special    Al 

Compound  IDC-30   D2 

Compound  K-260   A4.H2 

Compound  L  144    Al 

Compound  L  144NP  Al 

Compound  MSP-10  Al 

Compound  MSP-52  Al 

Compound  PS  1     Al 

Compound  PS-1  NP   Al 

Compound  PS2  A3 

Compound  RLB  1  Bl 

Compound  S  1     Bl 

Compound  S  2    Al 

Compound  SD  9   CI 

Compound  SD  9B  CI 

Compound  SS-33    K2 

Compound  T  1     Bl 

Compound  TL  40   HI 

Compound  TR  22  A2 

Compound  TRC  12  A2 

Compound  175  D   Al 

Compound  175  DNP  Al 

Compound  175  F    Al 

Compound  175  FNP    Al 

Compound  175  FJ  Al 

Compound  175  FJNP   A2 

CIP-300X  A3 

D.C.  14    Al 

Dairy  Cleaner  14  NP Al 

Dart  081  K2 

Dart  162  A3 

Dart  254  H2 

Dart  286  Al 

Dart  312  A4 

Dart  354  Al 

Dart  403  A2 

Dart  733  Al 

Destain  Q1.Q2 

Dry  Acid   A3 

Hi-Power  Bl 

High  A.C Al 

High  AC.  NP   Al 

HW  Bottle  Wash  Al 

Liqui-Kab  Special   Al 

Liquid  Bottle  Wash  A2 

Liquid  Hand  Soap  El 

Liquid  Neggate    A3 

LD  18 Bl 

Marvella  M    Al 

Marvella  P  A4 

Neggate   A3 

Power  Scrub  Concentrate   A4 

Smokehouse  SS  A2 

Smokehouse  SS  NP    A2 

Stainless  Cleaner  A3 

Supreme  63   A2 

SS  HD  Blue  NP    Al 

3  D's  Al 
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Biotek  Corporation 

Aeusol   Al 

Biogest  CI 

Biotrol    CI 

Bowltek  Detergent  Thickened  Bowl 

Cleaner   C2 

Burley    E4 

Gearout  LI 

Deobuds  Activated  Chemical  Granules    CI 

Dura-Prep A4 

Force    H2 

Garf-Fight    CI 

High-Tek  K2 

Nemesis  Fl 

NiceNTJry    CI 

Now  Spray  &  Wipe  Cleaner/Degreaser    CI 

Prism   CI 

Renew    A8 

Repel   Fl 

Sana-Derm  E2 

Slips  HI 

Smooth  Conditioning  Hand  Cleaner         E4 

Smooth  Hand  Cleaner  E4 

Subtle  C2 

Subtle  Creme  Cleanser  A6 

Super  Bowltek  Toilet  Bowl  Cleaner    ..    C2 

Super  Strip  "A"  C3 

Tekcide  Wettable  Powder  Insecticide    ..  F2 

Tekfoam CI 

Teksol  Dielectric  Solvent  K2 

Touchdown    E4 

Trump    LI 

Bioxy  Incorporated 

BX-PR  Al 

BioCitral  Environmental  Company 

CitrX    CI 

BioEnviroTech,  Inc. 

Degrimer   CI 

Grease  Eliminator  L2 

BioGEE  International,  Inc. 

BioGEEGT  L2 

BioLogix  Service  Corp. 

GTD-L  L2 

GTD-SP  L2 

Orgone  L2 

BioLogix  Systems  Corp. 

B.G.S.  100  MIT    L2 

GTD-SP  L2 

Micro  Blend  500  F  L2 

Microblend  500  L2 

Sporecon  IX   L2 

Sporecon  10X   L2 

Sporecon  15X   L2 

Sporecon  5X   L2 

Vegcon  IX ...  L2 

Vegcon  2X L2 

Vegcon  4X L2 

BioProducts,  Inc. 

BioQuat45  D2 

BioQuat45  D2 

Bio  X  Degreaser   Al 

Bio-Bac   L2 

Bio-Bac  Non  Acid  Bwl  Clnr  w/Bactrl 

Eazym  C2 

Neutnlite  Concentrated  All  Purp  Clnr.  A4 

RTU  All  Purpose  Cleaner Al 


BioSentry,  Inc. 

Antifoam  B    A1.Q5 

Bio-Quat  20  Q3 

BioSentry  Acid  Cleaner  LF    A3 

BioSentry  Acid  Cleaner  LF    A3 

BioSentry  CAD  560   Al 

BioSentry  DBC-A  Ql 

BioSentry  Foamy-Acid  Cleaner  A3 

BioSentry  Land  480   A2 

BioSentry  Liquid  Egg  Wash  101    Ql 

Briteall  A3.Q2 

E-Z  Kleen    Al 

Foam-Klor  Al 

Iodine  Disinfectant    D2 

Kwik-Strip  C2 

Sentricide  A4 

BioSpan  Technologies,  Inc. 

BioSpan  "E-2"  Sanitizing  Liq.  Hand 

Soap    E2 

BioSpan  MGDegreaser/Cleaner  Cone  Al 

Birk  Paint  Manufacturers,  Inc. 


Birko  Corporation 

AcTec-100   A3 

Acid  Brite  No.  I    A3 

Acid  Brite  No.  2  A3 

Acid-Kleen  Al 

Active-8  Al 

Acto-140    Al.BI. PI 

Ala-Quat    D2 

Alko-Kleen    Al 

Aluminate    A3 

Aluminoso  A1.B1 

ANLC-I  L2 

Bact-O-Stat    El 

BiTecll  Al 

Bi  Tec  14  Al 

Bi  Tech  66 Al 

Bi-CIor-Rite  D2.B1.E3.Q4 

Bi-Quat    D2 

Bi-Tec  No.  14  Al 

Bi-Tec  77  H Al.BI 

Bi-Tec  99-AC    A3 

Big  Red  A1,E1 

Birko  Aluminum  Cleaner  Al 

Birko  Bleach   Al.BI 

Birko  Liquid  Sour  BI 

Birko  MPBT   ..    G6 

Birko  Sour  A3.B1 

Birko  Waterless  Hand  Soap   E4 

Birko  White  BI 

Birko-Surf  BI 

Birkodyne    D2.E3 

Birkoil    HI 

Birkolene  CI 

Birkoside  B1.L1 

Bitec  15  Al 

Bitec  55H Dl 

Bru-R-Ez  Al 

Bubble  Gum  A.F CI 

BC  Phenol   A4 

BMC24X    A3 

C-Kwester   A2 

Castor  Lube  C  HI 

Castor  Lube  No.  1  HI 

Challange  El 

Chameleon  Al 

Chelate  24L  A3 

Cherry  A.F CI 

Chlorofoam    Al 

Chloromatic  #3    Dl 

Chloromatic  No.  2 A1.Q1 

Chlorotec  Dl 

Cir-Q-Late   A2 


Cirtec  CL  Dl 

Cirtec  CL-QR    Al 

Cirtec  SP  A2 

Cirtec  18    A2 

Cirtec  991    A2 

CL-33  Dl 

Deo-KIeen   A4 

Diactolate  P1.B1 

Dioxy-Chlor  D2.G7 

Displace  ..    A3 

Double  X  LON   BI 

Dual  G6 

E-Z  Lube  H2 

Econolube    HI 

Econolube  H  HI 

Egg  Wash    Q1.Q4 

Fashun   Al.BI 

Fast  Break  BI 

Foam  Kleen  ...    Dl 

Fomacid  A3 

Freze-KIeen  A5 

Gambit  Al 

Genzolate  Al 

Gre-Zof   Kl 

Grez-Out    B2 

Hansan  E2 

Hi-Cap  7-71  Al 

Hi-Chlor Al.BI, PI 

Hi-ChlorQD   D1.B1 

Hydrolube    HI 

HW  441.  A2.B1 

Jel-Ade  Al 

Kleen  Grind  PI 

Liqui-Lon  BI 

Liquid  Smokehouse  Cleaner  A2 

Liquik  AK   Al 

Liquik  Bleach    BI 

Liquik  CB    Al 

Liquik  CC    Al 

Liquik  Su  Tec   A8 

Liquik  1   Al 

Liquik  10  Al.BI 

Liquik  100  Dl 

Liquik  125  CI 

Liquik  2  CS Al 

Liquik  2  Nu  Blu   AI.H2 

Liquik  20  Al 

Liquik  250  A2 

Liquik  3  Al 

Liquik  30  Al.BI 

Liquik  4  Al 

Liquik  5  A1.E1 

Liquik  50  Al 

Lon-Chlor    BI 

M.S.  Acid    A3 

MetaTec2C  A2 

Meta  Tec  2C  Liquid   A2 

Metalist    A2 

Metalist  PW  A2 

Miri-Cal  A3 

Monlaun  No    1     Al.BI 

Monlaun  No   2    A2.B1 

Monlaun  No.  3    BI 

Neutra-Foam   Al 

Neutra-Foam  C   Al 

Neutra-Sol   Al 

Orange  Sol  CI 

Peroxy  Bleach  BI 

Pine  AF   CI 

Pine  Kleen  CI 

Poderoso    Al 

Poly-Tec BI 

Pow-R-Scrub  Al 

Pronto    Al 

Purgit  Foam  A2 

Purgit  R  Al 

PT-103  Al 

Remove   Al 

Resolve    BI 

Rinsall    Al 

Rustec    A3 

SP.D.E33  Al 
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San-Dis    D2 

Sani-Clean  E2 

Sam-Acid  A3 

Scalite  SR    A3 

Sewage-Splitr LI 

Sewer  Cleaner  LI 

Shine-A-Line  A3 

Slip-Pin    HI 

Smok-Off  A2 

Solv-Ink  PI 

SuTec  FG  Dl 

Super  Alkali  A2 

Super  Chlor  D1.G4.B1 

Super  Flock  LI 

Synchlorozene  PI 

Tecso  C   Al 

Tripe  Wash  No.  2-P    Al 

Trolleze   HI 

Ultra-Lube  HI 

Vanilla  A.F CI 

Viking    A2 

Waconite44L   A2.B1 

XLNT-4U2    Al 

XLNT-4U2  Liquid    A1.A1 

Zy-Lon  A1.B1 

10-Chlor D2 

10-Quat   E3 

Birmingham  Paper  &  Chemical  Co. 
Inc. 

Mint  Bowl  Cleaner   C2 

Birmingham  Saw  Works 

Sharp  Edge  Hand  Cleaner E4 

Birsch  Industries,  Inc. 

"New"  Kem-Tronics   A4 

Accel   Al 

Active Al 

Auto  Scrub  Detergent  A4 

ABC  C2 

Birsch  Disinfectant  Creme  Cleanser  ....  A6 

Brilliance-Chlorinated  Al 

Brite  Glass  Cleaner  CI 

Bulk  Drain  Opener   LI 

Commercial  Fabric  Softener/Sanitizer  B2 

Concrete  Cleaner  CI 

Crystal   Al 

Dish  Glo    Al 

Galley  Shine  Stainless  Steel  Clnr  &  Pol  A7 

Gusto  Al 

Heavy  Duty  Cleaner/Stripper  A4 

Heavy  Duty  Powdered  Cleaner    Al 

Kem-Tronics    Al 

Knock-Out  Al 

Lemon  Odor  Disinfectant-Cleaner 

Coef.  7    A4.C1 

LOD  Detergent/Disinfectant  CI 

Oven  Cleaner  And  Degreasr A8 

Pine  Odor  Disinfectant   CI 

Pump  Spray  Detergent  Disinfectant  ....  CI 

POD  Pine  Scent  Detergent/Disinfectant  CI 

S.R.S.  Wax  Stripper   A4 

Saniuzer  512  D2 

Spray  Silicone  Release  HI 

Summit    CI 

Winner's  Choice  Detergent/Disinfectant  CI 

Zest    Al 

Biscayne  Chemical  Laboratories, 
Inc. 

Acti-Sol   L2 

B-52  Residual  Insecticide  F2 

Baker's  Spray  Brand  Fl 

Bam  A4 

Bi-Sope    CI 

Bi sco  690  Al 


Bisco-Brite  B2 

Blue  Boy   C2 

Blue  Boy  Tile  Cleaner    C2 

Blue  Mist  CI 

BCL  Detergent    A4 

BCL  Detergent  Concentrate   CI 

Oven  Cleaner  A8 

Silicone  Spray  HI 

Sterizone  Disinfectant  Deodorant  C2 

Wallop  Wasp  &  Hornet  Spray  F2 

Window  Cleaner  CI 

5  Way  Spray   H2 

Bishops  Sanitary  Maintenance 
Supply 

Degreaser/Emulsifier  Al 

Bison  Laboratories  Inc. 

BL  Formula  S-3    Dl 

BL-S-20  Sanitizer  D2 

Crystal  Aqua  Chlorinating  Solution  ....  D2 

Black  Hills  Chemical  Co. 

Diamond  AFBC    C2 

Diamond  Bol  Maid  C2 

Diamond  Forest  5   CI 

Diamond  Push  CI 

Black  River  Paper  Co. 

BPC  Bowl  &  Porcelain  Cleaner  A3 

DEG-15   Al 

Blackburn  Company 

Lectrosol  Cable  Cleaner  K2 

Lectrosol  Electric  Contact  Cleaner K2 

Lectrosol  Electric  Motor  Cleaner  K2 

Lectrosol  Moisture-Displacing  Lubri- 
cant    H2 

Lectrosol  Penetrating  Oil    H2 

Lectrosol  Silicone  Lubricant H2 

Blackhawk  Engineering 

645  G6 

Blaine  Industrial  Supply,  Inc. 

#1  Liquid  Dishsoap  Pot  &  Pan  Cleaner  Al 

"Purple  Power"    A4 

Actionl  Extra  Heavy  Duty  Cleaner- 

Dgrsr  A4.A8 

Blaine  C-Clear  Glass  Cleaner CI 

C-Clear  Glass  Cleaner CI 

E-Z  Off  Concrete  Cleaner CI 

Foam-Kleen  Al 

Lemon  Disinfectant-Cleaner  CI 

Mint  Disinfectant-Cleaner  CI 

Neutral  All  Purpose  Cleaner  A4 

Pine  Odor  Disinfectant  CI 

Pink  Lotion  Hand  Cleanser El 

So-Bright  Laundry  Detergent  Bl 

Super  Cut E4 

Super  Cut  Waterless  Hand  Cleaner   E4 

Blair  Incorporated 

Blair  Deterg  Al 

Deterge  Neutral  Cleaner  A4 

Blanchard,  G  W  Company, 
Incorporated 

G.W.B.  Stainless  Steel  Clnr  Lemon 

Scent A7 


Bleachmasters/ 

A  Division  of  Burris  Chemical,  Inc. 

B-Brite  D2.Q4 

Blew  Chemical  Company 

Active  No.  2    Al 

Active  No.  4   Al 

Liquid  Soap  No.  50  EI 

Liquid  Soap  No.  52 El 

Blue  Bell  International 

Blue  Bell  Klear-Blue CI 

Blue  Boy  Products  Inc. 

Scale  Guard  FG-160  G6 

Blue  Coral,  Inc. 

Clear-Magic  CI 

Clear-Magic  Industrial  Strength 

Cln/Dgrs   A4 

Blue  Diamond  Exterminating  Mfg. 
Inc. 

Magnetic  Roach  Fd  MR  F.  2000- Paste 

Form   F2 

Blue  Pacific  Products 

Alka  Strip    A2 

Attack A3 

Blitz  A2 

Bulldog    Al 

Dynamo  Al 

Blue  Star  Industries  Inc. 

Flo-Away  Liquid  Drain  Cleaner  LI 

Blue  Star  Industries  Inc. 

APC  Extra  Al 

APC  Standard   CI 

DCO  Premium  LI 

HTC  Premium  A2 

Blue  Valley  Corporation 

EGT  G6 

EGT-1    G7 

EGT-107    G6 

EGT-717    G7 

OS-330 G6 

SLT-102  G6 

2EGT  G6 

Blue  Valley  Laboratories 

Microbiocide  710    G7 

Microbiocide  71 1    G7 

Microbiocide  713    G7 

Microbiocide  716    G7 

Microbiocide  721    G7 

Microbiocide  723    G7 

Blue  Wave  Ultrasonics 

Dirl-Lum603  Al 

Dirl-Strip  606    A2 

Bluegrass/Kesco  Inc. 

#016-D  G6 

#030  Scale  Inhibitor   G6 

Bluegrass#016-D   G6 


11-60 


KB-510    G6 

KB-520    G6 

KB-520P    G7 

KB-540C   G7 

K.B-540P    G7 

KB-5S0    G7 

KB-710    G6 

KB-710C  G6 

KB-710M  G6 

Polyphosphate  Water  Conditioner    G2 

Bluff  City  Service  Co.,  Inc. 

Magnum  130  A4 

Magnum  172  A1.H2 

Magnum  18   Al 

Magnum  44  Al 

Magnum  87   A4 

Bluffs  Sanitary  Supply 

Panhandle  Pride  Laundry  Soap Bl 

Bob  Barker  Company,  Inc. 

Slain-N-Drain  Cleaner CI 

Viro  Chek  Liquid  Cleaner    C2 

Bob  Parker,  Inc. 

Soc-Wright Al 

Bob  Settle  Sales  Co.  Inc. 

BS-32  Cleaner/Degreaser   Al 

B132  BOCS  CI 

SAP   A4.A8 

Bockstanz  Brothers  Company 

Antiseptic  Lotion  Skin  Cleanser  E4 

B  B.  Foam  Power   CI 

Dazzle    CI 

NBC  Non-Butyl  Deodorant 

Cleaner/Dgrsr Al 

Sta-Clean  Stainless  Steel  Cleaner  A7 

Boehringer  Ingelheim  Animal 
Health,  Inc. 

Anchor  Trap-N-A-Sak F3 

Boelter  Companies,  The 

Attack Al 

Big  Blue    CI 

Big  Bully  A4 

Bright  CI 

Liquid  Alive    CI 

Mir-Magic   CI 

Bogel  Sales,  Inc. 

Power  Plus  CI 

Boggs,  R.  M.,  Co. 

DM-20FG    G6 

OS-12FG   G6 

SB-110FG   G7 

SB-112FG   G7 

SB-220FG   G7 

Boiler  Supply  Co.,  Inc. 

B-2100  G6 

B-2110  G6 

B-3300  PI 

B-3550  G6 

B-530  G7 


B-7277  G6 

B-7353  G6 

B-7381M   G6 

B-7389M   G6 

B-7926  G6 

B-9412  G6 

B-9422  G6 

B-9432  G6 

Boise  Western  Corporation 

Citra  Crystals  CI 

Clinging  Bowl  Cleaner  C2 

Delicate  Castile  Cone.  Liq.  Hand  Soap  El 
Dish-Eze  Hand  Dishwashing  Detergent    Al 

Dri-Mol  Moly-Micro-Film   H2 

Electro-Kleen  Safety  Solvent  Kl 

Enviro-Clean  100    A8 

Enviro-Clean  200    C2 

Enviro-Clean  50  (Aerosol)   CI 

Enviro-Clean  600    CI 

Enviro-Clean  777    CI 

Enviro-Clean  90    C2 

Extend  New  Power  PI 

Fluorocarbon  Lubricant  All  Purp.  Dry 

Lub   H2 

Fog  Kill  (Thermal  Fog)    Fl 

Grime  Fighter    E4 

Hi-P  Contact  Cleaner    K2 

HDC  115  Cleaner-Degreaser    A4.A8 

Ioda-Prep  Hand  Wash  Sanitizer  E2 

Lime  Away  De-Liming  Compound    ...    A3 

Liquid  Live  Bacteria  CI 

Lotion  Hand  and  Body  Soap    El 

Metal  Brite  Cleaner  &  Polish  A7 

Oven  &  Griddle  Cleaner  A8 

Pen-lube  H2 

Pink  Creme  Hand  and  Body  Soap   El 

Porcelain  &  Bowl  P  &  B  Clean  C2 

Quatrasan  (MT-2)   Dl 

Sanaquat  (LM-1)  C2 

Sani-Kleen  800   C2 

Sani-Lube  HI 

Sani-Quat  10-NR D2 

Sani-Quat  9   CI 

Showcase  CI 

Showcase  Mirror  &  Glass  Cleaner  CI 

Silicone  Spray  HI 

Silicone  Spray  FG  HI 

Soft  Touch  E4 

Spray  Fog    Fl 

Super  Clean  Concentrated  Cleaner  A4 

White  Guard   HI 

Bola  Chemicals,  Ltd. 

Bola#5    Al 

Bolotin  Inc. 

Big  Blue    A4,C1 

General  Cleaning  Agent   Al 

K&LType  A3 

Orange  Plus  A4 

Phase  III  Bowl  Cleaner C2 

Pink  Cream  Antiseptic  Hand  Soap  El 

Super  Scope  Al 

Superscope  Plus Al 

SW90PType  Al 

Task  Masters  Floor  and  Wall  Cleaner      A4 

Task  Masters  Floor  Cleaner   A4 

Task  Masters  Stainless  Steel 

Polsh/Mntnr    A7 

Taskmasters  Hospital  Antsep   Hand 

Soap    El 

TaskMasters  Bolotin  Stainless  Stl  Clnr  CI 
Zip-Off A8 

Bolton-Berkley,  Inc. 

Glass  &  Utility  Cleaner    CI 


Liquid  Alive  Bacteria   CI 

Non  Acid  Bowl  Cleaner  C2 

Bonco  Manufacturing  Corporation 

Aqua-TexCT88  G7 

Bonco  BT-10  G6 

Bonco  BTL-17S    G6 

Bonco  SL-1    G6 

Bonco  SL-2  G6 

Bonco  SLCI  G6 

Scale-Ox    A3 

Bond  Chemicals,  Incorporated 

Bond  CIS  No.  4-556  G3 

Bond  HWI  2-1560 G3 

Bondac  No.  363    Al 

Bondac  No.  725    Al 

Bondac  No.  768  LF    Al 

Bondac  No.  828C   Al 

Bondox  No.  4-2005  G6 

BWTNo.  029   G6 

BWT  No  4-019    G6 

BWTNo  4-1250L    G6 

BWTNo.  4-165    G6 

BWTNo.  4-170    G7 

BWTNo.  4-171    G6 

BWTNo.  4-174    G6 

BWT  4-075   G6 

BWT  4-155   G6 

BWT  4-160  G6 

BWT  4-161    G6 

BWT  4-162  G6 

BWT  4-167   G6 

BWT  4-169   G6 

BWT  4-172   G6 

BWT  4-181    G6 

Corobond  5-1367 G6 

D-Lox  4-2012   G6 

FeloxNo.  550  G2 

Oxorbate  4-2025   G7 

Volabond  No.  5-1351    G6 

Volabond  No.  5-1352  G6 

Volabond  No.  5-1353  G6 

Volabond  No.  5-1355  G6 

Volabond  No.  5-1357   G6 

Volabond  No  5-1361    G6 

Volabond  No.  5-1362  G6 

Volabond  No.  5-1363   G6 

Voladene  No.  5-1331    G6 

Voladene  No.  5-1332    G6 

Voladene  No.  5-1333    G6 

Voladene  5-1331   G6 

Voladene  5-1332  G6 

Voladene  5-1333  G6 

4-195AF G6 

Bond  Sanitary  Products 

Asidufoam  C2 

Bond  Special  Toilex   C2 

Bonded  Foods  Company 

Glass  Cleaner CI 

Low  Suds  Laundry  Detergent  Bl 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 

Bonide  Products,  Inc. 

Insect  Fog    Fl 

Bonner,  W.  C.  Co.,  Inc.,  The 

Whiten'   Bl 

Block-Enz   L2 

Citrisour  Bl 

Delime  A3 

Grease-Enz L2 

Laundry  Brightener  Bl 
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Laundry  Softener  S/S   B2 

Prism   Bl 

Reflect  Bl 

Rust  Out    Bl 

S.S.T Al 

Sani-Bac  II  D2 

Special  Laundry  Break   Bl 

Split-Enz    Bl 

Sterilution    Al 

Super  Bon-Chlor  Briquets Al 

Super  Lusteraid  Al 

Suspension  Al 

Task  Force  A4 

TKO  Bl 

Ultimate  Al 

Bonnie  Chemspec 

Bongard  II  E4 

Bonnie  Bon  Sol  Al 

Bonnie  Joy  A4 

Bonnie  Kleen  20%    El 

Bonnie  L-P-0    LI 

Bonnie  Lass  Bl 

Bonnie  Safe  Kl 

Bonnie  Sewer  Sol   LI 

Bonnie  Steam-Off  A.P Al 

Bonnie  Steam-Off  H.  D Al 

Bonnie  3AK  Cleaner  A4 

CDS  Cleaner- Degreaser  Solvent A4 

Grease  Gun  In  A  Can  H2 

Pot  and  Pan  Cleaner   Al 

Sandy's  Kleen  Window  &  Glass  Clnr      CI 

Total  C2 

Veto  E4 

Bonus  Specialty  Company 

Krazy  Klean CI 

Krazy  Klean  Clinging  Foam  CI 

Borden,  Incorporated 

Krylon  All-Purpose  Sil.Spy 

N0.1325/I325A    H2 

Krylon  No.  1327  Electric  Motor  Spy 

Clnr  K2 

Krylon  No.  1332  Let-Go    H2 

Krylon  No.  1347  Ten  4  Ind.  Strngth 

Spray  H2.K2 

Krylon  No.  1349  Industrial  Silicone 

Lube    HI 

Boresow  Chemical  Co. 

Babbles  (Aerosol)  CI 

Glass-See  (Aerosol) CI 

Orange  Power  Brett E4 

Boss  Labs 

Boss  Labs  All  Purpose  Cleaner   Al 

Boss  Labs  Butyl  Cleaner    A4 

Boss  Labs  Enzyme   L2 

Boss  Labs  Steam  Cleaner  A4 

PHC-70   Al 

Boss  Products 

Live  Bacteria  CI 

Bosselman  Oil  Co.  Inc. 

Mach  4  White  Oil  HI 

Bostik 

Belt  Dressing  H2 

Bostik  Belt  Dressing  PI 

Bostik  Gasket  Remover    PI 


Bostik  Never-Seez  White  Food  Grade      HI 

Bostik  Silicone  Lubricant  HI 

Bostik  Truck  Reel  Brake  &  Parts 

Cleaner   PI 

Bostik  TFE  Lube  H2 

Chain  Drive  H2 

Citree  CI 

Never-Seez  Belt  Dressing  PI 

Never-Seez  Tapping  Fluid    PI 

Never-Seez  White  Food  Grade  with 

PTFE  HI 

Original  Formula  Silicone  Lubricant        HI 

TFE  Lube H2 

Water  Based  Silicone  Lubricant  HI 

White  Lithium  Grease  H2 

Boston's  Bar  Supply  and  Equipment 
Co. 

Sweet  Pine  Disinfectant/Cleaner/Deod.     CI 

Bowden  Industries,  Inc. 

BB  100    Al 

Bowman  Distribution/ 
Barnes  Group  Inc. 

All  Purpose  Cleaner  No.  19451    CI 

Antiseptic  Hand  Cleaner  E4 

Belt  Dressing  No.  21905    PI 

Biodyne  A8,B1,CI 

Bowman  C.l.D.  Citrus  Industrial  Degrsr  CI 

Bowman  Electric  Motor  Cleaner   Kl 

Bowman  Engine  &  Equipment  De- 
greaser      CI 

Bowman  Glass  Cleaner  Concentrate  ..  CI 
Bowman  Heavy  Duty 

Cleaner/Degreaser A4 

Bowman  Heavy  Duty 

Cleaner/Germicide    Dl 

Bowman  Heavy  Duty  Steam  Cleaner  .  Al 
Bowman  Hi  Tech  II  Electronic  Cleaner  K2 
Bowman  Neutral  Floor  &  Wall  Cleaner  Al 

Bowman  Non-Acid  Bowl  Cleaner   CI 

Bowman  Parts  Cleaner  CI 

Bowman  Precision  Pans  Cleaner  K2 

Bowman  Residual  Insecticide  F2 

Bowman  Safety  Solvent   K2 

Brake  Cleaner  No.  19440  PI 

BD  7-77  Penetrating  Oil  No.  21777    ..    H2 

Chain  &  Cable  Lube  No.  19452    H2 

Citrus  Scrubber  Lotion  Hand  Cleaner  ..  E4 
Food  Grade  Lubricating  Oil  No.  21954    HI 

Food  Grade  Silicone  HI 

Food  Grade  White  Grease  No.  21955  HI 
Gasket  &  Decal  Remover  No.  19475    ..PI 

Glass  Cleaner CI 

Glass  Cleaner  No.  21941    CI 

Graffiti  Remover  No.  19450 CI 

Heavy  Duty  Electric  Motor  Clnr. 

No.21958    K2 

Hevi-Duty  Silicone  Lube  No.  21946  ..  H2 
Hi  Heat  Penetrating  Gel  Lube  No.21413  H2 
High  Temperature  Food  Grade  White 

Grease  HI 

Insect  Killer  FI 

New  Tech  Antiseptic  Hand  Cleaner  El 

New  Tech  Antiseptic  Hand  Cleaner  EI 

New  Tech  Plus  Pumice  Antiseptic  Hnd 

Clnr  E4 

Open  Gear  &  Fifth  Wheel  Lubricant  ..    H2 

Original  Style  Hand  Cleaner E4 

Quad  Cut  Cutting  and  Tapping  Fluid    ..  PI 

Silicone  Lube  No.  21900   H2 

Stainless  Steel  Clnr  &  Prtctr  No.21996    CI 

Teflon  Dry  Lube  No.  19462  H2 

White  Lube  Lithium  Grease  No.  2191 1  H2 
Work  Force  PSR  Hand  Cleaner  No. 

21333    E4 


Bowman  Floor  Inc. 

Pine  Forest  5  CI 

Bowman  Supply  Company 

Bowman  505  Cleaner  Degreaser    A4 

Non  Acid  Bathroom  Cleaner    C2 

Bowsher  Chemical  &  Supply 
Company 

Double  Shot Al 

High  Foam Al 

Lime-Off  A3 

Scale-Off  A3 

Vat  Cleaner  Powder    A2 

Boxberger,  Inc. 

Foaming  Disinfectant  Cleaner    CI 

Hospital  Disinfectant  Deodorant CI 

Ultra  Bl  135  Cleaner-Degreaser   Al 

Ultra  Bl  148  Foaming  Cleaner  Al 

Boy-Ko  Supply  Co. 

Disinfectant  Foaming  Cleaner    C2 

Silicone  Spray  HI 

Tuff-Stuff A4 

Bradford  Derustit  Corp. 

BP  Metal  Cln  Rust/Oxide  Rmv  Type 
R-l  Liq   Al 

8P  Metal  Clnr  Rust/Oxd  RmvrType  R-l 
Pst  Al 

Bradley  Chemicals,  Inc. 

"Mr.  Smooth"  Hand  Cleaner    E4 

Bradley  Industrial  Chemicals,  Inc. 

"Free  It  Plus"  H2 

"Gone"  Foaming  Cleaner   A8.C1 

"Klear"  Glass  and  Mirror  Cleaner    CI 

"No  Sting"  Wasp.  Hornet  &  Yel  Jckt 

Kill F2 

"Slide"  Silicone  Mist  HI 

"Swat"  Insect  Killer    Fl 

"Swish-Away"  Bowl  &  Porcelain 

Cleaner   C2 

"Whirlaway"  Acid  Drain  Opener  LI 

Aquakill  Fl 

B-14  Insecticide F2 

Contact  &  Circuit  Board  Cleaner  K2 

Dual  Purpose  Spray  Fl 

F.S.C.  200   Fl 

Grit  Em  Clean  Hand  Cleaner  E4 

Hospital  Type  Disinfectant  Deodorant      C2 

PSP-60  Al 

PSP-60Plus  Al 

Safety  Solvent  K2 

Brady  Industries 

Vandalism  Remover   CI 

Brady  Industries,  Inc. 

Glass  Cleaner CI 

N.B.C Al 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner  &  Polish    A7 

Brambilla,  M.C.,  Company 

Derma  Soft  Hand  &  Skin  Cream  E4 
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Brame  Specialty  Company,  Inc. 

LP  100  Bl 

Bramton  Company,  The 

Ken  Care  (Bulk)   CI 

Brave  Industrial  Fasteners,  Inc. 

Bra\e  Industrial  Strength  Cleaner  Dgrsr  CI 

Breault  Chemical,  Inc. 

BCI  7400  Alkaline  Immersion  Cleaner  Al 

Breeze  Cleaning  Concepts,  Inc. 

LB-35  Non-Butyl  Degreaser  Al 

LB-40 Al 

Bremer  &  Leguil  G.M.B.H. 

RivoltaF.L.  1000    HI 

RivoltaF.L.  125    HI 

Rivolta  F.L.  2000   HI 

Rivolta  F.L.  250   HI 

RivoltaF.L.  5    HI 

Rivolta  F.L  50   HI 

Rivolta  F.L.  500    HI 

Rivolta  F.L.G.  3-1  HI 

Rivolta  F.L.G.  4-2  HI 

Brenco  Corporation,  The 

Brenco#490    G7 

Brenco  #545  Bromicide    G5.G7 

Brenco  #654  Boiler  Water  Treatment  G6 

Brenco  Kleens  All CI 

Brenco  No.  106  S A  Gl 

Brenco  No.  245  Metal  Brite  A2 

Brenco  No.  246  Conveyer  Roller 

Cleaner   A2 

Brenco  No  247  Pasteurizer  Cleaner    ..  Al 

Brenco  No.  248  Pasteurizer  Boil  Out  CI  PI 

Brenco  No.  350  L.S.R A3 

Brenco  No.  375  Acid  Descaler A3 

Brenco  No  490-R  Cooling  Tower 

Treatment   G7 

Brenco  No  496  Pasteurizer  Water  Treat.  G7 
Brenco  No  497  Cooling  Water  Treat- 
ment      G7 

Brenco  No.  600  Boiler  Water  Treat.  .  G6 
Brenco  No.  601  Alkalinity  Builder  ....  G6 
Brenco  No  606  Boiler  Water  Treat  .  G6 
Brenco  No.  653  Alkalinity  Builder  ....  G6 
Brenco  No  654-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  655  G6 

Brenco  No.  655-HD  Boiler  Water 

Treatment    G6 

Brenco  No.  655-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  658-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  662  Boiler  Water  Treatment  G6 

Brenco  No.  680  Steam  Line  Treatment  G6 

Brenco  No.  683  Steam  Line  Treatment  G6 

Brenco  No.  686  G6 

Brenco  No.  687  Return  Line  Treatment  G6 

Brenco  No.  688  Steam  Line  Treatment  G6 

Brenco  No  689  G6 

Brenco  No.  692-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  692-P  Cone  Boiler  Wtr 

Treat G6 

Brenco  No.  704  G6 

Brenco  No  764  Liquidox  G6 

Brenco  No.  900  Nuggets    G2 

Brenco  No.  908  G2 

Brenco  No.  960  G3 


Brenco  No.  999  G2 

Brenco  663    G6 

Brenco  766    G6 

No.  664  Boiler  Water  Treatment   G6 

Brennan's  Sales  Inc. 

Coil  Cleaner Al 

Restaurant/Institutional  Degreaser   Al 

Brent  America,  Inc. 

All-Brite  M   A3 

AS-405  A3 

Bottle  Bright  #70    A2 

Can  Wash  #10  Al 

Chem  Add  6019    Al 

Chem  Add  6506    Al 

Chem  Clean  1089   Al 

Chem  Clean  1135   Al 

Chem  Clean  1219  A2 

Chem  Clean  1334  A2 

Chem  Clean  1335   A2 

Chem  Clean  1439   A4 

Chem  Clean  1440   A4 

Chem  Clean  1442  Al 

Chem  Clean  1445   Al 

Chem  Clean  1446   Al 

Chem  Clean  1809   A2 

Chem  Clean  1810  A3 

Chem  Clean  1811    A2 

Chem  Clean  1812   Al 

Chem  Clean  1816   Al 

Chem  Clean  1819   Al 

Chem  Clean  1822  Al 

Chem  Clean  1827   Al 

Chem  Clean  1 828   Al 

Chem  Clean  1829  A2 

Chem  Clean  1830  Al 

Chem  Clean  1831    Al 

Chem  Clean  1837   Al 

Chem  Clean  1840  El 

Chem  Clean  1841  Al 

Chem  Clean  1842   A2 

Chem  Clean  1843   Al 

Chem  Clean  1844  Al 

Chem  Clean  1845   Al 

Chem  Clean  1847   Al 

Chem  Clean  1848   Al 

Chem  Clean  1849   Al 

Chem  Clean  1851    A4 

Chem  Clean  1852   A2 

Chem  Clean  1854  Al 

Chem  Clean  1860   Al 

Chem  Clean  1861    Al 

Chem  Clean  1862   Al 

Chem  Clean  1867   Al 

Chem  Clean  1872   Al 

Chem  Clean  1880  Al 

Chem  Clean  1881    Al 

Chem  Clean  1882  Al 

Chem  Clean  1890  H2 

Chem  Clean  1891    H2 

Chem  Clean  1892   ...'. H2 

Chem  Clean  1893   H2 

Chem  Clean  1 894   Al 

Chem  Clean  1897   Al 

Chem  Etch  7104  A2 

Chemcid  2030  A3 

Chemcid  2032  A3 

Chemcid  2033  A3 

Chemcid  2047  A3 

Chemcid  2050  A3 

Clean  #144 A2 

Clean  #60-L-2  Al 

Clean  #85  Al 

Clean  #898  Al 

Clean  #90 A2 

Clean  Bright  #40  A3 

Clean  NC-Plus  Al 

Clean  PCF  A2 

Clean  Solv  10    A4 


Clean  850 Al 

Cleaner  A-194  Al 

Cleaner  No.  22  FP    Al 

Cleaner  12-FP   Al 

Cleaner  13-FP   A2 

Cleaner  130  CI 

Cleaner  131    CI 

Cleaner  132   CI 

Cleaner  15-FP  Al 

Cleaner  16-FP   Al 

Cleaner  200-FP  A2 

Cleaner  202-FP  Al 

Cleaner  202- 1-FP    Al 

Cleaner  373-LM    Al 

Cleaner  374-L   Al 

Cleaner  38-FP  A2 

Cleaner  38-FPM    A2 

Cleaner  391-L  Al 

Cleaner  42-FPM    A2 

Cleaner  44-FP   A2 

Cleaner  46-FPM    Al 

Cleaner  46-FPS  Al 

Cleaner  49-FP   Al 

Cleaner  52-FP   A2 

Cleaner  55-FP  A2 

Cleaner  60-FP-M  Al 

Cleaner  60-FPS   Al 

Cleaner  64-FP   A4 

Cleaner  65-FP   Al 

Cleaner  68-FP  CI 

Cleaner  69-FP   Al 

Cleaner  7 1-FP  A2 

Cleaner  73-FP  Al 

Cleaner  74-FP  Al 

Cleaner  76-FP   Al 

Cleaner  77-FP   A2 

Cleaner  77-FPM    A2 

Cleaner  79-FP   Al 

Cleaner  83-FP  A4 

Cleaner  85-FP   Al 

Cleaner  86-FP   Al 

Cleaner  88-FP   Al 

Cleaner  89- FP   Al 

Cleaner  90-FP   A8 

Cleaner  96-FP  Al 

Cleaner  97-FP   Al 

Cleaner  98-FP   A2 

Cleaner  99-FP   A4 

Cone  WW    CI 

Copper  Bright    A3.A6 

CWC-246  A3 

CWC-346 A3 

CWC-421  A2 

CWC-709  Al 

CWC-765  P.  F A2 

CWC-891-C  A2 

Defoamant  72    Al 

Drainex    LI 

Egg-Wash  L.F QI 

Hand  Soap  #46   El 

Lube  100-FP                  H2 

Lube  101 -PET               H2 

Lube  105-FP   H2 

Lube  106-FP   H2 

Lube  107-FP  H2 

Lube  108-FP   H2 

Lube  145-FP   H2 

Lube94-FP                        H2 

Plasticlean  #3  Al 

Plasticlean  #722 A2 

PC-600  Al 

PF268  Al 

Rinse-Brite  G5 

San  Clean  A  Al 

Solklean  1311    A3 

Solklean  350  A3 

Spray  Foam  Al 

Sta-Put  Bowl  Cleaner  C2 

Steam  L-276    A4 

Super  Derust  A2 

SC-425  A 1 

SW-384   Al 


11-63 


SW-432   Al 

SW-450   A2 

SW-75    A4 

SW-83    A2 

SW-90   A2 

Uneek  470  A4 

UN-190   Al 

Brewer  Chemical  Corporation 

Hygienic  Hand  Soap  E2 

Laundry  Del.  5    Bl 

OdorEeze  CI 

Ortho  Silicate Bl 

Ultramar  J.  J.  All  Purp.  Liq.  Det Al 

Ultramar  Liquid  Dishmachine  Det Al 

Ultrasan   PI 

10%  Dry  Bleach   Bl 

Brewer  Chemicals,  Inc. 

Xtra  Tuff  Heavy  Duty A4 

7345  Al 

Brewer  Environmental  Industries, 
Inc. 

OdoRite  SE-A  CI 

OdoRiteOl     Al 

OdoRite  07-A    CI 

OdoRite  11    Al 

OdoRite  77-A    CI 

Bricide  Corporation 

"Best  Bet"    Al 

Bricide  #532   A3 

Bricide  #624    A3 

Bricide  #696    Al 

Bricide  #931    Al 

Bricide  Formula  #807  Al 

Bricide  Formula  #809  A2 

Bricide  Formula  #811   A3 

Bricide  Formula  #813  A3 

Bnsque  Al 

Brute    A4 

Chemi-Jel  CI 

Floor  Syn A4 

Hi-Ho  Lotionized    El 

Liquid  Scrub  Soap CI 

LC  Industrial  Cleaner   Al 

Mapp  Cleaner  And  Degreaser    A I 

Medi-Soap  El 

Pink  Pearl    Al 

Rapid-Clean  Plus  CI 

101   C2 

135  Al 

143  Al 

15%  Liquid  Hand  Soap El 

20%  Liquid  Hand  Soap El 

40%  Liquid  Hand  Soap El 

Bright  Maintenance  &  Lighting 
Alternatives 

Bowl  Bright  CI 

Bright  Creme  A6.C2 

Bright  Plus  CI 

Bright  Scent  CI 

Dyna-Bright  B-150   A4 

Magic  Bright  GC/88  CI 

Spectrum    CI 

Brighton  Chemical  Corporation 

Tuffy  Power  Foam  Degreaser Al 

Brighton  Cleaning  Supplies,  Inc. 

Glass  Cleaner CI 

Steel-A-Shine  Stainless  Steel  Cleaner  A7 


Brighton  Industries,  Inc. 

Bio-Clean  B2.C1 

Bio-Zymes  L2 

Cleanall  Heavy  Duty  Stripper  Clnr  & 

Degr    A4 

Conquer  A4 

Lime-Off  A3 

Super-Foam  A4.A8 

Brighton  U.S.A.  Ltd. 

Multi-Purpose  Disinfectant  Cleaner  ....  CI 

X-Term    Fl 

Brilliant  Industries  Inc. 

All  You  Need    Al 

Envira-Solv    Al 

Brimmer  &  Teteak,  Inc. 

Alivel  CI 

Grade  A  Al 

Hy  Shine   A7 

Sani-Foam   C2 

Sure  Strip  CI 

Brissman-Kennedy,  Inc. 

#9  Multi  Purpose  Degreaser  A4 

Blue  Concentrate  All  Purpose  Cleaner  CI 

Breakthrough  III    A4 

BK  Citra-Solv  Degreaser    CI 

BK  Sanitizer    D2 

BK  Stainless  Steel  Cleaner  A7 

Glass  Cleaner CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Vandalism  Mark  Remover   CI 

Bristol  Products 

Bristol-406  Chain  Lub    H2 

Brite  House  Company,  The 

Arcade  Pine  Oil  Disinfectant   CI 

Bleach    BI.D2 

Omni  Spray  B2.CI 

Pine  Deodorant  Cleaner    CI 

Pine  Oil  Cleaner   CI 

Super  Liquid  Chlorinator    D2.Q4 

Brite  Ideas 

Wenol  Plus  K  Metal  Polish    A7 

Broadmoor  Products  Incorporated 

Cleaner  CC   Al 

Cleaner  1200  Al 

Cleaner  225-C  A2 

Cleaner  308-C  A2 

Cleaner  408C  Al 

Cleaner  425-C  Al 

Cold  Room  Cleaner A5 

Conditioner  FM  G2 

Conveyor  Lube   Al 

Electronic  Component  Cleaner  K2 

Foam  Special  Al 

Foam-Clean  Al 

Green  Stuff   E4 

Jell  Special  Al 

Laundry  Power    Bl 

Metal  Prep  A3 

Moor  Acid  10   A3 

Moor  Clean  CC  Al 

Moor  Clean  S.H A2 

Moor  Clean  007    CI 

Moor  Clean  30-K    A3 


Moor  Clean  425-C    A2 

Moor  Clean  6-BLL  Bl 

Moor  Clean  6-D    Al 

Moor  Clean  6-G    Al 

Moor  Clean  6-HC  Al 

Moor  Clean  6-K    Al 

Moor  Clean  6-86  Al 

Moor  Clean  6-88  Al 

Moor  Clean  71    A4 

Moor  Clean  777    A2 

Moor  Clean  95    A3 

Moor  Lube-H  HI 

Moor-Lube  Industrial  Strength  Lubri- 
cant    H2 

Moor-Pen  Industrial  Strength  Penetrant  H2 

MC#3   A3 

MC  Chlor  SF  Plus    Al 

MC  Metal  Prep   A3 

MC  Neutra  Chlor    Al 

MC  Safe  Chlor    Al 

MC  Smokehouse  Cleaner  SF  A2 

MC30K    A3 

MG-1210  G6 

MG-1322  G6 

MG-1332  G6 

MG-1410  G6 

MG-1510  G6 

MG-1520  G6 

MG-1524  G6 

MG-1610  G6 

MG-9010  G2 

Natural  Solv  C CI 

Natural  Solv  W  CI 

Naturalsolv  CI 

Orange  Stuff   E4 

Pan  Wash  Al 

W1013   A4 

Brody  Chemical 

Air  Freshener  CI 

All  Purpose  Cleaner    CI 

All  Purpose  Detergent  CI 

Automatic  Scrubber Al 

Bathroom  Cleaner  CI 

Belt  Dressing  PI 

Citrus  Degreaser  CI 

Cleaner  Concentrate    CI 

Concrete  Cleaner  CI 

Dishmachine  Descaler  A3 

Dishmachine  Liquid    Al 

Disinfectant/Sanitizer    D2 

Dry  Lubricant    H2 

Fat  Fryer  Cleaner    A8 

Floor  Cleaner A4 

Fly  &  Mosquito  Insecticide  Spray  F2 

Grill  Cleaner   A8 

Hand  Soap  E4 

Ice  Beater CI 

Industrial  Degreaser    A4 

Kitchen  Degreaser  A8.CI 

Non-Butyl  Degreaser A I 

Oven  Cleaner  A8 

Polar  Melt   CI 

Residual  Insecticide F2 

Toilet  Bowl  Cleaner  C2 

Tub  and  Tile  Cleaner    C2 

Brody  Chemical,  Inc. 

Brody  Chemical  Air  Freshener CI 

Brody  Chemical  All  Purpose  Cleaner  CI 

Brody  Chemical  Bath  &  Tile  Cleaner  C2 

Brody  Chemical  Belt  Dressing  PI 

Brody  Chemical  Disinfectant   CI 

Brody  Chemical  Drain  Opener  LI 

Brody  Chemical  Dry  Lubricant    H2 

Brody  Chemical  Foam  Disinfectant  ....  CI 

Brody  Chemical  Glass  Cleaner CI 

Brody  Chemical  Insecticide  Fog    F2 

Brody  Chemical  Insecticide  Powder    ....  F2 

Brody  Chemical  Moisture  Guard  H2 
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Brody  Chemical  Open  Gear  Lubricant     H2 

Brody  Chemical  Orange  Solvent   CI 

Brody  Chemical  Oven  Cleaner  A8 

Brody  Chemical  Penetrating  Lubricant    H2 

Brody  Chemical  Protection  Spray    CI 

Brody  Chemical  Residual  Insecticide  ....  F2 

Brody  Chemical  Safety  Solvent  K2 

Brody  Chemical  Silicone  Lubricant  HI 

Brody  Chemical  Stainless  Polish   A7 

Brody  Chemical  Vandal  Mark  Remover  CI 
Foaming  Germicidal   C2 

Brogdex  Company 

Cleansan  537-2   D2 

Brookmeade  Hardware  &  Supply 
Company 

Emerald  Magic  Hand  Cleaner    El 

Orange  Touch    E4 

Supreme  pH7Q   CI 

Supreme  Acid  Free  CI 

Supreme  Acid  Free  Hospital  Dsnfctnt 

Deod  CI 

Supreme  All-Five    CI 

Supreme  Antiseptic  Hand  Cleaner  E4 

Supreme  Clear  Bet    CI 

Supreme  Cling CI 

Supreme  Disinfectant  Deod.  Fresh  & 

Cln  CI 

Supreme  Enzyme CI 

Supreme  Liquid  Chisel  Al 

Supreme  Mildew  Remover  CI 

Supreme  Neutral  Cleaner   A4 

Supreme  Oven  &  Grill  Cleaner   A8 

Supreme  Speedy   CI 

Supreme  Team C2 

Supreme  Tough  Guy  C2 

Brookside  International 

Cleaner  and  Degreaser  500  CI 

Brothers  Janitorial  Supply 

Brothers  Coconut  Oil  Liquid  Soap  El 

Brothers  Supply  Center,  Inc. 

Brothers  B-10  Mild  Bowl  Cleaner  C2 

Brothers  B-23  Super  Bowl  Cleaner  ...  C2 
Brothers  Bacterial  Digestant  Deodorant  CI 
Brothers  High  Fragrance  Non-Acd  Bwl 

Clnr  C2 

Brothers  No  Rinse  Damp  Mop  Cleaner  CI 
Brothers  Non  Scratching  Creme  Clean- 
ser       A4 

Brothers  Ready  To  Use  Foamy  Dsnf 

Clnr  C2 

Brothers  RTU  Film  Free  Gl  &  Piste 

Clnr  Al 

Brothers  RTU  Foaming  Act  Oven  &  Grl 

Clnr  A8 

Brothers  Soft  Lotion  Hand  Dshwshng 

Cone   Al 

Brothers  Thick  Cling.  B-20P  Mid  Bwl 

Clnr  C2 

Brouk  Co. 

Absorb-Up  Jl 

Brown  FoodService 

Industrial  Degreaser    A4.A8 

Brown  Supply  Company 

"Bowl  Clean"  C2 

"Pine  Power"  CI 


Brownie  #100  CitruSolv  CI 

Brownie  Action  7    CI 

Brownie  Citrus  Degreaser CI 

Brownie  Disinfectant  Deodorant    CI 

Brownie  Pine  Odor  Disinfectant CI 

Brownie  Super  Power  Al 

Brownie  Total  "Bathroom  Cleaner"  ...  C2 

Sparkle  Glass  &  Window  Cleaner  CI 

Velvette  Lotionized  Antiseptic  Hand 

Soap    E4 

Brown,  C.  D.  Company,  Inc. 

Energy  Plus  CI 

Form-5  E2 

Phos  A3 

Pine  Magic CI 

Polar  A5 

Premier Al 

Prestige    D2 

61   A4 

613  A4 

Browne  Laboratories,  Inc. 

B-100C    G6 

B-1000  G6 

B-1010  G6 

B-1020  G6 

B-300  G6 

B-310  G6 

B-340  G6 

B-350  G6 

B-360  G6 

B-440A    G6 

B-500  G6 

B-501   G6 

B-502  G6 

B-503  G6 

B-503M  Oxygen  Scavenger  G6 

B-506  G6 

B-507  G6 

B-508  G6 

B-509  G6 

B-513  G6 

B-810  G7 

B-820  G7 

B102    G6 

B330A   G6 

Culligan  B-100  Boiler  Treatment  G6 

Culligan  B- 101  Boiler  Treatment  G6 

CR-1     G5 

CR-1A   G5 

DF200 G6 

DF300 G6 

DF500 G6 

DF-100 G6 

PW  105   G2 

PW  110   G2 

PW-130   Gl 

SL4  G6 

SL5  G6 

SL6  G6 

SL7  G6 

SL-12  G6 

SL-2  Steam  Line  Treatment  G6 

SL-3  Steam  Line  Treatment  G6 

SL-49  G6 

Brownsey,  L.  M.  Supply  Co. 

Bro-Syn  All  Purpose  Cleaner  A4 

Citrus  Cln  Hvy  Dty  Non-Butyl 

DgrsrClnr  A4.A8 

Clear  Reflections  CI 

Exceed  C2 

Foamanol  Hand  Dish  Wash  Liquid    ....    Al 

Hand  Soap  El 

Liquid  Hand  Soap  El 

Problem  Solver   CI 

Vandal  Mark  Remover   CI 


Bruce  Watkins  Supply 

Safe  Bowl  Brite  C2 

Brugarolas,  S.A. 

Beslux  Atox  46  HI 

Beslux  Gear-Atox  150  HI 

Brulin  &  Company,  Inc. 

All-Purpose  Cleaner/Degreaser  CI 

Aqua-Safe    A4 

Bio-Zyme  LI 

Bowlaide   C2 

Bowlette  C2 

Broadspec  128  CI 

Broadspec  256  CI 

Brulin  Bio-Foam  CI 

Brulin  Blend  Cleaner/Degreaser  Cone.     CI 

Brulin  Cleanser  A6 

Brulin  MP  1793  Kl 

Brulin  Non-Silicated  HTD   Al 

Brulin  Non-Silicated  SWD  Al 

Brulin  Non-Silicated  SWD  Al 

Brulin  Waterless  Hand  Cleaner    E4 

Brulin  1990  GD Al 

Clean  N'  Prep    CI 

CDQ  A4 

CDQ  Aerosol  C2 

Dish  Bright    Al 

EXP  3385  Freezer  Cleaner  A5 

E2  Skin  Cleanser  E2 

Formula  Five  CI 

Formula  71  Creme  Cleanser  A6 

Formula  815  GD  Al 

Glass  Lucite  Cleaner  #8   CI 

Glimmer  Glass CI 

Jet-O-Cide   C2 

Klear  Kut  Al 

Maxima  128 CI 

Maxima  256 CI 

Mechan-I-Clean  Hand  Cleaner  E4 

Medicated  Lotion  Soap  E4 

MKT/SAN  N.R D2 

Nature-Sol  Emulsion  CI 

Nature-Sol  Gel  CI 

Nature-Sol  100    CI 

No-Foam   Al 

NPD  Unicide  128    CI 

NPD  Unicide  256   CI 

Octo-Solve  Al 

Oven  &  Grill  Cleaner  A8 

Quat  Clean  D2 

Quick  Spray  CI 

Quick  Spray  HD   CI 

Rust  and  Scale  Solvent  A3 

RTU  Liquid  Oven  &  Grill  Cleaner    ....    A8 

Silicone  Spray  HI 

Solvent  #3812   K2 

Solvent  Degreaser  Kl 

Solvent  Degreaser  BT  K2 

Solvent  Degreaser  II   K2 

Spray  Glass   CI 

Spray  Glass  RTU    CI 

Stainless  Steel  Cleaner   CI 

Stay-Loose  (Aerosol)    CI 

Sudsdown    Al 

300  Cleaner  A4 

300-QR    A4 

711-SC  A2 

711SCHF   Al 

815  MX  HF  Al 

815  QR    CI 

815-MX  Al 

815AA  Al 

Bruske  Products 

Blot-It    Jl 
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Release  D'Grease  Al 

Release  D'Grease  Plus    Al 

Skim-It  Al 

Bryan  Foods 

Bryan  Foods  L200 Al 

Bryan  Foods  L21 1  A4 

Bryan  Foods  L212 Al 

Bryan  Foods  L222 Al 

Bryan  Foods  L225  Al 

Bryan  Foods  L750 D2 

Bryan  Foods  P135  A2 

Bryan  Foods  P301  Al 

Bryan  Foods  P375  A2 

Bubeck  Service  Agency,  Inc. 

Boiler  Anti-Foam    G6 

Bubeck  Water  Services,  Inc. 

AF-361  G7 

BWT-201  G6 

BWT-218  G6 

BWT-220  G6 

BWT-221  G6 

BWT-244  G6 

BWT-247  G6 

BWT-249  G6 

BWT-251   G6 

BWT-286  G6 

BWT-288  G6 

BWT-290  G7 

BWT-295  G6 

CWT-433  G7 

PWT-227  G2 

PWT-229  G2 

RLT-230    G6 

RLT-231    G6 

RLT-232    G6 

RLT-233    G6 

RLT-234    G6 

RLT-236    G6 

RLT-237    G6 

RLT-238    G6 

RLT-239    G6 

RLT-240    G6 

Buck  Head  Products  and  Systems 

Burlee Al 

Buckeye  International,  Inc. 

Buckeye  Blue    A4.C2 

Buckeye  Bol-Clean  C2 

Buckeye  Dets Bl 

Buckeye  Dy-Phase  Bowl  Cleaner C2 

Buckeye  Dysept E2 

Buckeye  Dyshamatic  Al 

Buckeye  Food  Master  Concentrate Al 

Buckeye  Glad-LaUi'r  CI 

Buckeye  Glint   A7 

Buckeye  Liberate Al 

Buckeye  Middleweight  A4.A8 

Buckeye  Sani-Care  Quat-128  Al 

Buckeye  Sani-Q D2 

Buckeye  Sanicare    CI 

Buckeye  Sanicare  Lemon  Quat    A4.C1 

Buckeye  Sanicare  Mint  Quat   A4.C1 

Buckeye  Sanicare  Pine  Quat A4.C1 

Buckeye  Sanicare  Quat-128   A4.C1 

Buckeye  Sanicare  Quat-256   A4.C1 

Buckeye  Sanicare  Quat-64   A4.C1 

Buckeye  Scenturion CI 

Buckeye  ShopMaster CI 

Buckeye  ShopMaster  FF  Al 

Buckeye  ShopMaster  LpH   Al 

Buckeye  Sparkle   C2 

Buckeye  Straight-Up  CI 


Buckeye  Ten-4    CI 

Buckeye  Two-O-One    A4 

Buckeye  XL-100  CI 

Buckeye  2002    A7 

Food  Master Al 

Workout  CI 

Buckley  Chemical  Company 

C124  Greasemaster  LI 

Buckley's  Janitorial  &  Paper 
Supplies 

Medi-Surg  Antiseptic  Lotionized  Liq 

Soap    El 

Pine  Pine  Odor  Disinfectant  CI 

Buckman  Laboratories,  Inc. 

Aery  G7 

Bronam  5  G7 

Bulab9534    G6 

Bulab9537    G6 

Bulab  9538    G6 

Bulab  9540    G7 

Bulab  9541    G6 

Bulab  9708    G6 

Bulab  9710    G6 

Busan  77   G7 

BPS  319 G6 

BPS  320 G5 

BPS  321  G7 

BPS  322 G7 

BPS  323  G7 

BPS  327  G7 

BPS  328  G5 

BPS  3301  G6 

BPS  3302 G6 

BPS  3303 G6 

BPS  3320 G6 

BPS  3321  G6 

BPS  3322 G7 

BPS  3323 G6 

BPS  3332 G6 

BPS  3340 G6 

BPS  3341  G6 

BSI  75   G6 

BSI  82  G6 

BSI  84  G6 

Casi  709 G7 

Casi  773  G7 

Casi-4 G6 

Dimet  G7 

DHI  6  G7 

DMAD  G7 

EAG  G7 

EBC  I    G7.L1 

Hicat-1   LI 

M-5-1  G7 

MECT-5-CT    G7 

MTC  10  G7 

MTC  10WB  G7 

Phos  6   G6 

Phos  7    G6 

Spac  G6 

SADA    G7 

SASE  G6 

SDMBT  G7 

SPAD  G6 

TCMTB  1030   G7 

W-15-I  G7 

W-15-2 G7 

W-30-1  G7 

W-30-2 G7 

W-60-1  G7 

W-60-2 G7 

WSCP    G7 

WSCP  20  G7 

WSCP-2  LI 


Bueno  Inc. 

Grease  Buster    A4 

Hand  Saver    E4 

Klean  All  A4 

Odor  Fresh  CI 

Steamer  10  Al 

Steamer  20 Al 

Buffalo  Cleaning  Chemicals,  Inc. 

B.C.C  108  Al 

B.C.C.  234  CI 

B.C.C.  311  CI 

B.C.C.  530-2  Al 

B.C.C.  731  A2 

BC-72  Bol  Maid  C2 

BCC  141    Al 

BCC260   Al 

BCC  268   A3 

BCC  286   A2 

BCC-351  Smokehouse  Cleaner    Al 

BCC-364   Al 

BCC-642   A3 

BCC850-2   A2 

Pot-N-Pan  #145  Al 

354  A2 

Buffalo  Industrial  Chemicals,  Inc. 

AIA  Boiler  Water  Treatment   G6 

B.I.C.  Steam  &  Condensate  Treatment  G6 

Formula  BR-1595-T   G5.G7 

Formula  DL- 1543   G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546   G5.G7 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  1408-M  G3 

Formula  2000-F  G6 

Formula  2001-F G6 

Formula  2002-F G6 

Formula  2003-F G6 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2030-F G6 

Formula  2031-F G6 

Formula  2032-F G6 

Formula  2033-F G6 

Formula  2050-F G6 

Formula  2051-F G6 

Formula  2052-F G6 

Formula  2053-F  G6 

Formula  2055-F  G6 

Formula  2056-F G6 

Formula  2057-F G6 

Formula  2060-F G6 

Formula  2061-F G6 

Formula  2062-F G6 

Formula  2070-F G6 

Formula  2071-F  G6 

Formula  2072-F G6 

Formula  2080-F G6 

Formula  2081-F G6 

Formula  2082-F G6 

Formula  2083-F G6 

Formula  2131-F G6 

Formula  2132-F G6 

Formula  2186-F G6 

Formula  2187-F G6 

Formula  2188-F G6 

Formula  2201-F  G6 

Formula  2220-F G6 

Formula  2320    G6 

Formula  2360-F G6 

Formula  2980-F PI 

H.P.P.  Boiler  Water  Treatment G6 

R.L  T.  Return  Line  Treatment   G6 
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Buffalo  Soap  Corporation 

#1301  Bake  Pan  Cleaner Al 

#1302  Ammoniated  Floor  Cleaner  CI 

#1303  Low  Suds  Laundry  Detergent   ..    Bl 

#1304  Lemon  Deodorizer  CI 

#1305  Donut  Machine  Cleaner  A2 

#1306  Oven  Cleaner  A8 

#1316  Glass  Cleaner  CI 

#1320  All  Purpose  Liquid  Cleaner A4 

I    ■:     All  Purpose  Powder  Al 

#1324  140  Liquid  Hand  Soap  El 

#1326  120  Liquid  Hand  Soap  El 

#1330  Liquid  Laundry  Detergent  ....  A4.B1 
P40  Pink  Lotion  Hand  Soap  El 

Bug  Man  Inc.,  The 

Dry  Fog  L'LD    Fl 

Building  Care  Div7 
Midland  Chicago  Corp. 

Rinse  Aid  A4 

SR-3000  Seal  Remover C3 

Building  Maintenance  Corporation 

HP-80  Contact  Cleaner  K2 

Skin  Guard E4 

Building  Maintenance  Supply 

Formula  "33"  A4 

Med  III D2.E3 

Bulk  Specialty  Services 

BSS  A-320  Heavy  Duty  Meat  Room 
Cleaner   A4.A8 

Bull  Frog  Brand 

No.  150  Skum  Lifter A4 

Bull  Frog  Mfg.  Co. 

Tender  Loving  Care    E4 

Bullen  Companies,  The 

#256  Degreaser  Concentrate  Cleaner  ..  Al 

Acid  Foam  Cleaner  A3 

Ack-Ack  Insect  Spray  Fl 

Activ  O    A4 

Activ  VIII    Al 

Activ  VIII  Hand  Cleaner  &  Sanitizer    ..  E2 

Activ  VIII  Low  pH  Al 

Activ  VIII  128-A  CI 

Activ  VIII  2560A    CI 

Activ  VIII  28  D2 

Activ  VIII  64-A CI 

Activ  VIII-DSP  Al 

Activ  800  Al 

Activ  800  Superwet CI 

Alkaline  Foaming  Cleaner   Al 

Ammoniated  Wax  Stripper  CI 

AFC-1    Al 

Blue  Max  A4.C1 

Boiler  Treatment  G6 

Brito  CI 

Cabinet  Wash  Cleaner Al 

Captivate  Extra   CI 

Cereal  Fryer  Cleaner  Al 

Cereal  Fryer  Neutralizer/Brightener  ....  A3 

Chemical  Cleaner  And  Deoxidizer A3 

Cirrus  Cleaner  CD  CI 

Citrus  Cleaner  NSC CI 

Citsolv  CI 


Clean  Crystal  CI 

Clean  Crystal-NP CI 

Clean  N'  Safe    Al 

Clean  Up   CI 

Cold  Clean  Plus    A5 

Cold  Kleen A5 

Compactor  &  Kitchen  Insecticide    Fl 

Copper  Pipe  Cleaner  Al 

CFC-101    Al 

CIP  A2 

CIP-2  A2 

Dazzle    CI 

Dermakleen  El 

Disinfectant-Sanitizer-Deodorizer D2 

Double  Power   Al 

Flocculant    LI 

Foam  Additive  Al 

Foam  Cleaner    C2 

Foam  Kwik   Al 

Foaming  Activ  800  Al 

Food  Processing  Cleaner  and  Emulsifier  Al 

Glassheen CI 

Grease  Cutter Al 

Grease  Emulsifier  &  Engine  Shampoo     Kl 

Grease  Off  A4 

Grease  Trap  &  Drain  Maintainer  L2 

Grease  Trap  Clnr  &  Drain  Field  Reno- 
vator       CI 

Heavy  Duty  Chlorniated  Alkaline 

Cleaner   Al 

Hi  Sept  400A A4 

Hi-Alkaline  Cleaner    A2 

Hi-Sept  CI 

Hi-Sept  400  CI 

Husky  PTB    CI 

HAC  Al 

HAC  240  Al 

HD  Foaming  Detergent A4 

Industrial  Lotion  Hand  Cleaner   El 

KO.K A8 

Kettle  Cleaner  A8 

Lemo-Dis  CI 

Lime  Shine  Match  A3 

Low  Temp  Parts  Cleaner    Al 

Lube  1100  A1.H2 

Lube  900  A1.H2 

LP  1   A3 

LPN  3    A3 

Medicated  Industrial  Lotion  Hand 

Cleaner  El 

Miracoil  2    PI 

Mop  It  Once    CI 

No  Foam  Parts  Cleaner Al 

NUC-AB   PI 

NUC-CC    CI 

NUC-EPC   PI 

NUC-FGLD  PI 

NUC-NSIMC  A3 

NUC-SHDCC    PI 

Odor  Enz  CI 

Odor  Suppressant    CI 

Odorless  Wax  Remover  &  Heavy  Duty 

Clnr  A4 

Organic  Orange  CI 

Pine  Odor  Disinfectant   CI 

Pine  Quat  CI 

Pink  Cleaner  Concentrate  A4 

Pink  Lotion  Dish  Detergent   Al 

Pink  Lotion  Handsoap El 

Poten    A4 

Power  Cleaner  A4.P1 

Power  Pak  II   CI 

Powr  Pak  A4 

PowT-Form  A4 

Pressure  Wash  Detergent    A4 

Pro-Sept  Dl 

PPM  1    Al 

PPM  2   Al 

PS  2  A3 

Release  A4 

Residual  Insect  Spray   F2 

Roadtest  Al 


Rubber  Burn  Remover  &  Concrete 

Cleaner   CI 

Safety  Solvent  Kl 

Scale  Remover A3. PI 

Scavenger G6 

Sept  One  400 CI 

Sept  One  400A   Al 

Sept  One  400A   Al 

Sept-One    D2 

Septin  C2 

Septin  P.F A4 

Septin  P.F.  400   CI 

Septin  PF400A  Al 

Septin  PF400A  Al 

Spearmint C2 

Speedway CI 

Spontaneous  Emulsifier Al 

Spontaneous  Emulsifier  F  Al 

Spontaneous  Emulsifier  H.D Al 

Stainless  Steel  Polish    CI 

Steam  And  Return  Line  Treatment    ....  G6 

Steel  Shine  CI 

Sulfonyl  I  A4 

Sulfonyl  II  A4 

Sulfonyl  IV   A4 

Super  Grease  Cutter   Al 

Super  100  Plus    Al 

SEO  Cleaner  Degreaser    A4 

Ure-Strip    C3 

View  Clean   CI 

Water  Base  Residual  Insect  Spray  II  ....  F2 

Whirlpool C2 

Winterinse   CI 

1096  CI 

1097  A4 

1098  CI 

1099  CI 

15%  Handsoap El 

15%  Liquid  Coconut  Oil  Soap-LM    E4 

40%  Coconut  Oil  Handsoap  El 

800  Blue    CI 

803  Heavy  Duty  Steam  Cleaner  Al 

Bunzl  Consolidated  Packaging,  Inc. 

Bunzy  Meat  Room  Lubricating  Oil  HI 

Bunzy  Meat  Room  Sanitizer D2 

Bunzl  Corporation 

Bunzy  Butyl  Degreaser  A4 

Bunzy  Coconut  Hand  Soap E4 

Bunzy  Creme  Cleanser  A6 

Bunzy  General  Purpose  Disinfectant 

Clnr  C2 

Bunzy  Glass  Cleaner  CI 

Bunzy  Heavy  Duty  Foaming  Degreaser  Al 

Bunzy  Low  Acid  Bowl  Cleaner  C2 

Bunzy  No-Rinse  Disinfectant  D2 

Bunzy  Non-Acid  Bathroom  Cleaner    ..  C2 

Bunzy  Non-Butyl  Degreaser  A4 

Bunzy  Pine  Cleaner CI 

Bunzy  Pink  Lotion  Hand  Soap  E4 

Bunzy  Super-Strength  Bowl  Cleaner  ..  C2 

Tuf  Duty  Cleaner  Degreaser Al 

Bunzl  U.S.A.  Tampa,  Inc. 

Total  Al 

Burge  Incorporated 

Break  Bl 

Color  Safe  Oxygen  Bleach  Bl 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Destainer  Bl 

Burgess  Chemical  Corporation 

BAC  Burgess  Active  Cultures   CI 

Clean  Lemon  Disinf.-Deod.-Cleaner    ..    CI 
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Clean  Mint  Disinf.-Cleaner  Deodorant  CI 

Clean  Pine  Disinf.-Cleaner-Deodorant  CI 

Mighty  Mike   Al 

Burke  Supply  Co.,  Inc. 

Blaze    Al 

Burks  Janitor  Supplies,  Inc. 

Burko  Zip-Kleen   Al 

Kleen-Kreem  El 

Burlington  Bio-Medical  &  Scientific 
Corp 

Roach  Stoppers   F2 

Burman  Indust.  Chemical  &  Paper 
Co.  Inc. 

Finest  CI 

I.C.P.  Super  Concentrated  Cleaner  A4 

Mighty  Kleen  Concentrate   Al 

Burnishine  Products 

Heavy  Duty  Concentrated  Cleaner  Al 

J4  Deep  Fat  Fryer  Cleaner   Al 

Kleer  Brite  Al 

Burns  Chemical  Systems,  Inc. 

Iodette  Disinfectant  D2 

007  CI 

Burris  Chemical,  Inc. 

Sodium  Hypochlorite  12.5%  So- 
lution    B1.D2.Q4 

Busch  Incorporated 

R-530  Vacuum  Oil   H2 

R-540  Vacuum  Oil   H2 

R-568  Flushing  Oil  H2 

R-580  Vacuum  Oil   H2 

R-590  Vacuum  Oil   H2 

RL-600  Laboratory  Vacuum  Oil    H2 

Bush  Bros  Inc. 

Food  Equipment  Oil   HI 

Busy  Bee  Hardware 

Tune  Controlled  Suds  Detergent    ....  A1.B1 

Butcher  Company,  The 

Blast  Al 

Bright  C2 

Broadside  Grease  Cutting  Pot  &  Pan 

Clnr  Al 

Butcher's  Center  Cut  Meatroom  De- 
greaser  Al 

Butcher's  Charge  Bowl  Cleaner  C2 

Butcher's  Charge  Bowl  Cleaner  C2 

Butcher's  Clockwork  Di- 

sin.Deo.Saniuzer D2 

Butcher's  Cmnd  Ctr  LncrGenPurClnr 

Conc23    CI 

Butcher's  Deodorant    CI 

Butcher's  Double  Play  Creme  Cleanser  A6 

Butcher's  Equator    CI 

Butcher's  Hot  Springs  Cleaner  CI 

Butcher's  Hot  Springs  Cleaner  No  Frag.  Al 

Butcher's  Night  &  Day  Oven  Cleaner  A8 
Butcher's  Quantum 

Con.Detrgt.Disinf.Deo A4 


Butcher's  Quest  Germicide  Cleaner  ....  Dl 
Butcher's  Red  Rocket  Multi-Purpose 

Dgrsr  Al 

Butcher's  Rough  Rider  Emulsion  De- 
greaser  A4 

Butcher's  Speedball  2000  Power  Cleaner  CI 

Butcher's  Stainless  Steel  Clnr.  &  Polish  A7 

Butcher's  Steam  Cleaner  Al 

Butcher's  Sundance-Q  Dsnf  Non-Alk. 

Clnr CI 

Captain  Quick  Stripper  A4 

Cmd  Cntr  Spdball  2002  HD  Spy  Cln 

Cone  22 CI 

Cmnd  Ctr  Bth  Mt  Acd-Fr  Wshrm  Clnr 

Concl6   CI 

Command  Center  Floral-Scent  Deodo- 
rant      CI 

Command  Center  Glass  Cleaner CI 

Command  Center  Heavy  Duty  Spray 

Cleaner   CI 

Command  Center  Hi  Ger  M-Purp  Dgr 

Cone  17 Al 

Command  Center  Multi-Purpose  De- 
greaser  A4 

Command  Center  Reliance  GenPur 

ClnrConc3  CI 

Command  Ctr  Lmn  Twst  Cit-Scnt  Deod 

Conc6   CI 

Command  Ctr  Sndnc  Neut  Fir  Clnr 

Cone  4 CI 

Command  Ctr  Sum  Brz  Frsh-Scnt  Deod 

Conc5   CI 

Dimension  256  Dsnfct.  Non-Alkaline 

Clnr  CI 

Equator  80  Cleaner  For  Food  Soil  Al 

Equator  916  Cleaner  For  Food  Soil  ....  Al 
Foodguard  Systems  I  Class  F  Sanitzng 

Det Dl 

Foodguard  Systems  2  Class  G  Sanitizer  D2 
Foodguard  Systems  3  Hard  Surface 

Dgrsr  Al 

Foodguard  Systems  4  Pressure  Wshr 

Dgrsr  Al 

Foodguard  6  Pot  &  Pan  Cleaner    Al 

FoodGuard  Sys.  1  Class  F  Germicidal 

Clnr  Dl 

Glad  Hands   El 

Green  Submarine  Al 

Lancer  General  Purpose  Cleaner    CI 

Pearly  Clinging  Hvy  Dty  Wshrm  Spray 

Clnr  CI 

Rough  Rider  Alkaline  Degreaser  Al 

Rough  Rider  Meatroom  Degreaser  Al 

Silent  Screen  2    D2 

Speedball  Spray  Cleaner  CI 

SunBath  Deodorizing  Cleaner    CI 

White  Water  Foaming  Meatroom  De- 
greaser    Al 

Butler  Chemical  Co. 

BSC-645D  G7 

BT-174D   G7 

BT-71D   G7 

BT-73D   G7 

Citra-Kleen    CI 

CW-6057  G5 

HC-20D  G7 

Oxy-79-D G6 

PW-60-D  G3 

RC-70D  PI 

SC-175D    G6 

Butt,  H.  E.,  Grocery,  Company 

Foaming  Degreaser  Al 

Pot  &  Pan  Detergent  A4 

By-Pas  International  Corp. 

By-Pas   Al 
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By-Pas  Formula  #21    Al.BI 

By-Pas  G-900    Al 

Byco  Specialty  Industrial  Supplies 

Dissolve-It  E4 

Foam  Away  CI 

Byo-Gon 

Byo-Gon  PX-109 LI 

Byrne  Laboratories,  Inc. 

A-l  Suds  Liquid  Detergent  Al 

All  Purpose  Cleaner  Concentrate   CI 

Chlorinated  400  Machine  Dish.  Com- 
pound      A2 

Dynall    CI 

Grade  1  Machine  Dishwashing  Com- 
pound      Al 

L-S-R  Lime  Scale  Remover  A3 

Liquid  Hand  Soap  El 

Ormac  Sanitizer-Cleaner  D2 

Oven  Cleaner A8 

Panshine  Pot  &  Pan  Hand  Dishwash. 

Compnd Al 

Pine  Disinfectant  #12   CI 

Pine  Disinfectant  #6   CI 

Window  Glass  Cleaner  CI 

5  Low  Foam  Detergent  Bl 

Bytech  Chemical  Corporation 

Tech  "44"  Al 

C  &  A  Products,  Inc. 

Degreaser  Al 

C  &  C  Chemical  And  Janitorial 
Supply 

C-5  Concentrate A4 

C  &  C  Supply  Co. 

Sani  Klean  A3 

C  &  E  Equipment  Co. 

C  &  E  Truck  Wash/Degreaser  CI 

C  &  H  Chemical  Company 

Egg  Kleen    Ql 

H-21  Al 

H-220  Al 

H-25  AI.Q1 

H-28  A2 

H-33  Al 

H-55  LSP  A4 

H-65  A2 

Hy-Tex  CI 

Shell  Wash  Ql 

C  &  H  Chemical,  Inc. 

C  &  H  744  Grease  Remover    A8 

C&H  DDC  D2 

C&H  Heavy  Duty  Cleaner  A4.CI 

C&H  No.  3    A3 

C&H  14  R  Al 

C&H  7  69    A3 

Guard-All  NS    CI 

Pine  Kleen  CI 

Tropikleenll    CI 

Tuff-Guard  Al 

14EX-Grease  Release   Al 


C  &  J  Fastener,  Incorporated 

C  &  J  Bell  Dressing  #792    PI 

C  &  J  Chain  &  Cable  Lubricant  #865      H2 

C  &  J  Electric  Motor  Degreaser Kl 

C  &  J  Food  Grade  Silicone  Spray  #590  K2 
C  &  J  Freon  Hi-P  Elctrnc  Cntct  Clnr 

#800    K2 

C  &  J  TFE  Lubricant  #810 H2 

Cutting  &  Tapping  Fluid  #875  H2 

White  Grease  #990  H2 

C  &  J  Rental  and  Maintenance,  Inc. 

Sani'Chem  Products  Orange  Rough 
Touch    E4 

C  &  M  Enterprises 

C  &  M  -  101  HD  Alkaline  Cleaner \\ 

C  &  M  -  105  HD  Alkaline  Foam  Al 

C  &  M  -  1 10  XHD  Caustic  Cleaner   ..    A2 
C  &  M  -  1 1 1  Chlorinated  Caustic 

Cleaner   ..    Al 

C  &M-1 03  HD  Acid  Cleaner  A3 

C  &  R  Products  Company 


C  &  S  Chemical  Supply  Company 

Special  Boiler  Formula  No   1  G6 

CAMCO  Lubricants/ 
Division  of  Cool  Air  Mechanical, 
Inc. 

Cameo  fmo-46  HI 

Cameo  FMG-460 HI 

Cameo  FMG-914 HI 

Cameo  FMO  Comp  Cleaner  H2 

Cameo  FMO  108-68  HI 

Cameo  FMO  42-68-P  H2 

Cameo  FMO  4600-5  HI 

Cameo  FMO-32 HI 

Cameo  FMO-42-68  H2 

Cameo  FMO-44-46  HI 

Cameo  FMO-44-68  HI 

Cameo  FMO-460-68  HI 

Cameo  FMO-7-220  HI 

Cameo  FMO-7-460  HI 

Cameo  FMO-7-680  HI 

Cameo  FMO-8- 100  HI 

Cameo  FMO-8-15  HI 

Cameo  FMO-8-150  HI 

Cameo  FMO-8-220  HI 

Cameo  FMO-8-32  HI 

Cameo  FMO-8-5  HI 

Cameo  FMO-8-68  HI 

Cameo  Pure-32  HI 

Cameo  Pure-46    HI 

Cameo  Pure-68    HI 

Cameo  41-46  H2 

Cameo  42-46-P   H2 

Cameo  4619-68  HI 

Cameo  717-HT   H2 

Cameo  9-100-HT H2 

Cameo  9-150-HT H2 

Cameo  9-220-HT H2 

Cameo  9-68-HT H2 

Cameo  91-32-HT H2 

Cameo  91-40-HT H2 

Cameo  91-46-HT H2 

Cameo  93-100-HT H2 

Cameo  98-220-HT H2 

Cameo  98-32-HT H2 

Cameo  98-68-HT H2 

Citrosolve    CI 

FMO  1518-150   HI 


C  A  M  I  G  Mfg.  Co. 

Cami-Clean  Grill  &  Oven  Cleaner 
&  Dgrsr A4.A8 

C  C  Distributing,  Inc. 

Citra  Plus  CI 

Clean-It   A4.C1 

Mr  Green A4.C1 

Super  Plus   Al 

Tru-Clean  E4 

CCM  C 

All  Purpose  Cleaner    CI 

Crawling  Insects  &  Fire  Ants  Insecticide  F2 

Do-Kill  F2 

Food  Equipment  Lubricant  HI 

Glass  &  Plastic  Cleaner   CI 

Silicone  Release    H2 

Stainless  Steel  Cleaner   CI 

Stainless  Steel  Cleaner  &  Polish    CI 

C  C  P  Industrial  Products 

Workbeaters  All  Purpose  Ammoniated 

Clnr  CI 

Workbeaters  All  Purpose  Cleaner    CI 

Workbeaters  Cherry  Scented  AHPurp. 

Clnr  CI 

Workbeaters  Heavy  Duty  Steam  Cleaner  A 1 
Workbeaters  Low  Foam  Floor  Scrubber  Al 
Workbeaters  Steam  Cleaner  Al 

C  D  A  Distributors 

Sparkle  All  Purpose  Cleaner CI 

Sparkle  Ant  &  Roach  Killer  F2 

Sparkle  Flying  &  Crawling  Insect  Killer  F2 
Sparkle  Germicidal  Bathroom  Cleaner     C2 

Sparkle  Glass  Cleaner  CI 

Sparkle  Oven  &  Grill  Cleaner   A8 

CDC  Products  Corporation 

Liquid  Odor-End  CI 

Odor-End  CI 

Odor-End  Disc  Fresh  Air   CI 

Odor-End  Liquid  Baby  Powder  Fra- 
grance     CI 

Odor-End  Rim  Stick  CI 

Odor-End  Urinal  Screen  CI 

Odor-EndZymes    CI 

C  D.  Tabco  Inc. 

GP  Strip  Al 

HD-CC-2  Heavy  Duty  Chlorinated 

Cleaner   Al 

Pearly  E4 

Tabco  MR-50    A3 

Tabco  Stainless   A3 

Tabco  7003-M  H2 

Tablime   CI 

1002  USDA  A2 

2002  CL  Al 

2002  USDA  Al 

C  E  S  C  O  Chemicals  Inc. 

Biotergent  950-LF  Al 

Cesco  BW  Add Al 

CescoC-30   A3 

Cesco  ND  255  Al 

Cesco  ND-251  Al 

Cesco  ND- 278  DL    CI 

Cesco  20-A   A3 

Cesco  245-LF   ....  A2 

Cesco  30-LF    A3 

Cesco  30-P A3 


Cesco  620    D2 

Cesco  670    CI 

Cesco  690    D2.Q4 

Cesco  746    A2 

Cesco  746  BW    A2 

Cesco  776    Al 

Cesco  778+NaOCl    Al 

Cesco  778-P Al 

C  F  C,  Inc. 

Butcher  Boy  Mineral  Oil  210 HI 

Butcher  Boy  Mineral  Oil  350  HI 

Butcher  Boy  Mineral  Oil  70  HI 

C  F  I  Cleaning  Products 

CFI  Challenge  Premium  Cleaning 

Cncntrt    A4 

C  F  S  Specialty  Division 

Road  Crew  CI 

C  H  E  M  I  C  O  International,  Inc. 

C-501  AquaTemp   G6 

C-525  VaporHib   G6 

C-530  OxiHib   G6 

C  H  2  O,  Inc. 

Alka-Add#606   Al 

Alka-Add  #906    Al 

Alka-Max  972  A2 

Alka-Phos  #943  NF A2 

Alka-Safe  970  NF  Al 

Alka-Shine  990  A2 

Alka-Solv  #959  Al 

Alubrite    Al 

Aqua-Cid  A3 

Bio-Solv  230  Al 

Chain  Life  #2    H2 

Chlor-Circ  962 A2 

Chlor-Cling  937    Al 

Degreaser  Al 

Derma-San  E3 

Derma-Wash    E2 

Dubl  Duty   A3 

DOS-1    G7 

Econo-Foam  #949  Al 

Ever-Cid  F-601    A3 

Ever-Foam  F-520    Al 

Ever-Foam  F-521     Al 

Ever-Kleen  F-1001    Al 

Ever-Kleen  F-501    A4 

Ever-Kleen  F-510   Al 

Ever-Kleen  F-5 11    Al 

Ever-Kleen  9122  A2 

Ever-Kleen  9241   Al 

Ever-Kleen  9242  Al 

Ever-Kleen  9243  Al 

Foam-Chek707  Al 

Foam-Max  #839    Al 

Hot  Shot    A2 

Ivr-SanM-155  D2 

lVR-San  M-166 D2 

Liqui-Circ  931   Al 

Liquid  Blast  Al 

MC-Chlor968  Al 

MXT-1  G7 

NitroVap#961   A3 

Nitro-Circ  #963  A3 

Ova- Bloom  #979  Ql 

Ova-Bloom  #980  Ql 

Oxysafe    Al 

OH-K  Cleaner  A2 

Phos-Quat  30/10   D2 

Posca-16M  G6 

Posca-16S    G6 

Posca-l6W  G6 
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Posca-2M  G6 

Posca-2S    G6 

Posca-2W  G6 

Posca-26M  G6 

Posca-26S    G6 

Posca-26W  G6 

Power  Plus  Al 

Product  #6321U G6 

Product  No.  0050    G6 

Product  No.  015    G6 

Product  No.  0153    G7 

Product  No.  0171    G6 

Product  No.  0212    G6 

Product  No.  0213    G6 

Product  No.  0214    G6 

Product  No.  0220    G6 

Product  No.  0231    G6 

Product  No.  0266    G6 

Product  No.  0266A  G6 

Product  No.  0267    G6 

Product  No.  0267A  G6 

Product  No.  0270    G6 

Product  No.  0281    G6 

Product  No.  0321    G6 

Product  No.  0322    G6 

Product  No.  0324    G6 

Product  No.  0370    G6 

Product  No.  0372    G7 

Product  No.  0373    G7 

Product  No.  0380    G6 

Product  No.  0382    G6 

Product  No.  0383    G6 

Product  No.  0384    G6 

Product  No.  0386    G6 

Product  No.  0387    G6 

Product  No.  0388    G6 

Product  No.  0389    G7 

Product  No.  0390    G6 

Product  No.  0391    G7 

Product  No.  0392    G7 

Product  No.  0393    G6 

Product  No.  0394    G6 

Product  No.  0396    G6 

Product  No.  0397    G6 

Product  No.  0398    G6 

Product  No.  0399    G6 

Product  No.  044    G6 

Product  No.  0655    G6 

Product  No.  0656    G6 

Product  No.  0657    G6 

Product  No.  090    G6 

Product  No.  3388    G6 

Product  No.  374    G6 

Product  No.  6015    G6 

Product  No.  6044    G6 

Product  No.  6050    G6 

Product  No.  6090    G6 

Product  No.  6147    G6 

Product  No.  6148    G6 

Product  No.  6149    G6 

Product  No.  615    G6 

Product  No.  6151    G6 

Product  No.  6153    G7 

Product  No.  6171     G6 

Product  No.  6212    G6 

Product  No.  6213    G6 

Product  No.  6214    G6 

Product  No.  6220    G6 

Product  No.  6231    G6 

Product  No.  6257UA    G6 

Product  No.  6262    G6 

Product  No.  6264    G6 

Product  No.  6266    G6 

Product  No.  6266A  G6 

Product  No.  6267    G6 

Product  No.  6267A  G6 

Product  No.  6270    G6 

Product  No.  6271    G6 

Product  No.  6272    G6 

Product  No.  6277    G7 

Product  No.  6281    G6 

Product  No.  6321    G6 


Product  No.  6322    G6 

Product  No.  6324    G6 

Product  No.  6370    G6 

Product  No.  6372    G7 

Product  No  6373    G7 

Product  No.  6374    G6 

Product  No.  6376    G6 

Product  No.  6380    G6 

Product  No.  6381    G6 

Product  No.  6382    G6 

Product  No.  6383    G6 

Product  No.  6384    G6 

Product  No.  6385    G6 

Product  No.  6386    G6 

Product  No.  6387    G6 

Product  No.  6388    G6 

Product  No.  6389    G7 

Product  No.  6390    G6 

Product  No.  6391    G7 

Product  No.  6392    G7 

Product  No.  6393    G6 

Product  No.  6394    G6 

Product  No.  6396    G6 

Product  No.  6397    G6 

Product  No.  6399    G6 

Product  No.  644    G6 

Product  No.  6655    G6 

Product  No.  6656    G6 

Product  No.  6657    G6 

Product  No.  6657U  G7 

Product  No.  6658U  G7 

Product  No.  690   G6 

Product  No.  706    Al 

Product  No.  831    G3.G5 

Product  6I47U G6 

Product  6148U G6 

Product  6151U G6 

Product  6256U G6 

Product  6256UA  G6 

Product  6257U G6 

Product  6266U G6 

Product  6267U  G6 

Product  6322U G6 

Product  6324U G6 

Product  6655U G6 

Product  6656U G6 

Retort  Plus  G5 

Rid-Skid  #909  A4 

Safe-T-Phos  965   A3 

Sani-Quat  II  D2 

Sani-Quat969   D2 

Sanionic  #859   A3 

Smoke-A-Way  A8 

Sulfa-Max  #958  A3 

TEI-40  G7 

Viru-Ban  128  Al 

C  K  Enterprises,  Inc. 

Alkaline  5512    A2 

Aluma  Kleen  Al 

Aluma  Kleen  Plus  Al 

Arctic  Kleen    A5 

Bac-Off   E2 

Bac-Off  Hand  Wash  Sanilizer    E2 

Big  Orange  Waterless  Hand  Cleaner  ....  E4 

ChlorSFPlus    CI 

Chlorinated  CIP  Powder  A2.Q1 

Circulate Al 

Citru-Solv    CI 

Citrus-Solv  Heavy  Duty  Degreaser   ....    CI 

Cleaner  Chlor  SF  Plus    Al 

Cleaner  Defoamer  S    Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  223C  A2 

Cleaner  302  C  A2 

Cleaner  304C  A2 

Cleaner  402  Al 

Cleaner  402-A  Al 

Cleaner  402-AL A1.H2 

Cleaner  402A Al 

Cleaner  412C  A2 


Cleaner  416C  Al 

Cleaner  425-C  A2 

Control-It  D2.Q3 

Crete  Clean  Concrete  Cleaner    CI 

CK  Advantage  Al 

CK  Bleach  Bl 

CK  Concentrate  A4 

CK  Concentrate  All  Purpose  Cleaner  ..  A4 

CK  Hi-Alkelate  A2 

CK  Laundry  Detergent   Bl 

CK  Liquid  Alk  Extra  Duty  A2 

CK  Synergist  Al 

Desecter  Plus  Fl 

Desector  Fl 

Desector  II  Fl 

Di-San   D2 

Di-San  DF  D2 

Dica-Quat D2 

Dica-San    D2 

Duralube  Gear  Oil  SAE  140 H2 

Duralube  Gear  Oil  SAE  80W-90  H2 

Duralube  Gear  Oil  SAE  90 H2 

Duralube  Gear  Oil  90-140    H2 

Duralube  Industrial  Oil  15   H2 

Duralube  Industrial  Oil  30   H2 

Duralube  Polymer  Grease  208   H2 

Foam  It-Plus    Al 

Foam  Kleen  60   Al 

Foam-It    Al 

Foam-It  Foam  Generating  Concentrate  Al 

Foam-It  40  Al 

Foaming  Disinfectant  Cleaner    CI 

Formula  100    A3 

Formula  512  Controlled  Foam  Alkln. 

Clnr A2 

Fryer  Clean   A8 

Fryer  Cleaner  II A2 

Grease-Out  B2 

Grime-Away    Bl 

Hand-San  E2 

Heavy  Duty  Chlorinated  Cleaner  A2 

Hy-Alk  A2 

Hy-Alk  D  A2 

Jelling  Agent  Al 

K-Bleach  610 Bl 

K-Brite  Concentrate    A3 

K-Brite  CIP  A3 

K-Brite  HCL  A3 

K-Brite  LAC  A3 

K-Brite  SU A3 

K-Brite  100  A3 

K-Brite  100-NP  A3 

K-Brite  107   A3 

K-Brite  220  A3 

K-Brite  30K  A3 

K-Brite  330  A3 

K-Brite  405   A3 

K-Brite  405C  A3 

K-Brite  405HF A3 

K-Brite  6000   A3 

K-Brite  7000  A3 

K-Burst  1000  A1.Q5 

K-Burst2000  A1.Q5 

K- Burst  3000  A1.Q5 

K-Draw  165  HI 

K-Draw67  HI 

K-Foam  Lo    Al 

K-Foam  Power  Plus    Al 

K-Foam  RF  Al 

K-Foam  Smokehouse  Cleaner    A8 

K-Foam  Supreme    Al 

K-Foam  SC  Al 

K-Foam  SF   Al 

K-Foam  SF  Plus   Al 

K-Foam  SF  1000 Al 

K-Foam  SFP   Al 

K-Foam  SHC A8 

K-Foam  121  Al 

K-Foam  122 Al 

K-Foam  170 Al 

K-Foam  175 Al 

K-Foam  43  Al 
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K-Foam70?                    Al 

K-Glow  Bathroom  Cleaner  with  "Cling"  C2 

K-Grit  Skin  Cleanser C2 

K-Hi-Foam Al 

K-Hydroxy  A2 

K-Kleen  CHD   A2 

K-Kleen  LS  A2 

K-Kleen  NK    Al 

K-Kleen  Supreme   Al 

K-Kleen  1000    A2 

K-Kleen  104    A2 

K-Kleen  12    A2 

K-Kleen  18    A2 

K-Kleen  180   Al 

K-Kleen  180    A8 

K-Kleen  192    Al 

K-Kleen  215    Al 

K-Kleen  2500  Plus   Al 

K-Kleen  305    Al 

K-Kleen  406    Al 

K-Kleen  505    A2 

K-Kleen  512    A2 

K-Kleen  512SP   Al 

K-Kleen  525    A2 

K-Klor  Al 

K-Lube  1000  H2 

K-Pine  Scent  Disinfectant CI 

K-Quat  D2 

K-Quat4   D2 

K-San  D2.G4 

K-SanPlus  B1,D2,G4,Q4 

K-San  125   D2.L1 

K-Slide  HI 

K-Slide  116  H2 

K-Slide  118  A1.H2 

K-Solv  1006    CI 

Kloro  Spec  Al 

Kloro-Brite A2 

Lemon  Odor  Control  CI 

Lift  Away  Hand  Cleaner E4 

Lift-Off   Al 

Lift-Off  Concentrated  Cleaner   Al 

Liqua-Klor  CIP   Al 

Liqua-Klor  CIP  Al 

Liquid  Enzyme  Plus    L2 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Detergent Bl 

Liquid  512  Al 

LD-100 B2 

LD-300 Bl 

Master  Foam   Al 

Metal  Conditioner  30-K   A3 

Penetrant  Lubricant  H2 

Pink  Pal  Antiseptic-Lotion  Hnd&Body 

Soap    El 

Powdered  Enzyme  Plus L2 

Powdered  Smokehouse  Cleaner  A2 

Rapid  Foam  Heavy  Duty  Foaming 

Cleaner   Al 

Rapid  Foam  II  Al 

Rapid  Foam  Plus  A2 

Sani-Dip  QT    E3 

Silicone  Spray  Lubricant H2 

Smokehouse  Cleaner  Liquid  A8 

Sof-Touch  Fabric  Softener  B2 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Super  Foam  Al 

Thick  N  Pink  Hand  &  Body  Soap    El 

Trolley  Dip  400 HI 

Winda-Brite  Glass  Cleaner  CI 

WT-17   G6 

C  L  C  Lubricants  Co. 

CLC  Lube  APG-85W 140  Red  Cling  H2 

CLC  Lube  APG90  Red  Cling    H2 

CLC  Lube  CU- 150- LP  HI 

CLC  Lube  HO  10W40  H2 

CLC  Lube  HO-149-Z  H2 

CLC  Lube  HO-299-Z  H2 

CLC  Lube  HO-499-Z  H2 


CLC  Lube  Prime  100   HI 

CLC  Lube  Prime  200  HI 

CLC  Lube  Prime  200-AW   HI 

CLC  Lube  Prime  300  HI 

CLC  Lube  Prime  40  H2 

CLC  Lube  Prime  50  HI 

CLC  Lube  Prime  60  HI 

CLC  Lube  Prime  70   HI 

CLC  Lube  Prime  80   HI 

CLC  Lube  Prime  90   HI 

Lubn-Max  FG-EP-2   HI 

C  M  A  of  Ohio  Incorporated 

Pink  Suds  Al 

Sparkle  CI 

CMC  Enterprise 

IC-40  Multi-Surface  Cleaner    CI 

C  P  C  Industries 

Chemsol  Spray  &  Wipe  Germicidal 

Cleaner   CI 

Karen  CI 

Royal  Rush  C2 

C  P  I  Engineering  Services,  Inc. 

CP4624-68F  HI 

CP-FMO-150  HI 

CP-FMO-320  HI 

CP-FMO-460  HI 

CP-1000-68-F   HI 

CP-1003-46-F   HI 

CP-1003-68-F   HI 

CP-1009-100  H2 

CP-1009-46   H2 

CP-1009-68   H2 

CP-1046-32-F    HI 

CP-1046-46-F   HI 

CP-1046-68-F   HI 

CP-1048-22-F   HI 

CP-1048-32-F   HI 

CP-I048-46-F    HI 

CP-I048-68-F   HI 

CP-1078-150-F   HI 

CP-1078-68-F    HI 

CP-1200-320  HI 

CP-I509-100-F   H2 

CP-1509-150-F   H2 

CP-1516-100  H2 

CP-1516-150  H2 

CP-1516-220  H2 

CP-1516-32   H2 

CP-1516-320  H2 

CP-1516-46  H2 

CP-1516-460  H2 

CP-1516-68   H2 

CP-1518-150-F   HI 

CP-15I8-220-F   HI 

CP-I553-100-F   HI 

CP-1553-I50-F   H2 

CP-1553-32-F   HI 

CP-4101-100-F   H2 

CP-4I76-10-F   H2 

CP-4200-100  H2 

CP-4200-46   H2 

CP-4200-68   H2 

CP-4201-68-F   H2 

CP-4276-68-F    H2 

CP-4600-100-F   HI 

CP-46O0-15-F   HI 

CP-4600-150-F    HI 

CP-4600-220-F    HI 

CP-4600-32   HI 

CP-4600-32-F   HI 

CP-4600-320-F   HI 

CP-4600-46-F   HI 

CP-4600-5-F   HI 


CP-4600-68-F   HI 

CP-4601-100  H2 

CP-4601-32  H2 

CP-4601-46   H2 

CP-4601-68  H2 

CP-4604-32-F    HI 

CP-4604-46-F    HI 

CP-4604-68-F  HI 

CP-4608-100-F   HI 

CP-4608-15-F  HI 

CP-4608-150-F    HI 

CP-4608-220-F   HI 

CP-4608-32-F   HI 

CP-4608-320-F  HI 

CP-4608-46-F    HI 

CP-4608-460-F  HI 

CP-4608-5-F   HI 

CP-4608-68-F   HI 

CP-4608-680-F  HI 

CP-4609-46-F  HI 

CP-4609-68-F    HI 

CP-4614-100-F   HI 

CP-4614-15-F   HI 

CP-4614-32-F   HI 

CP-4614-46-F   HI 

CP-4614-68-F   HI 

CP-4617-100-F    HI 

CP-4617-12-F    HI 

CP-4617-15-F   HI 

CP-4617-150-F    HI 

CP-46 17-1 500- F  HI 

CP-4617-220-F    HI 

CP-4617-32-F    HI 

CP-4617-46-F    HI 

CP-4617-5-F   HI 

CP-4617-68-F   HI 

CP-4617-680-F   HI 

CP-4619-100-F   HI 

CP-4619-46-F   HI 

CP-4619-68-F   HI 

CP-4624-46-F   HI 

CP-4650-32  H2 

CP-4678-100-F   HI 

CP-4678-15-F   HI 

CP-4678-5-F    HI 

CP-4678-68-F   HI 

CP-4689-32-F   HI 

CP-4689-46-F   HI 

CP-4689-68-F   HI 

CP-9000-100  H2 

CP-9000-150   H2 

CP-9000-220   H2 

CP-9000-68   H2 

CP-9001-10  H2 

CP-9001-100   H2 

CP-9001-15   H2 

CP-9001-150  H2 

CP-9001-22  H2 

CP-9001-220  H2 

CP-9001-32   H2 

CP-9001-46  H2 

CP-900I-68   H2 

CP-9003-100  H2 

CP-9078-220  H2 

CP-9078-32   H2 

CP-9078-68   H2 

CPI  Citrusolve  CI 

CPI  Compclean  II   H2 

CPI-Para-4-Plus  H2 

CP4617-150F  HI 

CP4617-320F HI 

CP4617-460F HI 

FMO  100-LP  HI 

FMO  150-LP  HI 

FMO220-LP  HI 

FMO  32-LP  HI 

FM0  46-LP  HI 

FM0  68-LP  HI 

GRB-32-F   HI 

GRS  91 4-F  Food  Machinery  Grease  HI 

GRS-300   H2 

GRS-460-F    HI 
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LLL-4-32  H2 

Para-4  H2 

C  P  Industries 

#650  Hot  Vat  Cleaner  A2 

Bleach  12  Bl 

Bleach  16  Bl 

Blue  Laundry  Concentrate    Bl 

Butyl  Clean  LF   A4 

BC-42    Al 

Carpo  HG    Al 

Caustic  Cleaner  A2 

Chain  Lube    H2 

Chain  Lube  F-19  H2 

Chain  Lube  S H2 

Clean  Up  with  Ammonia   CI 

Cleaner  D Al 

Cold  Box  Cleaner   A5 

Cooling  Water  Treatment  150    G7 

Cooling  Water  Treatment  250    G7 

Descaler  A3 

Dish  Free  Al 

Extra  LC    Bl 

EZ  Steam  Al 

Floor  Power  A4 

Foaming  Acid  Cleaner    A3 

Foaming  Chlorinated  Cleaner  Al 

Foaming  Cleaner  A4 

Golden  Seal  Laundry  Detergent  Bl 

Heavy  Duty  Chlorinated  Cleaner  Al 

HD  Liquid  Line  Cleaner  Al 

Knuckles    El 

Liquid  Bottle  Wash  A2 

Liquid  Break   Bl 

Liquid  Sour  Bl 

MD5   A2 

MR-30   A3 

MR-40   A3 

MR-50   A3 

No  Name  LC  Bl 

Pot  &  Pan  Cleaner    Al 

Premiere  Ice  Melter CI 

Premiere  Laundry  Detergent  Bl 

Pro  Liquid  Laundry  Bl 

Proud  Triple  A4 

Rinse  Aid  Al 

Ruf  Nek's  Pal    Al 

Scale  Remover A3 

Scale  Remover  XX  A3 

Special  Steam  Cleaner    A4 

Steam  Cleaner  #66    A2 

Steam  Cleaner  HD    Al 

Steam  Line  Treatment  75   G6 

Summit    A4 

Superior  Sno  N  Ice  Melter  CI 

Swirl    Al 

Tile  Brite  C2 

C  P  S,  Inc.  Warehouse 

A-l  Acid  Bath  Cleaner  C2 

C  R  C  Industries,  Inc. 

Complex  Blue  Cone. 

Cleaner/Degreaser A4.C1 

CRC  Brakleen  (Aerosol)  PI 

CRC  Brakleen  (Bulk)   PI 

CRC  Chlor-Free  Degreaser  (Aerosol)  K2 

CRC  Chlor-Free  Degreaser  (Bulk)  K2 

CRC  Cutting  Oil  (Aerosol)  PI 

CRC  Cutting  Oil  (Bulk)  PI 

CRC  Elect.  Grade  QD  Contact  Clnr 

(Bulk)   K2 

CRC  Elect/Electrnc  Grd  CO  Cnt  Cln 

#02015    K2 

CRC  Electrical  Grade  Cable  Clean 

(Aer.)  K2 

CRC  Electrical  Grade  Cable  Clean 

(Bulk)   K2 

CRC  Electrical  Grade  Contact  Clnr 


2000    K2 

CRC  Electrical  Grade  Fast  Dry 

Dgrsr(Aer)  K2 

CRC  Electrical  Grade  Lctr  Cln  II  (Blk)  CI 
CRC  Electrical  Grade  Lectra  Clean 

(Aer.)  K2 

CRC  Electrical  Grade  Lectra  Clean 

(Bulk)   K2 

CRC  Electrical  Grade  Lectra  Clean  IIB- 

ulk  CI 

CRC  Electrical  Grade  Lectra  Clnll(Aer)  K2 
CRC  Electrical  Grade  PF  Precision  Clnr  K2 
CRC  Electrical  Grade  Silicone  (Aer- 
osol)        HI 

CRC  Electrical  Grade  Stor  &  Lube 

Aerosol   H2 

CRC  Electrical  Grade  2-26  (Bulk)  H2 

CRC  Electrical  Grade  2-26  Aerosol  ....  H2 
CRC  Electrical  Grd  CO  Contact 

Cln(Aer)  K2 

CRC  Electrical  Grd  HF  Contact 

Clnr(BuIk)  K2 

CRC  Electrical  Grd  QD  Contact  Clnr 

(Aer)  K2 

CRC  Electrical  Parts  Cleaner  (Aerosol)  K2 
CRC  Electrical  Parts  Cleaner  (Bulk)  K2 
CRC  Electrical/Elctrnc  Grd  Lectra  Cln 

II   K2 

CRC  Electrical/Electronic  HF  Con- 

tactClnr  K2 

CRC  Electronic  Cleaner  No.  05013  ....  K2 
CRC  Electronic  Cleaner  No.  05014  ....    K2 

CRC  Fast  Dry  Degreaser  (Bulk)    K2 

CRC  Heavy  Duty  Silicone  (Aerosol)  HI 
CRC  Indstrl  Extreme  Dty  Silcn  Lub. 

Aer    H2 

CRC  Indusl  Food  Grade  Silicone  Lub 

03041     HI 

CRC  Indust  Food  Grade  Silicone  Lub 

03042    HI 

CRC  Industrial  Belt  Dressing  No.  03065  PI 
CRC  Industrial  Chn  &  Wire  Rope 

Lub(Bulk)  H2 

CRC  Industrial  Chn  &  WireRope  Lbrcnt 

Aer    H2 

CRC  Industrial  Cntct  Clnr  &  Lubr 

(Aer.)  H2 

CRC  Industrial  Contact  Cleaner  (Aer- 
osol)        K2 

CRC  Industrial  Contact  Cleaner  2000  K2 
CRC  Industrial  Food  Grade  Machine 

Oil  HI 

CRC  Industrial  Food  Grade  Sil  Lbrcnt 

Aer    HI 

CRC  Industrial  Gasket  Remover    C3 

CRC  Industrial  Heavy  Duty  Dgrsr 

(Aer.) K2 

CRC  Industrial  Heavy  Duty  Dgrsr 

(Bulk)   K2 

CRC  Industrial  Heavy  Duty  Dgrsr. 

(Aer.)  K2 

CRC  Industrial  Hvy  Dty  Dgrsr  II  (Bulk)  Kl 
CRC  Industrial  Hvy  Dty  DgrsrII  (Aer- 
osol)        K2 

CRC  Industrial  HF  Contact  Cleaner  ....  K2 
CRC  Industrial  HF  Contact  Cleaner 

(Bulk)   K2 

CRC  Industrial  Penetrating  Oil  No. 

03060    H2 

CRC  Industrial  Power  Lube  (Aerosol)  H2 
CRC  Industrial  PF  Precision  Clnr 

(Aero.) K2 

CRC  Industrial  Quick  Clean  (Aerosol)  K2 
CRC  Industrial  Quick  Clean  (Bulk)  ....  K2 
CRC  Industrial  QD  Contact  Cleaner 

(Aer.) K2 

CRC  Industrial  QD  Contact  Cleaner 

(Bulk)   K2 

CRC  Industrial  SP-350  Aerosol  H2 

CRC  Industrial  White  Lithium  Grs  Aer- 
osol       H2 

CRC  Lectra  Motive  Cleaner  (Aerosol)     K2 


CRC  Lectra  Motive  Cleaner  (Bulk)  ....  K2 
CRC  Marine  Cleaner  &  Degreaser 

(Aerosol)  K2 

CRC  Marine  Cleaner  &  Degreaser 

(Bulk)    K2 

CRC  Marine  Formula  6-56  (Aerosol)  H2 

CRC  Marine  Formula  6-56  (Bulk)  H2 

CRC  Marine  Silicone    HI 

CRC  Marine  White  Lithium  Grease 

(Aer.)  H2 

CRC  Multi-Purpose  Power  Lube  (Aer- 
osol)      H2 

CRC  Multi-Purpose  Power  Lube  (Bulk)  H2 

CRC  Natural  Degreaser  Aerosol    CI 

CRC  Technical  Grade  3-36  (Aerosol)  H2 

CRC  Ultra-Lite  3-36  Aerosol  H2 

CRC  White  Lithium  Grease  (Aerosol)  H2 

Electronic  Degreaser  No.  14003  K2 

Industrial  3-36  Bulk    H2 

Lectra  Clean  II  Aerosol    K2 

Lectra  Clean  II  Bulk  CI 

Sta-Lube  Lanolin  Cream  Hand  Cleaner  E4 
Sta-Lube  Multi-Purpose  Food  Grade 

Grease  HI 

Sta-Lube  Pumice  Hand  Cleaner  E4 

Sta-Lube  Synth  Cmprsr  Oil  ISO  Grd  ■ 

100    H2 

Sta-Lube  Synthetic  Cmprsr  Oil  ISO  Grd 

68    H2 

SP-300Bulk    H2 

Wasp  &  Hornet  Killer Fl 

3%  H.D.  Silicone  02096  HI 

3%  HD.  Silicone  02097  HI 

3%  H.D.  Silicone  05057  HI 

C  S  &  E  Corporation 

Alkaline  General  Cleaner   Al 

Alkaline  Pipeline  Cleaner  A2 

Chlorinated  General  Cleaner Al 

CIP  Acid   A3 

Foam  Additive  Al 

General  Acid  Cleaner   A3 

Industrial  General  Cleaner    A4 

Liquid  Smoke  House  Cleaner  A8 

Neutral  General  Cleaner  Al 

Powder  General  Cleaner  Al 

Smokehouse  Cleaner  A2 

CSC  Supply,  Inc. 

Grease  Gun  in  a  Can H2 

C  S  L  Silicones  Inc. 


C  S  L  Water  Treatment,  Inc. 

FL-1040  G7 

FL-13  G6 

FL-7  G6 

FL/390  G6 

FX-6 G7 

C.  M.  Laboratories,  Inc. 

Pinkstuf  CI 

C.  U.  Chem,  Inc. 

WD  83  Penetrating  Oil  &  Rust  Remover  H2 

CD.  Products,  Inc. 

CD-203  Pronto    A8 

C.R.  Water  Treatment  Company 

CR-522  Polymer-Phosphate  Scale  Inhi- 
bitor      G6 

CR-524  Alkalinity  Builder   G6 
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CR-526  Ox\gen  Sca\enger       G6 

CR-528  Oxygen  Scavenger  ...  G6 

CR-529  Neutralizing  Amine  G6 

CR-561  Food  Grade  Antifoam  G6 

C-H  Products/ 

Division  of  Air-Scent  International 

C-H  Formula  No.  9  Bug  Killer    Fl 

C-Line  Products  Company 

C-1000  D2 

C-150  Al 

C-420  A4 

C-510  Toilet  Bowl  &  Porcelain  Cleaner  C2 

C-Z  Chemical  Company 

Liquid  Roach  Spray    Fl 

Cactus  Jack's  Marketing  Corp. 

Cactus  Jack's  "Duz  All"    CI 

Cactus  Jack's  "Duz  All"    Al 

Cactus  Jack's  1-Shot  CI 

Cade  Ind.  Inc. 

Ace  CI 

Cadel  Chemical  &  Supply  Co.,  Inc. 

Boiler  Dispersant/Scale  Inhibitor  G6 

Boiler  Water  Chemical  Treatment 

BT-20   G6 

Cadel  Alkyl  5070    G5.G6 

Cadel  Oxygen  Scavenger   G6 

Cadel  Return  Line  Treatment  5017    ...  G6 

Cadel  Steam  5022                     G7 

Compound  LS  G6 

Condenser  Water  Treatment  CWT-N- 

3MO    G6 

Caen  Company,  Inc. 

All  Star  Roach  Killer   F2 

Caesar  Chemical  Manufacturing 

Brite-N-Kleen    A4 

Penny  Trate   A4 

Cajun  Bag  &  Supply  Co. 

Cherry  Deodorizer CI 

Chlorinated  Cleaner Al 

General  Cleaner  Al 

Heavy  Duty  Cleaner  PI 

Scale  Cleaner A3 

Cajun  Chemical  &  Janitorial 
Supply,  Inc. 

Cajun  Smokehouse  Cleaner    Al 

Hotsy  Oven  &  Grill  Cleaner A8 

Cal-Maine  Foods,  Inc. 

CMF  #22  Hand  Soap  Lotion    El 

CMF  #33  Defoaming  Agent  Al 

CMF  #44  Concentrated  General  Purpose 

CI Al 

CMF  #55  Egg  Washing  Compound  ....    Ql 

Cal-Pac  Chemical  Company,  Inc. 

Cal  1142    A2 

Cal  1178    A3 

Cal  1618    A2 


Cal  1620    Al 

Cal  186    Al 

Cal  240    A3 

Cal  262    A2 

Cal  32    Al 

Cal  675    A2 

Cal  86    Al 

Cal  92    Al 

Glows  Al 

Kleen-AII  Al 

Cal-Tek  Industries 

Aluminite  A2 

Cal  AC-1    Al 

Cal  AC-2  Al 

Cal  Bee    A3 

CalCT-55    A2 

Cal  Defoam  D-F-S    Q5 

Cal  Defoam  D-F-6    Q5 

Cal  Det Bl 

Cal  Fish  &  Poultry  Plant  CI A2 

Cal  Foam  Al 

Cal  Food  Plant  Cleaner A2 

Cal  Go  Special-3  A2 

Cal  Klor  Colored DI 

Cal  Kwik  Al 

CalL-P-6  Al 

Cal  L-P-7  Ql 

Cal  M-3-2    Al 

Cal  Packers  Cleaner    Al 

Cal  San  C    Al 

Cal  140    A2 

Cal  2751     Al 

Cal  33    G6 

Cal  40    A2 

Cal40&B   A2 

Cal-MSR-2    A3 

Calex  5-B Al 

D-Scale-2  A3 

D-Tar  CI 

Du-Cal#2    Al 

Electronic  Al 

Electronic  X A2 

Galvanizing  Brightener  A3 

Han-Cal-C  C2 

Impact    A2 

Lift-Off    Al 

Loob  Supreme  A1.H2 

Maid  Kleen    A6 

Packers  Cleaner-HD   A2 

Packers  Cleaner-HD-2 A2 

Packers  Cleaner-HD-3  A2 

Pan-Glow  Al 

Powdered  Acid  Concentrate  A3 

Rinse  Kleer   Al 

Rust-Off  P  A2 

Sof  Suds    Al 

Speedie Al 

Steamite  A4 

Steamite  Aviation   Al 

Steamite  D  Al 

Steamite  NL Al 

Steamite  Z  Al 

Super  Cal  C  A2 

Super  Cal  4   Al 

Teklene    A2 

Universal   Al 

Universal  4    Al 

Universal  5    Al 

XL-30 Al 

Calaway  Systems,  Inc. 

Degreaser  Al 

Caldwell  Manufacturing  and 
Distributing 

MC-200  Industrial  All  Purpose 

Clnr/Dgrsr  Al 


Calfonex,  Incorporated 

AG-51    K2 

Calfonex  Silicone    HI 

Pre-Clean  #10  Aerosol   Kl 

Pre-Clean  #10  Bulk  Kl 

Calgon  Corporation 

pHreeGuard  AM-207    G5.G7 

pHreeGuard  1000N  G5.G7 

pHreeGuard  1200    G5.G7 

pHreeGuard  1300    G5.G7 

pHreeGuard  2100    G5.G7 

pHreeGuard  2110    G5.G6 

pHreeGuard  2205    G5 

pHreeGuard  2300  Cooling  Water  Treat- 
ment        G5 

pHreeGuard  2350    G5 

pHreeGuard  2375    G5 

pHreeGuard  5110    G7 

pHreeGuard  5255    G7 

pHREEdom  1000    G5.G7 

pHREEdom  200    G5.G7 

pHREEdom  250    G5.G7 

pHREEdom  400    G5.G7 

pHREEdom  410    G5.G7 

pHREEdom  500    G5.G7 

pHREEdom  800    G5.G7 

pHREEdom  810    G5.G7 

AC-8015    A3 

AK-6215    Al 

Boilerguard  3660 G6 

Boilerguard  4510 G7 

BoilerGuard  APG   G6 

BoilerGuard  CI   G6 

BoilerGuard  FP-20    G6 

BoilerGuard  HC    G6 

BoilerGuard  STFP  G6 

BoilerGuard  11 FP  G6 

BoilerGuard  3400   G6 

BoilerGuard  4520   G6 

BoilerGuard  4530   G6 

BoilerGuard  4560   G6 

BoilerGUARD  MC  G6 

Burolock  FP    G6 

Burolock  HP01    G7 

Burolock  HP02   G6 

Burolock  HP03    G6 

Burolock  HP04   G6 

Burolock  HP05    G6 

Burolock  HP06   G6 

Burolock  HP22   G6 

Burolock  HP33    G6 

Burolock  HP500   G6 

Burolock  LD-22    G6 

Burolock  1110  G2.G5.G6 

Burolock  2220  G6 

Burolock  2220K    G6 

Burolock  3155  G6 

Burolock  3315  G6 

Burolock  4441  Boiler  Water  Treatment   G6 

BA-11FP   G6 

BD-3001    G6 

BL-409  Alkalinity  Control   G6.G5.G6 

BL-409LF    G6 

BLR-3560    G6 

C-15  Corrosion  Inhibitor G1.G5 

C-39  Corrosion  Inhibitor G2.G5 

C-39  Granular  G5.G7 

C-5  Corrosion  &  Deposit  Inhibi- 
tor    G2.G5.G6 

C-7  Corrosion  Inhibitor G2,G5,G7 

C-8  Corrosion  Inhibitor G2 

Calgon  Unadjusted  Crushed  A1.G6.G2 

Calgon  Unadjusted  Glass   A1.G6.G2 

Calgon  Unadjusted  Powder ALG6.G2 

Calgosil    G7 

Composition  TG   G2.G7.G5 

Composition  TG-10    G2.G7.G5 

Conductor  61 10  G7 
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Conductor  6705  G5.G7 

Conquor  FP  G6 

Conquor  3475    G7 

Conquor  3580   G7 

Conquor  3585    G7 

CookerGuard  10    G2.G7.G5 

CookerGuard  100   G5.G7 

CookerGuard  140   G5 

CookerGuard  375    G5 

CookerGuard  39    G5.G7 

CookerGuard  403    G5 

CookerGuard  405    G5 

CookerGuard  407    G5 

CookerGuard  41 1    G5.G7 

CookerGuard  50    G2.G5.G6 

CookerGuard  705    G5.G7 

CB- 125  Boiler  Treatment  G6 

CB- 150  Boiler  Treatment  G6 

CB-160    G6 

CB-260  Boiler  Treatment  G6 

CB-265  Oxygen  Scavenger G6 

CB-315  Condensate  Treatment  G6 

CB-325    G6 

CB-409    A2.B1.G6 

CB-411    G6 

CB-421     G6 

CC-130  Corrosion  and  Deposit  Inhibitor  G2 

CC-2000    G7 

CC-450    G7 

CL-5  Corrosion  Inhibitor    G5 

CL-50  Corrosion  And  Deposit 

Inhibitor    G2.G5.G6 

CL-5140 G5 

CL-56  Corrosion  Inhibitor    G7 

CL-70  Corrosion  And  Scale  Inhibitor      G7 

CL-707A  Corrosion  Inhibitor  G5 

CL-7403  Hydrostatic  Cooker  Treatment  G5 

CL-7405  Cooker  Treatment   G5 

CL-7407  G5 

CL-7411  G5.G7 

CL-9700  Corrosion  Inhibitor   G5.G7 

CPD-1020    Al 

Defend-327    G6 

EL-5600  PI 

F-95  Filming  Corrosion  Inhibitor  G6 

FL-160  G5 

FP-90  G7 

Geo-Guard  2000   Al 

Geo-Guard  2215    Al 

Geo-Guard  3015    A3 

GP-Xtra  Al 

H-204  Microbiocide    G7 

H-300  Microbiocide    G5.G7 

H-3130  G5.G7 

H-900  Microbiocide    G5.G7 

H-940  Microbiocide    G7 

HiSAT  2X  G5.G7 

HiSAT4X  G5.G7 

Instant  Rinse    Al 

Lotion-Klenz  E4 

LTS  Lotion  Soap E4 

NL-100 G6 

NL-90  Condensate  Corrosion  Inhib.    ..    G6 

NP-92  Al 

P-2000  A2 

P-2003   A2 

Pax-Lano-Sav    E4 

Pre-Tect  LS  G6 

Pre-Tect  329   G6 

Pre-Tect  89   G6 

Prelect  3000 G6 

PCL-401    G6 

Resin  Aid  130  PI 

Resin  Aid  150  PI 

Resin  Aid  160  PI 

Resin  Aid  400  PI 

RB-023    G6 

RB-141    G6 

RB-147    G6 

RB-154    G6 

RB-300    G6 

RB-301     G5 


RB-940    G6 

RB-951    G5.G6 

RB-980    G6 

RC-100    G2.G5.G7 

RC-101    G2.G5.G7 

RC-107    G5.G7 

RC-1 10  Corrosion  and  Deposit 

Inhibitor    G2.G5.G6 

RC-122    G5.G7 

RC-156    G5 

RC-157    G5 

RC-496    G7 

RC-600  Microbiocide   G5.G7 

RC-950    G6 

RC-994    G5 

RT-825  A4 

S-125   A4 

S-33  A3.Q2 

S-44  Al 

S-88  Al 

Skin  Care  Lotion  E4 

Surf-Kleen  AI.B1 

SW-3    A2 

Tuff-Klenz  E4 

TRC-233    G6 

Ultramine  90   G6 

UltraAmine  134 G6 

UltrAmine  120 G7 

UltrAmine  130 G6 

UltrAmine  131  G6 

Vantage   A1.Q1 

Vesta-Power Al 

Vestal  Tec  Orange  Lotion  Scrubbers  ....  El 

Calgon  Vestal  Laboratories,  Inc. 

Alcare E2 

Alka-Klenz Al 

Alka-Klenz  P  Al 

Aloe  Vesta  Skin  Cream    E4 

Cage-Klenz  100 Al 

Cage-Klenz  200 A3 

Cage-Klenz  250 A3 

Cage-Klenz  280 A3 

Cage-Klenz/150  Al 

Cage-Klenz/180  Al 

Calgon  Vestal  Lotion  Soap  E4 

Cip  100   Al 

CIP  Additive   Al 

CIP  Defoamer  Q5 

CIP  150  Q1.A1 

CIP  200  A3 

CIP  220  A3 

CIP  300  Al 

CPD-6002  Conveyer  Lubricant    H2 

CV  Neutralizer    A2 

CV  Pink  Lotion  Soap   E4 

CV-125    CI 

CV-33    A3 

DA-7645    Al 

Environ-D    CI 

Foam  140  Al 

Foam  240 A3 

Glass-KIenz  Al 

GP  Cleaner    Al 

LabKlenz  Al 

LabKlenz  Plus  Al 

LpHse CI 

LPH  AG CI 

Powder  Keg  A4.C1 

Process  IDS  D2 

Process  Klenz    A2 

Process  LCS    D2.Q1.Q2.Q4 

Process  NPD  Dl 

Process  PCS    D2,Q1.Q2,Q4 

Process  QDS   D2.Q3 

S-Klenz    A3 

Safe  'N  Sure    El 

T.B.Q A4.C1 

TecE-1    El 

Vesta-Syde  D2 


Vestal  Tec  E-2  Hand  Cleaner/Sanitizer  E2 

I  Stroke  Environ  H  A4 

California  Oil  Recyclers,  Inc. 

Hand  Cleaner  E4 

California  Olive  Oil  Corp.,  The 

Food  Equipment  Lubricant  HI 

California  Soda  Co. 

Chemart  420    A2 

Chemart  490    CI 

Chemclean  440   A2 

Chemclean  444   Al 

Chemclean  448    A2 

Chemsteam  318  A2 

Citrus  Kleen  CI 

Citrus  Kleen  Plus    CI 

Clor-231  Al 

Clor-260  Al 

Clor-270 Al 

CD  12    Al 

CS  Foamer  Al 

CS-Light  Detergent  A4 

CS-LCC  A2 

CS- IB  Heavy  Duty  Cleaner  A2 

DMC66  CI 

EggO Ql 

GP-Blue  Detergent    Al 

GP-500  FG    Al 

H.D.  Detergent    A2 

HD  Liquid  Red   Al 

Jo  Circ  Foam  Al 

Jo  Liquid  Circ  Cleaner   Al 

JO-1    A2 

JO-10  A2 

JO-3  A3 

JO-30  A3 

JO-6  Al 

JT-12   A4 

Multi-Lube  190  H2 

Multi-Lube  197  H2 

Red  Boil-Out  A2 

Caljen  Sales  Company 

Fast  Clean    A4.A8 

Gleem CI 

Gleem  Sinless.  Steel  Cln.  &  Furn.  Polish  CI 

Neo-Clean   Al 

Scale-Away   A3 

Callaway  Chemical  Company/ 
A  Division  of  Exxon  Chemical  Co. 

Callaway  3417  G7.L1 

Callaway  4225  LI 

Callaway  4255  LI 

Caltex  International  Ltd. 

Cal-Brite    PI 

Caltex  Oil  (Australia)  Pty  Limited 

White  Oil  Pharma  15    HI 

White  Oil  Pharma  68    HI 

Calumet  Lubricants  Co. 

Calice  100  H2 

Calice  32  H2 

Calice  46   H2 

Calice  68  H2 

Caltac  HI 

Caltech  100   HI 

Caltech  150  HI 

Caltech  200  HI 
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Caltech80  HI 

Caltech  90  HI 

Hydrocal  RO-15    H2 

Hydrocal  RO-30    H2 

Calvary  Chemical  Co. 

Cal  Strip  45  A8 

Cal-Clean  843   Al 

Insulating  Oil  H2 

Cameo  Chemical  Co. 

Acid  Cleaner  Plus  A3 

Alklen    Al 

All-Purpose  Cleaner   Al 

Alpine  Splash    CI 

Applaud  A3 

AC-220    A3 

AC-240    A3 

AC-334    A3 

AQ-200  Cleaner  Sanitizer  D2 

AS-280 A3 

Big  Blue    Al 

Blue  Streak   Al 

Boost   Al 

Boost  Concentrate  Al 

Cameo  #2  Acid  Cleaner   A3 

Cameo  CIP  Acid  Cleaner  A3 

Cameo  250  Acid  Cleaner  A3 

Cameo  325 A2 

Cameo  400  D2 

Cameo  400  Acid  Cleaner   A3 

Camcodine  D2 

Camvar Al 

Chelate  270  Al 

Chelated  Caustic   A2 

Chelated  Caustic  #90    A2 

Chlor-T    Al 

Chlorfoam   Al 

Chlorfoam  Plus   Al 

Chlorinated  All-Purpose  Cleaner   Al 

Chlorinated  CIP  Alkali  A1.Q1 

Chlorsan  100  D2.G4.G7.Q4 

Clout    A2 

Complete   Al 

Concentrated  Acid  Cleaner  A3 

CC-1000    Al 

CC-1100    Al 

CC-400    A2 

CC-561    Al 

CC-911    Al 

CH-100    A4 

CP-900  A2 

Degreaser  14   Al 

Dynamo  A2 

Erase    Al 

Express A3 

EF-Degreaser  A8.CI 

EF-927  Al 

EZ-Clean   Al 

Foam  Down-P  Al 

Follow-Up  Caustic    A2 

Formula  #5    Al 

Formula  K  A3 

FC-3000  Al 

FC-600  Al 

FIX   A8 

Guardian    D2 

GC-3  Alkaline  Cleaner  A2 

GC-364    Al 

GC-90    A2 

GO  440    Al 

GO-33    A4.A8.C1 

GO-582    Al 

GO-801    A2 

High-Gloss  A2 

Hold  Al 

Hold  Concentrate Al 

Hycid  A? 

JF-850   Al 

KB  Special Al 


KF-40  Al 

KS-60 A4 

KS-64  Al 

Liberate    Al 

LF-388  A3 

Magnum  301    Al 

Mega-Brite  Bl 

MB-668  A3 

NB  Special Al 

NP-343  A2 

Penetrate    Al 

RS-5111  A2 

Sanitizer  200   D2.Q3 

Sanitizer  200-Z   D2 

Scour   A4 

Scour-PO  CI 

Shine-Up  Acid  Cleaner  A3 

Spyn  A2 

Summit    A1.B1 

Super  Hycid  Concentrate    A3 

Superfoam  Al 

Superlac  A3 

Supreme  Al 

Sure  Foam  A4.A8 

SC-524  Al 

SW-054   A2 

SW-054L  A2 

SW-38   A2 

SW-492   A2 

SW-982   Al 

SW-985   Al 

Thiosulfate-100  PI 

Ultimate  A2 

UN-740   A4 

UN-881    Al 

3-M3    Al 

3-M4    Al 

Cameo  Marketing,  Inc. 

Skin  Guard E4 

Cameo  Products 

A400    A3 

A440    A3 

General  Purpose  Cleaner Al 

G100     Al 

G116    Al 

H800    Al 

H810    A2 

M745   Al 

M760F  Al 

M762F  Al 

P140C    A2 

P160C    A2 

P200C    A2 

S300  Al 

S390  Al 

Cameo  Paper  &  Supply  Co. 

Cleaner/Degreaser  Al 

Camie-Campbell,  Inc. 

Camie  1380  Paintable  Mold  Release  H2 

Camie  22/80  Natural  Citrus  Cleaner  ..  CI 
Camie  410  Food  Processors  Silicone 

Spray  HI 

Camie  666  Heavy  Duty  Slcn     ■ 

GrsLub&RelAgnt  HI 

Camie  888  Silicone  Release  Agent    ....  H2 

Camie  999  Silicone  HI 

Formula  #510  Silicone  Spray  HI 

610  Economy  Silicone  Lubr  &  Release 

Agt    HI 

Campbell  Chemicals,  Inc. 

Camicide  "Formula  100"    Fl 


Camicide  Push  Button  Bug  Killer   Fl 

Camicide  Total  Home  Bug  Control   F2 

Camicide  2  In  1  Professional  Strength  ..  Fl 
New  Spr  Camicide  Inset  Sp  Form  #200  Fl 

Campbell  Soup  Company 

Campbell  Cleaner  A   A2 

Campbell  Cleaner  AA  Al 

Campbell  Cleaner  B   A2 

Campbell  Cleaner  C    A2 

Campbell  Cleaner  CPC  A2 

Campbell  Cleaner  F    A2 

Campbell  Cleaner  HFC  Al 

Campbell  Cleaner  HFCN   Al 

Campbell  Cleaner  LPH  Al 

Campbell  Cleaner  MBF   A2 

Campbell  Cleaner  N   A2 

Campbell  Corrosion  Inhibitor  11 9-L   ..  G7 

Campbell  D  &  B  Cleaner  Al 

Campbell  Floor  Cleaner   A4 

Campbell  Foamer  A   Al 

Campbell  Super  Foam  Cleaner Al 

Campbell  Water  Softener  #1     Al 

Campbell  Water  Softener  #2    Al 

Campbell's  Hand  Wash  and  Sanitizer    ..  E2 

Vegalene    PI 

Canady  Laboratories,  Inc. 

All  Purpose  Neutral  pH  Hard  Surface 

Clnr  CI 

Canady's  Bowl  Cleaner  C2 

Double  Action  F2 

LAB   Liquid  Alive  Bacteria  CI 

Liquid  Grease    H2 

Pink-Power    C2 

Porcelain  Cleaner    C2 

Quick  Strip    CI 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Super  E-Z  Clean  Al 

White  Food  Grade  Grease    HI 

Canberra  Corporation 

•Break  Through  Husky  402  CI 

•Industrial  Strength  Husky  910   CI 

*Non-Chlorinated  Husky  91 1  *N/C  Ind 

Solv  Al 

Bowlaide  Toilet  Bowl  &  Urnl 

Clnr.&Deodrz  C2 

Citrus  Plus  Husky  904    CI 

Clinging  LoAcid  Husky  301  C/L 

ToIlBlClnr  C2 

Clinging-Low  Acid  HuskyC/LToilet 

Bowl  CI C2 

D/M  Husky  Descaler  And  Metal  Bri- 

ghtener    A3 

Descaler  &  Metal  Brtnr  Husky  Clnr450 

D/M  A3 

Detergent  Thickened  Hsky  302D/T  Bwl 

Clnr  C2 

Dilutable  General  Purpose  Husky  700-A  Al 
Enviro-Care  Husky  905  E/C 

NtrlAllPrpDeg  CI 

Film-Free  Husky  420    Al 

Foaming  Degreaser  Husky  903  F/D 

Cleaner   Al 

General  Purpose/Non-Acid  Husky  804     C2 
General  Purpose/Non-Acid 

HuskyG/PDsnf  CI  C2 

Go  Get  'Em  Husky  Toilet  Bowl  Cleaner  C2 
High  p/H  Husky  705H/P/H  Ex  Hvy  Dty 

Strpr    A4 

High  Detrgnt  Creme  Husky  H/D/C  Bowl 

Clnr  C2 

Husky  Acid  Foam  Cleaner  C2 

Husky  Bowl/Tile  Porcelain  Cleaner         C2 
Husky  Cold  Room  Cleaner 
Husky  Concrete  Cleaner 
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Husky  Creme  Cleanser  A6 

Husky  Creme  Clnsr  Disf  AgnstOdor- 

CausBact  A6 

Husky  Dgrsr/Clnr/Trk/Wash/Alum 

Brightner  Al 

Husky  L/LF  Bacterial  Digestant  CI 

Husky  L/LF-A  Bacterial  Digestant L2 

Husky  2000  M/B(Maxi-Blend)  All 

PurpClnr    A4.C1 

Husky  2010  M/B  (Maxi-Blend)  Dgrsr 

Clnr  CI 

Husky  2020  M/B(Maxi-BInd)  Gls&Plas 

Clnr  CI 

Husky  2030  CI 

Husky  303  Toilet  Bowl  Cleaner  CI 

Husky  430  Creme  Cleanser    A6 

Husky  500  El 

Husky  520  E4 

Husky  530  E4 

Husky  700  D/G/P  All  Purpose  Cleaner  A4 
Husky  701  E/G/P  All  Purpose  Cleaner  A4 
Husky  701 -A  E/G/P  All  Purpose 

Cleaner   Al 

Husky  702  N/R  Damp  Mop  Rinse  CI 

Husky  800  Q/A  Germicidal  Cleaner  ..  CI 
Husky  801  H/D/Q  Germicidal  Cleaner  CI 
Husky  802  H/F  Disinfectant  Cleaner  ..  CI 
Ind  Strnth  Dgr  Husky  900-A  ISD 

Butyl  Cln    A4.A8 

Ind  Strnth  Dgrs  Husky  900  I/S/D  Bu- 

tylCln    CI 

King  Toilet  Bowl  Cleaner C2 

Liquid  Life  Forms  Husky  400  L/LF 

Bactrl CI 

Low  Acid  Husky  Toilet  Bowl  Cleaner  C2 
Low  Acid  Husky  300  Toilet  Bowl 

Cleaner   C2 

Low  Suds  Husky  703-A  L/S 

Auto.Scrub.Clnr   CI 

Maxi-Blend  Cone  2040  Odor 

Dgstnt/Cntract  CI 

Maxi-Blend  Cone  2050  Odor 

Dgstnt/Cntract  CI 

Mild  Acid  Husky  M/AAcid.QuarryTile 

Rnvtr  C2 

Mild  Acid  Husky  410  A3 

Mild  Acid  Husky  410  M/A  Acidulous  C2 
New  Power  Husky  315  N/P  Bowl 

Cleaner   C2 

No.  800  Husky  Germicidal  Cleaner  ....  Dl 
Non  Butyl  Husky  902  N/B  Ind.  Det 

Complex   A4.C1 

Non  Butyl  Husky  902-A  Al 

Non-Acid  Hsky  320  N/A  Bwl  and 

BthrmClnr  C2 

Oven  Plus  Husky  470  O/P  Oven&Grill 

Clnr  A8 

Prof  Sir  Husky  P/S  Auto  Toilet  Bowl 

Clnr  C2 

Professional  Strngth  Husky330  P/S  Au- 

toM C2 

Rinse  Free  Husky  704  R/F  Floor  Strip- 
per      CI 

Sanitizer/Virucidal  Husky  803  S/V 

Disnf D2 

Soft  Lotion  Husky  S/L  Hand  Dshwshng 

Cone   Al 

Soft  Lotion  Husky  440  S/L  Hd 

Dishw.Conc Al 

Solvent  Based  Husky  901  S/B 

Indstrl  Clnr  A4.A8 

Super  Husky  Toilet  Bowl  Cleaner  C2 

Super  Husky  303  Toilet  Bowl  Cleaner  C2 
Thick  and  Clinging  Formula  Husky  305  C2 
Thick&ClingFor.Husky  T/C 

Bowl/TilePorCln  C2 

Thickened  Non-Acid  Husky  325    C2 

Candy  and  Company 

Break  16    Al 


Bright  Beauty  Concrete  Floor  Cleaner     A4 
Candy  High  Shine  CI 

Cantol  Inc. 

Aci-Tech    C2 

Asceptol  Disinfectant  Deodorant    C2 

AS-33  CI 

Bactro  256  CI 

Big  Guy  CI 

Bio-Drain  L2 

Can  Kleen  P    Al 

Clean  'N  Sparkle  CI 

Creotion  E4 

Creotion  Plus  E4 

Davol  Al 

Deluxe  Lanax    C2 

Deo-Sorb  CI 

Descaler  A3, PI 

Do  It A4.C1 

Drain  Devil   LI 

Dri  'N  Die  Wettable  Powder  Insecticide   F2 

Driacide  Fragrant  Insecticide    Fl 

Eliminator   CI 

Encon  200  G7 

Encon  261    G7 

Encon  500  G6 

Encon  501    G7 

Envirostrip  (Gel)  C3 

Envirostrip  (Liquid) C3 

Eze-Flo LI 

EF-90  Al 

F-L  Concentrated  Cleaner  A4 

Film  Off  Powder  Al 

Foam-Off  CI 

Freezer  Kleaner  A5 

Gasket  and  Paint  Remover  PI 

Germicidal  Quaternary  Pine  Oil  CI 

Grease  Off  CI 

GAT  CI 

Hex CI 

Hi-Brite  Metal  Finish  Maintainer  A7 

Instant-ER    H2 

Just  Squirt   CI 

Kitchen  Master  (Liquid)  Al 

Kitchen  Master  Powder Al 

Kleem A4 

Koil  Kleen  (Aerosol) CI 

Koil  Kleen  (Bulk)  CI 

Link   CI 

Liquid  Film  Off A] 

Lo-Foam    A4 

Melt  Away CI 

Mildew  Stain  Remover  CI 

No  Odor  Hying  &  Crawling  Insecticide  F2 
Noble  Negligible  Odor  Bulk  Liq 

Extrmntr   F2 

Nova CI 

Ora-Clean CI 

Ora-Cream  Hand  Cleaner  E4 

Ora-Fresh  Spray    CI 

Ora-Solv  Foam    CI 

Ora-Solv  Plus    CI 

Otrol  W   CI 

Oven  Kleen   A8 

ORA-Solvent  CI 

Pine  Odor  Disinfectant   C2 

Pink  Antiseptic  Hand  Soap  El 

Pomme  CI 

Power  Plus  LI 

Powerbrite   Al 

Pumpow  C2 

Quat  Foaming  Germicidal  Cleaner  CI 

R2U  Seelect  A-M  Foam.  Hospital 

Germ.Clnr  CI 

Sanipor C2 

Sanipor  Germicidal  Acid  Bowl/Urnl 

Clnr  C2 

Seelect  A-M  256  CI 

Seelect  A-M  64  D2 

Sil-X    H2 


Solvent  "K"   Kl 

Stat  El 

Sterylite   C2 

Syn-Lube  ER  H2 

Tech  "LA"  A3 

Tech  "10"  D1.Q1 

Tech  Quaternary   D2 

Tech  Solv  Solvent  Cleaner  K2 

Tech  Zyme  L2 

Tech  121P  Al 

Tech  123  PH  A2 

Tech  124  PN  A2 

Tech  125  P    A2 

Tech  126P  Al 

Tech  128P  A2 

Tech  150   A2 

Tech  289  P    Al 

Tech  300  P    A2 

Tech  736   CI 

That  Green  Stuff  CI 

Tri-Sub  Liquid  Degreaser  K2 

Tri-Sub  Liquid  Degreaser  (Aerosol)  ....  K2 

Tronic-NF    K2 

Tronic-2  K2 

Vets  Choice  A4.C1.D1 

Zinc-O-Lube    HI 

84-10   Al 

Canton  Food  Co. 

Oven  and  Grill  Cleaner  A8 

Canyon  Industries,  Inc. 

Concrete  Cleaner-PD A4 

Polysil  100  A4 

Cap  City  Products  Co.,  Inc. 

Mercol  Laundry  Detergent  Code  No. 

#282    Bl 

Mercol  Laundry  Detergent  Code  No. 

#325    Bl 

Cape  Cod  Biochemical  Co. 

Bio-Rem  E-D L2 

CCLS  L2 

Cape  Fear  Janitorial  Supplies  Co. 

All  Purpose  Cleaner    A4 

Hi-Action  Cleaner  A4 

Tiger  Xtra  Duty  Cleaner  A4 

Capital  &  Quality  Products,  Inc. 

BW-104  G7 

BW-109  G7 

BW-112  G7 

BW-115  G7 

BW-1310  G6 

CW-10  G7 

CW-5  G7 

Jiffy  Clean  Concentrate Al 

Capital  City  Products  Company 

Mercol   C2 

Mercol  Beads Al 

Mercol  X  Al 

Mercol  259    A4 

Mercol  311     Al 

Capital  City  Restaurant  Supply 
Company 

KP-Grill  and  Oven  Cleaner    A4.A8 
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Capital  Industries  Inc. 

Munauc  Acid  Cleaner A3 

Organic  Acid  Cleaner  A3 

Resolve  #1  A4 

Resolve  #2  A4 

Resolve  #3  A4.A8 

Capital  Sanitary  Supply  Co.,  Inc. 

Cap-San  Big-T-Pine  555  Pine  Odor 

Disnf.    CI 

Cap-San  Ready  To  Use  Hand  Soap  El 

Cap-San  Solv-All  Extra  Hvy  Dty 

ClnrDgrs    A4.A8 

Cap-San  T-Mint  Disinfectant   C2 

Cap-San  40%  Pure  Coconut  Oil  Hand 
Soap    El 

Capital  Supply  Co. 

CSC  Heavy  Duty  Industrial  Hand 

Cleaner   E4 

E-Z  Touch  Hand  Cleaner   E4 

Electro  Kleen  K2 

Handy  Foaming  Cleaner  A8 

Off  the  Wall    CI 

Orange  Kleen A8 

Slide  HI 

Solvo   K2 

Vision  Foaming  Glass  &  Hard  Surface 
Clnr  CI 

Capital  Supply  Company 

#410  Power  Cleaner   Al 

Hand  Soap  El 

Hi  Pine  II  Odor  Deodorant  CI 

Trouble  Solver CI 

Tub  &  Tile  Cleaner C2 

Capitol  Oil  &  Grease  Co.  Inc. 

Amalga  Lube  401  W HI 

Industra-Lube  #104  Food  Mach.  Grs. 

Grd.l  HI 

Industra-Lube  #104  Food  Mach.  Grs. 

Grd.2  HI 

Industra-Lube  #106  Wht  Lithium  Grs 

Grd.2  H2 

Capitol  Sanitizing  Systems  &  Co. 

Electro-San  NP  12.5  Det/Dis   CI 

Capitol  Soap  Corporation 

Poly-Sorb  Jl 

Car- Wash-Systems,  Inc. 

501  Degreaser  Concentrate  A4.A8 

Caravan  Chemical  Company 

Jet  Det  CI 

Carboline  Company 

Carboline  Cleaner  #3    Al 

Cardinal  Chemical  Co.,  Inc. 

Anti-Seize  Compound  H2 

Cardinal  Concentrate  CI 

Glass  Cleaner CI 

Hi-P  Contact  Cleaner    K2 

Inc-Red-Ible  Non-Flammable  Spray  ....  H2 
Non-Butyl  Degreaser  Cleaner  &  Deo- 
dorant      Al 


Rough  Scrub   E4 

Silicone  Spray  HI 

Soft  Scrub   E4 

Stainless  Steel  And  Metal  Polish  A7 

Sur-Grip  Belt  Dressing  PI 

Touch-Up  All  Purpose  Cleaner    CI 

Wyte-Ease  Lithium  Grease  H2 

Cardinal  Chemical  Company 

Carbaytex  Insecticide    F2 

Card-O-Sect  Fl 

Card-O-Sect  #25   Fl 

Cardinal  Food  Plant  5-1  Insecticide  Fl 

Cardinal  SF-1  Insecticide   Fl 

Cardinal  1-2-3  Insecticide  Fl 

Cardinal  25-5  Insecticide    Fl 

Cardinal  3%  Insecticide    Fl 

Cardinal  5%  Vapona  F2 

Food  Plant  Concentrated  Fogging 

Insctcd  Fl 

Mill  Fogging  Spray  No.  3    Fl 

Premium  Grade  Card-O-Sect   Fl 

Premium  Grade  Card-O-Sect  #25  Fl 

Premium  Grade  Cardinal  SF-2  Insctcd  Fl 
Premium  Grade  Cncntrt  NE-10-1 

Insctcd Fl 

Premium  Grade  Mill  Spray  #3  Fl 

Thermal  Fogging  Insecticide  Type  M    .  Fl 

3-6-10  Concentrated  Insecticide  Fl 

Cardinal  Chemical  Corporation 

Blue  Dishterj  #HWF  Al 

Cardite#422    A8 

Cardite#623    A3 

Crdfct  #RTU  GenPurp  Dsnf&N-Acid 

BwlClnr  C2 

Line  Lube  #HWF    H2 

Lustreen  A4.C1 

Lustreen#HWF Al 

Pentaterj  Al 

Steamterj    Al 

Cardinal  Chemical  Systems 

Blue  Detergent Bl 

Complete  Detergent Bl 

Dry  Bleach Bl 

Dry  Break    B2 

Hard  Break    Bl 

Liquid  Fabric  Softener    B2 

Liquid  Sour  Bl 

Care  Chemical  Co.,  Inc. 

Farm  &  Home  Safe  Clean    Al 

Safe  Clean  All  Purpose  Cleaner  Cone      Al 

Care  Labs,  Inc. 

A-Sep  El 

Acidet A3 

Adios  Fl 

Alkadet A8 

Bio-San    E2 

Biocide  DVM    Al 

Black-Out A2 

Blitz  CI 

Bull  Dog    Al 

Carbonex  A2 

Care  Spritz CI 

Care  SR  G6 

Chameleon  Al 

Delight  Al 

Dysofect  Disinfectant  Deodorant   CI 

E-Z  Wash Al 

Excel    Al 

Exit  Sewer  Solvent  LI 

FP-27   Al 

Gel-Cide  Instant  Hand  Sanitizer  E4 


Germex    C2 

Glass  Cleaner CI 

Haus  Klenz    Al 

Lustre  Stainless  Steel  Polish  &  Cleaner  CI 

Niftee  Solvent  Cleaner  &  Degreaser   ..  K2 

Oasis  Lotion  Moisturizer    E4 

One  Step    Al 

One  Step  MS  Al 

Phenasep    A4 

Pro-Tex    HI 

React    G6 

React  CHW-P    G5.G7 

React  PA   G6 

React  PSD  G6 

React-Poly  G6 

Renovate  Stnls  Steel  Clnr.  &  Pol  f  Aer)  A7 

Spectra-Zyme L2 

Spray  N'  Wipe  Germicidal  Deodorant 

Clean  CI 

Stout  Laundry  Detergent Bl 

Sur-San    D2 

SG  57  A3 

Tile  Brite  C2 

TC-38  A2 

WT-2111    G6 

WT-2125   G6 

WT-2320  G6 

WT-3000  G7 

WT-4130  G7 

Carefree  Janitorial  &  Industrial 
Supply 

Foaming  Germicidal  Cleaner   C2 

Carey  Sales  &  Service,  Inc. 

Clear  Magic  (Aerosol)    CI 

Fresh  N'  Clean  CI 

Cargill,  Incorporated 

Bnne  Bits  Water  Softener  Salt  PI 

Cargill  Louisiana  Rock  Salt  Crystals  B1.P1 
Cargill  Solar  Salt  Crystals  Medium     CI. PI 

Coarse  Rock  Salt  Crystals    CI. PI 

Glacier  Melt CI 

Hi-Grade  Evaporated  Salt  PI 

Kansas  Fine  Rock  Salt  #4  CI 

Kansas  Rock  Salt  Medium   CI. PI 

Mix-N-Fine  Salt    CI 

Ranchers  Choice  Stock  Salt   CI. PI 

Solar  Salt  Crystals  CI. PI 

Top-Flo  Evaporated  Salt  PI 

Water  Softener  Salt  Pellets  PI 

Carib  Chemical  Corporation 

Cara  Clean  Al 

Carib  Janitorial  Supply  &  Service, 
Inc. 

Bowl  Cleaner C2 

Discrete  Tile.  Porccelain.  Metal  Cleaner  A3 

Lotion  Hand  Soap  E4 

Stainless  Steel  Cleaner   CI 

Caribbean  Clean  Products 

CieanAll  CI 

Caribbean  General  Chemical 
Corporation 

Ultra  Power  Cherry  Bowl  Cleaner  C2 

Ultra  Power  Golden  Gator  Clnr  CI 

Ultra  Power  Grime-Scat   Al 

Ultra  Power  Mulli  Blue    El 
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Carl  Bechem  GmbH 

Bechem  Rhus  FA  37  HI 

Bechem  Rhus  FA  46  HI 

Berulub  FB  34  HI 

Carlson  Cleaning  Equipment,  Inc. 

Carlson  D  500  Al 

Carlson  PD  225  A8 

Carlson  225  F  HD  Al 

Carlson  225  X  Al 

Carlson  707  Al 

Carlson  747   Al 

Carlton  Chemical  Corp. 

Neulra  Clean   A4 

Carlyle  Products,  Inc. 

Speed  Clean  A4.A8 

Stout  A4.A8 

Carochem,  Inc. 

Acid  Brighlener  107F  A3 

Blue  Wonder  All  Purpose  Clnr.  De- 
greaser  Al 

Brute    Al 

BT-38  CI 

BT-39  CI 

Carochem  Aluminum  Cleaner-Bri- 

ghtener    A3 

Carochem  Chain  Bell  Lube    H2 

Carochem  D-10  Foam  Control 

Agent A1.Q5 

Carochem  Floor  &  Heavy  Duty  Cleaner 

150E   A4 

Carochem  Freezer  Cleaner  A5 

Carochem  General  Cleaner  I05E  Al 

Carochem  Germicidal  Deiergenl  & 

Deod Al 

Carochem  Stainless  Steel  Cleaner    CI 

Carochem  Stainless  Steel  Cleaner    Al 

Carospray  &  Wipe  Cleaner  Powder  ....  CI 

Carotek  Antifoam  Concentrate  Al 

Carotek  Antifoam  Solution  Al 

Carotek  Disinfectant   D2 

Carotek  Egg  Detergent  Chlorinated  Li- 
quid    Ql 

Carotek  Super  Blue  All  Purpose  Cone.  CI 

Carotek  264  Al 

Carotek  821   A4 

Caustic  Stock  Solution  103D  A2 

Chlorinated  GPC  Cleaner  Al 

Egg  Detergent  Chlorinated  Powder   ....  Ql 

Egg  Detergent  Heavy-Duty  Powder  ....  Ql 

Egg  Detergent  Liquid   Ql 

GPC  Cleaner   Al 

Kleen-All  CI 

Mild  Liquid  Detergent  1 14D    Al 

Pink  Lotion  Hand  Cleaner    El 

Powdered  Degreaser  Cleaner   Al 

Rendering  Plant  Cleaner  Degreaser  ....  Al 

Sanitizing  Hand  Soap   E2 

Stainless  Steel  Caustic  Cleaner  1 1 3D  A2 

Vanillin  Deodorant   CI 

Carolina  Chemical  Equipment  Co. 
Inc 

Carolina  Chemical  CC- 25  Al 

Carolina  Hygiene  Products/ 

Div.  of  Carolina  Ind.  Clng.  Srvcs., 

Inc. 

Germicidal  Foaming  Cleaner   C2 


Caroline  Chemical  Company 

Caraco  Pink  Lotion  Hand  Soap   El 

Edger  CI 

Erase  Heavy  Duty  Ammoniated  Stripper  A4 

Freshie  Pine  Oil  Deodorant  &  Cleaner  CI 
Onward  Concentrate  All  Purpose 

Cleaner   Al 

Prowl   CI 

Purge   A8 

React  Toilet  Bowl  Cleaner  C2 

Remove  NonAmmoniated  Floor  Finish 

Strip A4 

Resolv-It    F2 

Restore  Floor  Finish  Maintainer  A I 

Scurge  Creme  Cleanser C2 

Seize  Bowl  Cleaner C2 

Smooth  Suds   A4 

Spectacle   CI 

Slarbright  A7 

Stat  Disinfectant  Cleaner  General  Purp  CI 
Strong  Arm  Concentrated  Degreaser 

Clnr  Al 

Superchlor  Al 

Carothers  Termite  &  Pest  Control 

Institutional  Aerosol  Insecticide  Fl 

Carpets  'N  More  Inc. 

D-1000  Al 

Sani  Clean  2000   A4 

Super  Bowl  II    C2 

Carriage  Trade  Company,  Inc. 


Carrier  Corp. 

Condenser  Cleaner  Non-Acid  Concen- 
trate    PI 

Totaline  Electronic  Air  Cleaner  Al 

Totaline  Environmentally  Sound  Coil 

Clnr  PI 

Totaline  Foam  Cleaning  Fluid    PI 

Totaline  Ice  Machine  Cleaner Al 

Totaline  Outdoor  Non  Acid  Base  PI 

Totaline  Safety  Solvent  Degreaser  K2 

Totaline  Scale  Remover  (Low  Foaming)  PI 
Totaline  Scale  Remover  with  pH  Indi- 
cator        G7 

Carroll  Company 

Adapt  Warewash  Detergent    A I 

Add  +  Automatic  Dishwash  Detergent     Al 

After  Laundry  Softener-Sour   B2 

Alka-Lion  Drain  Opener  LI 

All  Purpose-Hvy  Dty  Liquid  Steam 

Cleaner   Al 

Ail-Off  CI 

Amigo  Waterless  Hand  Creme  E4 

Ammoniated  Glass  Cleaner    CI 

Ant  &  Roach  Spray  Pressurized  F2 

Aqua  Steel  A7 

Bac-Soap  Antiseptic  Hand  Soap E2 

Big  Dog  Concrete  Cleaner  A4 

Cardinal  Concentrated  Cleaner  A4 

Cardinal  Without  Color  &  Perfume 

Cone  CI  Al 

Carroll  Egg  Cleaner    Ql 

Carroll  Quat  9.0    CI 

Chase  Injector  Laundry  Detergent   Bl 

Cherry  Bowl  Cleaner    C2 

Chlorinated  Top  Flight   Al 

Clear  Lemon    CI 

Clear  Lemon  Disinfectant  C1.C2 

Clear  Mint  CI 

Clear  Mint  Disinfectant-Cleaner CI 

Cold  Storage  Cleaner    A5 


Combo  Cleaner  Disinfectant  Dl 

Combo  Foaming  Disinfectant  CI 

Concentrated  Windshield  Cleaner    CI 

Cowboy  Heavy  Duty  Concentrate    A4 

Day  Break  Laundry  Break   Bl 

Dead  Sure    F2 

Deep  Fat  Fryer  Cleaner A2 

Deodorant  Blocks  (Cube)  CI 

Discrete  Bowl  Cleaner    A3 

Door  Knocker  Cleaner  Degreaser  ,.  A4.A8 
DD-30  Hand  Dishwashing  Detergent  .,    Al 

DG-85  Auto  Degreaser  Kl 

DG-90   CI 

DG-90  Industrial  Degreaser  (Aerosol)  CI 
E-2  Brute'l  Sanitizing  Hand  Cleaner  ....  E2 
Emulsol  Disinfectant  Bowl  Cleaner  ....  C2 
Fatsope  Heavy  Duty  Foaming  Cleaner     A I 

Feather  Soft  Fabric  Softener  B2 

Flying  Insect  Killer  F2 

Freezer  Cleaner  A5 

Glisten  Thick  Toilet  Bowl  Cleaner    ....    C2 

Golden  Cleaner   A4 

Golden  Gator  Concrete  Cleaner  CI 

Grime  Scat  Al 

Heavy  Duty  Liquid  Laundry  Detergent     Bl 

Heavy-Duty  Chemical  Deodorant  CI 

Hi-Active  Delimer  A3 

1-2000  Industrial  Degreaser    A4 

Ido-Mite  Hand  Wash  Sanitizer  E2 

Industrial  Parts  Cleaner  A2 

Iodo-175 D2.E3 

Klor-Ene  Sanitizer  D2 

Lemon  Hospital  Disinfectant-Deodorant  CI 

Lime-Off  A3 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Sour  B2 

Locomotion  Conveyor  Lubricant   H2 

Lord  Nelson  Toilet  Bowl  Cleaner    C2 

Lotion  Hand  Soap  Plus  E4 

LD  32  Unscented  Pot  &  Pan  Cleaner      Al 

LI-MA-DI-WA    Al 

Mechanics  Hand  Soap E4 

Multi  Blue  CI.E4 

Multi-D  Cleaner-Degreaser A4 

Multi-Q  Sanitizer D2 

Muriatic  Acid  Utility  Cleaner  A3 

Nitty  Gritty  Powdered  Hand  Cleaner  ..    C2 

Ocide  2  Hospital  Disinfectant CI 

Oven  &  Griddle  Cleaner A8 

Oven  &  Griddle  Cleaner  (Aerosol)    ....    A8 

Pack-O-Powr  A4 

Palpon    El 

Penelube  H2 

Pine  II  Pine  Odor  Disinfectant  CI 

Pine  Quat  Pine  Odor  Disinfectant    CI 

Pink  Max  CI 

Porcelain  and  Toilet  Bowl  Cleaner    ....    C2 

Powdered  Hand  Soap   C2 

Pretty  Potty   C2 

Pure  Pine  Oil  Disinfectant    CI 

Quick  Change  Bowl  Cleaner    C2 

Ready-for-use  Liquid  Hand  Soap  El 

Sani-Soft  All  Purpose  Hand  &  Body 

Clnr E4 

Sanitary  Handcare  El 

Silicone  Lubricant  (Aerosol) H2 

Slick  Silicone  Spray    H2 

Soaptronic-Quat  E3 

Solvs-it A4.A8 

Spray  Solvs-It   C1.A8 

Spray  Solvs-It  Multi  Purp  Clnr&Dgr 

(Aer)   A4.C1 

Stainless  Steel  Cleaner  (Aerosol)  CI 

Stainless  Steel  Polish  &  Cleaner   CI 

Sudsing  Creme  Cleanser  A6 

Sunshine  Laundry  Detergent Bl 

Super  Enzymes  Plus   L2 

Super  Ocide  Hospital  Clnr.-Disinfectant  CI 

Super  Six  A4 

Thick  Pink  Hand  And  Body  Soap  El 

Thick  Thick  Thick  Porcelain  &  Bowl 
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Clnr  C: 

Thrifty  Mini  Disinfectant   C2 

Thrifty  Pine  CI 

Tnple  Concentrated  Hand  Soap   El 

Ultra  Solve  (Aerosol)   K2 

Ultra  Solve  (Cone)    CI 

Unscented  LD3?   Al 

Hand  Cleaner  E4 
Waterless  Hand  Cleaner  w/Pumice 

.  Shine    Aerosol)  CI 

Winda- Shine    CI 

Zzzott' Dry  Chlorine  Bleach    Bl 

10Q-  Liquid  Bleach  Bl 

40S-  Coco-Castile  Soap    El 

40<*  Pure  Coconut  Oil  Hand  Soap El 

922  Instirubonal  Machine  Dishwash  A2 

944  Laundry  Detergent  B2 

Carry-All 

Liquid  Alive  Bacteria CI 

Rough  Touch  Hand  Cleaner  E4 

Carter  Inc. 

C- 100  Industrial  Degreaser  Cleaner     -'■ - 

C-200  Heavy  Duty  Concrete  Cleaner  A4 

C-300  Heavy  Duty  Degreaser  Cleaner  Al 
One  Step  Alkaline  Cleaner  Aluminum 

Brtnr   V 

Cascade  Industrial  Products  Ltd. 

Multizymes    L2 

Super- Solv  Plus  L2 

Casco  Chemical  Company 

Boiler  Compound  Solution  "1  G6 

Casco  Products  Co.,  Inc. 

C-Clear CI 

C-Wipe                  CI 

Cas-O-Dine                       D2 

CS-1500  Sodium  Hypochlorite  Solution  D2 

Casco,  Inc. 

So-Chlor D2 

Cash-Wa  Distributing  Co.,  Inc. 

Bowl-Cleaner  C2 

Foaming  Disinfectant    C2 

Neutral  Disinfectant  Cleaner CI 

Non  Butyl  Degreaser A4.A8 

Non-Acid  Bathroom  Cleaner   C2 

Oven  &  Grill  Cleaner  A8 

Ready  To  Use  Degreaser   CI 

Cassedy  Company,  Inc. 

AF440    G6 

B3000    G6 

B3002    G6 

B3002SR   G6 

B3003    G6 

B3332    G6 

B3333    G6 

B3360    G7 

C5005    G7 

C50I5    G7 

C5025    G7 

C5070    G6 

D3502    G6 

D3503    G6 

D3503S    G6 

D3506    G6 

D5510    G7 

P900  G3 


P903  G3 

RC443   PI 

R3890    G6 

R3900    G6 

R4010    G7 

R4020    G7 

R4040    G6 

S-1008   G7 

S1017  G7 

0-1000   G6 

01017  G6 

CassCo  Products 

GreaseGobbler  L2 

Castle  Hi-Tech  Chem 

Castle  Streak  Proof  CI 

Castle  2-22  For  Professional  Use  CI 

Castle  2-22  Industrial  Strength  CI 

Castle  2-22  Neutral  pH  Al 

Safe  Stuff  CI 

Castoleum  Corporation,  The 

Trizol  Penetrating  Solvent    H2 

Trizol  Silicone  Spray  Lubricant  HI 

Castrol  Industrial  Inc. 

Castrol  Kleen  3303  A4 

Castrol  KJeen  3625  CI 

Cleanal  VFC-10 A4 

Come-Clean  900  CI 

Come-Clean  900C  Al 

Castrol  Limited 

Castrol  Vitalube  Grease  2  HI 

Vitalube  AF  HI 

Vitalube  AT15  .....  HI 

Vitalube  AT32  ...  HI 

Vitalube  BCL    HI 

Vitalube  Chain  Spray   HI 

Vitalube  CF  HI 

Vitalube  CL  150  HI 

Vitalube  CLS  150  HI 

Vitalube  G  150   HI 

Vitalube  G  220   HI 

Vitalube  G  320   HI 

Vitalube  Grease  000  HI 

Vitalube  GF150  HI 

Vitalube  GF320  HI 

Vitalube  GP  Spray    HI 

Vitalube  GS  150  HI 

Vitalube  GS  220  HI 

Vitalube  GS  320  HI 

Vitalube  H  32   HI 

Vitalube  H  46 HI 

Vitalube  H  68   HI 

Vitalube  HS  22  HI 

Vitalube  HS  32  HI 

Vitalube  HS  46   HI 

Vitalube  HS  68   HI 

Vitalube  HT  Grease  2  HI 

Castrol  North  America  Automotive 
Inc. 

Castrol  Super  Clean    CI 

Catalyst  Chemical  Company 

CBT-1    G6 

CBT-16    G7 

CBT-2    G6 

CBT-3    G6 

CBT-4   G6 

CBT-5    G6 

CBT-50   G6 


CBT-500   G6 

CBT-53    G6 

CBT-60   G6 

CBT-66   G6 

CBT-7    G6 

CBT-8    G6 

CCW-10 G7 

CCW-11  G7 

CCW-12  G7 

CCW-13  G7 

CCW-14  G7 

CCW-27  G7 

CCW-37  G7 

CCW-41  G2.G6 

CCW-46 G2.G6 

CCW-47  G7 

CCW-63  G7 

CCW-74  G7 

CRT-1    G6 

CRT-2    G6 

CRT-3    G6 

Catamount  Chemical  &  Color  Co. 

Blastaway A4 

New  Ultra  10 A2 

Cater  Chemicals  Corp. 

A-ZKlin    Al 

Acid  Boil  Out   A3 

Actalky Bl 

All  Metal  Cleaner  Al 

All  Purpose  Cleaner   Al 

Anrifoam-2 Q5 

Antifoam-5  Q5 

Aquafoam    Al 

Aquafoam  II    Al 

Bow!  Cleaner C2 

Cat  Lube    H2 

Cat  San    D2.Q3 

Cat  San  QD  D2 

Cat-Chlor  Al 

Cat-Chlorll  Al 

Cat-Detergent B2 

Cat-Foam  Al 

Cat-Oil  HI 

Cat-San  ID  D2 

Cat-Shine  A3 

Cat-Smoke  Al 

Cat-Sour Bl 

Cat-Sour  Liq    Bl 

Cat-16    A3 

Cat-17    A3 

Cat-18    A3 

Cat-20    CI 

Cat-66    A8 

CAT-Alkali    Bl 

CAT-Bleach  Bl 

CAT-1    A3 

CAT-11    A3 

CAT-15    A3 

CAT-5    A3 

CAT-52   Al 

CAT-53   Al 

CAT-55    A2 

CAT-64   A2 

CAT-65   A2 

CAT-67   A2 

CAT-75   A2 

CAT-76   A2 

CAT-77   Al 

CAT-78   A8 

CAT-80   A2 

CAT51  A2 

CSH   E2 

Defrost  A5 

EggTerg   Ql 

EggTerg  II   Ql 

EggTerg  Liq Ql 

Foamalk  Al 

Foamalk  II  Al 
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Glugone  Kl 

Grease  Off  A4.A8 

Greaseter   A4 

Grisgone CI 

Grisolve  Kl 

Jel-Pro   Al 

Jet  Clean    A2 

Klin-Ez Al 

Klin-Ez32  Al 

Klinall    Al 

Klinzol  Al 

Laundry  Softner B2 

Laundry  Softner  Liq B2 

Limaout   A3 

Liq.  All  Purpose  Cleaner    Al 

Liq-Detergent Bl 

Master  Clean  Al 

Master  Clean  II  Al 

Mega  Clean  Al 

Mega  Clean  II  Al 

Odorout   CI 

Oil-O-Trol   HI 

Open  Up    LI 

Polyklin   Al 

Polyklin  II   Al 

Profoam  Al 

Rainbow  Bl 

Safe  Hands El 

San-Fi-Chlor    Al 

San-Fit-Chlor  Al 

San-Te-Chlor  Al 

Scour  Power    A6 

Soluclean  A8 

Sour-Softner B2 

Spectrum   Al 

Spectrum  II    Al 

Stainout   Bl 

Stainout  (Color)  Bl 

Striper    A2 

Trolley  Cleaner  A2 

Trolly  Oil  HI 

Cater  Industrial  Chemicals 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  SF  Plus    Al 

Cleaner  404-A  Al 

Cleaner  41 1-C  A2 

Metal  Cond.  30-K  A3 

Paint  Lok  Metal  Cond.  No.  3  A3 

Cato  Oil  and  Grease  Company 

Ammonia  Compressor  Oil    H2 

Anh/Ca  Poly  Food  Grade  No.  1  (5227)  HI 
Blue  D  Lithium  Complex  1  Grease 

Code5495    H2 

Blue  D  Lithium  Complex  2  Grease 

Code5414   H2 

Blue  Dyed  Anhydrous  Calcium  Grease 

No.  2  H2 

Cato  HVI  AW  Hydraulic  Oil  46    H2 

Cato  Lubrizide  22A  H2 

Cato  Multi-Grade  Hydraulic  Oil  SAE 

5W/20  H2 

Cato  White  Chain  Lube    H2 

Cato  5395  Grease   H2 

Chassis  and  Bearing  Lubricant,  Code 

5571    H2 

Code  1611  SAE  80 W/90    H2 

Code  1612  SAE  85W/1 40    H2 

Code  1613  SAE  90  H2 

Code  1614  SAE  140  H2 

Code  5280  Grease  H2 

Dexron  II  D-20400  H2 

Dimension  ISO-32 H2 

EP  Moly  D  Grease  Code  5361  H2 

Food  Grade  Grease  No.  0  (5666)  HI 

FG  Drip  Oil  HI 

FG/AW  Food  Machinery  Oil  ISO  150 

(1987)  HI 

High  Temp  EP.  Grease,  Code  5419    ..  H2 


High  Temp  Food  Grade  Grease  With 

PTFE  HI 

High  Temperature  Food  Grade  Grease 

No.  0  HI 

JT-6  Multi-Purpose  Hi-Temp  Grease 

No.  1  H2 

K-M  High  Temp  Food  Grade  Grease 

No.  1   HI 

Kerr  McGee  Food  Machinery  Grease  HI 
Kerr  McGee  Food  Machinery  Oil  ISO 

68    HI 

Kerr  McGee  GZ25B  Grease  H2 

Kerr  McGee  High  Temp  Food  Grade 

Grease  HI 

Kerr  McGee  Prize  Food  Machinery 

Grease  HI 

Kerr  McGee  Prize  Hydraulic  Oil  SAE 

5W-20  H2 

Kerr-McGee  Bakery  Chain  Oil,  Code 

2035    H2 

Kerr-McGee  Blue  Max  Motor  Oil  SAE 

15W-40  H2 

Kerr-McGee  Food  Machinery  Oil  ISO 

100    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

15    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

32    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

46    HI 

Kerr-McGee  FG  Drip  Oil  1981    HI 

Kerr-McGee  Premium  Lithium  EP  #2 

Grease  H2 

Kerr-McGee  Prize  Lith  CX  Grease  ....  H2 
Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  100 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  150 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  220 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  32 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  68 H2 

Kerr-McGee  Special  HD  Motor  Oil 

SAE.30  H2 

KM  Prize  Industrial  Gear  Oil  ISO  100  H2 
KM  Prize  Industrial  Gear  Oil  ISO  1000  H2 
KM  Prize  Industrial  Gear  Oil  ISO  150  H2 
KM  Prize  Industrial  Gear  Oil  ISO  1500  H2 
KM  Prize  Industrial  Gear  Oil  ISO  220  H2 
KM  Prize  Industrial  Gear  Oil  ISO  320  H2 
KM  Prize  Industrial  Gear  Oil  ISO  460  H2 
KM  Prize  Industrial  Gear  Oil  ISO  68  H2 
KM  Prize  Industrial  Gear  Oil  ISO  680  H2 
Lith  Flex  All  Season  Grease  Code  531 1  H2 

Lith  Flex  CX  A.S H2 

Lithium  Poly-Moly  No.  2  Code  5270  H2 
Low-Temp  AW  Food  Machinery  Oil  HI 
Low-Temp  Lithium  Complex  Grease 

(5404)   H2 

Moly  Lith  Rex  CX  A.S H2 

Multi  Purpose  NLGI-0  GS-22 19    H2 

Multi-Duty  Gear  Lub.  GL-5  SAE 

85W-140  H2 

Multi-Duty  Gear  Lub.  GL-5  SAE 

85W-90  H2 

Multi-Purpose  EP-1  Grease  Code  5394  H2 
Multi-Purpose  GL-5  Gear  Lube  SAE. 

85W-90  H2 

Multi-Purpose  GL-5  Gear  Lube 

SAE.85W-140 H2 

Mystik  Ammonia  Compressor  Oil  68 

1965    H2 

Mystik  Anti-Leak  Industrial  Oil  H2 

Mystik  AW/AL  Hydraulic  Oil  HVI-46 

1831     H2 

Mystik  AW/AL  Hydraulic  Oil  ISO  100  H2 
Mystik  AW/AL  Hydraulic  Oil  ISO  32  H2 
Mystik  AW/AL  Hydraulic  Oil  ISO  46  H2 
Mystik  AW/AL  Hydraulic  Oil  ISO  68  H2 
Mystik  AW/AL  Hydrl  Oil  HVI-32 


1830-20  H2 

Mystik  Centra-Lube  Grease  5618-15  ..  H2 
Mystik  CL-00  Centra-Lube  Grease  ....  H2 
Mystik  Dimension  Semi-Syn  Gr  Lub 

SAE  250  H2 

Mystik  Dimension  Semi-Synth   M-Purp 

Grs  H2 

Mystik  Dimension  Semi-SynGrLub 

SAE80W140  H2 

Mystik  Dimnsn  Semi-Syn  Gr  Lub  SAE 

75W-90  H2 

Mystik  Food  Grade  W/Tack  ISO  100 

(1996)   HI 

Mystik  FG-Gear  FM  Gear  Oil  ISO  460 

1990    HI 

Mystik  FG-Gear  FM  Gr  Oil  ISO  220 

1988-20  HI 

Mystik  FG-0  Food  Machinery  Grease  HI 
Mystik  FG-1  Food  Machinery  Grease  HI 
Mystik  FG-2  Food  Machinery  Grease  HI 
Mystik  FG/AW  Food  Machinery  Oil 

ISO  220 HI 

Mystik  FG/AW  100  Food  Machinery 

Oil  HI 

Mystik  FG/AW  32  Food  Machinery  Oil  HI 
Mystik  FG/AW  46  Food  Machinery  Oil  HI 
Mystik  FG/AW  460  Food  Machinery 

Oil  HI 

Mystik  FG/AW  68  Food  Machinery  Oil  HI 

Mystik  FG/FM  Oil  ISO  100  1934  HI 

Mystik  FG/FM  Oil  ISO  15  1930   HI 

Mystik  FG/FM  Oil  ISO  32  1931    HI 

Mystik  FG/FM  Oil  ISO  46  1932  HI 

Mystik  HL-3168  Grease  H2 

Mystik  HT-FG  High-Temp  Food  Mach 

Grease  HI 

Mystik  HT-FG  Supr  H.T.  Fd 

MachGrs5635-15    HI 

Mystik  HT-FG  Supreme  Food  Mach 

Spra  Grs    HI 

Mystik  HT-FG  Supreme  No.O  Food 

Grd.  Grs HI 

Mystik  JT-6  Hi-Temp  Grs  NLGINo.2 

5438-15  H2 

Mystik  JT-6  High  Temp.  Multipurp. 

Grease  H2 

Mystik  JT-6  M.-Purp 

Hi-TempGrsNol5444-15   H2 

Mystik  JT-7  Gear  Lube  SAE  80W-90 

1617-20  H2 

Mystik  JT-7  Gear  Lube  SAE85W-140 

1618-20  H2 

Mystik  JT-7  Multi-PurpGearLub  SAE 

80W-90  H2 

Mystik  JT-7  MultiPurp  GearLub 

SAE85W-140  H2 

Mystik  JT-8  S.  Hvy  Dty  Mtr  Oil  SAE 

15W40 H2 

Mystik  JT-8  S.  Hvy  Dty  Mtr  Oil  SAE 

I5W50 H2 

Mystik  JT-8  Super  Hvy  Dty  Mtr  Oil 

SAE.30  H2 

Mystik  LT-200  Grease   PI 

Mystik  LT-200  Low  Temp.  Grs  5214-15  PI 
Mystik  Synguard  FG/AW  FM  ISO  68 

(1952)  HI 

Mystik  SynGuard  Syn  Ind  Oil  ISO 

68(2029)   H2 

Mystik  SynGuard  Syn  Ind  Oil 

ISO100(2030)  H2 

Mysuk  SynGuard  Syn  Ind  OilIS032 

2028-20  H2 

Mystik  SynGuard  SX-6  NLGI  No.2 

EP5448-15    H2 

Mystik  SynGuard  SX-7  SAE  75W-90 

1600-20  H2 

Mystik  SynGuard  SX-7  SAE  80W-140 

1634-20  H2 

Mystik  Whitened  Food  Machinery  Grs 

FG-2   HI 

Non  Melt  High  Temperature  Moly 

Grease  H2 
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Pawnee  Industrial  Oil  R&O  A .5    H2 

Pawnee  Industrial  Oil  R&O  C  H2 

Paw  nee  Industrial  Oil  R&O  E  H2 

Pawnee  Industrial  Oil  R&O  F   H2 

Pawnee  Industrial  Oil  RO  E.5  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  100 

(1584)   H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  1000 

(1598)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  150 

(1586)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  1500 

(1595)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  220 

(1587)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  320 

(1589)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  460 

(1590)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  68 

(1594)  H2 

Power  Lub  Ind  EP  Gr  Lube  ISO  680 

(1599)  H2 

Power  Lub  M-D  GL-5  Gr  Lub  80W-90 

(1631)  H2 

Power  Lub  M-D  GL-5  Gr  Lub  85W- 140 

(1607)  H2 

Power  Lub  Prim  EP  Grease  NLGI 

No.2(5443)  H2 

Power  Lub  Turbax  Ind  ISO  10  (1802)  H2 
Power  Lub  Turbax  Ind  Oil  ISO  150 

(1853)  H2 

Power  Lub  Turbax  Ind  Oil  ISO  220 

(1854)   H2 

Power  Lub  Turbax  Ind  Oil  ISO  32 

(1812)  H2 

Power  Lub  Turbax  Ind  Oil  ISO  320 

(1859)  H2 

Power  Lub  Turbax  Ind  Oil  ISO  46 

(1821)  H2 

Power  Lub  Turbax  Ind  Oil  ISO  460 

(1866)  H2 

Power  Lub  Turbax  Ind  Oil  ISO  68 

(1835)  H2 

Power  Lub  Turbax  Oil  ISO  100  (1848)  H2 
Prize  Ammonia  Compressor  Oil  ISO  68  H2 

Prize  Moly  Lith  EP.  No.  2    H2 

Red  Lith  Hex  AS H2 

Trolley  Oil  ISO  22  (FD15B)    HI 

Valu  Lubel%  Moly-Lith 

EPGrNLGINo2(5340   H2 

Wax  Free  Compressor  Oil  ISO  68  H2 

White  Lithium  EP  No.  2  Grease  (5241)  H2 

Cavalier  Chemical  Company,  Inc. 

All  Purpose  Cleaner    Al 

Aztec   Al 

AD-5I00   A4 

Builder  1124   Bl 

Built  Laundry  Detergent  Bl 

Cavalier  All  Purpose  Cleaner  &  De- 
greaser  A4 

Cavalier  FP-109 Al 

Cavalier  LC  1152   Bl 

Cavalier  Silicone  Spray HI 

Chlorinated  Dish-O-Matic Al 

Chloro    LI 

Concrete  Cleaner  A4 

C1P  17   A2 

Dual  Chlor  D2 

Emerald  Green Al 

En  Garde  Oven  Grill  &  Fat  Fry  Cleaner  A8 

Fabric  Softener  &  Neutralizer    B2 

Flash    CI 

Formula  FP-109    Al 

Formula  FP- 1408    Ql 

Formula  FP- 1425    Al 

Formula  H-334   Al 

Formula  M-l  19  Al 

Formula  SG-607   D2 

Formula  SG-611    CI 


Formula  SG-6 16   D2 

Formula  1145    Bl 

Formula  1252    Al 

Formula  1427    A3 

Formula  1450    CI 

Formula  301    Al 

Formula  341    Al 

Formula  342    Al 

Formula  900    A4 

Formula  901    Al 

Formula  902    Al 

Formula  911    Al 

Freeze-Kleen  A5 

Glass  Cleaner CI 

Grease  Kicker   A8 

H-339  Al 

Hand  Dishwashing  Detergent  340   A4 

Heavy  Duty  Floor  Cleaner  A4 

Heavy  Duty  Floor  Cleaner  Special  For- 
mula      A4 

Hospital  Disinfectant  and  Deodorant  ..  CI 

Hy  Pressure  Cleaner   A2 

Hydro-Chlor Dl 

Inorganic  Bleach  LC- 11 56  Bl 

Iodex    D2 

IND  1510 Al 

Jester  NF  Al 

Jester  OF  A2 

Laundry  Detergent Bl 

Laundry  Detergent  LC-1144  Bl 

Laundry  Softener  And  Freshener 

LC-1147   B2 

Laundry  Whitener  Bl 

Liquid  Drain  Solvent LI 

LC-1127  B2 

LC-1 133  Blood  and  Protein  Spotter  ....  Bl 

LC- 1151  Bl 

Magic  Al 

Microstat   B2 

New  G-R  Germicidal  Rinse   D2 

No.  605    Dl 

Oven  Cleaner  And  Degreaser  A8 

Peak  A3 

Peak  LF  A3 

Pre-Wash  Spotter  LC-1 119  B2 

Preen  Plastic  Dip Al 

Prompt  Al 

Purge    Al 

Rinse-It    Al 

Sani  Sol  Al 

Sano  Lube   H2 

Sanolac  #5  Al 

Sanolac#7-0   A2 

Scale  &  Film  Remover  A3 

Sewer  Solvent  LI 

Solid  All  Purpose  Cleaner    CI 

Solid  Hand  Dishwashing  Detergent  ....  Al 

Speedy  A4 

Spraize  A4 

Stainless  Steel  Cleaner  and  Polish  A7 

Steam  Cleaner  AD  1235  A2 

Steam  King    Al 

Cavalier  Industries,  Incorporated 

Cavalier  Blast  Out  Insect  Bomb  Fl 

Cavalier  Brite  Plus  with  Pumice    E4 

Cavalier  Bugs  Away  Insect  Spray   Fl 

Cavalier  Car  Wash    A4 

Cavalier  Chain  &  Cable  Lubricant  H2 

Cavalier  Clog  Free    LI 

Cavalier  Concentrate  A4 

Cavalier  CRT  Screen-Care  CI 

Cavalier  Dri-Mol  Moly-Micro-Film  ....  H2 

Cavalier  Electro-Clean    K2 

Cavalier  Enzymes  with  Bacterial  Action  L2 
Cavalier  Hand  Some  Waterless  Hand 

Clnr  E4 

Cavalier  Kling-N-Klean  Bowl  & 

Prcln  Clnr  A3.C2 

Cavalier  (Crystal  Klear    CI 

Cavalier  Kuul  Cutting  &  Tapping  Fluid  H2 


Cavalier  KT-21  Contact  Cleaner  II    ....  K2 

Cavalier  Lemon  Disinfectant  Cleaner  CI 

Cavalier  Lubricant  Penetrant    H2 

Cavalier  No  Grab  Anti-Seize  Compound  H2 

Cavalier  No  Grease-No  Smell    CI 

Cavalier  No-Lok   H2 

Cavalier  Odor-Out  Plus  Concentrated 

Deod  CI 

Cavalier  Orange  Plus  Hand  Cleaner  CI 

Cavalier  Paint  &  Varnish  Stripper  C3 

Cavalier  Possit-Grip  Belt  Dressing PI 

Cavalier  Power  Clean   A4 

Cavalier  Power  Foam  CI 

Cavalier  Pumice  Clean  Waterless  Hnd 

Clnr  E4 

Cavalier  Red  Giant   H2 

Cavalier  Red  Man  Grease  H2 

Cavalier  Safety  Solvent K2 

Cavalier  Silicone  Spray HI 

Cavalier  Skin  Shield  E4 

Cavalier  Teflex   H2 

Cavalier  Waterless  Hand  Cleaner  E4 

Cavalier  Wyte-Ease  Lithium  Grease  ..  H2 
Cavlr  New  Pwr  Batry  Trmnl  Clnr  & 

Prtctr  PI 

Citrus  Clean  CI 

Dry  Silicone  Spray   HI 

Metal  Brite A7 

Oven  &  Fryer  Cleaner    A8 

Paint  &  Varnish  Stripper    C3 

Safety  Solvent  Kl 

Sani-Lube HI 

Cedar  Rapids  Janitorial  Supply, 
Inc. 

Delimer  Deliming  Compound A3 

Lemon  Disinfectant-Cleaner  C2 

Lotion  Pot  &  Pan  Detergent  Al 

Cedar  Valley  Cheese  Inc. 

Chelated  Caustic  A2 

Floor  Cleaner-PO    CI 

Ceel-Co 

Ceiling  Doctor  International  Inc. 

Ceiling  Doctor  Degreaser  A4 

Ceiltech 

Ceiltech  Ceiling  Cleaning  Activator  ....  CI 

Celect  Sales,  Inc. 


Cello  Corp. 

Brevity  Blue  Liquid  Scouring  Creme  A6 

Cleaner  "Ammoniated"  CI 

Cleaner  Disinfectant  Deodorant  Dl 
Cutaway  Grease  Cutting  Foaming 

Cleaner   Al 

D-O-Daire  Cone.  Air  Freshener  Deodo- 
rant      CI 

D'Part  Roach  &  Fly  Spray   Fl 

E-Z-Kleen    Al 

F-1000  Disinfectant  Sanitizer  Deodorant  D2 

Floor  Restorer  .  Al 

Formula  505  Concentrated  Alkaline 

Clnr  A4.A8 

GRL  All  Purpose  Cleaner  A4 

GRL  Blue  All  Purpose  Cleaner  CI 

Hospital  Detergent  Disinfectant   D2 

Industrial  Cleaner    CI 

Lemon  Disinfectant  A4 

Like  Magic  Scouring  Liquid  Cleanser  A6 

Like  Magic  Window  Cleaner  CI 
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Liminox  Liquid  Residual  Insecticide  ....  F2 

Liquid  Hand  Soap  El 

Mint-Tergent  Concentrated  Cleaner  ....    A4 

Multi-Purpose  Insect  Killer Fl 

Neutra-Green  Neutral  pH  Cleaner/Dgrsr  CI 

No-Fume  Drain  Opener    LI 

On  &  Off  Baseboard  Cleaner  &  Floor 

Strpr    CI 

On  &  Off  Baseboard  Cleaner  &  Wax 

Strpr A4 

Out  LI 

P-19  Pine  Odor  Disinfectant  CI 

Pine  Odor  Detergent  CI 

Pink-Tergent  Concentrated  Cleaner  ....  Al 
S'Gone  Disinfectant/Germicidal  Cleaner  CI 

Sleek  Stainless  Steel  Cleaner   A7 

Solar  Glo-G  Dishwashing  Concentrate  Al 
Solarine  Disinfectant  Foam  Cleaner  ....    CI 

Solarine  Metal  Polish   CI 

Spring  Time  Insect.  Presrzd.  Spray  II   ..  F2 

Super  Butyl  Concentrate  A4 

Switer  Bowl  Cleaner  &  Disinfectant  ..    C2 

Triad  Disinfectant  Cleaner   A4 

Ultimate  Concentrated  Cleaner  A4 

Veltone-G  Liquid  Hand  Soap  El 

Zipoff  Heavy  Duty  Cleaner  &  Degreaser  Al 
40%  Hand  Soap El 

Cemco  Chemicals,  Inc. 

Can  Clean    C2 

NB-I01    Al 

Steam  Safe  Al 

Cemco  Water  Conditioning,  Inc. 

Formula  2102  G6 

Formula  2125  G6 

Formula  2214  G6 

Formula  2216  G6 

Formula  2222  G6 

Formula  2224  G6 

Formula  2226  G6 

Formula  2406  G6 

Formula  2407  G6 

Formula  2414  G6 

Formula  2416  G6 

Formula  2435  G6 

Formula  2437  G6 

Formula  2604  G6 

Formula  2606  G6 

Formula  2706  G6 

Formula  2824  G6 

Formula  2905  G6 

Formula  2906  G6 

Formula  2909  G6 

Formula  2909  G6 

Formula  2924  G6 

Formula  2926  G6 

Formula  3010  G6 

Formula  3018  G6 

Formula  3040  G6 

Formula  3240  G6 

Formula  3910  G6 

Cenco  Industries 

PMC  (Aerosol)    PI 

Cenco,  Inc. 

Fresh  7  CI 

Mighty  Mort    Al 

The  Natural   CI 

The  Ultimate   CI 

Cenex/Land  O'Lakes  Ag  Services 

Dairy  Aerosol    Fl 


Cenol  Company 

Cenol  Mill  Spray Fl 

Fogging  Spray  SBP-1382  Kill  Quick  ....  Fl 

Liquid  Professional  Insect  Killer   Fl 

Mill  Spray  with  SBP-1382  Fl 

One-Shot   F2 

Roach  &  Household  Insect  Spray    F2 

Space  &  Contact  Spray  F2 

Centimark  Corporation 


Central  By-Products  Limited 

CBP-2020    Al 

CBP-2550    Al 

CBP-4000    H2 

CBP-6000    A3 

Central  Chemical,  Inc. 

Hand  Plus    E4 

Neutrasol  Al 

PR-5  A3 

Scale-M/O  C2 

Central  Chemicals 

CB-20    G7 

CB-200    G7 

CB-222    G6 

CB-81     G6 

CBP-34    G6 

CW-13  G7 

Grease  Away  SD  Al 

Hand  Soap  Al 

PD-3A    A1.B1 

PD-3C   Al 

Ridzit  A4.A8 

Steamer  No.  70  Al 

Central  Cleaning  Service  &  Supply 

Fogging  Spray  Concentrate Fl 

R.I.S.-I5  F2 

Central  Florida  Chemical  Co. 

Getz-It  Clean  Al 

Central  Iowa  Distributing 

Foam  Germicidal  C2 

Central  Janitors'  Supply  Co. 

A-101  Clean  All   Al 

Concrete  Cleaner  CI 

Industrial  Strength  Cleaner  A4 

Liquid  Soap  El 

Low  Suds  Laundry  Detergent  Bl 

Sparkle  Al 

Spray  All  CI 

Steam  Compound    Al 

Vista  A4 

Central  O-B  Products  Company, 
Inc. 

O-B  Cleaner Al 

O-B  Heavy  Duty  Cleaner  Al 

O-B  Liquid  Detergent  Al 

O-B  Meat  Hook  Cleaner  A2 

O-B  No.  101  Smoke  House  Cleaner   ..  A2 

O-B  No.  350  Smoke  Stick  Cleaner   ....  Al 

O-B  No.  356  Smoke  Stick  Cleaner    ....  Al 

O-B  No.  990  Power-Wash   Al 

O-B  15%  Liquid  Soap    El 


Central  Petroleum  Company 

CEN-PE-CO  Food  Machinery  Grease      HI 
Heavy  Duty  Cleaner  Degreaser    Al 

Central  Products,  Inc. 

Advance  C2 

AP7600  Al 

Blast!  Bowl  Cleaner   C2 

Brute  Heavy  Duty  Industrial  Foaming 

Clnr  A8 

Central  #20  Steam  Cleaner  Liquid  Al 

Central  Centralcide  No.  520  F2 

Central  Chemical  Cleaner  No.  105    ....    A3 

Central  Coil  Cooler  A4.P1 

Central  Silicone  Spray    HI 

Central  Yellow  Tiger  Concrete  Cleaner   A4 

Central  Yellow  Tiger  No.  705   CI 

Clean-Rite   A4 

CP  Silicone  Spray  HI 

Expedite  Al 

Fog-O-Spray    Fl 

Industrial  Super  Solv  A4 

Lemon  Disinfectant  CI 

Silicone  Release    HI 

Smooth  Lotion  Cleanser  El 

Super  "Quick  Kleen"  A8 

Super  Nu  Kleen  Al 

Vision    CI 

Wax  Stripper  CI 

Central  Sales  &  Supply  Co.,  Inc. 

Pine  Klean  CI 

164  Disinfectant  Cleaner CI 

Central  Solutions,  Inc. 

#25  Concentrate A4 

C.C.  Concentrate  A4 

Cen-Quat   CI 

Cen-Solve    A4.A8 

Citrusol    CI 

CID  Central's  Indstrl  Deodorant-Special  CI 

CID  Central's  Industrial  Deodorant    ....  CI 

CPI-93  Cleaner/Degreaser  Concentrate  A4 

Deep  Freeze  A5 

Derma-Cen El 

Final  Stage  A4 

Formo-Cen  +  C2 

Nufome  Concentrate  CI 

Porcenal  C2 

Powerscrub    Al 

Premier Dl 

Pro-Tech    CI 

QT  Quarry  Tile  Restorer  &  Maintainer  A3 

Sani  Rinse   D2 

Sun  Rise  All  Purpose  Cleaner   Al 

Tri-Cen CI 

Central  Soya 

Central  Supply 

Super  Bowl  Cleanse    C2 

Central  Wisconsin  Paper  Company 

Dyna-Solv  Cleaner  Degreaser A4.A8 

Dyna-Solv  Cleaner  Degreaser  (Aer- 
osol)      A4.C1 

Dyna-Solv  Ready  to  Use  Cleaner 
Degreaser   A8.C1 

Centraz  Industries,  Inc. 

"Centraz"  Enzymes  L2 

A  Shine  II   CI 

But-yl  Clean    CI 
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Central  San-Sol  102    D2 

Centraz  "Shield"   M 

Centraz  Chlorinated  Tank  &  Pipeline 

Clnr  Al 

Centraz  Dry  Bleach  Bl 

Centraz  Egg  Wash Ql 

Centraz  Hand  &  Body  Lotion  Cleanser  El 
Centraz  Heavy-Duty  Floor  Cleaner  ....  A4 
Centraz  Lime  Buster  Acid  Detergent  ..  A3 
Centraz  Liquid  Hand  And  Face  Soap  ..  El 
Centraz  Mold  Cleaner.  Chlorinated   ....    Al 

Centraz  MP  64    A4 

Centraz  Sewer  Solvent   LI 

Centraz  Smoke  House  Cleaner  A2 

Centraz  Smoke  House  Cleaner,  Chlori- 
nated      A8 

Centraz  Smoke  House  Liquid  Cleaner     Al 

Centraz  128  D2 

Centraz  256/400    A4 

Centraz  64  Disinfectant D2 

Centraz-Adhere  Bowl  Cleaner  Disinfec- 
tant        C2 

Centraz-MP  64    A4 

Concentrated  Liquid  Detergent  Al 

Deluxe  Laundry  Detergent  Concen- 
trated   A4.B1 

Dyna- Shine    A4.A8,C1 

Dynabrite  Al 

Emerald  Ultra   B2.C1 

Quat  Kill   Al 

San  Sol  HS-10  E3 

San  Sol  10  D2.Q3 

Super  Cleaner   Al 

Centre  Chemical  Company 

CCC-FC-005   Al 

CCC-FC-007   A8 

Zing-Multi-Purpose  Detergent    Al 

Century  Autoline,  Inc. 

Ind.  E.P.  ISO  VG  100  Gear  Oil  H2 

Ind.  E.P  ISO  VG  150  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  220  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  320  Gear  Oil  H2 

Ind.  E.P  ISO  VG  460  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  68  Gear  Oil  H2 

Multipurpose  SAE  80W-90  Gear  Oil  .  H2 

Reciprocating  Compressor  Oil  SAE  20  H2 

Reciprocating  Compressor  Oil  SAE  30  H2 

Century  Chemical  Company 

Jet  Quick  #400    A4 

Century  Chemical  Corporation 
Div.  Of  Century  Papers,  Inc. 

Cleaner-Degreaser  A4 

Liquid  Lite-Ning  Al 

Pine  Scent  Disinfectant  CI 

Pine  Scent  II  Disinfectant  CI 

Pink  Lotion    El 

Pink  Petal    Al 

Pink  Pro  Lotion  Hand  Soap   El 

Wow LI 

40%  Liquid  Toilet  Soap  El 

Century  Chemicals 

Classy    CI 

Hylite  Al 

Century  Dynamics  Industries 

CDI  Glass  and  Mirror  Cleaner  DRS  80  CI 
Foamy  RS  50  All  Purpose  Cleaner  ...  CI 
Foamy-D  Disinfectant  Foam  Cleaner  DJ 

59    CI 

Rough  Touch  E4 


Soft  Touch  E4 

SS-16  Safety  Solvent    K2 

Century  Labs,  Inc. 

Action-Flo   C2 

Aqua  Tower  Slimicide  Algaecide G7 

Battery  Saver  PI 

Bendiocide  F2 

BigC  CI 

Big  Yello1    LI 

Bom  Bard  Ant  &  Roach  Spray    F2 

Bom  Bard  Flying  Insect  Bomb    F2 

Bombard    F2 

Cen-O-Bate   CI 

Cen-Pac   Al 

Cen-Skale  A3 

Cen-Surge    Bl 

Cen-Tef  H2 

Century  Creme  Cleanser  C2 

Century  Gel  CI 

Century  Sewer  Aid   LI 

Century  SS  Fast-Dry  Safety  Solvent    ..    K2 

Century  Vac A4 

Century  Vandal-X  Mark  Remover  CI 

Century  20  CI 

Cherry  Blossom  C2 

Chlor-Power Al 

Cling-On    CI 

Complete   C2 

Complete  In  A  Jug  Germicidal  Cleaner   CI 

Conquest    CI 

Cove  Clean    CI 

Crawling  Bom  Bard  Ant  &  Roach  Spray  F2 

Cutting  Oil  H2 

CL33  H2 

CL-1244  Industrial  Deodorant    CI 

CL-300 A4 

CL-404  Lemon  Odor  Dsnfctnt  Deodrnt 

Clnr  A4 

CL-406  Pine  Odor  Dsnfctnt  Deodrnt 

Clnr  CI 

CL-408  Mint  Odor  Dsnfctant  Deodrnt 

Clnr  CI 

CL-55  H2 

CLL  435  Heavy  Duty  Cleaner  A4 

Digesto  L2 

Dri  Fog  Apple  CI 

Drive    C2 

Dry-Fog  Sugar  &  Spice    CI 

Ez-It  Industrial  Penetrant    H2 

Ez-It  Penetrating  Oil  &  Rust  Remover     H2 

Foaming  High  Alkaline  Cleaner  Al 

Foaming  Power  CI 

Foamz    Al 

Futurethane  Rinse  Aid    A4 

Galley  Magic  C2 

Glitter CI 

Hot  Shot    LI 

In  &  Out    F2 

J   B.  Concentrate  Cleaner  Al 

L-P-C  LI 

Laundry  Powder   Bl 

Lem-N-Cent  Hospital  Disinfectant  C2 

Liquid  Hand  Soap  E4 

Liquid  Live  Micro-Organism   L2 

Liquid  Live  Micro-Organism  w/Odor 

Cntl CI 

Luv  It  A  Lot   E4 

Luv  It  In  A  Tube E4 

Luv  It  Rough  Hand  Cleaner  E4 

Mechanic's  Hand  Soap   E4 

Medic  C2 

Medic  Impressions    CI 

Mercedes  CLS-48   El 

New  Green  CI 

Odor  Control   CI 

One-Shot   LI 

Orange  Ruffy  E4 

Oven  Cleaner A8 

Peachy  Keen   CI 

Pot  &  Pan  Cleaner    Al 


Powdered  Hand  Soap   C2 

Powr-Cen  Al 

Pure  &  Clean  C2 

Pure  NCIean   C2 

Ram   CI 

SKDesolv    A4.A8 

Safacid  C2 

Safety  Solvent  A8 

Sanitizing  Hand  Soap  E2   E2 

Sewer  Deodorant  Cherry CI 

Sewer  Deodorant  Lemon    CI 

Sewer  Deodorant  Mint   CI 

Sir-Gent  Lotion  Soap    El 

Spot  Shot  LI 

Spray  &  Wipe  CI 

Stainless  Steel  Cleaner   CI 

Super  Vision   CI 

Super-Cen  P A8 

Super-Foamz   Al 

SCC   K2 

SCC  Switch  &  Contact  Cleaner  K2 

SS-11    K2 

T.A.C.  Heavy  Duty  Cleaner  A2 

Take  Away    Al 

Take  Ten  Grill-Oven  &  Fat  Fry  Cleaner  Al 

Top  Banana  CI 

Total  F2 

Tri  Power CI 

Triple  Action  Cleaner  A2 

Window  Cleaner   CI 

Century  Lubricants  Co. 

Centair  HSC  ISO  VG  100  Synth.  Comp 

Oil                                H2 

Centair  HSC  ISO  VG  32  Synth.  Comp. 

Oil  H2 

Centair  HSC  ISO  VG  68  Synth.  Comp. 

Oil  H2 

Centraulic  AW  ISO  VG  100  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  150  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  220  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  32  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  46  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  68  Hydraulic 

Fluid   H2 

Centraulic  FG  ISO  VG  22   HI 

Centraulic  FG  ISO  VG  32   HI 

Centraulic  FG  ISO  VG  46   HI 

Centraulic  FG  ISO  VG  68    HI 

Centraulic  SAE  5W-20  H2 

FMG  381   HI 

FMG  382  HI 

FMG  384  HI 

FMG  385  HI 

FMG  387  HI 

FMG  388  HI 

FMG  390  HI 

Garlon  GL-5  SAE  80W-140  Gear  Lu- 
bricant    H2 

Grease  Gun  In  A  Can  H2 

Hulbest  EP  2  ISO  VG  68  Gear  Lubri- 
cant     H2 

Hulbest  EP  3  ISO  VG  100  Gear  Lubri- 
cant    H2 

Hulbest  EP  4  ISO  VG  150  Gear  Lubri- 
cant    H2 

Hulbest  EP  5  ISO  VG  220  Gear  Lubri- 
cant    H2 

Hulbest  EP  6  ISO  VG  320  Gear  Lubri- 
cant                    H2 

Hulbest  EP  7  ISO  VG  460  Gear  Lubri- 
cant    H2 

Hulcerta  NLGI  2  Lubricating  Grease  H2 

IGL  11  ISO  VG  1000  H2 

1GL  9  ISO  VG  1000  H2 

IGL  9  ISO  VG  460  H2 
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Lacerta  Synthetic  T.O H2 

Poliplex  NLGI  1    H2 

Poliplex  NLGI  2   H2 

Powergear  EP  5  ISO  VG  220 H2 

Powergear  H  680 H2 

Powergear  ISO  VG  100+   H2 

Powergear  ISO  VG  100+   H2 

Powergear  MP  ISO  VG  320+    H2 

Powergear  460  ISO  VG  460  H2 

Powergear  6  EP  ISO  VG  320 H2 

PME  Hydralube  ISO  VG  32  Hydraulic 

Fluid   H2 

PME  Hydralube  ISO  VG  68  Hydraulic 

Fluid   H2 

PME  Hydrasystems  ISO  VG  100  Hy- 
draulic Fl H2 

PME  Hydrasystems  ISO  VG  32  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG  46  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG  68  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG150  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG220  Hy- 
draulic Fid H2 

PME  Super  H-5000  ISO  VG  100 

Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG  150 

Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG  220 

Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG32  Com- 
pressor Oil    H2 

PME  Super  H-5000  ISO  VG46  Com- 
pressor Oil    H2 

PME  Super  H-5000  ISO  VG68  Com- 
pressor Oil    H2 

PME  ST-80  High  Performance  Lub. 

Grease  H2 

PME  ST-80  Light  High  Performance 

Lub  Grs  H2 

Supertorque  II   H2 

Uniwrl  E.P.  2  Grease    H2 

UNIWRL  E.P.  1  Grease  H2 

Century  Mfg.  Co. 

Kleen-King  KK-710  Indstrl.  Strength 

Del Al 

Kleen-King  KK520  Scum  Buster  Al 

Century  Papers,  Inc. 

Blue  Label  Al 

Century  Techniblend  Degreaser/Cleaner  Al 
Century  Techniblend  Industrial 

Clnr/Dgrs    Al 

Green  Label  Al 

Hardwork  E4 

Liquid  Alive  Bacteria  CI 

Orange  Label  A4 

Orange  Label  Techniblend 

Cleaner/Degreas   CI 

Purple  Label    A4 

Red  Label    Al 

Release  H2 

Stainless  Steel  Cleaner  A7 

Techniblend  Blue  Label  Indus. Clnr/Dgsr  Al 
Techniblend  Green  Label  Commercial 

Clnr  Al 

Techniblend  Purple  Label  Al 

Techniblend  Red  Label  Stm.and 

Press.Clnr  Al 

Cerfact  Laboratories 

Cerfact  100    A4.A8 

Cerfact  800    LI 

Cerfact  900    CI 

Cerfact  920   K2 

Cerfact  930    K2 


Certanium  Alloys  &  Research  Co. 

Oxaway   A6 

Certified  Chemical  Products 

Generation  II   Al 

Certified  Grocers,  Food  Service 

Water  Base  Degreaser A4 

Certified  Laboratories/ 
Division  of  NCH  Corporation 

pH  7-12   G6 

Accel  Plus  (Aerosol)  H2 

Aero-Strip    C3 

Algon-10   G7 

All-Bright    Al.PI 

Aloe-Care E4 

Aqua-Sol    Al 

Aqua-Sol  LC  Al 

Aqua-Sol  20/20  Al 

Attend    E4 

Bayside    C2 

Bio-Cease F2.C1 

Bio-Last  L2 

Blot    Bl.CI 

Blue  Crew  Thickened  Cleaner  C2 

Boilex    G7 

Bolt-Off  H2 

Bolt-Off  Plus  (Aerosol) H2 

Bug-X    F2 

C.A.-N.F LI 

C-W  Concentrate  Al 

Certalex   LI 

Certamate F2 

Certamine D2 

Certi-Chlor CI 

Certi-Chlor  Concentrate    CI 

Certi-Etch A3 

Certi-Etch  LC    CI 

Certi-Fog  Concentrate  Fl 

Certi-Lac    A3 

Certi-Magic  Creme  Cleanser    A6 

Certi fragrance    CI 

Certistrip   C3 

Certisuds    Al 

Certisuds  LC  A4.C1 

Certizyme L2 

Certop  SAE  80W-90  Gear  Oil  H2 

Certop  SAE85W-140  Gear  Oil  H2 

Cleareen  Plus  (Aerosol)    CI 

Cleareen  Plus  (Bulk)  CI 

Commend    H2 

Commend  Plus  Aerosol    H2 

Cool  Saver  10  G7 

Cool-Rush  PI 

Cool-Plus  PI 

Cool-Saver  PI 

Courier  H2 

Crystal  Aqua-Sol  20/20  RTU  CI 

Cut-Thru    CI 

Cut-Thru  Aerosol    CI 

Cut-Thru  ME CI 

CCL-2000    H2 

CCL-24   H2 

CCL-500   H2 

CCL-660   H2 

CE-27  A2 

Darathene K2 

Darathene  Aerosol  K2 

Darathene  Plus H2 

Daybreak  PI 

Dead-Sure    F2 

Deolite  CI 

Double  Action  CI 

Dri-Lube  Plus  (Aerosol)  H2 

Dylek  Cleaner  &  Degreaser  K2 


Dylek  PS  (Aerosol)  K2 

Eager   CI 

Excelube    HI 

Excelube  (Bulk) HI 

Five-Flo  H2 

Flow-Mate  CI 

Fog  Force  (PF)    Fl 

Free    H2 

Free  FG  Aerosol   H2 

Gambit  Kl 

Gear-Up  H2 

Germa-Cert    D2 

Gly-San   CI 

Gly-San  Aerosol   CI 

Gone  CI 

Grrr    Al 

Hi-T  3500    Al 

Hi-Top  H2 

Hold-Fast  PI 

I-OX  Ionized  Penetrating  Fluid    H2 

Ice  Breaker  Plus    CI 

Ice  Pellets    CI 

Jaguar E4 

Jix  Foamy  Oven  Cleaner    A8 

Klawl    Kl 

Kool-Spra H2 

Kustom    K2 

LP  O.  Liquid  Pipe  Opener  LI 

Lemonize  A4 

Liqua-Dysh    Al 

Liquid  Certi-Zyme  3  L2 

Lo-Ban  F2 

Lok-Cease   H2 

Lube-Trac    H2 

Lube-Trac  Plus  (Aerosol)  H2 

Lubra-Lift    H2 

Majesty    A4.C1 

Micro-Pel  (Aerosol)    A7 

Mint-A-Lene  Disinfectant  CI 

Mitt  Grit    E4 

Multoil  10W/40  H2 

Multoil  5W/20  H2 

New  Gly  San  CI 

New  Gly-San  (aerosol)  CI 

New  Lok-Cease  (aerosol)  H2 

NF-1000 K2 

NM-2000  A3.PI 

NM-40  Cleaner  A4 

NM-50  Cleaner  and  Descaler  A3 

NM-50  LC  A3 

Odorless  Vysol    Al 

One  Burst CI 

Orbit CI 

Pinalene  CI 

Pine-Brite CI 

Premalube    H2 

Premalube  FG   HI 

Premalube  FG  (Aerosol)  HI 

Premalube  Red    H2 

Punch  LC  CI 

Punch  Water-Soluble  Industrial  Cleaner  A4 

Resolve    HI 

Romaire  B  CI 

S.S.C-14   A7 

Sabrecide  Fl 

Saf-Sol  (Aerosol) K2 

Saf-Sol  (Bulk)  Kl 

Saf-Sol  20/20 Kl 

Saf-Sol  20/20  (Aerosol)    Kl 

Sani-Foam   C2 

Sanitrate  C2 

Sav-It  PI 

Scat    Kl 

Shoot  Down  Fl 

Slip  H2 

Solution  2000    CI 

Sparkle  Al 

Sparkle  LC Al 

Spring    El 

Steam-Off    A2 

Sting  X    F2 

Super  Ream  II  CI 
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Sure  Flow  LI 

Sure-Fom  Liquid  Foam  Additive  Al 

h: 

Syncom  20  H2 

Syncom  30  H2 

SPR-50  A2 

SSC-14  Plus  (Aerosol)   CI 

T-Lube  HI 

T-Lube  Plus  (Aerosol)    H2 

Task  El 

Task  RTU    E4 

Tekusolv    Kl 

Tekusolv  Aerosol    CI 

Tekusolv  Red CI 

Twin-Lube  H2 

Twin-Lube  H2 

Viabac  Part  A  &  Part  B   L2 

Yo-Ban  Insecticide    F2 

Vosban  II  F2 

Watermark  PI 

Well-Done  Concentrated  Oven  Cleaner   A8 

Wink  E4 

Wnte-Off  CI 

WT-21  G6 

WT-31    G7 

WT-33        G7 

UT-44   G7 

WT-51    G7 

WT-61    G6 

WT-66   G7 

X-43?      H2 

Zymex    A4 

Certified  Products  And  Supply  Inc. 

Acid  Free  Bathroom  Cleaner  CI 

Cessco,  Incorporated 

AC  Southern  Spray-Tox  Insecticide  ....  Fl 
Bait-Tox  Ready  Mixed  Rat  Bait  (Block)  F3 
Bait-Tox  Ready  Mixed  Rat  Bait  (Meal)    F3 

Cessco  Brand  Aerosol  Insecticide    Fl 

Cessco  Synthetic  Pyrethroid  Fl 

Cessco  ID  Residual  Insecticide   F2 

Cessco  5  Aerosol  Insecticide    Fl 

Cessco  5E  Insecticide  Fl 

Cessco  7 Fl 

Cessco  7C  Insecticide  Fl 

Chad,  Inc. 

Chad  685  A2 

Challenge  Inc. 

Challenge  RT- 11 00  G5 

CW-2420  G5 

Challenger  Products  Corp. 

Bio-Sure L2 

Champion  Chemical  Company 

Aero-Clean D2 

Blast-It  CI 

Blast-Off   A4.A8 

Colossus  CI 

MPG    A4 

Over-All  Al 

Pine-Odor  Disinfectant   CI 

Product  No.  115    A3 

Product  No.  135    Al 

Product  No.  145    Al 

Product  No.  155    Al 

Product  No   160    CI 

Product  No.  625    A2 

Product  No.  630    A2 

Product  No.  75    CI 

Product  No.  80   Kl 


Scale-Up    C2 

Solv-lt    A4.A8 

Sun-Ray  Al 

Transform    A4.A8 

Tn-Quat  64   A4 

Twister  A4 

Zap-It  A4.A8 

Champion  Environmental  Products 
Company 

All  Purpose  Cleaner    Al 

Base  Concentrate  Al 

Clear  Clean   Al 

Concentrated  Base  Al 

Concentrated  Cleaner   Al 

Concentrated  Cleaner  101  Al 

Concentrated  Cleaner  501  Al 

D-Grease-It    Al 

Dish  Clean  Dish  Wash  Liquid   Al 

DD-Clean  A4 

Hisuds  II    Al 

HisudsIV Al 

Hood  Vent  Degreaser  Al 

Industrial  Cleaner    Al 

Industrial  Cleaner  100  Al 

Institutional  Cleaner    Al 

Kitchen  Clean  Dish  Wash  Liquid Al 

Lion  Clear   Al 

Lion  PH.7  All  Purpose  Al 

S.OE Al 

Yellow  Gold  Concentrated  Cleaner  ....  Al 

801  Concentrate Al 

Champion  Industrial  Supply 
Companv 

Orange  Magic   CI 

Champion  Spark  Plug  Company 

Hand  Cleaner  1  4 

Hand  Cleaner  Lotion  E4 

Silicone  Spray  H2 

XE90   H2 

Char-Don  International  Trading 
Inc. 

All  Purpose  Cleaner    CI 

Glass-Stainless  Steel-Plexiglass  Cleaner  CI 

Heavy  Duty  Cleaner  CI 

Chardon 

BD-7    G6 

BH-10    G6 

BJ-10   G6 

Chardon  58    Al 

Comp  F  G6 

Comp  50   G7 

Comp  50-100 G7 

Comp-100    G7 

Conquest    A4 

Deo  Sept    C2 

DA-11    G6 

DA-15    G7 

DA-20    G6 

DA-21    G6 

Ecolo-Power    A4 

Glassy    CI 

Kitchen  King  A4 

NC-32    G7 

NC-33    G7 

Ox-Sol   A3 

PS880 A2 

Quadramate   G6 

RL-21  G6 

RL-22  G6 

RL-23  G6 

RL-24 G6 


RL-25  G7 

RL-26 G7 

RL-27  G7 

RL-28  G6 

SN-100 G6 

SN-8  G7 

SN-9  G7 

Charles  Brungart,  Inc. 

Formula  A/G  1000    HI 

Charlie  Chemical  and  Supply,  Inc. 

"Charlie"  Heavy  Duty  Cleaner  Al 

C-50  Rig  Wash  and  Multi-Purpose 
Cleaner   Al 

Charter  Chemical,  Inc. 

Alkafoam  A4 

AG  952L  G7 

AGL  158L  G7 

B402L G7 

B404L  G6 

B  406L  G7 

B  408L G6 

B  435L G6 

B-414-L  Concentrate  G6 

Beacon  A4 

BC-219    G2.G6 

BC-219    G2.G6 

BC-855    PI 

BK  420    G6 

BK  430    G7 

BL831  G6 

BL-101  G6 

BL-1072 G6 

BL-165  G7 

BL-212 G7 

BL-282  G6 

BL-283  G7 

BL-284  G6 

BL-549  G7 

BL-754 G6 

BL-822  G6 

BL-832 G6 

BL-854 G7 

BL-954 G7 

BL-955  G6 

BLP611     G6 

BLP63I     G6 

BLP721    G6 

Charter  Concentrated  Cleaner Al 

CJ  254  G7 

CL881  G7 

CL-1017  G7 

CL-566 G7 

CL-8324 G7 

CL-873  G7 

CS-380  G7 

CWT  333  G7 

CWT-333-5L  G7 

Defoamer  Al 

Freezer  Locker  Cleaner A5 

FK  734L  Concentrate   A3 

NA-53    PI 

Odor  Mask  Cherry    CI 

Shur-Trac  H2 

SR  736L    A3 

SR-413  G6 

TW732L  PI 

TW  942L  G7 

102L  Boiler  Feedwater  Treatment  G6 

103L  Condensate  Line  Treatment    G6 

245-P  G6 

Chase  Products  Company 

Ant  &  Roach  Spray  Formula  2    F2 

Ant  &  Roach  Spray  Formula  3    F2 
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Bathroom  &  Kitchen  Foaming  Cleaner  CI 
Champion  Sprayon  CS+  Lubricant  ....  H2 
Champion  Sprayon  Flush  Off  Degreaser  CI 
Champion  Sprayon  Flying  Insect  Killer  Fl 
Champion  Sprayon  Glass  Clnr  Spray 

w/Ammn  CI 

Champion  Sprayon  Glass  Clnr  Spry 

w/Ammon  CI 

Champion  Sprayon  Glass  Mirror&Util 

Clnr  CI 

Champion  Sprayon  Glass.  Mirr  &  Util 

Cln  CI 

Champion  Sprayon  Improved  Form. 

Ovn  Clnr  A8 

Champion  Sprayon  Instant  Action  Foam 

Cln CI 

Champion  Sprayon  Lemon  Furniture 

Polish    CI 

Champion  Sprayon  Oven  Cleaner    A8 

Champion  Sprayon  Oven  Cleaner  438- 

5609    A8 

Champion  Sprayon  Spray  Disinf.  and 

Deod   CI 

Champion  Sprayon  Spray  Disinfectant  CI 
Champion  Sprayon  Stainless  Steel 

Cleaner   CI 

Champion  Sprayon  Stainless  Stl 

Clnr&Pol  A7 

Champion  Sprayon  Stnls  Steel  Clnr 

Form  2    CI 

Champion 

SprayonNatCitMulti-PurpFoamClnr       CI 

Champion  SprayOn  Belt  Dressing  PI 

Champion  SprayOn  Crawling  Insect 

Killer  F2 

Chase-MM  Ant  &  Roach  Killer  F2 

Chase-MM  Hying  &  Crawling  Insect 

Killer  F2 

Chase-MM  Flying  Insect  Killer  Formula 

2    Fl 

Chase-MM  House  &  Garden  Inset  Kill 

Form3   Fl 

Lemon  Cream  Polish  CI 

Professional  Strength  Roach&Bug  Killer 

2    F2 

Spraypak  Anti-Seize   H2 

Spraypak  Baseboard  Cleaner  &  Wax 

Strip CI 

Spraypak  Battery  Cleaner  And  Protector  PI 
Spraypak  Dri-Film  Graphite  Lubrcnt 

(Aer)  H2 

Spraypak  Foaming  Cleaner  CI 

Spraypak  Four  Way  Action  (Aerosol)  H2 
Spraypak  Instl.  Form.  Glass  &  Util.  Clnr  CI 

Spraypak  Open  Gear  Lube  H2 

Spraypak  Penetrating  Oil  (Aerosol)  ....    H2 

Spraypak  Spray  Disinfectant CI 

Spraypak  Spray  Disinfectant  &  Deodor- 
izer        CI 

Spraypak  Surface  Disinfectant  &  Deo.  CI 
Spraypak  Wasp  Long  Range  Jet  Spray  F2 
SprayPak  Ant  &  Roach  Kill.  Prof 

Strength  F2 

SprayPak  Anti-Fog  Plexiglass  Cleaner     CI 

SprayPak  Belt  Dressing  (Aerosol)   PI 

SprayPak  Chewing  Gum&Candle  Wax 

Remover  CI 

SprayPak  Crawling  Insect  Killer    F2 

SprayPak  Degreasing  Solvent  Spray  K1.K2 

SprayPak  Flush  Off  Degreaser  CI 

SprayPak  Rush  Off  Degreaser  Formula 

1    CI 

SprayPak  Flying  &  Crawling  Insect  Kil- 
ler     F2 

SprayPak  Flying&Crawling  Insect  Killer 

2    Fl 

SprayPak  Gel-Off   CI 

SprayPak  Gelatinized  Grease   H2 

SprayPak  Glass  Cleaner  Spray 

w/Ammonia    CI 

SprayPak  Glass  Cleaner  Spray  Non- 
Ammon CI 


SprayPak  Glass,  Mirror  &  Utility 

Cleaner   CI 

SprayPak  Hi  Prss  Insctcd  w/Cont.  Fog 

Vlv    F2 

SprayPak  Indoor  InsctFog  w/Cont.  Fog 

Vlv    F2 

SprayPak  Indoor  Insect  Fogger    F2 

SprayPak  Indoor  Insect  Fogger  Formula 

5    F2 

SprayPak  Inst  CinnSpc 

DryAirFrsh&FbrcDeo CI 

SprayPak  Inst  Lmn  Qk  Stl  Stnls  Stl  Clnr  CI 
SprayPak  Inst  Spctrm  Spray 

DsnfCntryScnt    CI 

SprayPak  Institutional  All-Purpose  Clnr  CI 

SprayPak  Institutional  Anti-Seize  H2 

SprayPak  Institutional  Aqua  Sil  Crmy 

Lub   H2 

SprayPak  Institutional  Crwlng  Inset  Kill  F2 
SprayPak  Institutional  Cut  Oil/Drl  Clnt  PI 
SprayPak  Institutional  Economy  De- 
greaser      Kl 

SprayPak  Institutional  Flush  Off  Dgrsr  CI 
SprayPak  Institutional  Formula  Oven 

Clnr  A8 

SprayPak  Institutional  Gel  Degreaser  .  CI 
SprayPak  Institutional  Gel  Graffiti  Rmvr  CI 
SprayPak  Institutional  Kill-M  Insctcd    ..  Fl 

SprayPak  Institutional  Odor-Endor CI 

SprayPak  Institutional  Quik-Kil  Insctcd  Fl 
SprayPak  Institutional  Spice  Air  Frshnr   CI 

SprayPak  Institutional  Steel  Glo    CI 

SprayPak  Institutional  Tile  Brite    CI 

SprayPak  Institutional  Vista  Clr  GlsClnr  CI 

SprayPak  Institutional  Wasp  Killer    F2 

SprayPak  Instl  Adore  Lemon  Cream 

Polish    CI 

SprayPak  Instl  Ant&Rch  Kir  Form 

2w/Esfen  F2 

SprayPak  Instl  Bsbrd  Clnr  &  Wax  Strpr  CI 
SprayPak  Instl  Crawling  Inset  Kil  Form 

3    F2 

SprayPak  Instl  Oral  Nat  Cit  M-P  Fm 

Clnr  CI 

SprayPak  Instl  Ctrs  Frsh  Dry  Air  Frshnr  CI 
SprayPak  Instl  Dry  Air  &  Fabric 

Deodrzr  CI 

SprayPak  Instl  Flrl  Spc  Dry  Air  Frshnr  CI 
SprayPak  Instl  Fly.&Crwlng 

InsctKilForm3  Fl 

SprayPak  Instl  For.  Inst  Foam.  (Aer.)  CI 
SprayPak  Instl  Form  Frs  Lin  Gly.  Air 

Frs  CI 

SprayPak  Instl  Form  GIs  Cln  Spry 

w/Ammon  CI 

SprayPak  Instl  Form  Grn  Apl  Gly.  Air 

Frs  CI 

SprayPak  Instl  Form  Pwd  Rm  Gly.  Air 

Frsh  CI 

SprayPak  Instl  Form  Spice  Glyc.  Air 

Frsh  CI 

SprayPak  Instl  Form  Stnls  Stl  Cln 

Form.2 CI 

SprayPak  Instl  Form.  Frsh  Lin  Air 

Frshnr   CI 

SprayPak  Instl  Form.  Glass  Mir&Ulil 

Clnr  CI 

SprayPak  Instl  Form.  Pwdr  Rm  Air 

Frshnr   CI 

SprayPak  Instl  Form.  Spice  Air  Frshnr  CI 
SprayPak  Instl  Fresh  Linen  Air  Fresh- 
ener      CI 

SprayPak  Instl  Frt  Bskt  Dry  Air  Frshnr  CI 
SprayPak  Instl  Gel-Off  Vandal  Mark 

Rmvr  CI 

SprayPak  Instl  Glass  Clnr  Spr 

w/Ammonia    CI 

SprayPak  Instl  GIs  Clnr  Spray  Non- 

Ammon CI 

SprayPak  Instl  HvyDty  Gel  Grfti&Pnt 

Rmvr  PI 

SprayPak  Instl  Inddor  Insect  Fgr  Form. 


4    F2 

SprayPak  Instl  Indoor  Insect  Fgr  Form. 

5    F2 

SprayPak  Instl  Indoor  Insect  Fgr  Form. 

6    F2 

SprayPak  Instl  Indoor  Insect  Fgr  Form. 

7    F2 

SprayPak  Instl  Lumin-8  M-Surf  8-Way 

Clnr  CI 

SprayPak  Instl  Mt.  Frst.  Dry  Air  Frshnr  CI 
SprayPak  Instl  Multi-Purpose  Clnr  & 

Pol  A7 

SprayPak  Instl  Nat  Citrus  Nat  Dgrsr 

Clnr  CI 

SprayPak  Instl  Non-Flam  Silcn  Lub 

M-PSpr  HI 

SprayPak  Instl  Oven  Tuff  Oven  Cleaner  A8 
SprayPak  Instl  Phen-O-Cide  Spr. 

Dsnfcnt   CI 

SprayPak  Instl  Powder  Room  Air 

Freshener CI 

SprayPak  Instl  Qck-Frz  Chw 

Gm&CndlWxRmvr CI 

SprayPak  Instl  Quik  Steel  Stnls  Stl  Clnr  CI 
SprayPak  Instl  Roach  &  Bug  Killer 

Inset F2 

SprayPak  Instl  Spectrum  Spray  Dsnfctnt  CI 
SprayPak  Instl  Specirum-F  Foaming 

Disinf    CI 

SprayPak  Instl  Spray  Dsnfctnt  Formula 

2    CI 

SprayPak  Instl  Sugar&Spc  Dry  Air 

Frshnr   CI 

SprayPak  Instl  Wasp  Long  Range  Jet 

Spray  F2 

SprayPak  Instl  Wasp.  Bee  &  Hornet 

Killer  F2 

SprayPak  Instl  X-it  Out  Vndl  Mark 

Rmvr  CI 

SprayPak  Instl  XE-51  Lght  Oil  Pntrnt 

Lub   H2 

SprayPak  Instl.  Fly  Insect  Kill  Formula2  Fl 
SprayPak  Instl.  Form.  Oven  Clnr  429- 

3409    A8 

SprayPak  Instl.  Formula  Stnls  Steel  Clnr  CI 
SprayPak  Instl  Instant  Foamer  (Aer- 
osol)        CI 

SprayPak  Instnl  Stnls  Stl  Pol  &  Clnr  ..    A7 

SprayPak  Kill-M  Insecticide  Fl 

SprayPak  Kill-M  Insecticide  Formula  I  Fl 
SprayPak  Kill-M  Insecticide  Formula  2    Fl 

SprayPak  Lemon  Cream  Polish    CI 

SprayPak  Lemon  Polish  and  Refinisher  CI 
SprayPak  Multi-Purp.  Polish  w/Lemon 

Oil  CI 

SprayPak  Nat  Citrus  Multi-Purp  Foam 

Clnr  CI 

SprayPak  Non-Flam  Sil  Lub  Multi-Purp 

Spy    HI 

SprayPak  Paint  &  Varnish  Rmvr.  Non- 
Flam PI 

SprayPak  Penetrating  Oil  &  Demoistu- 

rant    CI 

SprayPak  Plastic  Rivet  Lube  PRL4  ....  H2 
SprayPak  Professional  Vista  Clr  GIs 

Clnr  CI 

SprayPak  Quik-Kil  Insecticide   Fl 

SprayPak  Quik-Kil  Insecticide  Formula 

1     Fl 

SprayPak  Roach  &  Bug  Killer  Insecti- 
cide     F2 

SprayPak  Silicone  Lubricant  Formula  1    HI 

SprayPak  Silicone  Spray  H2 

SprayPak  Spray  Disinfectant  Formula  2  CI 

SprayPak  Stainless  Steel  Cleaner  CI 

SprayPak  Vandal  Mark  Remover  CI 

SprayPak  Wasp  &  Hornet  Spray  0.15%   Fl 

SprayPak  Wasp  Killer  F2 

SprPak  Instl  Hi-Chrm 

ChrmStnlsStl&MtlPol  A7 

SprPk  Instl  Non-Flmbl 

PntrtngOil&Dmstmt  CI 
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SprPk  Instl  Saf  Solv  Dgr  Solv 
Spr&CntCln    K1.K2 

Chaska  Chemical  Company.  Inc. 

A-Cid-A-Phy  A3.G5 

A-Plus    A3 

Acid  Jell A3 

Ambush   CI 

Aqua  Lotion El 

Aqua  Power  Al 

Aqua  Treat  A1.G2 

Aqua  Treat  A Al 

Aqua-Trol    G5 

AC- 20    A3 

AC-210W A3 

AC-510    A3 

AC-510W A3 

B.F.C Al 

B.L.F Al 

Bleach  Rite    Bl 

Bolster  G6 

Bottle  Bnte    A2 

Brite  "N"   A3 

Brite-10   A6 

Bromrite  Tablets  G5.G7 

BMC-100  Al 

BOS-100    G6 

BOS-50    G6 

C-CIor   Al 

C-Fome    Al 

C-S-C  A2 

C-T-B  12  G7 

C-T-B  18 G7 

Can  Clean  Hi-Foam    Al 

Can  D  Plus    A3 

Can-D A3 

Can-D  Dairy  Hi-Foam    A3 

Carbon  Off Al 

Char  Foam  A2 

Char-Go  A2 

ChaskaCIP A2 

Chaska  Defoamer    A1.Q5 

Chaska  Dine    D2 

Chaska  Solv  720  CI 

Chaska  WA-30    Al 

Chaska  105    A5 

Chaska  701    Al 

Chaska  701LF  Al 

Chaska  705    A1.G5 

Chaska  833N  A3 

Chaska  840S   A3 

Chaska  845    A3 

Chaska-Chlor  Al 

Chaska-Chlor  HD    Al 

Chaska-San    Dl 

Chaska-Sol  (Regular)    A3.Q1 

Chaska-Sol  Controlled  Suds  A3 

Chaska-77    Al 

Check-It  G5 

Chief  Chaska  Al 

Chlor  Chief   Al 

Chlor  12  B1.C2.D2.G4.Q4 

Chlor-Boost  Al 

Chlor-Jell                           Al 

Chlor-10  D2.G4.G7.Q4 

Chlorinated  Power  Foam Al 

Controlled  Suds  Super-Solv   A3 

CD  Foam  A3 

CMS  ..  CI 

CWT    G7 

D-Klor  Al 

D-Solv-It   Al 

Dairy  Acid  #1    A3 

Dairy  Acid  #2   A3 

Dairy  Acid  #3   A3 

Dairy  Acid  #4  A3 

Dairy  Acid  #5   A3 

Dairy  Acid  #5F  A3 

Dairy  Acid  #5J    ..  A3 

Dairy  Acid  #5W    ..  A3 

Dairy  Acid  #6   A3 


Dairy  Can-D   A3 

De-Ox  Granular  G6 

De-Ox  100  G6 

Del  Chlor  HD    A2 

Del-Chlor  Regular  Al 

Destainer   Bl 

Drain  Kleen  LI 

Drain  Rite    LI 

Du-EE    Al 

E-Qual   B2 

Eco-Sol    A3 

Emulso  Al 

Epic    A1.B1 

Film  Gard    G5 

Floor  Force    A4 

Foam  Gard  10  Q5 

Foam  Gard  2  Al 

Foam  Gard  30  Q5 

Foam  Sol  A  A3 

Foam  Sol  B  A3 

Foam  Sol  C  A3 

Foam  Sol-D  A3 

Foam-Brite  A3 

Foam-Chlor  Al 

Foam-Cid  A3 

Foam-Plus   Al 

Foam-Rite    Al 

Foam-Sol  A3 

Foul  Gard G7 

Freezer  Cleaner  A5 

Full  Force    A4.B1 

Fungi-Trol   G7 

G.G.  Chelated   Al 

G.G.  Manual  Detergent  Al 

G-G  All  Purpose  Al 

G-P  Cleaner  A2 

Grease  Buster    Al 

Grease  Force   Al 

Grease  Force  Plus  Al 

Grease  Release    Al 

Grease-Go   Al 

GG  Chlorntd  Liq.  Hvy  Dty  Detergent  Al 

GG  Conveyor  Lube  H2 

GG  Heavy  Duty  Caustic  A2 

GG  Hvy  Dty  Liquid  Alkaline  Detergent  Al 

GG  Manual  Dtrgnt  (Phosphate  Free)  ..  Al 
GG  New  HD.  Non-phos  Liq  Alk. 

Detrgnt  Al 

GG  Special  Acid  Detergent    A3 

GG  Special  8  Al 

GG  8  (Phosphate  Free)  Al 

GG-Special  Non-Phosphated  Acid  De- 
tergent    A3 

H   D  -6  Regular  A3 

H.D.-6  Controlled  Suds A3 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy  Duty  P  F.C Al 

Heavy  Pine  Floor  Cleaner CI 

Hi-Lite  Bl 

Hi-Speed  Lube H2 

I-F-CLube  HI 

Industrial  Super-Lime-Solv  A3 

Jell  Supreme    A8 

Jell-Kleen A4.A8 

K-Chlor  Al 

K-Chlor  L-P Al 

K-Foam   Al 

K-Foam  L-P Al 

K-Klean  Al 

K-Mate  Al 

K-P  A4 

K-Power Al 

K-Sol    A3 

K-Sol  HD A3 

K-Sol  LF  A3 

Kelly  Klear    Al 

Kelly  Klor  Al 

Kelly-Foam    Al 

Kelly-Sol   A3 

Kontrol  Ql 

KIK-5  Fl 

Laundry  Brite    Bl 
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Laundry  Lite  Non-Phosphated   Bl 

Licq  Quid  ..    Al 

Lime  &  Rust  Buster   A3 

Liqui-Date    Al 

Liquid  Bottle  Brite  #3  A2 

Liquid  Can-Clean  NP  Al 

Liquid  Can-Clean  Regular    Al 

Liquid  Chaska  Chlor  Al 

Liquid  Chaska  Chlor  HD Al 

Liquid  Chaska  Chlor  NP    Al 

Liquid  E-G  A2.Q1 

Liquid  Nu-Kee Al 

Liquid  Power-Solv    C3.K1 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Super  Brite  A2 

Liquid-Pipe-Pal   Al 

Low  Power    Al 

Lube-Rite  H2 

Lube-100  Deluxe  Lubricant   H2 

LMC-50  Al 

M-G  Egg  A1.Q1 

Mandate  Al 

Meat  Packers  Special    Al 

Medi  Soap  Plus  El 

Micro-Dine    D2,E3,Q6 

N.A.-20    G7 

New  C-C  Chelated  Alkali  A2 

New  Controlled  Suds  Liq.  Can  Clnr.  ..    Al 

New  Medi-Clean  E2 

New  P-M-D  Al 

Nu-Chlor   Al 

Nu-Foam   Al 

Nu-Jell   Al 

Nu-Lube  H2 

Nu-LubeLV    H2 

Nu-Power  Al 

Nu-Wet    Bl 

Nutra  Soft    B2 

NF-100 Al 

PAD Al 

Per-San  Liquid  Sanilizer  D2 

Phen-Nal    A4 

Phenal  Germicidal  Detergent    A4 

Power  San   D2 

Power  Wash  II  Al 

Power  Wash  Non-Phosphated  Al 

Power-Solv    Al 

Power-Tergent  Al 

PBT10    G6 

PBT20    .    G6 

Q-K  Disinfectant-Sanitizer-Deodorant      D2 

Q-15  D2.Q3 

Re-Nu Al 

Release  B2 

Reli-O-Dyne    E2 

Rout  A3 

Rust  Away  G6 

S.W.T G7 

Saf-Gard  40%  Concentrate  El 

Saf-Scrub  E2 

Safe-Cid  A3 

Sani-Scrub  E2 

Scale  Down   G5 

Scale-Trol    G5 

Scale-Trol  II    G5.G6 

Scale-Trol  III  G5.G7 

Shur-Nuff Al 

Ska-Lof   A3 

Sky-Blu  Bleach  Bl 

Sludge  Away  G6 

Smokehouse  Cleaner  A2 

Smother  CI 

Solv-It    Al 

Sour  Plus  Bl 

Special  D  A1.Q1 

Speed  Al 

Stain  Master  Al 

Stain-Out   ..  Bl 

Sulfuric  Acid 

Super  Alkali  Granular  A2 

Super  Alkali  L-P  Al 

Super  Alkali  30  A  2 
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Super  Alkali  30C A2 

Super  Alkali  30LF A2 

Super  Alkali  45  A2 

Super  Alkali  50  A2.G6 

Super  Alkali  50MC  A2.G6 

Super  Alkali  55  A2 

Super  Alkali  75  A2 

Super  Alkali  85  A2.Q1 

Super  Alkali  85  SP  A2 

Super  Alkali  850  A2 

Super  Break  Bl 

Super  Break  2   Bl 

Super  Brite  A2 

Super  Chief  Al 

Super  Chief  Egg   Ql 

Super  D   Al 

Super  Dine  D2 

Super  Foam-Rite  Al 

Super  G.P.C Al 

Super  Jell  A8 

Super  K-Foam  Al 

Super  Q  D2.Q3 

Super  Solv-lt  Al 

Super  Stone  Remover  A3 

Super  Wet    Al 

Super-Kee    Al 

Super-Lime-Solv  A3 

Super-Solv  A3 

Super-Solv  Regular  A3 

SMC  A1.Q1 

T'N'T  Al 

Tac-San  Plus  Disinfectant  D2 

Tower  Power  10   G7 

Tower  Power  20   G7 

Trust  Bl 

Trust-NP    A1.B1 

Trust-3   A1.B1 

Ultra  Foam Al 

Ultra  Foam  B  Al 

Utensil  Cleaner   Al 

Utility  Cleaner  II  Al 

Vari-Chlor   Al.QI 

WO.  70  USP HI 

W.O.  90  USP HI 

Wall'n  Floor  Cleaner  A4 

Wipe  Off  Al 

WA-E  Al 

WA-10  Al 

WA-70  Al 

X-Scale    A3 

X-Tra  Soft  B2 

X-TraWet  Bl 

Chatham  Brass  Co.,  Inc. 


Chattanooga  Paper  &  Woodenware 

Control  Al 

Chattanooga  Supply,  Inc. 

CS  95  Kl 

Full  House  Germicidal  Cleaner  Deodo- 
rant        C2 

Hand  Job   E4 

Check-Mark/ 

A  Division  of  DM  Resources,  Inc. 

DD-195    C2 

DD-264   Dl 

DD-51    CI 

DD-95    C2 

DDS-164    D2 

DDS-64    CI 

DOS-329    CI 

IC-132   Fl 

IC-229   Fl 

IC-232   Fl 

IC-267   Fl 


IC-32   Fl 

IC-33   Fl 

IC-332   Fl 

IR-11    F2 

IR-333   F2 

IRC-111   F2 

IRC-211   F2 

IRC-29  F2 

MB-100  PI 

ROC-622  F3 

Tisan    D2 

Chem  America 

Boiler  Compound    G6 

Dri-Mol  Moly-Micro-Film   H2 

General  Purpose  Liquid  Cleaner A4 

Hi-P  Contact  Cleaner    K2 

Insect  Spray  Fl 

Non  Ammoniated  Wax  Stripper  A4 

Organic  Acid  Detergent    A3 

Pink  Gel  C2 

Safety  Solvent  Kl 

Showcase  Glass  Cleaner  CI 

Steam  Line  Treatment  G7 

Wyte-Ease  Lithium  Base  White  Grease  H2 

Chem  America  Enterprises 

Royal  Blue  Bl 

Chem  Arrow  Corporation 

B-T3000  G6 

B-T3100  G6 

B-T320O  G6 

B-T  3300  G6 

Scave  Ox-1    G6 

Steam  Treat  100   G6 

Steam  Treat  200    G6 

Steam  Treat  300   G6 

Chem  Care 

CC-60  Safety  Solvent  And  Degreaser      Kl 
Pronto    A4 

Chem  Care  Co.,  Inc. 

Chem  Care  Sani  Plus  Sanitizing  Hand 
Soap    E2 

Chem  Clean  Janitorial 

Greasolv  A4 

Chem  Clean  Products,  Inc. 

Chem  Clean  F.P.C-L-2    A2 

Chem  Ox-15    Bl 

Chlorinex  A2 

F.P.C A2 

Lo  Suds  Bl 

Scalec  A3 

Snap  Al 

Chem  Clean,  Inc. 

OS  6325  A4 

Chem  Craft  Corporation 

CC-1105  G6 

CC-1145  G5.G6 

CC-1175  G6 

CC-1203  G5.G6 

CC-1415  G6 

CC-1415  G5.G6 

CC-1425  G6 

CC-1545  G5.G6 

CC-1620  G6 


CC-1620    G7 

CC-1630    G6 

CC-1632    G6 

CC-2130    G6 

CC-2430    G6 

CC-2475    G6 

CC-2850    G7 

CC-3172    G6 

CC-3220    G7 

CC-3222    G7 

CC-3260    G7 

CC-3262    G7 

CC-3302    G7 

CC-6111    G2.G5 

CC-6300    G2.G5 

CC-6341    G2 

CC-6715  Polytrol    G2.G5 

Chem  Designs 

Alkaline  Builder    G6 

Blast  Al 

Citraclean CI 

Coil  Safe   PI 

Cyclohexylamine  G6 

CS44  G7 

CS-33  G7 

Fast  Clean   A3 

Floor  Scrub   A4 

Foamzit    Al 

Freez-Klean  A5 

Fryer  Dip  A8 

HT-41  G6 

HT-42 G6 

HT-51  G6 

HT-52 G6 

Low  Sudz Al 

Magic  Clean    Al 

Nitrite  Liquid  G7 

Oxygen  Scavenger  (Sulfite)  Powder    ..  G6 

Oxygen  Scavenger  Liquid G6 

Pink  Suds  CI 

Poly  Corrosion  Inhibitor  G7 

Poly  Phosphonate    G7 

Potassium  Hydroxide    G6 

Power  Steam  Clean  Al 

Purple  Magic  Al 

Rise    A3 

Sludge  Conditioner  G6 

Sodium  Hydroxide    G6 

Sodium  Polyacrylate  G6 

Spray-N-Wipe  CI 

TKPP  G6 

Vat  Dip    A2 

Wipe  Away   A4.C1 

Chem  Lab  Products,  Inc. 

Kern  Tek  Bleach  Liquid  Chlorinating 

Prod D2 

Kern  Tek  Liquid  Chlorinating  Com- 
pound      D2 

Chem  Line  Incorporated 

ChemSolv  CI 

Prep   El 

Switch   K2 

Vantage   Al 

Chem  Mark 

Prove-It    Al 

The  King   A4 

Chem  Mart  Inc. 

Balance  All  Purpose  Cleaner  Concen- 
trate    CI 

Boil  Out  Alkaline  Cleaner    A2 

Nature's  Gift  3100  CI 
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Soak  It  Plastic  &  China  Destainer  A I 

SoilSolv  3160 Al 

Chem  Pro  Laboratory,  Inc. 

Chem  Pro  2024  G6 

Chem  Pro  2026  G6 

Chem  Pro  2092  G6 

Chem  Pro  2094  G6 

Chem  Pro  2096  G6 

Chem  Pro  2098  G6 

Chem  Pro  2703  G6 

Chem  Pro  2840  G6 

Chem  Pro  2842  G6 

Chem  Pro  2846  G6 

Chem  Pro  79L  Boiler  Treatment   G6 

Chem  Serv,  Inc. 

AC  Clean  A3 

Brit  A3 

CD5  10  Al 

Eggterg A1.Q1 

Foam  Klor  Al 

Foamnox    Q5 

Glow    Al 

GTV-6  Al 

Heavy  Duty  Caustic  Cleaner    A2 

Heavy  Duty  Cleaner  Al 

X-90  A2 

Chem  Source 

Acclaim  Bl 

Powdered  Chlorine  Bleach  Bl 

Powdered  Laundry  Breaker    Bl 

Powdered  Laundry  Sour  Bl 

Smoke  House  Cleaner A2 

Super  White Bl 

Chem  Spec  Industries 

Hi-P  Contact  Geaner   K2 

Sani-Lube HI 

Chem  Tab/ 

A  Div.  of  Olde  Tyme  Products,  Inc. 

Coco  Suds  Handsoap    El 

Coco  40  Handsoap    El 

Dishwash  Concentrate  Al 

Fryer  &  Grill-LF  A2 

Kleen  Aid    A4.C1 

Liquid  Handsoap  El 

Plus  Workhorse  CI 

Thick  Coco  Handsoap  El 

Chem  Tech 

AHF-100   Kl 

Bright  Wash  HD  Bl 

BWT-1000  G6 

Chain  Lube    H2 

Clean  Eez Al 

Cleans  All   Al 

E  Clean    CI 

Easy  Clean  CI 

Eg-Up Ql 

Egg  Wash    Ql 

Enviro  Organic  Ant  Remover  F2 

Freezer  Clean A5 

HSC  Sanitizing  Hand  Soap    E2 

HTR-44   A2 

LDD-33   Al 

N.E.R.D Al 

Neutra  Clean  CI 

OS  1000  G6 

Odor  Neutralizer  CI 

Remov-It   A3 

Rite  Brite  Bl 

Root  Kill   LI 


S-Series  HD Al 

Smokehouse  Cleaner  Al 

Soak  Off   PI 

Steam  Eez   Al 

Sunny  Al 

Thaw    CI 

WC-2000  CI 

10%  Solution  D2 

Chem-Am  Inc. 

Industrial  Cleaner  Concentrate   A4.A8 

Chem-America 

Butcher  Clean   D2 

Chem-Aqua/ 

A  Division  of  Advantage  Systems, 

Inc. 

Belt  Dressing  PI 

BP-800  G6 

BP-903  G7 

Chem-Aqua  Descaler  OS A3.P1 

Chem-Aqua  Non-Acid  Coil  Bri- 

ghteners  A1.P1 

Chem-Aqua  Super  Descaler   PI 

Chem-Aqua  100    G6 

Chem-Aqua  100  DM G6 

Chem-Aqua  150    G6 

Chem-Aqua  15000    G7 

Chem-Aqua  300    G7 

Chem-Aqua  900    G6 

NA-101    G6 

NA-102    G6 

NA-103    G6 

NA-104C  G6 

PBT-lO(Bulk) G6 

Chem-Bright  Industries  Inc. 

StaBnght  Bleach  D2 

StaBright  Sanitizer    D2 

Chem-Cher  Chemical  Company, 
Inc. 

Chem-Bac  Bacteria  12  Plus   L2 

Chem-Cher  Silicone    HI 

Foaming  Germicidal  Disinfectant C2 

Non-Slip    PI 

Orange  Power  Foam  Cleaner  362    CI 

Power  Foam  Cleaner  166  CI 

Chem-Fax 

Surfax  Systems  All  Purpose 

Cleaner/Dgrsr  Al 

Chem-Lube  Corporation 

Chem-Gear  140  FG  HI 

Chem-Gear  90  FG  HI 

HI  ISO  100-S  Food  Grade  Hydraulic 

Oil  HI 

H-l  ISO  32-S  Food  Grade  Hydraulic 

Oil  HI 

H-l  ISO  68-S  Food  Grade  Hydraulic 

Oil  HI 

H-l  Synthetic  Food  Grade  Grease-S  ..  HI 
H-l  Synthetic  Food  Grade  Lube  SAE 

90-S  HI 

H-l  Synthetic  Food  Grd  Grs  Lub  SAE 

140-S  HI 

Hi-Temp  127  Oil  H2 

Hi-Temp  300  Oil  H2 

HiTemp  FGG  1   HI 

HiTemp  FGG  2  HI 

HiTemp  1020  Oil    H2 


Hyd  100  FG  HI 

Hyd  150  FG HI 

Hyd  32  FG HI 

Hyd68FG HI 

HT-2  Food  Machinery  Grease  HI 

K-108  Al 

K-109  Al 

K-113  .  A2 

K-12  Al 

K-124  Al 

K-125  Al 

K-127  A3 

K-13  Al 

K- 130  Detergent/Disinfectant  Dl 

K-131  H2 

K-14L Al 

K-154  A4 

K- 165  Spray  Wash  Cleaner  Al 

K-1682  K2 

K-171  ..  Al 

K-171A    Al 

K-21  A2 

K-217  Cooling  Tower  Microbiocide    ..  G7 

K-25  G5 

K-250  K2 

K-27FP    ...                               A3 

K-272  G7 

K-28  A3 

K-292  A3 

K-295  Emulsion  Cleaner Kl 

K-3  A2 

K-302  A3 

K-31   A3 

K-311  Al 

K-325  Al 

K-327  Al 

K-34  A4 

K-347  G7 

K-364  Al 

K-37  A2.C3 

K-38  Al 

K-4  A2 

K-410  Al 

K-411   Al 

K-43  Al 

K-45  A2 

K-47  Al 

K-48  Al 

K-49LC   Al 

K-5  A2 

K-506  A3 

K-51  Al 

K-510  Al 

K-55  H2 

K-56  Al 

K-59  A4 

K-606  A5 

K-63  Al 

K-630  H2 

K-631  H2 

K-669  A1.L1 

K-696  Foam  Cleaner Al 

K-698  Al 

K-70  Al 

K-717  G7 

K-75  A2 

K-756  G7 

K-795  G6 

K-795  Blend    G6 

K-8  Al 

K-8TC   Al 

K-810  Al 

K-82  G2 

K-82  G2 

K-83  G7 

K-84  G6 

K-85  G7 

K-85XT  G6 

K-87  CI 

K-89  Al 

K-89  Al 

K-91  Al 
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K-94  Al 

K-94  Al 

K-95  Al 

K-97  G7 

K-99  A8 

Syncomp  100 H2 

Syncomp  32  H2 

Syncomp  68  H2 

X-090  Al 

X-122  CI 

X-143  Al 

X-148  Al 

X-149  A4 

X-180  Al 

X-180LF  Al 

X-180HF   Al 

X-183  A2 

X-193  A3 

X-201  CI 

X-216  Al 

Chem-Mart  Mfg. 

Chemart420    A2 

Chemart490    CI 

Chemclean  444   Al 

Chemclean  448   A2 

Chemsteam  318  A2 

Citrus  Kleen  CI 

Citrus  Kleen  Plus    CI 

Clor-231  Al 

Clor-260 Al 

Clor-270 Al 

EggO Ql 

GP-500  FG    Al 

HD  Liquid  Red   Al 

Jo  Circ  Foam  Al 

Jo  Liquid  Circ  Cleaner  Al 

JT-12   A4 

Multi-Lube  190  H2 

Multi-Lube  197   H2 

Chem-Pak,  Inc. 

#1070-Unlock  (Bulk)    CI 

#1270A  Sil-Ick  Food  Grade  Silicone  II  HI 
#1271  Chempalube  FGO  USP  White 

Oil  Spray HI 

#1273  Food  Grade  Belt  Dressing  PI 

#1274  FG  Penetrant    H2 

#1275  Chempagreaz  FG  HI 

#1276Chempaclean  FG   CI 

#1277  Citra-Solv  FG  CI 

#1279Chempaclean  SS-FG    A7 

Citra-Solv    CI 

HD  Belt  Dressing    PI 

Lightning  H2 

Micro  Moly   H2 

PTFE   H2 

Solv-Clean  K2 

Triple  Tool H2 

Un-Lock  (Aerosol)    CI 

Chem-Po,  Inc. 

Concern   CI 

Eternal   CI 

Grease  Release    Al 

Hit  Man  CI 

Kleen-M-Up E4 

Peel-Away   CI 

Pet  Concern  CI 

Release  Itl    H2 

Shinee  &  Clean  CI 

Tank  CI 

Trap-Eze    CI 

Tru-Gritl  E4 

Chem-Power 

Alkene  A2 


Auto  Foam  Al 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-01  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-02  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-03  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-04  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-05  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-06  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-07  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-08  G6 

Boiler  Wtr  Trtmnt  Cone.  Form  #18-09  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-10  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-1 1  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-12  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-13  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-14  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-15  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-16  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-17  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-18  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-19  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-20  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-21  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-22  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-23  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-24  G6 

Cardinal  Red   H2 

Chem  Quick A3 

Chem-Gon  Kl 

Chem-Power  Super  X  Cleaner  A4.A8 

Chem-Sheen  CI 

Devour  CI 

Dry  Acid    A3 

Dry  Acid  Descaler PI 

DPW  (Concentrate)  CI 

DPW  (Regular)   CI 

Foam-Aide  Al 

Fresh  4  Toilet  Unit   C2 

Gritty  Heavy  Duty  Hand  Cleaner  E4 

Gritty  Orange E4 

Hydro-Solv    Al 

Impact    A4 

Jel-Strip  Aerosol   C3 

Jel-Strip  Bulk    C3 

Multi  Lube  No.  2    H2 

No-Streak  Concentrated  Glass  Cleaner  CI 

No-Streak  Glass  Cleaner  CI 

O-Zyme  3    L2 

Orange  Sof-Sope  E4 

Orange  Touch   E4 

Oxene  A2 

Premium  White  Bentone  Grease    H2 

Premium  White  Food  Equipment  Lube  HI 

Rout  Fl 

S.I.P.  Cleaner Al 

Safe-O-Lene  A4 

Stripit  A8 

Super  Gyrol  H2 

Tarteen  A3 

Terge-Off  Al 

Terge-OffR  Formula  14-31    Al 

Terge-Off  32  A4.A8 

The  Remover  Formula  No.  17-31    C3 

Truck  Foam  Al 

Woxon  Heavy  Duty  Hand  Soap  El 

Zero-Phos Al 

Zorb-All  Al 

Chem-Pro  Inc. 

Chem  Citrus    CI 

Chem  Creme  A6.C2 

Chem  Push    CI 

Chem-Clean  A4 

Chem-Clear  CI 

Chem-Sol  K2 

Citra  CI 

Clear  Vue CI 

D-Lime A3 

New  Look   Al 

One  Step    Al 

Pine  Hospital  Disinfectant    CI 

Silifact   HI 


Ultra  Foam A4 

Vue  CI 

Chem-Pro  Industries,  Inc. 

Chem-Pro  Heavy  Duty  Degreaser       A4.A8 
Chem-Pro  Industries,  Inc. 

Grease  &  Carbon  Cutter  Heavy  Duty 

Dgrsr  Al 

Lime  Solvent  Cleaner  A3 

Liquid  Drain  Opener  LI 

Oven  &  Grill  Cleaner  A8 

Chem-Pro/ 

A  Division  of  Earth  Group 

All  Hands  E4 

Beauty  Bow]   CI 

BigO  CI 

Bio  Odor-X   L2 

Bouquet   CI 

Cherry-0   CI 

Citrite  E4 

Citrite  with  Pumice  Grit  E4 

Citro  Klean    CI 

Digest  L2 

Eliminate   C2 

Envir-O-Best   CI 

Envir-O-Kleen  Al 

First  Choice  A4.A8 

Foam  Down  Al 

Freeze  Kleen  A5 

Fresh  Lemon   CI 

Grease  Cutter Al 

Grout  Out CI 

Heaven  On  Earth  CI 

Hint  of  Mint    CI 

Hug-A-Bowl    C2 

I  Love  Orange  CI 

Kitchen  Best    A8 

Neutra    CI 

Orchard's  Prize    CI 

PinaColada  CI 

Pine  Fresh   CI 

Pine  Tyme  CI 

Pink  Dream   Al 

Powa    A4.A8 

Reflections  CI 

Reflections  Plus  CI 

Reflections  Plus  Ammo    CI 

Thunderbolt  A4.A8 

Wintergreen  CI 

Chem-Quest,  Inc. 

Aqua-Treat  1000  G7 

Aqua-Treat  1500  G6 

Aqua-Treat  200  G6 

Aqua-Treat  2000  G7 

Aqua-Treat  700  G7 

Aqua-Treet  400  G6 

Polymeric  Adjunct G6 

Chem-Rite  Products  Co. 

Chem-Cide  Plus    A4 

Chem-Foam  Al 

Cleaner  Deodorant C2 

Dri  Kill    Fl 

HD.  Cleaner/Degreaser    A4 

Chem-Sol  Chemical,  Inc. 

#30  Liquid  Sewer  Solvent    LI 

#56  Safety  Solvent    K2 

Big  Boom    Al 

Big-0  CI 

Chem  Reel    A4 

Chem  Foam  Al 
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Chem  Solv  Kl 

DiskotekPO CI 

Duco-72  Dl 

Limelight  A4 

Loom  Cleaner  Concentrate  A! 

LC-55  Steam  Cleaner  A2 

Remo\-Ox   A3 

Sewer  Con  CI 

WS-309  Al 

40%  Cocoanut  Oil  Hand  Soap  El 

Chem-Sultants 

Formula  C6  Foaming  H  D  Cleaner  ....    D2 

Chem-Tab  Chemical  Corp. 

All  Purpose  Clean  Al 

Ammonia  Cleanse  CI 

Bowl  Cleaner  C2 

Cling  Brite  CI 

Kleen  All  Al 

Mop  Stripper  A4 

Pink  Lotion  Soap    E4 

Power  Scrub    CI 

Pro-Clean  A4 

Sani-Liquid    D2 

Workhorse  A4 

Chem-Tec,  Inc. 

Big  CT  Cleaner  A4 

Jet  Stripper A4 

Safe  Lube  Moisture  Displacer  (Aerosol)  H2 
Syn-Con  Cleaner  A4 

Chem-Tech  International,  Inc. 

Antifoam  B    G7 

Boiler  Clean  1111   G6 

Boiler  Clean  1112  G6 

Boiler  Clean  1113  G6 

Boiler  Clean  1114  G6 

Boiler  Clean  1115  G6 

Boiler  Clean  1124  G6 

Boilerclean  1120  G6 

Boilerclean  1121    G6 

Boilerclean  1122  G6 

Neutralmine  1131    G6 

Neutralmine  1132   G6 

Neutralmine  1133    G6 

Neutralmine  1134   G6 

Oxy  Scav  2142   G6 

Oxyscavll42   G6 

Oxyscav  2141    G6 

Polyplus  G2.G7 

Resonator  PI 

Tower  Clean  1261  G7 

Tower  Clean  1262  G7 

Tower  Clean  1263  G7 

Tower  Clean  1265  G7 

Tower  Clean  1266 G7 

Chem-Tech  Sanitary  Supply,  Inc. 

Aqua-Suds  Hand  Dishwashing  Deter- 
gent       Al 

Chlorinated  H  P  C    Al 

Power-Shift  Heavy  Duty  Cleaner- 
Degreaser   A4.A8 

Chem-Tech  Solutions 

Westech  CT-414  Degreaser    Al 

Chem-Tech,  Inc. 

Oven  Cleaner A8 


Chem-Tech,  Incorporated 

CD/400    A4 

Chem-Tech,  Ltd. 

CT-25  Fl 

CT-250 F2 

CT-511  Fl 

CT-54  Fl 

CT-75  Fl 

Dy-Fly  Dairy  Aerosol  Fl 

Dy-Sect    F2 

Flyers  Insecticide Fl 

Freez-Kill  Fl 

Vap-5  F2 

Chem-Tek 

Calibre  Degreaser  Cleaner  Wax  Stripper  Al 
Chem-Tex,  Incorporated 

Am-O-Suds   CI 

Bac-San  Bowl  Cleaner   C2 

Brite'N  Porcelain  Cleaner  C2 

Citrus-San    A4 

Clear  Tread   CI 

CTX  30-06  Wettable  Powder  Insecticide  F2 

CTX  900   A4 

CTX-150   A4 

CTX-800   G7 

CTX-850   A3 

Derma-San  El 

Dispatch  L2 

Dispatch  Bio  Active  Cultures  L2 

Fogging  Spray  Concentrate  Fl 

Glass  Cleaner CI 

Pine  Oil  Disinfectant  CI 

Power  Plus  CI 

Purge    LI 

PLS    A4 

Quell    Fl 

R  IS  -15  F2 

R-502  A4.A8 

Red  Hot  LI 

Saf-O-Solv  K2 

Syn-O-Pine    CI 

Ultra  Clean    A4 

x-rr ai 

Chem-Tox,  Inc. 

Cenol  Kill  Quick  Concentrate    Fl 

Chem-Tox  Allethrin  Fogging  Spray  Fl 

Chem-Tox  Aqueous  Food  Plant  Spray  ..  Fl 
Chem-Tox  Diazinon  Industrial  Inset 

Spray  F2 

Chem-Tox  Do  It  Yourself  Pest  Control  F2 

Chem-Tox  Dursban  Plus  Insect  Killer  ..  F2 

Chem-Tox  Fogging  Insecticide Fl 

Chem-Tox  Food  Plant  Spray    Fl 

Chem-Tox  Ind.  Insect  Spray  Cont.  Bay- 

gon    F2 

Chem-Tox  Industrial  and  Household 

Spray  Fl 

Chem-Tox  Prol  Roach  Kill  Powder  F2 

Chem-Tox  Pyronox  Dual  0.1    Fl 

Chem-Tox  Pyronox  Dual  0.5   Fl 

Chem-Tox  Pyronox  Dual.075  Fl 

Chem-Tox  Pyronox  EC.  2.5    Fl 

Chem-Tox  Pyronox- Aqueous  Dual  0.1  Fl 
Chem-Tox  Roach  &  Ant  Spray 

w/Baygon    F2 

Diazinon  4E  F2 

Food  Plant  Spray  With  Allethrin   Fl 

General  Purpose  Spray   Fl 

Pyronox  EC.  1.2  Fl 

Pyronox  No.  3  Fl 

Pyronox  No.  5  Fl 

Pyronox  OC.  1.2    Fl 


Pyronox  Oil  Concentrate  #1.5-3-5   F2 

Pyronox  Oil  Concentrate  #1-2-3  Fl 

Pyronox  Oil  Concentrate  #3610  F2 

Pyronox  1  Plus  4  Fl 

Roach  &  Ant  Spray  with  Dursban  F2 

Roach  And  Ant  Spray  With  Diazinon  ..  F2 

Chem-Tronics,  Inc. 

One  Step    E3 

Chemaco  Corporation 

A.L.B CI 

Chem  Pine  Odor  CI 

Chem  San  512  D2 

Chem  256    Dl 

Deep  Freeze  A5 

Foam  Away  Al 

Klear-Out  LI 

Lemon  Neutra  D  CI 

Lift  Away    Al 

Liquid  C    Al 

Lotionized  Dishwash  Al 

Mint  D  CI 

Phospho  Terg A3 

Scum  Remover    Al 

Task  Master  A4 

Chemaster,  Inc. 

Black  Jack  All  Purpose  Cleaner  &  Dgrsr  A4 
Black  Jack  Maxx  Al 

Chemax  Corporation 

A.I.O.  1500   G6 

Aggie  &  BS  Repellent  A-102 CI 

Anti-Seize  Lubricant  H2 

Aquacide   Fl 

B.A.C L2 

B.A.C  Odor  Cntrl&Organic  Waste  Di- 
gester    L2 

BBC CI 

Big  G  Plus  Al 

Bio-Stat   CI 

Bio-Stat  G-F  A-183  CI 

Brake  Shoe  Cleaner Kl 

Bravo  E4 

Bravo  Concentrate  Liquid  Skin  Cleaner  El 

Chemax  All  Purpose  Cleaner  CI 

Clear-Vision  A-121  CI 

Coach's  Choice  Dis-O-Kleen    CI 

Coach's  Choice  Equipment  Cleaner  ....  K2 

Coach's  Choice  Equipment  Lube   HI 

Coach's  Choice  Helmet  Cleaner  CI 

Coach's  Choice  Motivate    HI 

Coach's  Choice  Touchdown  Spray  Dsnf 

#102    CI 

Dana  Mite  Odor  Neutzr  &  Air  Frshnr 

A-187    CI 

Dielectric  Encapsulator  H2 

DL-2001  H2 

Enviro  B5    CI 

Foamy  Penetrating  Oil    HI 

H-l  Food  Grade  Grease    HI 

High  Purity  Electronic  Cleaner K2 

L'il  Bit   CI 

Lactra-Solv    K2 

Lemon  Fresh  20    A4 

Lithium  Grease  Lubricant  HI 

U-30  A- 148  Foaming  All  Purpose 

Cleaner   CI 

Mark-Out  A- 1 50  Vandalism  Mark  Re- 
mover      CI 

Moly  Lube  H2 

Mr.  Brite    C2 

MD-500  H2 

New  Dawn  CI 

Nu-Dawn  A- 156  Dry  Air  Freshener  ....  CI 

P.T.F.E.  Dry  Lubricant  A- 1 73    H2 
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Polyshield    CI 

Red  Hot  Sewer  and  Drain  Solvent  LI 

Roach  and  Ant  Killer   F2 

Safety  Cncntrtd  A- 157  Open  Gear 

Lubrcnt   H2 

Safety  Lube  H2 

Ship  to  Shore H2 

Ship  to  Shore  Liquid  H2 

Silicone  No.  100  A-l 57    HI 

Tough  E4 

Wasp  Shooter    F2 

Whirl  Pool  LI 

Chembrite 

BlastOff   Al 

Block  Cleaner   Al 

Drain-X   LI 

Floor-Brite  Al 

Grease  Release    Al 

Grill  Brite    A2 

Lime  Off   A3 

Chemclean  Corporation 

Chem-Zime   L2 

Chemclean  #250B  A2 

Chemclean  #35   A4 

Chemclean  #36   Al 

Chemclean  #500   A3 

Chemclean  #502   A3 

Chemclean  #77C  Al 

Chemclean  #81C  A2 

Chemclean  Deodorizer  M  CI 

Chemclean  297LF  Al 

Chemclean  310-S    A4 

Chemclean  55   A2 

Chloro-Clean  ALN   Al 

Drain  Cleaner  #80  LI 

Foam  Additive  MT  Al 

Handi-Clean  EX    Al 

Lab-I  Liquid  Alive  Bacteria  CI 

Solubilizer  N  Al 

Supaclean  Al 

SC  Cleaner Al 

T-650  Al 

T-655  A4 

T-660  Al 

TW  Liquid  Cleaner  Al 

510  A3 

77  Chlorinated  Al 

Chemco  Chemical  Company 

Absolute  C2 

Absolute  Disinfectant  Deodorant  CI 

Anti-Sep  Proteinized  Lotion  Hand  Soap  El 

Artie  Clean    A5 

Be-Gone F2 

Be-Gone  Residual  Insecticide  F2 

Big  Orange    A4.A8 

Biothrin    Fl 

Chem-Slove  Kl 

Chemco  #1  A4 

ChemCo  Peak   H2 

ChemCo  Sanitize  Dl 

ChemCo  Thermal  Fog Fl 

Chlorinated  Machine  Dishwash   Al 

Clean  Up   CI 

Con-Clean   A3 

CD-80    H2 

CD-80  Rust-Solve  (Aerosol) H2 

Dazzle   A7 

Derusting  Cold  Vat  Compound    A2 

Fast-Flow  LI 

Foam  All   CI 

Heavy  Baby  E4 

Hi  Foam  CI 

Hot  Vat  Compound  A2 

Hydrotreat  400-B  G6 

Insect-O-Fog   Fl 

Laundry  Powder    Bl 


Long  Gone  F2 

Longone  Fl 

Moisture  Guard  H2 

OD-40   CI 

Powertize  Cleaner-Disnf.  Deodrzr 

Fungcd Dl 

Pro-Cleaner   El 

Remove   A4 

Sanitary  Lube  H.D HI 

Sewer  Pipe  Cleaner  LI 

Silicone  Spray  (Aerosol) HI 

Sunshine    A4 

Super-Lube    H2 

STSC-1050    Al 

Take-Away    CI 

Zor-O-Cide    Fl 

Chemco  Chemical  Company 

Oven  &  Grill  Cleaner  Al 

Chemco  Chemicals,  Inc. 

Luster  A7 

Chemco  Corp. 

Action    Al 

Chemcocide  1000   D2 

Combo  Al 

Concrete  Cleaner  A4 

Fryolator  Cleaner A8 

Golden  Glow  Al 

Grill  Cleaner   A8 

Grill/Oven/Fryolator  Cleaner   Al 

Heavy  Duty  Degreaser   A4 

Purple  Tiger CI 

Quat  160DF  CI 

Quat-900    D2 

Chemco  Industries,  Incorporated 

Bath-Brite    CI 

Chem-Ox  CI 

Chemco  Aqua  Sol  CI 

Chemco  Command   Al 

Chemco  Enviro-Chem A4.C1 

Chemco  SY-76   Bl 

Clog-Buster  LI 

Fast  &  Easy  Oven  Cleaner  A8 

Gentle  &  Clean  Hand  Smoothie  E4 

Hand  Smoothie   E4 

Hurricane  Bowl  &  Porcelain  Cleaner  ..    C2 

Kleenzol  A4 

Lemon  Scented  Parvo-Away    A4.CI 

Nature-Solv   CI 

Sparkle  CI 

Chemco  Janitorial  Supply 

Sana-Chem C2 

Tuff  Bowl  N  Porcelain  Cleaner-Sani- 
tizer  C2 

Chemco  Products  Company 

Alkaline  CIP   A2 

All  Purpose  Cleaner   A4 

Automatic  Scrubber  Cleaner A4 

AAA  100  Ql 

AAA  302  A3.Q2 

B  W  Additive    Al 

Case  Wash  Al 

Chem  Kleen  NB   Al 

Chem-Jell  Al 

Chemco  #2910 A2 

Chemco  #2913 A3 

Chemco  #2929 A2 

Chemco  #387 Al 

Chemco  #429 Al 

Chemco  #56 A2 


Chemco  #64 Al 

Chemco  Alk-Rus  A2 

Chemco  Anti-Foam  Q5 

Chemco  Bonanza Al 

Chemco  Chem-Chlor Al 

Chemco  Chloro-Brite    Al 

Chemco  Chloro-San    Al 

Chemco  Clean  Green    CI 

Chemco  Con-Syn    Al 

Chemco  Flo-Away    A4 

Chemco  Foamzall   Al 

Chemco  General  Cleaner    Al 

Chemco  Heavy  Duty  Degreaser  A4 

Chemco  LCG   Bl 

Chemco  Liquid  Hand  Soap  El 

Chemco  Lubrite  H2 

Chemco  Lubrite  75  H2 

Chemco  LC-U  Bl 

Chemco  LL30  H2 

Chemco  MT.C PI 

Chemco  MR-1  A3 

Chemco  MR-2  A3 

Chemco  MSR    A3 

Chemco  Packers  General    Al 

Chemco  Power  Kleen  CI 

Chemco  Power-Chem  Al 

Chemco  Rinse  Add  Gl 

Chemco  Steam  Elite   Al 

Chemco  Synterg   A4 

Chemco  Target    Al 

Chemco  Water  Based  Degreaser    Al 

Chemco  101  Al 

Chemco  125 Al 

Chemco  16 Al 

Chemco  19 A8 

Chemco  20 A2 

Chemco  21  A8 

Chemco  25 A3 

Chemco  301  Al 

Chemco  301A   A4 

Chemco  35 Al 

Chemco  40 A2 

Chemco  45 A3 

Chemco  51  Al 

Chemco  522  Solvent  Degreaser  Kl 

Chemco  62 Al 

Chemco  64 Al 

Chemco  71  A2 

Chemco  99 A2 

Chemeen  100 G6 

Chemeen  200  G6 

Chemeen  300 G6 

Chemguard  145  G7 

Chemguard  145  Corrosion  Inhibitor  ....    G7 

Chemguard  5552  G7 

Chemguard  5553  G7 

Chemguard  5675  G7 

Chemquest  101    G7 

Chemquest  300  Cooling  Water  Treat- 
ment        G7 

Chemquest  320   G7 

Chemquest  320A  G7 

Chemquest  330  Cooling  Water  Treat- 
ment        G7 

Chemquest  7012   G7 

Chemquest  7154   G7 

Chemquest  8479   G7 

Chemstar  Detergent  I    Bl 

Chemstar  Sour  Softn  B2 

Chlorosan  A  Chlorinated  CIP  Cleaner     Al 

Chlorosan  Liquid  Al 

Circulate A2.QI 

Dynamist  Al 

Dynamist  F    Al 

Dynamist  H.D A2 

E  Z  Lube  Conveyor  Chain  Lubricant  ..    H2 

EggGlo  Ql 

Egg-Kleen   Ql 

Egg-Kleen  Plus   Ql 

Enerex  201  G6 

Enerex  202 G6 

Enerex  205  Boiler  Water  Treatment     .    G6 
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Enerex  205L  Boiler  Water  Treatment  G7 

Enerex  300  Boiler  Water  Treatment  ..  G6 
Enerex  400  Multi-Purp.  Boiler  Wtr 

Treat G7 

Enerex  500  Boiler  Water  Treatment  ..  G6 
Enerex  600  Multi-Purp.  Boiler  Wtr 

Treat G6 

Flo-Kling  Hvy  Dty  Prcln.Tile  &  Bwl 

Clnr  CI 

Freezer  Locker  Cleaner  A5 

Freezer  Locker  Cleaner  2826  A5 

Glass  Cleaner  Concentrate    CI 

Granular  Drain  Opener  LI 

Hand  Wash    E2 

Hydro  Pan  Chlorinated  Al 

Lime  Descaler  A3 

Lubrite  "S"  H2 

Lubrite  Special    H2 

Lubrite  25    H2 

Lubrite  40  Conveyor  Chain  Lubricant  H2 

Lubrite  7460    H2 

Neutra-Brite  CI 

Oven  Brite  A8 

Plastic  Bottle  Wash  Al 

Quat  10   D2 

Sani-Foam   Al 

Stainless  Steel  Cleaner  and  Polish  A7 

Chemco  Products  Company,  Inc. 

Chemco  H-500    G6 

Chemco  H-500  Plus  Ox   G6 

Chemco  S-600  G6 

Formula  No  FG-63  Oxygen  Scavenger  G6 
Formula  No.  FG-68  SLT  (Cond  Line 

Treat) G6 

Chemco  Products,  Inc. 

BAC-100  G6 

BAC-125   G6 

BAP-105    G6 

BAS-200D  G6 

BAS-218D  G6 

BCT-232    G6 

BCT-302    G6 

BLC-100    G6 

BLH-701    G6 

BLS-401     G7 

BLS-603    G6 

BSC-310    G6 

BSC-315    G6 

BSC-321    G7 

DF-310-FG    Q5 

Chemco  Water  Technology  Inc. 

Chemco  Formula  3030  G6 

Chemco  2212 G6 

Chemco  2270 G6 

Chemco  2932 G6 

Chemco  2934 G6 

Chemco  2936 G6 

Formula  2129    G6 

Formula  2412    G6 

Formula  2722    G6 

2162  G6 

2164  G6 

8004  G2 

Chemcom  Inc.  of  the  South 

Brite  Bleach  Bl 

Chemcor  Chemical  Corp. 

Sun-Bnte   CI 

Chemcraft 

Chem  Tech  50  Al 


Chemcraft  Floormatic  A4 

Chemcraft  OAC  100  A3 

Chemcraft  Vehicle  Wash  2000  Al 

Chemcraft  1000  Al 

Chemcraft  1100  A4 

Chemcraft  5000  Al 

Chemcraft  9000  Al 

K-880  CI 

Chemcraft  Corporation 

CC-3260    G5.G7 

Chemcraft  Industries 

Bowl-Tek  C2 

Chemcraft  Toilaid  C2 

Kleenaide  215  OD El 

Kleenaide  220  OD El 

Kleenajde  240  OD El 

Neo  Concentrate   Al 

Neo  Solve    CI 

Chemec  Co. 

Grad  A  Al 

Chemenergy 

B-631   G6 

B-6350  G6 

B-6400  G6 

B-685  G6 

Chemex 

7075  Degreaser  K2 

Chemex  Inc. 

Blue  Thunder  Al 

Chem  Hi  Foam  10    Al 

Chem-Lube  II    H2 

Chemal  A4 

Chembrite  Acid  A3 

Chemchlor  Al 

Chemex  Boil  Out    Al 

Chemex  C/L  Remover    A3 

Chemex  Glass  Cleaner   CI 

Chemkleen  A2 

Chemlube  H2 

Chempower   A1.Q1 

Chempower  Plus  A2 

Chemquat D2 

H  D  2000  Powdered  Cleaner  A2 

Heavy  Descaler  A3 

Mean  Kleen  II  Al 

Pot  &  Pan  Soap  Al 

Trolly  Cleaner  #1    A2 

Trolly  Hook  Cleaner  #2   A2 

Chemex  Industries 

C-55  Food  Plant  Degreaser Al 

Chain  &  Cable  Lubricant   H2 

Rapido   C2 

Chemgard,  Inc. 

BL-1510 G6 

BL-1520 G6 

BL-4112  G6 

BL-5040  G6 

BL-5510  G6 

BL-5520  G6 

BL-5530  G6 

Chemgard  BL-1000  Deposit  Inhibitor  G6 

Chemgard  BL- 1525  G6 

Chemgard  BL-1550  G6 

Chemgard  BL-2000  Deposit  Inhibitor  G6 

Chemgard  BL-4130  G6 


Chemgard  BL-554  G6 

Chemgard  BL-560 G6 

Chemgard  BP-105  G6 

Chemgard  BP-153  G6 

Chemgard  BP-155  G6 

Chemgard  CL-4550  Dispersant    G7 

Chemgard-DS-800  Dl 

CL-10 G7 

CL-4550 G7 

Dixie  Red A4 

Flying  Insect  Killer  F2 

Klean  Hands  Antiseptic  Hand  Soap  E2 

Miracle  Clean    A4 

Purple  Cleaner  A4 

Stealthgard  7000  G7 

Chemgo  Products  Co. 

Chemedic  El 

Dish  Delight    Al 

Rapid-Sol  A4 

Super  Rapid-Sol    Al 

Chemic  Inc. 

Chemic  5000  G7 

Chemic  5010  G6 

Chemic  5020  G6 

Chemic  5052  G6 

Chemic  5060  G2.G6 

Chemic  5070  G6 

Chemic  5075  G2.G6 

Chemic  5090  G6 

Chemic  5100  G6 

Chemic  5120  G6 

Chemic  5121    G6 

Chemic  5165   G6 

Chemic  5214  G6 

Chemic  5220  G6 

Chemic  5230  G6 

Chemic  5310  G6 

Chemic  6000  G6 

Chemic  6010  G6 

Chemic  6015   G6 

Chemic  6020  G6 

Chemic  6030  G6 

5041   G6 

5105  G6 

5140  G6 

6150  G7 

Chemical  Brokers 

De-Scale-It A3 

Chemical  Buyers  of  America 

Bio-Clean  Concentrate    Al 

Chlorinated  Foaming  Cleaner  Al 

Coconut  Hand  Soap    El 

Concrete  Etch  &  Cleaner   A3 

Digestase  GTD  655  L2 

High  Heat    LI 

Live  Micro  535  L2 

Lolionized  Hand  and  Body  Soap  E4 

Machine  Dish  Detergent  (Liquid)  Al 

Machine  Dish  Detergent  (Powder)  Al 

Medicated  Hand  Soap  E4 

Naturally  Clean  14 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Paint  &  Varnish  Remover C3 

Sewer  Sweetener  CI 

Chemical  Buyers  Service,  Inc. 

Buyers  Alum  &  Stnls  Steel  Clnr  Brghtnr  A3 
Buyers  Best  Cleaner  &  Sanitizer  #1  .  D2 
Buyers  Best  Hvy  Dty  All  Purp  Clnr 

Blue  A4 

Buyers  Best  Sanitizer  2 D2 
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Buyers  Favorite  All  Purpose  Clng. 

Cone A4 

Buyers  Favorite  Cling  Degreaser  Kl 

Buyers  Favorite  Fast  Oven  &  Grill  Clnr.  A8 

Buyers  Favorite  Neutral  Cleaner    Al 

Buyers  Favorite  Water  Soluble  De- 
greaser    Al 

Buyers  Favourite  Germicidal  Cleaner  CI 

Buyers  Favourite  Stripper  CI 

Buyers  Heavy  Duty  Powdered  All 

Purp.Clnr Al 

Buyers  Quat  Clean    Dl 

Buyers  Sewerage  Flow  Enhancer  CI 

Buyers  Standard  Blue  All  Purpose 

Cleaner   A4 

Buyers  Standard  Clear  All  Purpose  Clnr  A4 
Buyers  Standard  Opal  All  Purpose 

Cleaner   A4 

Buyers  Standard  Sny-Clean    A4 

Lemon  Hand  Soap  El 

Chemical  Concepts 

Classy  Cleaner  Al 

Chemical  Control,  Incorporated 

BL-440  Boiler  Water  Treatment G6 

BP-440  Boiler  Water  Treatment  G6 

CP-440  Boiler  Water  Treatment  G6 

FL-440  Boiler  Water  Treatment  G6 

HL-440  Boiler  Water  Treatment    G6 

HL-441  Boiler  Water  Treatment    G6 

NL-442  Cooling  Water  Treatment  G7 

NP-442  Cooling  Water  Treatment   G7 

VL-440  Potable  Water  Treatment    Gl 

VP-440  Potable  Water  Treatment Gl 

Chemical  Corporation  of  America 

Chemcoa  Chem-Solv  150  A4 

Chemcoa  Formula  Chem-Foam    Al 

Chemcoa  Formula  CS-175   A4 

Chemcoa  Formula  CS-2490  A3 

Chemcoa  Formula  1248    Al 

Chemcoa  Formula  3228    G6 

Chemcoa  Formula  3416    G6 

Chemcoa  Formula  4026   G6 

Chemcoa  Formula  4038    G6 

Chemcoa  Formula  41 16    G6 

Chemcoa  Formula  4126    G7 

Chemcoa  Formula  4226    G6 

Chemcoa  WS-310  CI 

Chemcoa  101 1 -C  CI 

Chemcoa  1011 -CE    CI 

Chemcoa  1012-C  CI 

Chemcoa  1012-CE    CI 

Chemcoa  2902  Al 

Chemcoa  314  G7 

Chemcoa  315  G6 

Chemcoa  331  G6 

Chemcoa  332  G6 

Chemcoa  345  G6 

Chemcoa  346  G6 

Chemcoa  426  G6 

Chemcoa  441  G6 

Chemcoa  4416  G6 

Chemcoa  442  G6 

Chemcoa  443  G7 

Chemcoa  444  G7 

Chemcoa  4486 G6 

Chemcoa  450  G6 

Chemcoa  451  G7 

Chemcoa  452  G7 

Chemcoa  457  G7 

Chemcoa  458  G7 

Chemcoa  471  G7 

Chemcoa  472  G7 

Chemcoa  511  G7 

Chemcoa  512  G7 

Chemcoa  513  G7 


Chemcoa  514  G7 

Chemcoa  520  G7 

Chemcoa  521  G7 

Chemcoa  522 G7 

Chemcoa  525  G7 

Chemcoa  615  PI 

Chemcoa  616  PI 

Chemcoa  625  G7 

Chemcoa  626  PI 

Chemcoa  632  PI 

Chemcoa  643  G7 

Chemcoa  650 G7 

Chemcoa  657  G6 

Chemcoa  741  G7 

Chemcoa  742  G7 

Chemcoa  781  G7 

ChemClean  181   A8.C1 

Sani-Chem  60   D2 

Chemical  Dynamics,  Inc. 

C-Pak  All  Purpose  Cleaner  CI 

C-Pak  Concrete  and  Asphalt  Cleaner  ..  CI 

C-Pak  Degreaser  Heavy  Duty  Al 

C-Pak  Disinfectant-Sanitizer-Deodorizer  D2 

C-Pak  Glass  &  Stainless  Cleaner  CI 

Control  Citrus   CI 

Dyna-Foam    Al 

Dyna-Plus    Al 

Dynacon  50  Al 

Dynasyl    Al 

DPS-I09C   Al 

DPS-I21F    Al 

DPS-I33CF  Al 

DPS-I56CD  Al 

DSL-215C  Al 

DSL-240F   Al 

DSL-255CF  Al 

DSL-260CD Al 

Evergreen  E! 

Freshl  E4 

Green  Clean  Al 

Luster  Al 

Power  Klean  Special  Al 

Regal    A4 

Ultra  Power  All  Purpose  Cleaner  CI 

Ultra  Power  Glass  &  Stainless  Cleaner  CI 

Chemical  Enterprises 

40  Truck  Soap  Al 

Chemical  Equipment  Labs 

Acidic  Ion-Exchange  Resin  Regen- 

erant    Gl.PI 

Boiler  Treatment  500    G6 

Caustic  100   GLP1 

Caustic  100-50 P1.G1 

Chlorine  488-CL- 10   G4 

Chlorine  488-CL-20   G4.P1 

Compound  340    G2.G6 

Compound  400-A  Cooling  Tower 

Treatment    G6 

Compound  520-EP    G6 

Compound  530-S  Boiler  Treatment  ....    G6 

Compound  540-P    G6 

Solar  Salt  Ion-Exchange  Resin  Regnrnt.   PI 
Steam  Treat-F  G6 

Chemical  Kinetics,  Inc. 

Chem  Bac  1450  Series  Bio  Active 

Cult&Enz    CI 

Chem  Bac  1500  Series  Bio  Active 

Cult&Enz    CI 

Chem  Bac  1600  Series  Bio  Active 

Cult&Enz    CI 

Chem  Bac  2700FSeries  Bioactive 

Cult&Enz    L2 


Chemical  Laboratories 

Grease-Strip  Degreaser  Cleaner   ....    A4.A8 

Chemical  Labs 

Sub-Zero    A5 

Chemical  Maintenance,  Inc. 

cmi  Eat  Em  Alive   CI 

Action    C2 

Action  Plus    C2 

Creme  Cleanser  Concentrate  CI 

CMI  Big  M  Mark  Remover   CI 

CMI  Blast  Out  Drain  Opener  LI 

CMI  Dr.  One  Oil  Soluble  Spot  Remover  Kl 
CMI  Oven  Cleaner  Foaming-Scented       A8 

CMI  Surgical  Hand  Soap   El 

Formula  620    D2 

Germ-O-Kill    Dl 

Hand-Eze  Plus  w/Volcanic  Pumice 

HandCln E4 

Hand-Eze  Plus  Hand  Cleaner  E4 

Liquid  X-Cell    Al 

Mr.  Glo    CI 

Pink  Velvet   A8 

Quick  Clean  A8 

Sabre    Al 

Satin  A8 

Stainless  Steel  Cleaner   A7 

Super  100  Plus    A4 

Swift  Clinging  Bowl  Cleaner  C2 

The  Grabber A3 

Treat  Cone.  Porcelain/Bowl  Tile  Clnr.     C2 

WP626  A4 

X-Cell  MP  Al 

100  Plus  A4 

Chemical  Methods  Associates  of 
Ohio  Inc. 

CMA  Alklean    A2 

Chemical  Packaging  Corporation 

Acidic  Cleaner C2 

Air  Tool  Oil  H2 

Anti-Foam  Additive    Al 

Block  Out  (Aerosol)  CI 

Butyl  Cleaner Al 

Butyl  Cleaner  H.D CI 

Chemi-cap  Citrus  All  Purpose  Cleaner     CI 

Chemi-Cap  All  Purpose  Cleaner    CI 

Chemi-Cap  Battery  Cleaner   PI 

Chemi-Cap  Belt  Dressing  PI 

Chemi-Cap  Chain  &  Cable  H2 

Chemi-Cap  Cut  &  Tap  Fluid   H2 

Chemi-Cap  CRT  Screen-Care CI 

Chemi-Cap  De  Aqua  Lube  (Aerosol)  ..    H2 

Chemi-Cap  De  Aqua  Lube  Bulk    H2 

Chemi-Cap  Electronic  Contact  Cleaner    K2 

Chemi-Cap  Glass  Cleaner  CI 

Chemi-Cap  Grease  White  Fluidized  ....    H2 

Chemi-Cap  Insect  Spray  Fl 

Chemi-Cap  Mtl  Pish  Stnl  Stl&All  Mtl 

Surf  CI 

Chemi-Cap  No  Grab  Anti-Seize  Cmpd 

(Bulk)   H2 

Chemi-Cap  No.  25  Insect  Spray  Fl 

Chemi-Cap  Oven  Cleaner  A8 

Chemi-Cap  Oven  Protector  PI 

Chemi-Cap  Paint  &  Varnish  Stripper  ..    C3 

Chemi-Cap  Roach  &  Ant  Killer F2 

Chemi-Cap  Safety  Solvent  (Aerosol)  ..    K2 

Chemi-Cap  Sani-Lube  (Aerosol)    HI 

Chemi-Cap  Silicone  Spray   HI 

Chemi-Cap  Skin  Shield    E4 

Chemi-Cap  Spray  Silicone  Release    ....    HI 
Chemi-Cap  TFE  Fluorotelomer  Lubri- 
cant      H2 
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Chemi-Cap  Waterless  Hand  Cleaner  E4 
Chemi-Cap  White  Lube  Food  Grade 

Grease  HI 

Cherru-Cap  Wyte-Ease  (Aerosol)  H2 

Chemi-Cap  Wyte-Ease  (Bulk)    H2 

Chemicap  Citrus  Vandalism  Mark  Re- 
mover      CI 

Food  Equipment  Lubricant  HI 

Food  Grade  Gear  Lubricant  Grade 

80W-90  HI 

Food  Grade  Gear  Lubricant  Grade  90- 

140    HI 

Food  Grade  Polymer  Oil  Grade  10    ....  HI 

Food  Grade  Polymer  Oil  Grade  20  HI 

Food  Grade  Polymer  Oil  Grade  30  HI 

Food  Grade  Polymer  Oil  Grade  40    ....  HI 

Food  Machinery  Grease  (White)    HI 

Glass  Cleaner CI 

Grease  Trap  Maintainer    CI 

Hi-P   K2 

High  Viscosity  Silicone  Lube  HI 

Hydraulic  Oil  SAE  10W  H2 

Hydraulic  Oil  SAE  20W-20  H2 

Hydraulic  Oil  SAE  30 H2 

Moly  Heavy  Duty  Grease  H2 

Multi-Purpose  Polymer  Grease  H2 

Multi-Purpose  Polymer  Oil  Grade  10  H2 

Multi-Purpose  Polymer  Oil  Grade  20  H2 

Multi-Purpose  Polymer  Oil  Grade  30  H2 

Non-Drip  Gear  Lube  Grade  90-140  ....  H2 

Non-Drip  Gear  Lube  SAE  140 H2 

Non-Dnp  Gear  Lube  SAE  80  H2 

Non-Dnp  Gear  Lube  SAE  80W-90   ....  H2 

Non-Dnp  Gear  Lube  SAE  90 H2 

Oven  Chain  and  Bearing  Lubricant   ....  H2 

Red  Non-Melt  Grease  H2 

Shine-Em-Up  Stainless  Steel  &  Metal 

Pish  A7 

Silicone  Release  (Bulk) HI 

Stainless  Steel  &  Metal  Polish  A7 

Standard  Viscosity  Silicone  Lube  HI 

Chemical  Products  Corporation 

Sodium  Metasilicate,  Pentahydrate Al 

Chemical  Products  Industries,  Inc. 

TZ-Hood  Clean  A8 

Chemical  Research  Corp. 

All  Purpose  Cleaner    Al 

All  Purpose  Degreaser    Al 

Jewel    Al 

Lemonee    A4 

Liquid  Dishwash  Concentrate  Al 

Liquid  Super  "C"  A4 

Neutral  Cleaner  A4 

Pine-0   CI 

Pink  Neutral  Cleaner A4 

Prime   Al 

Super  Spray  A4 

Chemical  Research  Products 

Blaze-Off  A4 

Cope  FG    CI 

CRPDrione  F2 

Golden  Concentrate  X Al 

Hi-Punty  Contact  Cleaner K2 

Sani  Suds  Detergent   Al 

Star  Liquid  Hand  Soap  El 

Chemical  Resources  Corp. 

All  Purpose  Foaming  Cleaner A8 

All  You  Need    Al 

Arctic  Clean  A5 


Butyl  Water  Soluble  Cleaner   A4 

Liquid  Alive  Bacteria   CI 

Natural  Force  CI 

Chemical  Sanitizing  Systems,  Ltd. 

Detergent  Concentrate  CI 

Equal    CI 

Liquid  Detergent  CM-15  CI 

Non-React-L    Bl 

P102  Bl 

React-L    Bl 

Reclaim-L    Bl 

Renegate-L B2 

Renovate-L    Bl 

Restate-L   B2 

Revive-L    Bl 

Value  Line  Attack  L  Bl 

Value  Line  Aware-P  Bl 

Value  Line  Fluff-L   B2 

Value  Line  Glo   Al 

Value  Line  Hard  Go  Al 

Value  Line  Povv-L  Bl 

Value  Line  Strike-L    Bl 

Chemical  Service  &  Supply  Co.,  Inc. 

A-1000  Al 

Ecoterge  (Blue)  A4.A8 

Ecoterge  (Colorless)   A4.A8 

Ecoterge  (Green)  A4.A8 

Ecoterge  (Pink)  A4.A8 

Never  B-4    CI 

Chemical  Service  of  Philadelphia 
Inc. 

AP2    Al 

BOL4  C2 

EOC1   CI 

GL7   CI 

HS50  Antiseptic  Lotion  Hand  Soap  El 

KOH  Liquid  Caustic  Drain  Opener   LI 

L04   El 

Ph07  C2 

Pressure  Washer  Cleaner    Al 

P3L    Al 

P3LS    Al 

QS10    D2 

QT20   Dl 

R2D  A4 

S04    LI 

TD3  Surface  Scum  Remover   A4 

Chemical  Service  Company 

Boiler  Treatment  No.  192  G6 

Cooling  Water  Treatment  No.  121  G7 

Dry  Acid  No.  41   A3 

Organic  A    G6 

Oxygen  Control  Treatment  M    G6 

Phosphate  Treatment  No.  21     G6 

Phosphate  Treatment  No.  22    G6 

Return  Line  Treatment  MC50    G6 

Zeolite  Treatment  No   181    PI 

Chemical  Services,  Inc. 

CSI  Cement  Cleaner  CI 

Degreaser  Cleaner  Al 

Detergent  Sanitizer   CI 

Lotion  Hand  Soap  E4 

Sanitize    D2 

Chemical  Solvent  Company 

Coil-X-Cleaner    Al 

CSCO  B2000 G6 


Chemical  Specialties  International 

Digestant  2500 ....  L2 

Live  Micro-Organisms  L2 

Chemical  Specialties,  Inc. 

Air  Freshner  CI 

Air  Sanitizer  &  Room  Deodorant CI 

Am-Strip  Ammoniated  Stripper  CI 

Auto-Det  Machine  Scrub    A4 

Bac-Stop-128  Hospital  Disinfectant  CI 

Bac-Stop-256  Hospital  Disinfectant  ....  D2 
Bac-Stop-64  Hospital  Disinfectant  CI 

Blast  Liquid  Sewer  Solvent  LI 

Blitz  Degreaser  Al 

Bowl  Breeze  Porcelain  &  Bowl  Cleaner  C2 

Brite-White  Bowl  Cleaner    C2 

Chem  Spec  Hgh  Grd  Space  Spry  Insctd  Fl 
Chem-I-Zyme  Enzyme  Sewer  Digester  L2 
Cherries  Jubilee  Bathroom  Cleaner   ....    CI 

Clear  Blue  Glass  Cleaner   CI 

Clear  Green  Dish  Detergent   Al 

Coconut  Oil  Hand  Soap  El 

Concrete  Cleaner  A4 

De  Scent  Odor  Counteractant  CI 

Deep  Purple  Concentrate  A4 

Deep  Purple  Concentrate-Extra    A4 

Defoamer  For  Sewage  &  Industry  ....  LI 
Diesolv  Safety  Solvent  ...    K2 

Double  Coco  Hand  Soap  20%   El 

Ecowash  Laundry  Liquid  Detergent  ...      Bl 

Envy  Foaming  Blitz    Al 

F-22  General  Cleaning  Powder    Al 

Fly  and  Mosquito  Spray   Fl 

Gamma-Cide  Residual  Insecticide    F2 

General  Purpose  Detergent  Al 

Germicidal  Detergent    D! 

Gold  Pot  N'  Pan    Al 

Hand  Dishwash  Liquid   Al 

Hvy  Dty  Wax  Stripper  &  Grease  Rmvr   A4 

Jell-Lube  For  Conveyors  H2 

Keesi  Multi  Purpose  Det.  &  Power  Clnr  Al 

Keesi  Solubilizing  Degreaser   Al 

Kwik  Heavy  Duty  Detergent    Al 

Lem-O-Nee  30  Disinfectant   CI 

Lemon  Odor  Disinfectant  CI 

Lemon  Soft  Soap  E4 

Light  Soap  Skin  Cleanser   El 

Liqua-Wash  for  Dish  Machines   Al 

Liquid  Laundry  Compound  Bl 

Liquid  Machine  Dishwash    Al 

Liquid  Steam  Compound    Al 

Lotion  Hand  Dishwash  Concentrate    ...    Al 

Lotion  Hand  Soap   E4 

Max-It  Liquid  Steam  Compound   Al 

Mechanic's  Lotion  Soap    El 

Melt-Away  Oven  And  Grill  Cleaner   ..    A8 

Mint  Odor  Disinfectant  CI 

Nu-Trol  Municipal  Odor  Control  CI 

O-Do-Ban  Deodorizing  Granules  CI 

O-Do-Nox  Sewer  Slvnt  &  Neutxalizer     CI 

Odorless  Disinfectant    Dl 

Par-3  Liquid  Steam  Compound    Al 

Pearl  Creme  Soap   E4 

Pearl  Lotionized  Dish  Wash  Al 

Pine  Odor  Disinfectant  CI 

Pine  Odor  Disinfectant  Coef.  13    CI 

Pine  Odor  Disinfectant  QT  CI 

Pine  Scrub  Deodorizing  Soap  CI 

Pine-I-Cide  Pine  Odor  Disinfectant   ....    CI 

Pine-O-Mite  Cleaner/Deodorant  CI 

Pink  Lotion  Hand  Soap    1  4 

Poly  Spray  Insecticide  Fl 

Posi-Kill  Space  Insecticide  Fl 

Pow-Co  Laundry  Soap    Bl 

Pow-R-Scrub  Mechanics  Soap  El 

Quari-Clean   A4 

Right-Stuff  Steam  Compound    Al 

Rout  Caustic  Sewer  Solvent  LI 

RTU  Coco  Hand  Soap    El 

Satin  Suds  For  Dishes  Al 
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Scalder  &  Blancher  Compound    A2 

Scalder  &  Blancher  Compound  #65  ....  A2 

Sepli-Scrub  Sanitizing  Hand  Soap   E2 

Septi-Scrub  Surgical  Hand  Soap    El 

Shield-Guard  For  Stainless  Steel    CI 

Slidease  Silicone  Lubricant H2 

Smoke  Out  CI 

Soak  Degreaser  Decarbonizer  (Powder)  A2 

Steam  Machine  Compound  Al 

Steam-O-Mite  H.D.  Steam  Compound  Al 

Syn  Co  Spray  Insecticide   Fl 

System-One  General  Purpose  Al 

Tarmac  Concrete  Cleaner  (Powder)  ....  A4 

Total  Laundry  Liquid   Bl 

Traditions  All-Purpose  Detergent  Al 

Traditions  Deep  Forest  Air  Freshener  CI 

Traditions  Degreaser  Al 

Traditions  Glass  Cleaner  CI 

Traxx  Heavy  Duty  Stripper    A4 

Triple  Coco  Hand  Soap  40%   El 

Vat  Compound  (Powder)    A2 

Vat  Stripp  Compound  A2 

Velvet  Hand  Soap  Powder  C2 

White  Floor  Cleaning  Powder    A4 

White  Powder  Hand  Soap  C2 

Window  Cleaner   CI 

Chemical  Systems  of  Florida,  Inc. 

AC-305    A3 

C.S.-223  Al 

C.S.-235  Al 

C.S.-300  A3 

C.S.-301  A3 

C.S.-607  A1.Q1 

C.S.-607-F  Al 

C.S.-707  Al 

C.S.-7I4  Al 

C.S.-723  Al 

CA-101    A2 

CS  100-5   A3 

CS-100  A3 

CS-100-7   A3 

CS-105  A3 

CS-106  D2 

CS-110  D2 

CS- 138  Disinfectant    D2 

CS-140  LFI  Sanitizer   D2 

CS-170  CI 

CS-175  D2 

CS-200  A4 

CS-203  Al 

CS-203S  Al 

CS-208  Al 

CS-208-S  Al 

CS-220  Chlorinated  Manual  Cleaner    .  Al 

CS-227  A4 

CS-305  A3 

CS-310  A3 

CS-316  A3 

CS-400  A2 

CS-40I  A2 

CS-402  A2 

CS-403  A2 

CS-404  A2 

CS-405  A2 

CS-405-K  A2 

CS-411  A2 

CS-412  A2 

CS-416  A2 

CS-416-K  A2 

CS-418  A2 

CS-420  A2 

CS-450-100  Al 

CS-450-50  Al 

CS-604  A2 

CS-605  A2 

CS-606  A2 

CS-608  A2 

CS-609  A2 

CS-610  A2 

CS-611  A2 


CS-618  A2 

CS-710  G5 

CS-900  Conveyor  Chain  Lubricant     A1.H2 

CS-900  PET H2 

CS-900-ELV   ALH2 

CS-900H  Conveyor  Chain  Lubricant  A1.H2 
CS-905  Conveyor  Chain  Lubricant    ....    H2 

CS-9I5  H2 

CS-916  H2 

CS-920  H2 

CS-975  H2 

LP-100  A3 

LP-200  A4 

LP-203S  Al 

LP-208  Al 

LP-300  A3 

LP-618  A2 

LP-900  A1.H2 

Chemical  Systems  Corporation 

Action  15  Al 

Barrier  Protective  Hand  Cleaner E4 

Barrier  Protective  Hand  Cream    E4 

Battery  Terminal  Cleaner  and  Protector    PI 
Burn  Off  Ammonialed  Oven  Cleaner       A8 

Chain  &  Cable  H2 

Contact  Cleaner  K2 

De  Aqua  Lube  H2 

Dn-Mol  High  Temperature  Anti-Seize     H2 

Dry  Powder  Lubricant H2 

Grip  Belt  Dressing    PI 

Knock-Out  Flying  Insect  Spray   Fl 

Lanolin  Waterless  Hand  Cleaner   E4 

Liquid  Digest CI 

One  Shot  Residual  Insect  Spray  F2 

R.I  P.  Insect  Spray    Fl 

Safety  Solvent  Kl 

Sparkle  Glass  Cleaner  CI 

Spearmint  Disinfectant  Cleaner  Deodrzr  C2 

Spontaneous  Emulsifier Al 

Stainless  Silicone  Spray   HI 

VIP  No.  610  Cleaner  CI 

Chemical  Systems  Inc. 

B-600  Al 

Chemical  Systems  Technology,  Inc. 

A.D.C.  Plus  A2 

A-Foam   A3 

Acid  Neutralizer    A3 

All  Purpose  Cleaner    CI 

B-100  Al 

Chlorinated  H  P  C    Al 

Concrete  Powder  CI 

CL.F.C.C Bl 

CLCIP  10    Al 

CST  Disinfectant-Sanitizer  D2 

CST  1000    A4 

CST  1200    Al 

CST  1200  LF    CI 

CST  486    Al 

D  300  Al 

Deep  Fat  Fryer  Cleaner A2 

Defoam    Al 

E200  Al 

E-100    QI 

Excell  Bl 

Extend  Plus   Bl 

Extoll  Super  Duty  Bl 

Formula  Bio-D  619  A1.H2 

FD-104 Al 

Glide  9  H2 

Iodine  Sanitizer  D2 

Keg  Cleaner  Al 

Laundry  Break  Bl 

Laundry  Soft   B2 

Liqui-Det  Bl 

Low  Foam  Sanitizer   D2 


LACC    A2 

LTD   Al 

Oven  and  Grill  Cleaner  A8 

Peak  Bl 

Power  Pack  I  A2 

Power  Pack  II    Al 

PC-60  A2 

PC-85  A2 

Quester  A2 

Secure  I   Al 

Secure  II    Al 

Series  5000  Extoll  Bl 

Series  5000  Laundry  Detergent    Bl 

Series  5000  Neutralizer  Bl 

Series  5000  Softner  B2 

Series  9000  Degreaser Al 

Spot  Free  Sanitizer   D2 

Suds  Up  Al 

System  Chlor  10%  Dry  Bleach    Bl 

System  Quat    Dl 

System  3  Liquid  Laundry  Bl 

System  3000  Conditioner   Al 

System  3000  Detergent  Al 

USDA  Laundry  Sour Bl 

USDA  Lime  Off  A3 

Chemical  Systems,  Inc. 

Antimicrobial  7413  G7 

0336  Gl 

2200  G6 

2202  G6 

2203  G6 

2204  G6 

2206  G6 

2230  G6 

2280  G6 

2294  G6 

2302  G6 

2304  G6 

2313  G6 

2315  G6 

2331   G6 

2361   G6 

2362  G5.G6 

2382  G6 

3240  G6 

3241   G6 

3243  G6 

3246  G6 

3441   G7 

4615  G7 

4616  G7 

4618  G7 

4691   G7 

4692  G7 

4935  G7 

7215  Microbiocide    G5.G7 

7415  Microbiocide    G7 

7416  Algaecide  G7 

7419  Microbiocide    G7 

8230  G7 

8251   G3 

8690  G7 

8692  G7 

8692  G7 

Chemical  Technologies,  Inc. 

Freezer  Cleaner  A5 

Gre  Solv  Germicidal  Dl 

Lime  Gone  CI 

Chemical  Technologies,  Inc. 

Chem  Tech  308  Acid   A3 

Chem  Tech  347  Al 

Chem  Tech  356  Alkali   Al 

Chem  Tech  402  Al 

Cleaner  212  Al 

422  Al 
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Chemical  Waste  Removal,  Inc. 

Liquid  Fire  Drain  Opener      LI 

Chemicals  &  Delivery  Systems,  Inc. 

Breeders  Digest  L2 

CitraSan  "GP"   A4 

Kwiklean   El 

Pom-Polish    C2 

Chemicals  and  Solvents,  Inc. 

GR-100    CI 

Chemieator  Products 

Formula  870    G7 

Formula  875    G7 

Formula  876    G7 

Formula  883    G6 

Kleen  Koil  "Plus"   Al 

Chemico  1  Corp. 

ALB CI 

Chem  San    D2 

Lift  Away    A4 

Lift  Away    Al 

Liquid  C    Al 

Neutral  Cleaner  A4 

Task  Master  A4 

Total  Strip  A4 

Chemidyne  Corporation 

=  1  H  D.  Bottle  Wash A2 

#22  BAFS    Al 

#30  Antiseptic  Liquid  Hand  Soap    E4 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Max"  Liquid  Steam  Cleaning  Concen- 
trate    Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

AW  Al 

Acid  Descale  A3 

Acidine A3 

Alkalinty  Additive  No.  1    A2 

All  Foam  JJ  Al 

All  Foam  WC   Al 

All-Foam  Al 

All-Foam  RD Al 

Alpha  5000    A8 

Alpha  5000-C    Al 

Aluminum  Brite-Glo  A3 

Antiseptic  Liquid  Soap  El 

AA  Khlor  Al 

Big  "C"  Concentrate  A4 

Butyl  Additive  No.  1     CI 

B220    A3 

C.S.-5  Al 

C.S.-5-F  Al 

C.S.-5-R  Al 

Chlor  Kleen  Al 

Churn  Clean Al 

Clean  Line  Al 

Concentrate  #88 A4.A8 

Concentrate  #88  Chlorinated    A4.A8 

Concentrate  #88-S  Al 

Concentrate  #88T   Al 

Concentrate  88-J   Al 

Control  Suds  Laundry  Detergent    Bl 

CD-BA01  Al 

CD-BA02  Al 

CD-BA10  A2 

CD-BA12  A2 

CD-BA13  H2 

CD-BA15  A2 

CD-BA16L    Al 

CD-BA16P    Al 


CD-BA37  A8 

CD-BA91  HI 

CD-D  CI 

CD-10    A2 

CD-10NP  Al 

CD-100    A2 

CD-1001-0  Food  Grade  Grease   HI 

CD-1001-00  Food  Grade  Grease    HI 

CD- 1001-1  Food  Grade  Grease   HI 

CD- 100 1 -2  Food  Grade  Grease   HI 

CD- 1002-0  Food  Machinery  Grease    ..  HI 

CD- 1002-1  Food  Machinery  Grease    .  HI 

CD- 1002-2  Food  Machinery  Grease  HI 

CD-1006A  Multipurpose  Grease    HI 

CD-101    A2 

CD-102    A2 

CD-1021-1  Food  Grade  Lube  Oil    HI 

CD- 102 1-2  Food  Grade  Lube  Oil    HI 

CD-1021-3  Food  Grade  Lube  Oil    HI 

CD-1021-5  Food  Grade  Lube  Oil    HI 

CD-1022-1  Food  Grade  Lube  Oil    HI 

CD-1022-2  Food  Grade  Lube  Oil    HI 

CD- 1 022-3  Food  Grade  Lube  Oil    HI 

CD- 1022-5  Food  Grade  Lube  Oil  HI 

CD-I022-7  Food  Grade  Lube  Oil  HI 

CD- 1025-1  Food  Grade  Gear  Lube   ....  HI 

CD- 1025-2  Food  Grade  Gear  Lube  HI 

CD-103    A2 

CD- 1 030  Food  Grade  Penetrating  Oil  HI 

CD- 1035  Refrigerator  Oil  H2 

CD-104    A2 

CD- 1044- A  White  Oil  Lube  Additive  HI 

CD- 1046A  White  Lubricant  HI 

CD-105    A2 

CD-1050  Refrigeration  Oil  H2 

CD-1051  Low  Temp.  Gear  Lube  HI 

CD-106    Al 

CD-1061-2  General  Purpose  Grease  ..  H2 
CD- 1062-2  Red  High  Temperature 

Grease  H2 

CD-107    Al 

CD-108    Al 

CD-I 081-1  General  Purpose  Oil    H2 

CD- 108 1 -2  General  Purpose  Oil    H2 

CD- 108 1 -3  General  Purpose  Oil    H2 

CD-1081-4  General  Purpose  Oil    H2 

CD-1085-1  Gear  Lubricant  H2 

CD-1085-2  Gear  Lubricant  H2 

CD- 1087-1  Fire  Resistant  Hydraulic 

Fluid   H2 

CD-1088-1  Hydraulic  Oil  H2 

CD-1088-2  Hydraulic  Oil  H2 

CD-1088-3  Hydraulic  Oil  H2 

CD-1088-4  Hydraulic  Oil  H2 

CD- 1089-1  Low  Temperature  Hydraulic 

Oil  H2 

CD-109    Al 

CD- 1095-4  High  Temperature  Chain 

Lubrcnt   H2 

CD-I  15    A2 

CD-I  15  SH   A2.Q1 

CD-I  18    A1.Q1 

CD-I  19    A2 

CD-120    A2 

CD-122    A2 

CD-124    Al 

CD-125    Al 

CD-126    Al 

CD-127    Al.QI 

CD-130    A2 

CD-131    A2 

CD-132    A2 

CD-133    A2 

CD-134    Al 

CD-135    Al.QI 

CD-150    A2 

CD-150SH   A2 

CD-165    Al 

CD-167    Al 

CD-20    A2 

CD-200  General  Cleaner Al.QI 

CD-200NP  Al.QI 


CD-201    Al 

CD-202    Al 

CD-203    Al 

CD-210  General  Cleaner A1.Q1 

CD-210NP  Al.QI 

CD-212    Al 

CD-213    Al 

CD-214    Al 

CD-220    Al 

CD-221    Al 

CD-222    A1.B1 

CD-230    A1.B1 

CD-233    CI 

CD-234    C1.E4 

CD-235    CI 

CD-238    Al 

CD-240    Al 

CD-241    Al 

CD-242    Al 

CD-243    Al 

CD-244    CI 

CD-248    Al 

CD-249    Al 

CD-250    A1.B1 

CD-255    Al 

CD-256    Al 

CD-260    Al 

CD-262    Al 

CD-266    Al 

CD-267    Al 

CD-268    Al 

CD-269    Al 

CD-270    Al 

CD-270NP  Al 

CD-271    Al 

CD-272    Al 

CD-273    Al 

CD-274    Al 

CD-275    A1.B1 

CD-276    Al 

CD-277    Al 

CD-278    Al 

CD-279    Al 

CD-280  Liquid  Hand  Cleaner El 

CD-281  Liquid  Hand  Clnr  Concntrt  ....  El 

CD-283  Liquid  Hand  Cleaner El 

CD-284    El 

CD-285    El 

CD-286    E2 

CD-287    E2 

CD-288    E2 

CD-289    El 

CD-290    El 

CD-291    El 

CD-292    E4 

CD-293    A1.E1 

CD-295    E2 

CD-300    Al.QI 

CD-300NP  A2.QI 

CD-301    Al 

CD-302    Al 

CD-303    Al 

CD-304    Al 

CD-306    Al 

CD-309    Al.QI 

CD-310    Al.QI 

CD-312    Al 

CD-320    Al.QI 

CD-322  Egg  Wash    Al.QI 

CD-323    Ql 

CD-324    Al.QI 

CD-325    Ql 

CD-330    Al 

CD-331    Al 

CD-332    AI.B1 

CD-333    Al 

CD-334    Al 

CD-335    Al 

CD-340    Al.QI 

CD-341    Al 

CD-342    Al 

CD-344    Al 
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CD-345    Al 

CD-345NP  Al 

CD-346    Al 

CD-347    Al 

CD-349    Al 

CD-350    Al 

CD-352    Al 

CD-353    Al 

CD-358    Al 

CD-360    Al 

CD-365    Al 

CD-366    Al 

CD-370    A1.B1 

CD-371    A3.B1 

CD-372    Q5 

CD-373    A5.Q5 

CD-378    B2 

CD-379    Bl 

CD-380    Bl 

CD-382    A2.B1 

CD-383    A1.B1 

CD-385    Bl 

CD-386    Bl 

CD-387    A1.B1 

CD-388    B2 

CD-390    Al 

CD-392    Al 

CD-40    Kl 

CD-400    A3.B1 

CD-400NP  A3 

CD-401  Liquid  Acid  Cleaner  A3 

CD-401NP  A3 

CD-402    A3 

CD-403  Liquid  Acid  Cleaner  A3 

CD-404    A3 

CD-404NA  A3 

CD-405    A3 

CD-406    A3 

CD-407    A3 

CD-410Cncntnd  Acid  Cleaner    A3 

CD-410NP  A3 

CD-412    A3 

CD-420    A3 

CD-421    A3 

CD-43    Al 

CD-430    A3 

CD-44    Al 

CD-440    A3 

CD-45    Al 

CD-45LF  Al 

CD-450    A3 

CD-451    A3 

CD-455    A3 

CD-46  Floor  Cleaner CI 

CD-460    A3 

CD-461    A3 

CD-462    A3 

CD-464    A3 

CD-467    A3 

CD-470    A3 

CD-471    A3 

CD-484    A3 

CD-485    A3 

CD-490    A3 

CD-492    A3 

CD-493    A3 

CD-494    A3 

CD-495    A3 

CD-496    A3 

CD-497    A3 

CD-498    A3 

CD-499    A3 

CD-50  Creme  Cleanser  A6 

CD-500    A2 

CD-500NP  A2 

CD-502    A2 

CD-505    A2 

CD-506    A2 

CD-507    A1.Q1 

CD-508    A1.Q1 

CD-509    Al 

CD-51  Bowl  Cleaner C2 


CD-510    A2 

CD-510NP  A2 

CD-512    Al 

CD-515    A2 

CD-516PP   A2 

CD-517    Al 

CD-520    A2 

CD-522    A2 

CD-524    A2 

CD-530    A2 

CD-530NP  A2 

CD-531    A2 

CD-532  Heavy  Duty  Cleaner  A2.Q1 

CD-533    A2 

CD-534    A2 

CD-535    A2 

CD-536    A2 

CD-537    A2 

CD-538    A2 

CD-540    A2 

CD-541    A2 

CD-542    A1.Q1 

CD-543    A2.B1 

CD-543NP  A2 

CD-544    A2.Q1 

CD-545    A2 

CD-545NP  A2 

CD-546    A2 

CD-547    Al 

CD-548    A2 

CD-55  Spray  &  Wipe  Cleaner  CI 

CD-550    A2 

CD-550NP  A2 

CD-551  Heavy  Duly  Cleaner  A2 

CD-552  Heavy  Duty  Cleaner  A2 

CD-5S3    A2 

CD-554    A2 

CD-555    A2 

CD-556    A2 

CD-557    A2 

CD-558    Al 

CD-559PP   A2 

CD-560    A1.Q1 

CD-561    Al 

CD-562    A1.Q1 

CD-563    Al 

CD-564  Liquid  Heavy  Duty  Cleaner  ..  A2 

CD-565    A2 

CD-566    LI 

CD-567    Al 

CD-568    A2 

CD-568LY  A2 

CD-569    Al 

CD-569DS  Al 

CD-569NP  Al 

CD-570    A2 

CD-571    A2 

CD-572    Al 

CD-573    A2 

CD-574    Al 

CD-575    A2.Q1 

CD-576    Al 

CD-577    Al 

CD-578    A2 

CD-579    Al 

CD-580    A2 

CD-581    Al 

CD-582    A2 

CD-583    A2 

CD-584    A2 

CD-585    Al 

CD-586    A2 

CD-587    Al 

CD-588    A2 

CD-588LY  A2 

CD-589    Al 

CD-590    HI 

CD-592    HI 

CD-593    HI 

CD-594    HI 

CD-595    HI 

CD-596  Trolley  Oil  HI 


CD-597    HI 

CD-599    HI 

CD-600    D2.G4.E3 

CD-609    D2.Q4 

CD-61  Damp  Mop  Cleaner CI 

CD-610    D2 

CD-62  Floor  Stripper   CI 

CD-620    D2 

CD-621    D2.E3.Q6 

CD-622    D2 

CD-627    D2.G5 

CD-630    D2 

CD-631    D2 

CD-633    E3 

CD-634    D2 

CD-635    D2 

CD-636  Quat  Blocks  LI 

CD-638    D2.Q3 

CD-640    D2 

CD-641    D2 

CD-650    D2 

CD-670    D2 

CD-700    Al 

CD-701  Powder  Booster  Al 

CD-702    Al 

CD-703    Al 

CD-704    Al 

CD-705  Detergent  Additive    Al 

CD-706  Detergent  Additive    Al 

CD-707    Al 

CD-708    Al 

CD-7 1  Bacterial  Digestant   CI 

CD-710    A1.Q5 

CD-713    A1.Q1 

CD-714    Ql 

CD-715    PI 

CD-720    A1,Q1 

CD-722    A1.Q2 

CD-723    A1.G5 

CD-724    A3 

CD-726    Al 

CD-730    G5 

CD-733    L2 

CD-734    L2 

CD-741    Ql 

CD-75    A2 

CD-777    H2 

CD-780    H2 

CD-781    H2 

CD-782    H2 

CD-783    H2 

CD-784    H2 

CD-785    H2 

CD-786    A1.H2 

CD-787    HI 

CD-788B  Conveyor  Lube  A1.H2 

CD-790    A1.H1 

CD-791  Conveyor  Lube  A1.H2 

CD-792    H2 

CD-793    H2 

CD-794    H3 

CD-799    H2 

CD-80    CI 

CD-800    Al 

CD-802    HI 

CD-807    HI 

CD-809    HI 

CD-811A  Al 

CD-812    A2 

CD-814    Al 

CD-816    A2 

CD-82    Al 

CD-820    G5,Q1 

CD-824    Bl 

CD-827    Al 

CD-828    Al 

CD-830    AI.Q1 

CD-831    Al 

CD-832    A1.B1 

CD-833    A1.B1 

CD-834    Al 

CD-835    Al 
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CD-840    A1.Q1 

CD-S42    Al 

CD-843    Al 

CD-844    Al 

CD-845    A2 

CD-846    A2 

CD-847    A2 

CD-848    A2 

CD-849    A2 

CD-851    A3 

CD-852    A3 

CD-854    A3.B1 

CD-854NP  A3 

CD-855    A3 

CD-856    A3 

CD-860    CI 

CD-870    A1.G5 

CD-871    A3 

CD-880  Laundry  Compound    A2.B1 

CD-881  Laundry  Compound    Bl 

CD-882    B2 

CD-883  Uundry  Compound    A1.B1 

CD-884  Laundry  Compound    Bl 

CD-885    A1.B1 

CD-886  Bleach   Bl 

CD-887  Laundry  Sour Bl 

CD-888    Bl 

CD-889    A1.B1 

CD-891    Al 

CD-898    CI 

CIP-250  Al 

CIP-300  A2 

C1P-300A A2 

CSC  A2 

CW-45  G5 

CWX   Al 

Degreaser  K2 

Degreaser-C  Al 

Degreaser-C-W/F Al 

Deodorant  Crystals   CI 

DMD   Al 

DMD-SS    Al 

DS-444  No.  1    LI 

DS-444  Sewer  Solvent   LI 

EcoCIP  Al 

Egg  Wash  #1  Ql 

EggWAshNC    Ql 

Foam  Additive  No.  1    Al 

Foam  Additive  No.  2    CI 

FoamX  BC  Al 

Foam-All   Al 

Freezer  Cleaner  A5 

FFM-100   A4.A8 

FFM-50   A4 

FFM-50-B    Al 

FFM-75    Al 

Gel  45    A2 

GC-54  Genera]  Cleaner A4 

GC-54  General  Purpose  Cleaner    Al 

GC-54  No    1    Al 

H  D-Foam   Al 

HD-FoamNo.  1   Al 

HD  Foam  No.  2    Al 

Hansan  (CD-605A)  E3 

Heavy  Duty  Formula  Liquid  Stm  Clng 

Cone    Al 

Hi  Bleach  II  Bl 

Hi-Bleach  Bl 

Hi-Dine    D2 

Hi-Gel    Al 

HDCIP   Al 

HD  Foam  No.  65    ..    A2 

HD  Pine  CI 

HD  SC  F    Al 

HD50   A2 

HD  56    A2 

HD95    A2 

HD-CIP-P    Al 

HD-Foam  FFM    A4.A8 

HD-Foam  No  2    Al 

HD-SC  Al 

HD-SC-L  Al 


HD-52  Heavy  Duty  Cleaner  A2 

HD-52S A2 

HD-54    A2 

HD-60    A2 

HD-70   A2 

HD-70W/C  A2 

HPSNo.  1   Al 

HPS  No.  2  A4.A8 

HPS  No.  2  Liquid  Cleaner  Al 

HPS  No.  4  Al 

HPS  No.2-SS  Al 

HWCIP  Al 

I O.  Prep    E2 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

Kro-Chlor Al 

Kro-Zyme    L2 

Laundry  and  Shroud  Cleaner   Bl 

Lemon  Phene  CI 

Liquid  Egg  Wash    Ql 

Liquid  Egg  Wash  WC Q1.Q2 

Liquid  Heat  Gel A8 

Liquid  KRO-Foam    Al 

Liquid  Utility  Cleaner  Al 

Litic   Al 

Litic  Liquid  Alkali    Al 

LA-50 A2 

LA-50-M   A2 

LCA-1000   A2 

LCA-1700   A2 

L800 A1.G7 

L800B    Al 

L800D   G7 

Max  Foam  A1.G5 

Max  Foam  Plus  Al 

Max  Foam  Plus-SS  Al 

Max  Foam  WC  Al 

Max  Foam  WC-P    Al 

Max  Foam  25    A1.G5 

Max  Foam  25-SS    Al 

Max  Foam  40   Al 

Medicated  Hand  &  Body  Lotion   E4 

MCQ  Final    D2 

MCQ  No.  1   D2 

MCQ  No.  2  D2 

MCQ  No.  4-75    D2 

MW-580 A4 

MW-580-V    A2 

N  Y    Al 

No.  1  Heavy  Duty  General  Cleaner  ....    A2 
No.  1  Heavy  Duty  General  Cleaner  C     A2 

No.  26  BAFS H2 

No.  38  BAFS H2 

No.  40  BAFS HI 

O-Foam   A1.G5 

ODine  #1     D2 

Organic  Acid  Detergent    A3 

Oven  and  Grill  Cleaner A8 

Oxy-Acid  A3 

Oxy-C    Al 

Oxy-Q    Al 

P.T.  40  Acidulated  Cleaner A3 

Peradine  Hand  Sanitizer  E3 

Phos  A3 

Phos  Kleen  B A3 

Power  Lube  H2 

Power  Lube  II  HI 

Pro  Tap  B    A3 

Pro  Tap  F A3 

Pro  Tap  L    A3 

Pro  Tap  V   A3 

Pro-Tap   A3 

Pro-Tap  Acid  Cleaning  Compound    ....    A3 

Pro-Tap  Acidulated  Cleaner  A3 

Pro-Tap  B-M  A3 

Pro-Tap  D    A3 

Pro-Tap  HF  A3 

Pro-Tap  M  A3 

Pro-Tap  No.  1    A3 

Pro-Tap  R    A3 

PL-25  A2 

Quat  Block LI 


Red  Hot  Sewer  Solvent LI 

Rins-O-Dine  DI 

Rinse  Additive  No.  1    CI 

Rinse  Additive  No.  2    CI 

Rom  450   A3 

Rom  4500    DI 

Rom-Foam  Al 

Rom-Foam-P  Al 

Rom-Foam-SS  Al 

Rom-O-Cid    D2 

Rom-O-Cid  LF   D2 

Rom-O-Det    Al 

Rom-O-Dine    D2.Q6.E3 

Rom-400  LF    A3 

Romro#2230 A1.G7 

Romro#2230WF  Al 

Romro  #270  Liquid  Alkali   Al 

Romro#570  A2 

Romro  AMC-9    A3 

Romro  APC-2   Al 

Romro  Chlor-9    D2.G4.Q4 

Romro  CC-34    A4 

Romro  Drive-Eze  Chain  Lubricant H2 

Romro  GP-280    Al 

Romro  H.D.  Alkalene  A2 

Romro  Lubricant  TL  HI 

Romro  LD-515    Al 

Romro  MP-550  Al 

Romro  No.  1  General  Smokehouse 

Cleaner   A2 

Romro  No   1  Heavy  Duty  General 

Cleaner   A2 

Romro  No.  23  Milkstone  &  Scale  Rmvr 

Cone   A3 

Romro  No.  5  Heavy  Duty  Smokehouse 

Clnr  A2 

Romro  No  8  Extra-Heavy  Duty  All 

PurpCl   A2 

Romro  ODine  #1    D2 

Romro  R-10  Al 

Romro  RDX    CI 

Romro  S-311   A2 

Romro  S-7  Concentrate  General  Cleaner  Al 

Romro  Superus    Al 

Romro  SC-6    Al 

Romro  SGC-3   Al 

Romro  SHS-12    D2.Q4 

Romro  SHS-5    D2.Q4 

Romro  SHS-9    D2.Q4 

Romro  TC-4    A2 

Romro  150  Al 

RDX-L  CI 

RDX-L  SP  CI 

RDX-L  50  CI 

RDX-V CI 

ROM  4500  DI 

S-7  WC  Concentrate  Al 

Santi-Wash  Hand  Soap  E2 

SoftTrak  H2 

Sta-Foam   Al 

Sta-Foam  #1     Al 

Sta-Foam  B   Al 

Sta-Foam  C  Al 

Sta-Foam  Plus  Al 

Sta-Foam  RD  Al 

Sta-Foam  S    Al 

Sta-Foam-SS    Al 

SD-73  Al 

Task  Master  El 

TC-76  A2 

TC-76No.  I    A2 

TD-12  Trolley  Cleaner   A2 

Waterless  Paste  Grit  Hand  Cleaner    ....  E4 

WA-5  Al 

WD-103  A2 

wd-105  a: 

WD-110  \: 

YA-5    Al 

YN  Al 

100  A2 

1000  \: 

170 a: 


11-99 


1700  A2 

2230  WQ  A! 

444  Sewer  Solvent  Drain  Opener  CI 

Chemie-Technik  GmbH 

Elkalub  GLS  363  HI 

Elkalub  GLS  364 HI 

Elkalub  GLS  367 HI 

Elkalub  GLS  380 HI 

Elkalub  GLS  380/N1  HI 

Elkalub  GLS  380/N2 HI 

Elkalub  GLS  380/N3  HI 

Elkalub  GLS  65 H2 

Elkalub  GLS  66 H2 

Elkalub  LFC  3015  HI 

Elkalub  LFC  3022  HI 

Elkalub  LFC  3032  HI 

Elkalub  LFC  3046 HI 

Elkalub  LFC  3068  HI 

Elkalub  LFC  3100 HI 

Elkalub  LFC  3150 HI 

Elkalub  LFC  3220 HI 

Elkalub  LFC  3320 HI 

Elkalub  LFC  3680 HI 

Elkalub  LFC  9046  HI 

Elkalub  LFC  9068  HI 

Elkalub  LFC  9100 HI 

Elkalub  LFC  9150 HI 

Elkalub  LFC  9220 HI 

Elkalub  LFC  9320 HI 

Elkalub  LFC  9460  HI 

Chemifax 

Aid  Lemon  Scented A4.C1 

Alkie  Alkaline  Emulsifier  Al 

All  Purpose  Green  Cleaner  CI 

Bowlarium  Clinging  Bowl  Cleaner    ....    C2 

Chem  Mist  Bowl  Cleaner  C2 

Chem  Mist  Coconut  Oil  Hand  Soap    ....  El 
Chem  Mist  Concentrated  Heavy 

Duty  Dgrsr A4.A8 

Chem  Mist  Lotion  Soap  El 

Chem  Mist  Power  Cleaner  Al 

Chem-I-Dyne  D2.E3.Q6 

Chem-O-Dyne  D2.E3 

Chemmist  Organic  Cleaner  A4 

Cide-All  Al 

Cleaner  Concentrate    A4 

Concentrated  Heavy  Duty  Degreaser  A4.A8 

Consept    Al 

Contest  Al 

Degreaser  Fat  and  Protein  Emulsifier       Al 

Drum  in  a  6Pak  Al 

Foaming  Heavy  Duty  Degreaser    Al 

Four  Seasons  A4 

Lemon  Creame  Lotion  Cleanser El 

Lime-Gone  C2 

Low  Foam  Detergent    A4 

Oven  Foamy  Cleaner    A8 

Pine  Deodorant  Cleaner    CI 

Power  Cleaner  Degreaser  Al 

Power  Stripper  Wax  &  Floor  Finish 

Rmvr  A4.A8 

Premium  Pot  and  Pan  Dishwash    Al 

Pro  Sept  Dl 

Quat  Sanitizer  Rinse  D2 

Sani-Hands  E2 

Septin  PF  A4 

Shower  Power  C2 

Solar  System  Digest  Odor  Elimin.  En- 
zyme       CI 

Spearmint  A4 

Spontaneous  Emlsfr  Industrial  H.D. 

Clnr  Al 

Spring  Clean  Cleaner/Degreaser  A8.C1 

The  Big  Orange  CI 

Tiger  Stripe   A4.C1 


Chemisales,  Incorporated 

Blue  Wonder  CI 

Car  Wash  Al 

Defoamer  C  Q5 

Dew-O-Fresh  CI 

Fumeless  Liquid  Drain  Solvent    LI 

Glyco  Soap    El 

Gold  Tiger  CI 

H.D.  Blue A4 

Hydrosteam   A2 

Kill-O-Cide   Fl 

Low  Phos Al 

Multicide   Dl 

PTC-85    CI 

San-Air CI 

Sewer-Solv LI 

Shine-O-Glass  Glass  Cleaner  CI 

Smokehouse  Cleaner  A2 

Stainless  Steel  Cleaner  &  Brightener  ,.    A7 

Steam  Quick    A2 

T-C  505  C2 

T-4  Ammoniated  Cleaner  &  Wax  Strip- 
per      CI 

Theolac    A3 

Thermotron    A2 

Vat  Dip    A2 

Chemisis,  Inc. 

SP2  G7 

100  A2 

110  Al 

130  Al 

160  Al 

165  Al 

3270  G6 

3400  G6 

3405  G6 

3410  G6 

3415  G6 

3420  G6 

3425  G6 

3450  G7 

3610  G6 

3620  G6 

3640  G6 

3855  G6 

3860  G6 

3900  G6 

4000  G7 

4004  G7 

4005  G7 

4025  G7 

4905  G5.G7 

4915  G5.G7 

4960  G5.G7 

4964  G5.G7 

4980  G7 

5160  G7.G5 

5520  A1.G7 

6120  G7 

6124  G7 

7140  G5.G7 

7145  G5.G7 

Chemite,  Inc. 

Code  122  All  Purpose  Cleaner  Al 

Code  129  Multi-Purpose  Cleaner  Al 

Code  218  Chlorinated  All  Purpose 

Cleaner   Al 

Code  218NC  Multi-Purpose  Cleaner  ..  Al 

Code  305  Multi-Purpose  Liquid  Al 

Code  308  Acidic  Detergent    A3 

Code  334  All  Purpose  Cleaner  A4 

Code  356  Chlorinated  Alkali    Al 

Code  398  Foam  Clean    Al 

Code  416  HD  Cleaner A4 

Code  424  All  Purpose  Cleaner  Al 

Code  642  Foamer   Al 


Code  681  Low  Foaming  Acid  Cleaner  A3 

Code  760  Super  HD  Cleaner   A2 

Code  793  Liquid  HD  Detergent  A2 

Code  805  Powdered  HD  Cleaner  A2 

Code  835  Al 

Code  836  Liquid  HD  Cleaner A2 

Code  859  All  Purpose  Cleaner  Al 

Code  868  Chlorinated  C-I-P  Cleaner  ..  A2 

Code  974  Multi-Purpose  Cleaner  Al 

Conveyor  Lube  200 H2 

Tendacare  Hand  Soap  321    El 

004NP    Al 

058  Freezer  and  Cold  Room  Cleaner  ..  A5 

069  Citrus  Solvent  Cleaner  CI 

1 22HD  Multi-Purpose  Detergent    Al 

125  CI 

145  Multi-Purpose  Detergent   A4 

383  Acidic  Detergent    A3 

396M   Al 

512LFM  Al 

542  Oxygen  Scavenger/Boiler    G6 

545  Boiler  Sludge  Conditioner  G7 

546  Boiler  Water  Treatment  G6 

555  Precipitate  Conditioner    G6 

659  Egg  Wash  A1.Q1 

660  H2 

732  Liquid  Acid  Cleaner  Descaler  A3 

773  Multi-Purpose  Detergent  Al 

825  "One  Shot"  Boiler  Treat    G7 

831  Phosphate  Scale  Control    G6 

859M  Chlorinated  All  Purpose  Cleaner  Al 
960  Foam-on  Chlorinated  Alkaline  Del.  Al 

967  Pow'rdet   Al 

981  HD  Acid  Cleaner  A3 

Chemix  Corporation 

Chemix  107  Al 

Chemix  690  A3 

CCC  A2 

442  A2 

577  PI 

Chemix,  Inc. 

CX-1066  Al 

CX-1248  A1.E1 

CX-1308  Al 

CX-1589  A4.B1 

CX-1604  A1.B1 

CX-1672  Al 

CX-1755  Al 

CX-2030  A3 

CX-2402  A3.B2 

CX-2618  A3 

CX-2760  A3 

CX-319I  A2.Q1 

CX-3212  Al 

CX-3298  A2 

CX-3400  A2 

CX-3426  A2 

CX-3488  Al 

CX-3569  A2,B1,Q1 

CX-3620  Al 

CX-3664  Al 

CX-3775  A2 

CX-3818  Al 

CX-3830  A2.B1 

CX-3880  Al 

CX-3955  A2 

CX-3997  A2 

CX-5422  HI 

CX-5438  HI 

CX-6949  A1.B1 

Chemland,  Inc. 

A-Plus  Safety  Detergent  Al 

Acidiphos  A3 

Act-4  Degreased-Alkali  Al 

Act-4  Plus    Al 
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Activet  A3 

Alkashak  Penetrating  Cleaner A2 

Alkasud  Heavy  Duty  Cleaner  A2 

Approve  Egg  Washing  Compound  Ql 

Aquaxide  Liquid  Caustic  Cleaner  Hvy 

Dry    A2 

Astric  Heavy  Duty  Chlorinated  Cleaner  Al 

B.W.  Special   A2 

Basic-1  Medium  Duty  Cleaner  Al 

Basic-2  Hi  Foamer  Detergent  Al 

Bio  Hatch  Disinfectant-Sanitizer- 

Deodrzr  D2.Q3 

Bio  Sept  Hand  Dip  Sanitizer    E3 

Bio-X  Acid  Cleaner  and  De-Sealer  ....  A3 
Blue  Chip  Ind.  Laundry  Del  Contl. 

Suds Bl 

Boil-Out  #1    A2 

Boil-Out  #2  A2 

Boil-Out  #3   A2 

Bonus  Foaming  Detergent    Al 

Boost-Egg    Q1.Q2 

Break  Up  Ql 

Bubble  Up  Acid  Cleaner  And  De-Ruster  A3 

Burst  Anti  Foaming  Agent  A1.Q5 

C-Quest  Acid  Complex  A3 

C-Quest  50  Acid  Complex   A3 

C-San  28  Wash  Sanitizer   D2.Q4 

Catalyst  1000  Additive  Al 

Catalyst  150  Liquid  Sequesterant  Al 

Catalyst-250  A1.G5 

Chem  Brite  Heavy  Duty  Cleaner  &  D- 

Filmer  A2 

Chemad-DX  Foaming  Additive  And 

Cleaner   Al 

Chemad-SX  Foaming  Additive  And 

Cleaner   Al 

Chemfoam  Low  PH  Chlorinated 

Cleaner   Al 

Chemsag  Chlorinated  H  D  De-foamed 

Det A2 

Chemsol  Al 

Chemspec-500  CI 

Chloran  Liquid  Chlorinated  Detergent     Al 

Chlordet  Al 

Chlormate    Al 

Chlortex  Chlrntd  Extra  Strength 

Liq.Clnr A1.Q1 

Choice  1  Al 

Clophos  Chlor.  Alkali  Phosphate  No 

Foam  Al 

Code-A3  Acid  Complex   A3 

Code-C  Acid  Complex   A3 

Code-45  Select  Cleaner-Degreaser  Al 

Compact-3  Hvy  Duty  Chlor  Cln  & 

Foamer    A2 

Compose    A2 

Compose-50 A2.Q1 

Compound  CM- 1000  Heavy  Duty 

Cleaner  A2 

Compound  CM- 1150  Heavy  Duty 

Cleaner   A2 

Compound  CM-500  A    Al 

Compound  CM-500  Hi-Foam  Cleaner      Al 

Compound-CLR    Al 

Contact  HI  Conveyor  Lubricant HI 

Contact  100  A1.H1 

Creed  Hard  Water  Cleaner  Al 

Crisp  Laundry  Soap    Bl 

Crozet  Chlorinated  Cleaner  Hi-Foam  Al 
Cyclon  Chlorinated  C.I.P.&Bulk 

TankClnr  Al.QI 

Cyclotherm    Al 

CDS  #7    A3 

CPC-80M  A2 

D-Foam  Anti-Foaming  Agent  A1.Q5 

D-Freeze    A5 

D-Tain  A1.Q5 

Dermal  Hand  Soap  and  Skin  Cleanser  ..  El 

Dew  Mist  Water  Base  Odorant    CI 

Dipstrip  Soak  Cleaner  A2 

Disperse  Heavy  Duty  Hard  Water 

Cleaner   A2 


Dry  Power  Fast  Rinsing  Cleaner   Al 

Dysan  D2.P1 

DFC-88  Heavy  Duty  Cleaner  No  Foam  A2 

DW-90  Al 

Egg  Brite  Ql 

Eggterge  Ql 

Eggxel  Chlorinated  Egg  Cleaner        Q1.Q2 

Emulsol   Al 

Enzymate  Al 

Esteem  Hi  Alkaline  Cleaner  Al 

Esteem  100   Al 

Extract-2    B1.D2.Q4 

Finetex  All  Temp  Laundry  Soap  Low 

Suds Bl 

Finetex-XL Bl 

FoodCare-iOO Al 

FoodCare-200  Al 

Food  Care-300 A3 

FW-100   G2 

Gell    Al 

Gluconated  Caustic  Soda    A2 

Glucox  Heavy  Duty  Hard  Water  Cleaner  A2 

Glucox-MS    A2 

Gold  Eagle  Multi-Purpose  Detergent    .    Al 

Gold  Eagle  Plus Al 

Grate- A  Concrete  Floor  Cleaner A4 

Grip   Al 

Grit  Concrete  Floor  Cleaner  A4 

Grit-HW  A2 

GT  16  All  Purpose  Cleaner    Al 

GT-100  Hi  Alkaline  Cleaner    Al 

GT-16M  Al 

GY-90    Al 

Hi  Grade  Chlorinated  Egg  Cleaner    ...     Ql 

Hi  Sud  Concentrate  Al 

Hi-Foam  Al 

Hi-Trak  Heavy  Duty  Cleaner  A2 

Hurricane  Al 

Hurricane-MS    Al 

Hurricane-TN Al 

HydrexTC812  G5 

Hydrex  WT  874    G2.G5 

Hydrex  WT  878    G4.G5 

Hydrosol    A1.B1 

I-Dyne  Disinfectant  D2.E3.G5 

Ioderm   E2 

IO-Dip  Hand  Dip  Sanitizer  E3 

Jade  Lotionized  Hand  Soap    El 

Label-Aire   K3 

Lamz    El 

Liquid  Gell    Al 

Lubente  Concentrated  Lubricant  & 

Clnr  A1.H2 

Lubrikem  A1.H2 

Lubrikem  L.F A1.E1.H2 

Luke  Chlrnted  Re-Circulating  & 

Spray  Det   A1.Q1 

Marine-3  Heavy  Duty  Hard  Water 

Cleaner   A2 

Masterlube  Mineral  Oil  Base  Lubricant    HI 

Maxid  Concentrated  Acid  Cleaner  A3 

Maxid-NF  Concentrated  Acid  Cleaner     A3 

Maxima   Bl 

Metabrite  A3 

Metalube  Concentrated  Chain  Lu- 
bricant      A1.H2 

Metalube-HP  H2 

Metalube-100 H2 

Metaluoe-150 H2 

Metalube-200 H2 

Micro-X  E2 

Myco-Bac  Germicidal  Detergent 

Sanitizer    D2.G5 

MB-4  Spray  Detergent   Al 

MB-4C  Al 

MB4-HW  Al 

NaX-45    Al.QI 

Newtex  Bl 

Nu-Core  A2 

Nu-Creed  A2 

Nu-Egg Ql 

Nu-EggC Ql 


Nupad  Hand  Scrubbing  Detergent  Al 

NAS-100   .  A3 

NP-40  A3 

Onyx  Re-Circulating  and  Spray  De- 
tergent    Al.QI 

Onyx-CL   Al.QI 

OM-Acid  Salt  Cleaner    A3 

OM-Dry  Acid  Cleaner    A3 

OM-Heavy  Duty  Cleaner   A2 

OM-Liquid  Smokehouse  Cleaner  A2 

OM-Liquid  Smokehouse  Cleaner  II  ...    A2 

OM-Liquid  Utility  Cleaner  II  Al 

OM-Smokehouse  Cleaner  A8 

Pac  Sil  Silicate  Cleaner  No  Foam    Al 

Passive  A3 

Petrosolv  Solvent-Emulsion    Kl 

Phos-40    A3 

Phosan   D2 

Pine-3  Pine  Oil  Cleaner  and  Deodorizer  CI 
Placid  Low  Foam  Acid  Clnr  &  Neutral- 

izer    A3 

Poly-D  Hi  Suds  Detergent    A1.B1 

Poly-G  Hi  Suds  Detergent    Al 

Polyglide    H2 

Powermate  Hi-Foaming  Cleaner Al 

Pride  Al 

Primate  Al 

Prime-D  Acid  Complex    A3 

Pro  Liquid  Laundry  Detergent  Bl 

Probe    Al 

Proline   A2 

Prosan    A3.D2 

Q-Max  25    D2 

Restore  Bl 

Richfoam  Chlorntd  Gen   Purp  Clnr  & 

Foam Al 

Rotex  Pipeline  Cleaner  Al.QI 

Rotex-MS    A2 

Sanchlor  Al 

Sap  Chlorinated  Paste  Al 

Scout  Foaming  Detergent  A1.B1 

Sewerod  Liquid  Drain  Opener   LI 

Shield  Egg  Washing  Compound    Ql 

Silshme  Protective  Lubricant    HI 

Slide  Liquid  Smokehouse  Cleaner  & 

Foamer    Al 

Slide-100   Al 

Softex  B2 

Soil  Tex  Extra  Strength  Cleaner Al 

Soil  Tex-LF  Liquid  Heavy  Duty  Cleaner  A2 

Soil  Tex-NF  Al 

Sparkle  Aluminum  Cleaner  and  Bri- 

ghtener    A3 

Sprain  Can  Washer  Al 

Standard  Al 

Standard  Blue  Chlorinated  Gen.  Purp 

CI Al 

Statix  Concentrated  General  Purp  Clnr  Al 
Sulfam  Sulfamic  Acid  Cleaner  &  Des- 

caler A3 

Sulfam-100    A3 

Suresect-50  Liquid  Spray  0.50%    Fl 

Suresect-500    Fl 

Syntro  200-NF A2 

Syntro-200  A2 

Tame    A3 

Trax-XD  Acid  Cleaner  and  De-Ruster  A3 
Tripple-G  Heavy  Duty  Hard  Water 

Cleaner   A2 

Tripple-GK    A2 

Tnumph-NT  Chlorinated  Alkali  Cleaner  A2 

Truterge  Cone.  General  Purp  Clnr Al 

TB-905  Trolley  Cleaner  Soak  or  Spray    A2 

X-104  A1.B1.E3.G4 

Zero-Bac    E2 

Chemline 

B-Line  LS-I  G6 

B-Line  LS-II    G6 

B-Line  SC-3    G6 

B-Line  SC-4    G6 
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B-Line  SC-5    G6 

B-Line  SLT-2    G6 

B-Line  SLT-3    G6 

B-Line  100-C G6 

B-Line  100-S  G6 

B-Line  238  G6 

B-Line  238-S  G6 

B-Line  400 G6 

B-Line  400-S  G6 

B-Line  450 G6 

B-Line  450-S  G6 

B-Line  500 G6 

B-Line  500-S  G6 

B-Line-C-600 G6 

BL-C-9600 G6 

BL-LS-91  G6 

BL-LS-92  G6 

BL-SC-93    G6 

BL-SC-94    G6 

BL-SC-95    G6 

BL-SLT-92    G6 

BL-SLT-93    G6 

BL-9I00-C  G6 

BL-9100-S  G6 

BL-9238  G6 

BL-9238-S  G6 

BL-9400  G6 

BL-94O0-S  G6 

BL-9450  G6 

BL-9450-S  G6 

BL-9500  G6 

BL-9500-S  G6 

Chemline  Products  Inc. 

Quatranine  D2 

Sani-Sept  Sanitizing  Hand  Soap  E2 

Chemline,  Inc. 

Chemaide  Disinfectant  Deodorant   C2 

Chemlube  H2 

Evict  Insecticide    F2 

Exel  Liquid  Grease   H2 

Fast-Break  Penetrating  Oil    H2 

Fog  Away    Fl 

Formula  170  All  Purpose  Cleaner   CI 

Living  Bacteria   CI 

Lok-Lube  H2 

Mark  Out  Vandalism  Mark  Remover  ..  CI 

Ply  Belt  Dressing    PI 

Poof  Residual  Insecticide   F2 

PCB-103    K2 

Sure  Clean  Cleaner/Disinfectant  CI 

Switch  Safety  Solvent  K2 

Wipe-Out  Brand    Fl 

Chemola  Corporation 

Desco50Pure  HI 

NPQD  Concentrate   Al 

Tap  Al 

745  Hand  Cleaner  E4 

745  Washing  Creme   El 

Chemox  Corp. 

Chem  Pine  Odor  CI 

Chem  San    D2 

Chem  Sep    Dl 

Deep  Freeze  Cold  Room  Cleaner  A5 

Foam  Away  Al 

Lift  Away    Al 

Liquid  C    Al 

Mint-D  CI 

Chempace  Corporation 

All-Brite  Bl 

Blitz  F2 

Blue  Giant  Al 


Bonus  E4 

Bonus  Pumice   E4 

Cyclone    LI 

Deo-Gran  CI 

Foamy    CI 

Force    CI 

Gleem CI 

Grease  Relief CI 

Lic-It   CI 

Metacon  A3 

OAD A3 

Pen-Lube  H2 

Phase  I  CI 

Pink  Panther    Al 

Power  Foam CI 

Promise    CI 

Ratsnacks  Weatherproof  Rodent  Killer     F3 

Seek  F2 

Seek  Fl 

Sewer-Cide    LI 

Slick  Silicone  Spray   HI 

Spray  Foam   Al 

Straight  Flush    C2 

Super  Uni-Terg   A4 

Uni  Wash  (Powder)  Al 

Uni-Quat  14 CI 

Uni-Septic  Disinfectant/Deodorant  CI 

Uni-Zyme L2 

X-0  Therm    CI 

Chempak  Industries,  Inc. 

Bright  Day  Bleach  D2.Q4 

Chempak  10%  Sodium  Hypochlorite 
Solution  D2.Q4 

Chemplast,  Incorporated 

Fluoro  Glide  Chemically  Pure  Grd    ....    H2 
Fluoro  Glide  Film  Bonding  Grade  H2 

Chemplete  Industries,  Inc. 

Chemplete  Citra-Crystals    CI 

Citru-Clean    CI 

Citru-Clean  Natural  Organic  Degreaser    CI 

Ice  Cold  Freezer  Cleaner    A5 

LB-340  Liquid  Alive  Bacteria   CI 

Roach  Rinse  F2 

Chemplex 

Bio  Bac   L2 

Bio-Pak  with  H.D.S.E L2 

Chembac  100 CI 

Chembac  103  L2 

Chembac  200 CI 

Chembac  201  L2 

Chembac  300  CI 

Chembac  301  L2 

Chemplex  Bulldog    E4 

Chemplex  141    HI 

Chemplex  172L  LI 

Chemplex  314  A4 

Chemplex  333   Al 

Chemplex  505  Al 

Chemplex  509  Al 

Chemplex  610  A3 

Chemplex  61 1    A3 

Chemplex  612  A3 

Chemplex  650  A5 

Chemplex  659  Al 

Chemplex  685   Al 

Chemplex  691   Al 

Chemplex  705  CI 

Chemplex  715  CI 

Chemplex  725   C2 

Chemplex  735  A6 

Chemplex  746  El 

Chemplex  905  A4 

Chemplex  913  A4 


Chemplex  915  A4 

Chemplex  917   Al 

Chemplex  925   Al 

Chemplex  927  Al 

Chemplex  933  Al 

Chemplex  935  Al 

Chemplex  936  Al 

Chemplex  964  Al 

Chemzyme  II  L2 

Chemzyme  L  L2 

Chemzyme  Plus  L2 

Citra-Clean  All  Purpose  Cleaner    CI 

Derma-C!    in   El 

Derma-San  Sanitizing  Hand  Cleaner   ....  E2 

Excel    Al 

Glass  &  Surface  Cleaner CI 

Hi  Purity  Contact  Cleaner K2 

High  Purity  Contact  Cleaner K2 

MTEK  1600 G7 

MTEK  1601  G6 

MTEK  1603 G6 

MTEK  1604 G6 

MTEK  1605  G6 

MTEK  1606 G6 

Powder  Keg  CI 

Powerhouse   E4 

PS  1000  Al 

Ramrod    LI 

Safety  Solvent  K2 

Safety  Solvent  K2 

Stainless  Steel  Cleaner/Polish  CI 

Thick  &  Quick    CI 

Chemplus 

Action  Degreaser  Al 

Alkaline  Degreaser   Al 

Five  Plus   CI 

Five  Plus  DL  CI 

Golden  Plus  Al 

49  Al 

Chempoint  Products  Inc. 

HP-112Tuff  Kleen  Degreaser   CI 

HP- 189  Clean-All   A4 

HP- 189  Clean-All  Super-Cone.  Prof 

Clnr  Al 

HP-509  Oven  &  Grill  Super  Cleaner  ..  A8 

HP-509  Super  Oven  &  Grill  Cleaner  ..  A8 

Chemrich/ 

Div.  of  Albright  &  Wilson  Americas, 

Inc. 

CB-No.  1  Cone  All-Purpose  Liquid  CI     Al 

Descaler  No.  1  A3 

Hi-Lo  Alkaline  Cleaner Al 

Melt-Away  Industrial  Skin  Cleaner  El 

Multi-Purpose  Cleaner    A4 

Teoc  500  "The  Workhorse"  Cone 

Cl-Dgrs  A4.A8 

Teoc  5000  Heavy-Duty  Cleaner  ....  A4.A8 
Teoc  55  General-Purpose  Cleaner  A4.A8 
Uniclean  The  Liquid  Total  Cleaner   ....    Al 

Chemrite  Corporation 

Acid  Brightner  (Liquid)  107-D A3 

B.T.  9005  G7 

Butyl  Cleaner  CR-156 A4 

BT9015  G6 

C.T.  9205  G7 

Chemkee  301  Al 

Chemocide  1385  G7 

Chemocide  1390  G7 

CR  727  Steel  Rite  A7 

CR  800  Oven  Cleaner  A8 

CR-103  Glucorite    Al 

CR-105  Powerite90  A4.A8 

CR-106  Powerite  A2 
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CR-107  Cleanrite                         Al 

CR-1 10  Megasol  Cleaner   A4 

CR-I11  Cretente       CI 

CR-117  Allrite  A4 

CR-11S  Solvrite    Al 

CR-119  Steamnte  H.D.  Al 

CR-120  Blastrite   \: 

CR-121  Super  Solvrite   Al 

CR-128  Treatxite   A3 

CR-133  Preprite  A3 

CR-152  Chemical  Striprite  A2 

CR-161  Acidente  Powder  A3 

CR-162  Sulfamorite  A3 

CR-164  D-Rustnte                               ...  A2 

CR-167  Acid-E-Rite  Liquid   A3 

CR-172  Vaporite  with  Cherry    F2 

CR-174  Vaponte  Fl 

CR-177  Dednte  F2 

CR-17S  M.S.R A3 

CR-180  Econorite   Al 

CR-182  Maskrite  CI 

CR-3  Cleaner/Degreaser  A4.A8 

CR-301  Chlor-Bnte  Al 

CR-303  Pannte  Spraywash  Al 

CR-303-E  Pannte  E    Al 

CR-304  Econo  Foam  ....  Al 

CR-305  Foamnie                         Al 

CR-307  H.D.  Pannte  Spray    Al 

CR-308  Power  Foam A2 

CR-316Sanirite  Dl 

CR-317  Handrite  El 

CR-320  Jelrite  Al 

CR-328  Foam-Klor  Al 

CR-335  Chlorinated  Equipment  Cleaner  Al 

CR-339  Sani-Dyne    E2 

CR-341  Lubente   H2 

CR-344  Liquid  Lubente  H2 

CR-346  Econopower  A2 

CR-350  Bio-Thanante  D2.Q3.E3 

CR-352  Ciprite    A2 

CR-353  Alkarite  (Liquid)  A2 

CR-354  Ciprite  NF  A2 

CR-357  C.I.P  Cleaner    Al 

CR-358  Foam-Klor  Alk    Al 

CR-371  Egg  Wash    Ql 

CR-372  Liquid  Egg  Wash    Ql 

CR-374  Egg  Destainer  Q2 

CR-376  Antifoam-S    Q5 

CR-377  Antifoam   Q5 

CR-384  Chlorinated  Egg  Destainer   ....  Q2 

CR-395  Alklor  Foamer  Al 

CR-400  Neutra  Cleanrite    _ Al 

CR-403  Vacrite   A4 

CR-409  Unirite   Al 

CR-410Extrarite  Kl 

CR-41 1  Alumasafe    Al 

CR-415  Chem-Grit  Waterless  Hand 

Cleaner   E4 

CR-41 6  Chem-Kreme  Waterless  Hand 

Cleaner    E4 

CR-470  Dyna  Solv   Al 

CR-500  Boilerite-SF  G6 

CR-501  Boilerite  H  F  G6 

CR-502  Guardrite   G7 

CR-503-F  Streamlinerite-F  G6 

CR-504  Towerite  G7 

CR-505  Algaerite    G7 

CR-505  Plus  Algaerite    G7 

CR-507  D-Scalerite  A3 

CR-511  Boilerite  FG  G7 

CR-515  Boilerite  I G7 

CR-518  Desperserite  100   G7 

CR-520  Tower  Control  G7 

CR-521  Towerite  H.H G7 

CR-535  Boilerite  M    G7 

CR-600    H2 

CR-602    H2 

CR-604    H2 

CR-605    H2 

CR-606    HI 

CR-610Can-Gard  G5 

CR-615  Can-Gard   G2.G5 


CR-620  Can-Gard  D  G5 

CR-621  Can-Gard   G5 

CR-630  Can-Gard  DA    G5 

CR-640  Can-Gard  Z  G5 

CR-650  Can-Gard  ZA  G5 

CR-660  Can  Gard-P   G5 

CR-666  Can-Gard  G5 

CR-680  Can-Gard  G5 

CR-684  Can  Gard  G5 

CR-690  Can-Gard  G5 

CR-699  Oxa-Rite Al 

CR-7C  Cleaner/Degreaser  Al 

CR-711  Neutnte     A4 

CR-718  Super  Bowlrite C2 

CR-723  Electrorite    K2 

CR-757  Concentrated  Concrete  Cleaner  A4 

CR-758  Concrete  Cleaner  A4 

CR-765  Cleaner  FF- 170  A5 

CR-766  Cleaner  FF- 150  A5 

CR-767  Cleaner  FF-124  A5 

CR-807  Silicone  Spray  HI 

CR-808  Fluorocarbon  Lubricant  H2 

CR-811     E4 

CR-824  Food  Equipment  Lubncant  ....  HI 

CR-901  Chemrite  XL   Al 

CR-931  Liponte    A8 

CR-933  Clingrite  A8 

CR-973  Pot-Rite  Unscented   Al 

CR-999  Domestic  Water  Treatment  ....  G2 

Drainnte  LI 

Gold  Medal  100    HI 

Lemon  Coco  Liquid  Hand  Soap  E4 

Chemrock  Chemical 
Division  of  Chemcoa,  Inc. 

#201  Action  Concentrated  Liquid 

Detrgnt Al 

"Heavy  Duty"    A4.A8 

Blue  Clean     Al 

Smokehouse  Cleaner  A8 

Chemsearch/ 

A  Division  of  NCH  Corp. 

pH  Power  G6 

A-Qulex  288   PI 

A-Qulex  312   PI 

Actamine   CI 

Aerolex  Plus  (Aerosol)  H2 

All-Fresh   CI 

Aloederm  E4 

ABF-100    G7 

AR-1 9  (Aerosol)   A7 

Basque  E4 

Bio-Pure  A4 

Bio-Quad  CI 

Blue  Line  Concentrated  Skin  Cleaner  ..  El 
Blue  Line  Dielectric  Solvent 

Dgrsr(Bulk)  Kl 

Blue  Line  General  Purpose  Cleaner  ....    Al 

Blue  Line  Heavy-Duty  Cleaner   Al 

Blue  Line  Water-Soluble  Degreaser  ....    Al 

Blue  Wizard  Creme  Cleanser  A6 

Boil-Tane  G7 

Brake  Job  PI 

Brex  Concentrate  A3 

Brex  II  A3 

Brilliance  (Aerosol)  CI 

Brilliance  (Bulk)   CI 

Chem-A-Lube  WL-660  Multi-Purp  Wht 

Lub H2 

Chem-Fog    Fl 

Chem-Fog  (PF)   Fl 

Chem-Lac    A3 

Chem-Slick    HI 

Chem-Zyme  I    L2 

Chemene-X    D2 

Chemlyte   A3 

Chemsearch  Concentrate  Al 

Chemsearch  Descaler  G.S A3, PI 


Chemsearch  Super  Descaler  PI 

Chemsearch  100    G6 

Chemsearch  15000    G7 

Chemsearch  200  G7 

Chemsearch  300   G7 

Chemstrip    C3 

Chemstrip  (Aerosol)   C3 

Cinnamagic    CI 

Citadel   CI 

Citratech  DM  CI 

Citratech  ST CI 

Citron  E4 

Cleanamatic  CI 

Clix  Degreaser  Kl 

Coil-Trate PI 

Cool  Prep PI 

Cool  Shield   G7 

De  Luxe  Liquid  Hand  Soap   El 

Decade  Al 

Deox  A3 

Dichloron  Insecticide    F2 

Dichloron  II  F2 

Dichloron  L.O F2 

Dimon    H2 

Double  Quick    Fl 

Dr.  Zyme  CI 

Drop  Dead  F2 

Duo-Power  Al 

Emergency  CI 

Enerlex  Multi-Grade  Hydraulic  Oil   ....    H2 

Enforce A4 

Enforce  II  Al 

Escape    CI 

Escort  H2 

Etch-Klenz  A3 

Etch-Klenz  II  CI 

Everbrite    D2 

Eze-Way    H2 

Eze-Way  Plus  (Aerosol)  H2 

Final  Stroke  F2 

Hair  Aerosol   CI 

Foam-Ad    Al 

Fresh  Sense   CI 

Freskaroma  24  CI 

Fullback  Kl 

Gearco  SAE  80W-90    H2 

Gearco  SAE  85W-140    H2 

Get  Out    Bl 

Glisten   CI 

GloSS  A7 

Good  Riddance    B1.C1 

Grenadier  A4 

GEX  Plus  (Aerosol)    H2 

GLO-SS  Plus  (Aerosol)    CI 

Hang  Tuff   C2 

Hi-Brite    Al 

Hi-Brite  II    Al 

I-So-Sect    F2 

JLX-32-Bulk   PI 

Lexite  K2 

Lexite  PS  (Aerosol) K2 

Lextend    K2 

Limex  Al 

Limpiomatic    A4.CI 

Lube-Plus  H2 

Lube-San  HI 

Lube-Shield   H2 

Lubeshield  Plus  H2 

Lubrease H2 

Maxi-Lube  H2 

Maxilube  F.G HI 

Maxilube  Red    H2 

Melts    CI 

Met-Kool  (Aerosol)  H2 

Method  Al 

Micro-Treat  Parts  A&B    L2 

Naturalizer  CI 

Naturalizer  Aerosol  CI 

Naturalizer  ME   CI 

Nu-Concept   C2 

NC-123    K2 

NC- 123  (Aerosol)  K2 
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NC-123  Plus    H2 

ND-150    Al 

ND-150  II    Al 

ND-165    Al 

ND-66   LI 

NDK  A2 

Open  Road  Plus CI 

Optica  (Bulk)  CI 

Ov-Care  A8 

P-O-W  II   F2 

P-0-W2  Fl 

Power-Rotor CI 

Promine  Plus  C2 

Provantage  H2 

Pyra-Fog  100  Fl 

Rat-Tat-Tat  II  Paraffinized  Pellets  F3 

Red  Streak  LI 

Resist-X  (Aerosol) H2 

Rotalex  H2 

RS-13  A2 

Sana-Cool    PI 

Scentron  C2 

Scentry  C2 

Scoot  Toilet  Bowl  Cleaner  C2 

Search-Out  F2 

Shiney-Side   Al 

Sila-Chem  Plus    H2 

Soludize  Industl  Grd  Gen  Purp  Lub 

10W-40  H2 

Soludize  5W-20 H2 

Solvex    CI 

Solvex  Concentrate   CI 

Solvo-Kleen  K2 

Spress CI 

Spress  CI 

Squad  2   Fl 

Sunup  Bl 

Super  Chem-Zyme  III  L2 

Swish  K2 

Swoop    El 

System  Source  General  Purpose 

Cleaner   A4.C1 

System  Source  Heavy  Duty  Cleaner    ..    Al 

SS-25  (Aerosol) K2 

SS-25  (Bulk)  Kl 

SS-80  (Aerosol)  Kl 

SS-80(Bulk)  Kl 

Teen  Al 

Tel-X  (EXP)    H2 

Tel-X  Plus  (Aerosol) H2 

Ten-50  H2 

Tend  E4 

Thread-Eze  H2 

Thread-Eze  (Aerosol)   H2 

Trump  Plus  Aerosol    H2 

Ultra  Cool  6000 PI 

Unisol    K2 

Voltz    Kl 

Voltz  Aerosol    CI 

Voltz  II    CI 

Voltz  Red CI 

Wipeout  CI 

Yield    H2 

Zoom  CI 

1000  Plus  Al 

Chemsharp  Inc. 

Chemsharp  PI 

Chemshop 

Brake   Bl 

Chem  Shop  Powder  C.I.P.  Acid  A3 

Chemshop  Liquid  Alkaline  CIP  A2 

General  Purpose-OH  A2 

General  Purpose-1   Al 

H.D.  No.  3  A2 

Laundry  Detergent Bl 

Liquid  C.I.P.  Acid  A3 


Chemsico 

Ant  &  Roach  Killer F2 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  &  Protector  II  A7 

Chemsol  Products  Corporation 

Clean-I  CI 

Formula  712    Dl 

K.O.  Concentrate  Al 

X-5  Al 

5  Star  Concentrate  A4 

Chemspec  Products,  Inc. 

Formula  3076-F G6 

Formula  3440    G6 

Chemstar  Corp. 

pH  Plus    A2 

Acid-Off A3 

Barbecue  Pit  Cleaner A2 

Bright  Now    A3 

Brite-AI    A3 

Chain  Free  H2 

Champ  Al 

Chemclor  Al 

Chemstar  Chemaquacide  Fl 

Chemstar  Fabric  Softener  B2 

Chemstar  Glass  Cleaner   CI 

Chemstar  Laundry  Bleach Bl 

Chemstar  Laundry  Detergent   Bl 

Chemstar  Laundry  Emulsifier  Bl 

Cip-Chlor  Al 

Cip-Clean  Al 

Concentrated  Window  Cleaner  CI 

CS-500  A2 

Deli/Bakery  Grease  Cutter A4.A8 

Deli/Bakery  Pot,  Pan  &  Utensil  Cleaner  A I 

Egg-eel  Ql 

Egg-cellent Ql 

Egg-Brite  Ql 

Expunge  Al 

Extra A2 

Extra  Plus    A2 

EW-2000  Ql 

EZ  Clean   Al 

Freshen El 

Fry-Out    Al 

FX-50 Al 

Grand  Slam  A2 

Grease  Cutter  Al 

Grease  Cutter  Plus  Al 

Hot  Shot    A2 

M.P.D.  Oil  HI 

Meat  Cleaner  Al 

Micro-Fresh  E2 

MX-10  A2 

Pan-O-Brite   A3 

Q-San  D2 

Shackle  Cleaner A2 

Skrubz   Al 

Solv-All  CI 

Solv-All  Concentrate  CI 

Sparkle  Micro-Fresh   E2 

Stain-Ex  Q2 

Sudz  Al 

Sunshine    Al 

Top  Grade   Ql 

Vanilla  Deo  CI 

Chemstar  Industries  Inc. 

Ban  Disinfectant  Det.  Deod.  Defilmer  Dl 

Blue  Power    A4 

Clear  Glass  Cleaner CI 

Concentrate  Multi-Purpose  Deter- 
gent    A1JE1 

Gentle  Antiseptic  Lotionized  Liquid 


Soap    El 

Gone  Solvent-Degreaser  Kl 

H  D  G  The  Reserve  Power  Detergent      A4 

Knock-Out  Insect  Killer   Fl 

Mr.  Grease  H2 

Quick  Germicidal  Spray&Wipe 

CI.&Deo CI 

Secret  Creme  Cleanser  Concentrate  ....  C2 
Slide  Silicone  Spray   H2 

Chemtec  Products  Company 

B- 100  Oxygen  Scavenger  G6 

B-l05  Oxygen  Scavenger  G6 

B- 1 25  Boiler  Water  Treatment  G6 

B-130  Boiler  Water  Treatment  G6 

B-150  Boiler  Water  Treatment  G6 

B-165  Boiler  Water  Treatment  G6 

B- 195  Boiler  Water  Anti-Foam   G6 

B-225  Boiler  Water  Treatment  G6 

B-228  Condensate  Corrosion  Inhibitor     G6 

B-240  Boiler  Water  Treatment  G6 

CR-255  Condensate  Corrosion  Inhibitor  G6 
CR-265  Condensate  Corrosion  Inhibitor  G6 

Chemtech,  Inc. 

Chemtech  19   G6 

Chemtek  Corp. 

Silicone  Lubricant  HI 

Chemtek,  Inc. 

Alive  Bacteria/Enzyme  CBE  10  CI 

Chemlube  H.T.L H2 

Chemlube  SRA  Dry  Silicone  Spray  ....  HI 

Chemlube  W.F.G HI 

Chemlube  911    H2 

Chemtek  #9  F2 

Clear- Vue  Glass  Cleaner CI 

DSolv  Away  CI 

Eclipse  (Aerosol) C2 

Eclipse  (Bulk)  C2 

Grease  Beast    CI 

M.C.P.  Moisture  Corrosion  Prevent.  & 

Lub   H2 

PTC  800    CI 

Red  Hot  Sewer  Solvent CI 

Rough  Touch  Oil  Field  Hand  Cleaner  ..  E4 

Rust  Buster  Penetrating  Lubricant   H2 

Scum  Off  CI 

Strip  All  CI 

Tough  Job  Oil  Field  Hand  Cleaner   E4 

Chemtol  Industries,  Inc. 

Action    Al 

Action  Plus    Al 

AB-3  Alkaline  Clnr.  Aluminum  Bri- 

ghtener    Al 

Bacticide  Cleaner-Disinfectant  Deodrzr.  Dl 

Big  Job  Oven  &  Grill  Cleaner  A8 

Blast  Out  Drain  Pipe  Opener   LI 

BWT#232  G6 

BWT#234  G6 

BWT#418  G7 

BWT#432  G6 

Coco  Pure  Liquid  Hand  Soap  El 

Down  &  Out  Ant  &  Roach  Spray   F2 

Econe  Brite  Butyl  Cleaner  Degreaser  A4 
El  Glide  20  Silicone  Lubricant  Spray  HI 
Elglide  Liquid  Conveyor  Lubricant   ....    H2 

Foam  It    CI 

Foam-It  Foaming  Cleaner  Al 

Freeze  Free  Freezer  &  Cold  Room 

Cleaner   A5 

Husky  Industrial  Degreaser  Cleaner   A4.A8 

Lemon-Eez  Disinfectant   A4 

Natrisolv    CI 
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Neutra  Clean  Floor  Finsh  Mntnr  Neut 

Clnr  Al 

Ortho-Ban  Sewer  &  Grbg  Odor 

Cntrl&Dgrsr   CI 

Paradet  Non-Butyl  Degreaser/Cleaner  Al 

Pink  Glow  Lotion  Hand  Soap    El 

Plus  II    CI 

Reprosolve  Degreaser  Cleaner  Wax 

Strip Al 

Sani-Lube HI 

Spero-Quat  Deod-Disnf-AII  Purp  Clnr  C2 

Steam  Boy  Al 

Supreme  Al 

Tridet  Wax  &  Floor  Finish  Stripper  ....  A4 

Whamm  High  Pressure  Cleaner  Al 

Chemtool  Incorporated 

Clear  FMG-0  HI 

Clear  FMG-1   HI 

Clear  FMG-2  HI 

FMG-0  Extra  HI 

FMG-1  Extra  HI 

FMG-2  Extra  HI 

Chemtrol  Corporation 

BWT  12  G6 

BWT  14  G6 

BWT  15  G6 

BWT  18  G6 

BWT  19M  G6 

BWT  190M  G6 

BWT  21  G6 

BWT  210  G6 

BWT  225  G6 

BWT  269  G6 

RLT20    G6 

RLT21     G6 

RLT40    G6 

Chemtron  Corporation 

Boiler  Water  Treatment  No  3000   G6 

Boiler  Water  Treatment  No.  3000  NC  G6 

Boiler  Water  Treatment  No.  3000-S    ..  G6 

Boiler  Water  Treatment  No.  3010   G6 

Boiler  Water  Treatment  No.  3020   G6 

Boiler  Water  Treatment  No.  3030   G6 

Boiler  Water  Treatment  No.  3085   G6 

Boiler  Water  Treatment  No.  3095   G6 

Boiler  Water  Treatment  No.  3400   G6 

Boiler  Water  Treatment  No.  6060   G6 

Boiler  Water  Treatment  No.  6060  FG  G6 

Boiler  Water  Treatment  No  6062   G6 

Boiler  Water  Treatment  No.  6062  FG  G7 
Cooling  Tower  Treatment  No.  4210    ..  G7 
Kleens  All  Hand  Dishwashing  Deter- 
gent    Al 

No.  3060  Alkalinity  Builder  G6 

No.  6063  Liquid  Oxygen  Scavenger    ..  G6 

No.  8070  Lime  Scale  Inhibitor  G2 

Polymer  Additive  #3035  G6 

PWT  8060  Potable  Water  Treatment  ..  G2 

Rite  Oven  &  Grill  Cleaner  A8 

Sequestron-C  No  7580   G6 

Spray-Clene  Degreaser  Al 

Steam  Line  Treatment  SLT  5040  G6 

SLT5010  G6 

SLT  5020 G6 

SLT  5030  Steam  Line  Treatment  G6 

SLT  5035  Steam  Line  Treatment  G6 

SLT  5050  Steam  Line  Treatment  G6 

Chemtron,  Inc. 

Challenge  CI 

Excel    Al 

Lift  All  Heavy  Duty  Degreaser    Al 

Lime  Out  A3 


Super  Clean  Instant  Load  A2 

Titan  Al 

Chemway  Products,  Inc. 

"Kitchen  Power"   A4.A8 

D-Skale    A3 

Grill  Magic    Al 

Chemzall  Chemical  Co. 

All  Clean  No-7   Al 

ABC  Al 

ChemCal,  Inc. 

1952  G6,P1 

2011   G6 

2012  G6 

2030  G6 

2037  G6 

2047  G6 

2065  G6 

2089  G6 

2090  G6 

2110  G6 

2308  G6 

2309  G6 

2311   G6 

2372  G6 

4202  G6 

4209  G6 

4213  G6 

4219  G6 

4221   G6 

4224  G6 

4226  G6 

4227  G6 

4232  G6 

4240  G6 

4242  G6 

4259  G6 

4294  G6 

ChemCo 

Al-Klean    A3 

Alu-Lube   HI 

AC-79  Liquid  Caustic  Cleaner  A2 

Battery  Terminal  Cleaner  &  Protector  PI 

C-Thru  CI 

De-Greze   CI 

Dissolve  CI 

Dri-Lube    H2 

Enforcer  With  Dursban  F2 

Impact  Cone.  Iodine  Det  Sanit  Di- 

sinf.  D2.E3 

Insect-O-Fog   Fl 

Omni    CI 

On  n'Off  Oven  Cleaner A8 

Orbit CI 

Pine  Oil  Disinfectant  CI 

Power  Play CI 

Power  Plus  CI 

Pride  E4 

Pride  Natural  Citrus  (no  Punuce)  E4 

Pride  Natural  Citrus  (with  Pumice)   E4 

So-Soft  Commercial  Fabric 

Softener/Sntzr  B2 

T-Pine    CI 

ChemMark  Int'lTMark  Chemical 
Co. 

"Klor300"  D2 

ChemPro 

Mean  Green  A4 


ChemRex  IncJ 

Sonneborn  Building  Products 

ChemRite  Industries  Inc. 

"Spotless"  Al 

C-Thru  CI 

Chemclean-D  A4.C1 

Derma-Suds  El 

Foam  Power CI 

Glisten   A4 

Grime  Stopper  A4 

Irish  Mist  CI 

Multi-Klean  Al 

Palm  Power  E4 

Pine  Clean  CI 

Power-House  A4 

Rust  Off  CI 

S.S.  Cleaner  CI 

Saniquat  I A4.C1 

Sil-Lube  HI 

Sila-Guard   G3 

Speedy  Spray  Al 

Spray  Klean  Kl 

Steam-Klean    Al 

ChemSafe  International 

Alkafoam  Formula  37700  Al 

Big  Red  Formula  41688  H2 

Bug  War  Formula  41574    F2 

Chemsafe  Wintermint  CI 

Citra-Scrub  23245  E4 

Clean  Start  Formula  41060  PI 

Command  Formula  41610    CI 

Cool  Lube  Formula  41800  H2 

Cool  Tool  Formula  41890    PI 

DL7075 CI 

DL7200 CI 

DL7400 CI 

E-Z  Out  Formula  41464  H2 

Fast  Solve  Formula  41870   PI 

Foam  Off  Formula  41658  CI 

Formula  10800    A3 

Formula  10910    A3 

Formula  110    CI 

Formula  115    CI 

Formula  119    CI 

Formula  120    CI 

Formula  125    CI 

Formula  129    CI 

Formula  200    Al 

Formula  205    Al 

Formula  209    Al 

Formula  210    Al 

Formula  215    Al 

Formula  21580    CI 

Formula  21699    CI 

Formula  21800    Al 

Formula  21833    Al 

Formula  21888    CI 

Formula  219    Al 

Formula  220    Al 

Formula  22300C  Crestar  Clean    Al 

Formula  225    Al 

Formula  229    Al 

Formula  230    Al 

Formula  235    Al 

Formula  239    Al 

Formula  240    Al 

Formula  245    Al 

Formula  249    Al 

Formula  250     Al 

Formula  25090    CI 

Formula  255    Al 

Formula  259    Al 

Formula  270    Al 

Formula  27033    CI 

Formula  275    Al 

Formula  279    Al 
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doner  G6 
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Formu 


a  290    A2 

a  29010  Boiler  Treatment  G6 

a  29016  Steam  Line  Treatment  G6 
a  29021  Boiler  Sludge  Condi- 


a  29201  Oxygen  Scavenger    ....  G6 

a  295    A2 

a  299    A2 

a  300    Al 

a  30025    CI 

a  30200  Institutional  Success   ..  Bl 

a  30220    A2 

a  305    Al 

a  30525    CI 

a  309    Al 

a  37039    Al 

a  37105    Al 

a  37110  All  Around    Al 

a  37200  Power  I    Al 

a  37220  Big  Foam Al 

a  37250    Al 

a  37400  Power  II  A2 

a  37450  Chloro-Foam  Al 

a  37525    Al 

a  37550    Al 

a  37650    Al 

a  37825  Foam  Clean  Al 

a  37850  Foam  Away  Al 

a  37900  Chlorofoam  Plus  Al 

a  37910  Foam  Down  Al 

a  420    A4 

a  425    A4 

a  429    A4 

a  520    Al 

a  525    Al 

a  529    Al 

a  540    Al 

a  545    Al 

a  549    Al 

a  550    CI 

a  554    CI 

a  559    CI 

a  570    Al 

a  575    Al 

a  579    Al 

a  580    CI 

a  585    CI 

a  589    CI 

a  590    CI 

a  595    CI 

a  599    CI 

a  630    Al 

a  635    Al 

a  639    Al 

a  650    Al 

a  655    Al 

a  659    Al 

a  660    Al 

a  665    Al 

a  669    Al 

a  700    CI 

a  705    CI 

a  709    CI 

a  900    A2 


a  905 
a  909 
a  910 
a  915 
a  919 


A2 
A2 
A3 
A3 
A3 


a  930    Al 

a  935    Al 

a  939    Al 

a  950    A3 

a  955    A3 

a  959    A3 

a  960    Al 

a  965    Al 

a  969    Al 

Fresh  Breeze    CI 

FS4225  Al 

FS4500  CI 

FS  4525  CI 


FS4550  Al 

Gear  Life  Formula  41550  H2 

Gum  Free  CI 

GP  1050 Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150  Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000   Ql 

HD  5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD  5090    Al 

HD  5100    Al 

HD5105    Al 

HD5125    Al 

HD5150   Al 

HD5160    Al 

HD5170    Al 

HD5175    Al 

HD5190   Al 

HD5195    Al 

HD5200   Al 

HD5205    Al 

HD  5225    Al 

HD5260   Al 

HD5300   Al 

HD5305    Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD5400    CI 

HD5410   Al 

HD  5420    A4 

HD5425    Al 

HD  5440    Al 

HD  5450    Al 

HD5465    Al 

HD  5475    Al 

HD  5505    Al 

HD  5545    Al 

HD  5550    Al 

HD5565    Bl 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD5700   Al 

HD5720   Ql 

HD  5725    Al 

HD  5770   Al 

HD  5775    Al 

HD  5800    Al 

HD  5845    Al 

HD  5860   Al 

HD5870   Al 

HD  5875    Al 

HD  5880   Al 

HD  5900   Al 


HD  5905    Al 

HD  5925    CI 

HD5940    Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

HF-750  Formula  37750 Al 

KP3000 A1.Q1 

KP3O05  Al 

KP3010 Al 

KP  3025  A4 

KP3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP  3225  A2 

KP3250  Al 

KP3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP3550 Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP  3725  Al 

KP3750 Al 

KP3775  Al 

KP  3825  Al 

KP3850 A2 

KP3875  A1.Q1 

KP  3900  Al 

KP3925  Al 

KP3950  Al 

KP3995  A8.Q1 

Life  Guard  Formula  41 100  PI 

Metal  Brite CI 

Neutracide  Formula  17007  Al 

New  Tool  Formula  41275 H2 

NF-600  Formula  37600 Al 

Odor  Control  Plus  L2 

Oven  Gel  Formula  41918  A8 

Ox-Away  Formula  29205  G6 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Penlube  5  Way    CI 

Pentra  Force  Formula  41496    H2 

Rid-It  Formula  41571    F2 

Screen  Clean  Formula  41020  CI 

Slick  Quick  Formula  41661    HI 

Smoke  House  Cleaner  A8 

Sparkle  Plus  Formula  41498    CI 

Spray  Off  Formula  41468  PI 

Spray  Solv  Formula  41932  PI 

Tiger  Lube  H2 

Ultra  Gel  Formula  41695   H2 

VC2105    Al 

VC2205    Al 

White  Knight  Formula  41660 H2 

ChemSan,  Inc. 

Alk-Chlor-Terg    Al 

Assemble  Al 

Basic    Al 

Brute    A2 

Citra  Brite   A3 

Drain  Clean  LI 

Enviro  Green  Al 

FastTrac   H2 

Flex    Al 

Foam-N-Brite A3 

Liquid  Brute    Al 

LL  1000  L2 

Nutro   CI 
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Re-Surge    Al 

Safe  Scrub  Al 

Scale  Gone  A3 

Scale  Off  A3 

Sky  Blue    Al 

ChemSolv  Chemical  Co. 

"CS-2021"   G6 

"CS-2024"   G6 

"CS-2028"   G6 

"CS-5100"   G6 

CS-5200  G6 

ChemSouth  Technical  Services,  Inc. 

CS  1019M  G6 

CS  1025M  G6 

CS  1309  G2.G5.G6 

CS  1512  G6 

CS  1711  G6 

CS  1823  G6 

CS  1888  G6 

CS  1926  G6 

CS-1300  G6 

CS-1330  G6 

CS-1500  G6 

CS-1510  G6 

CS-1520  G6 

CS-1550A    G7 

CS-1560  G6 

CS-1570  G6 

CS-I821  G6 

CS-1840  G6 

CS-1850  G6 

CS-1928  G7 

ChemStation 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000    Ql 

HD5015    Al 

HD5025    Al 

HD  5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090   Al 

HD5100    Al 

HD  5105    Al 

HD5125    Al 

HD5150    Al 

HD5160    Al 


HD  5170   Al 

HD5175    Al 

HD  5190   Al 

HD5195    Al 

HD  5200   Al 

HD5205    Al 

HD5225    Al 

HD5260    Al 

HD5300    Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD5400    CI 

HD5410   Al 

HD5420    A4 

HD  5425    Al 

HD  5440    Al 

HD5450    A! 

HD5465    Al 

HD5475    Al 

HD  5505    Al 

HD5545    Al 

HD  5550    Al 

HD5565    Bl 

HD5575    Al 

HD5585    CI 

HD5625    A4 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD5700   Al 

HD5720   Ql 

HD5725    Al 

HD5770    Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD5860    Al 

HD5870    Al 

HD  5875    Al 

HD5880   Al 

HD5900    Al 

HD  5905    Al 

HD  5925    CI 

HD  5940    Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP  3025  A4 

KP  3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200  Al 

KP3225  Al 

KP3250  Al 

KP3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP3350  Al 

KP3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP  3550 Al 

KP3575  Al 

KP3625  Al 

KP  3675  Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP3850 A2 

KP3875  A1.Q1 

KP  3900 Al 

KP3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 


OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smoke  House  Cleaner  A8 

VC2105    Al 

VC2205    Al 

ChemStation  of  the  Ozarks,  Inc. 

ChemStation  Acid  Cleaner  A3 

DL7075  CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS  4500  CI 

FS4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090  Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150  Al 

GP  1200                           Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

GP  1900 Ql 

HD5000    Ql 

HD50I5    Al 

HD5025    Al 

HD  5055    Al 

HD5065    Al 

HD  5075    Al 

HD5090    Al 

HD5100    Al 

HD5105    Al 

HD5125    Al 

HD  5150    Al 

HD5160    Al 

HD  5170    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD  5200    Al 

HD  5205    Al 

HD5225    Al 

HD5260    Al 

HD5300    Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD5400    CI 

HD5410    Al 

HD5420    N4 

HD  5425    Al 

HD  5440    Al 

HD5450    Al 

HD5465    Al 

HD5475    Al 

HD  5505    Al 

HD  5545    Al 

HD5550    Al 

HD  5565    Bl 

HD5575    Al 

HD5585    CI 

HD5625    \4 
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HD  5675    Al 

HD5690    Al 

HD5695    Al 

HD5700    Al 

HD  5720    Ql 

HD5725    Al 

HD  5770    Al 

HD5775    Al 

HD  5800    Al 

HD5845    Al 

HD5860    Al 

HD5870    Al 

HD5875    Al 

HD5880    Al 

HD  5900    Al 

HD5905    Al 

HD  5925    CI 

HD  5940    Al 

HD  5955    Al 

HD  5965    Al 

HD  5975    Al 

KP3000  A1.Q1 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP3075  Al 

KP  3125  Ql 

KP  3150 Al 

KP3I75  Al 

KP  3200  Al 

KP3225  Al 

KP3250  Al 

KP  3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450  Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP  3850 A2 

KP3875  AI.Q1 

KP  3900 Al 

KP3925  Al 

KP  3950 Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC  2205    Al 

ChemStation  of  Arizona 

DL7075 CI 

DL  7200 CI 

DL  7400 CI 

FS4225  CI 

FS4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 


GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

GP  1900  Ql 

HD  5000    Ql 

HD  5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100   Al 

HD5105    Al 

HD5125    Al 

HD5I50   Al 

HD5I60    Al 

HD5170    Al 

HD5175    Al 

HD5190    Al 

HD  5195    Al 

HD  5200    Al 

HD  5205    Al 

HD5225    Al 

HD5260    Al 

HD  5300   Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD  5395    Al 

HD  5400    CI 

HD  5410    Al 

HD  5420    A4 

HD  5425    Al 

HD5440    Al 

HD  5450    Al 

HD  5465    Al 

HD  5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550   Al 

HD5565    Bl 

HD  5575    Al 

HD5625    A4 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD  5700   Al 

HD  5720   Ql 

HD5725    Al 

HD5770   Al 

HD5775    Al 

HD  5800   Al 

HD  5860   Al 

HD5870   Al 

HD5875    Al 

HD5880   Al 

HD5900   Al 

HD  5905    Al 

HD5925    CI 

HD5940   Al 

HD5955    Al 

HD  5965    Al 

HD  5975    Al 

KP3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP  3025  A4 

KP3050 Al 

KP  3075  Al 

KP3I25  Ql 

KP3150 Al 

KP  3175  Al 

KP  3200 Al 

KP3225  Al 


KP  3250  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP  3350  Al 

KP3450  Al 

KP3475  AI.Q1 

KP  3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP  3675  Al 

KP3750  Al 

KP3775  Al 

KP3825  Al 

KP  3850  A2 

KP3875  AI.QI 

KP  3900 Al 

KP  3925  Al 

KP3950  Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

VC2105    Al 

ChemStation  of  Atlanta 

DL7075  CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD5015    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD5090   Al 

HD  5100   Al 

HD  5105    Al 

HD5125    Al 

HD5150   Al 

HD  5160   Al 

HD  5170    Al 

HD5175    Al 

HD  5190    Al 

HD  5195    Al 

HD  5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 
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HD5395    A! 

HD  5400    CI 

HD  5410    Al 

HD  5420    A4 

HD  5425    Al 

HD  5440    Al 

HD5450    Al 

HD5465    Al 

HD5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550    Al 

HD  5565                Bl 

HD  5575    Al 

HD5585    CI 

HD  5625    A4 

HD5675    Al 

HD  5690    Al 

HD5695    Al 

HD5700   Al 

HD5720   Ql 

HD5725    Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD5860    Al 

HD5870   Al 

HD  5875    Al 

HD  5880    A! 

HD5900    Al 

HD5905    Al 

HD5925    Al 

HD5940    Al 

HD  5955    Al 

HD  5965    Al 

HD5975    Al 

HP  5025  Al 

KP3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP  3050 Al 

KP  3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200  Al 

KP3225  Al 

KP  3250 Al 

KP  3275  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP  3350 Al 

KP  3450  Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP  3550 Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP  3850 A2 

KP3875  A1.Q1 

KP3900  Al 

KP  3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  of  Detroit 

FS4225  Al 

FS4500  CI 

FS4525  CI 


FS4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1250 Al 

GP  1300 Al 

GP  1550 A4 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD5015    Al 

HD5025    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100    Al 

HD5105    Al 

HD5125    Al 

HD5150   Al 

HD5160   Al 

HD5175    Al 

HD5200    Al 

HD5205    Al 

HD5225    Al 

HD5300    Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD  5400   CI 

HD5425    Al 

HD5450    Al 

HD5475    Al 

HD5550    Al 

HD5575    Al 

HD  5600    Al 

HD5625    A4 

HD  5650   A4.C1 

HD  5675    Al 

HD5700   Al 

HD5725    Al 

HD5775    A I 

HD  5800   Al 

HD5875    Al 

HD5925    CI 

HD  5975    Al 

KP3000 Al 

KP3150 Al 

KP3175  Al 

KP  3200 Al 

KP3250  Al 

KP  3300 Al 

KP  3450 Al 

KP3550 Al 

KP3625  Al 

KP3725  Al 

KP3750 Al 

KP3825  Al 

KP3925  Al 

ChemStation  of  Indiana 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS  4225  Al 

FS4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400  Al 


GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4.C1 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000    Ql 

HD5015    Al 

HD5025    Al 

HD5055    Al 

HD5065    Al 

HD5075    Al 

HD5090    Al 

HD5100   Al 

HD5105    Al 

HD5125    Al 

HD5150    Al 

HD5160   Al 

HD5170   Al 

HD5175    Al 

HD  5190    Al 

HD5195    Al 

HD5200    Al 

HD  5205    Al 

HD5225    Al 

HD5260    Al 

HD  5300    Al 

HD  5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD5400    CI 

HD  5410    Al 

HD  5420    A4 

HD  5425    Al 

HD5440    Al 

HD  5450    Al 

HD  5465    Al 

HD5475    Al 

HD  5505    Al 

HD  5545    Al 

HD5550   Al 

HD  5565    Bl 

HD  5575    Al 

HD5585    CI 

HD56O0    Al 

HD  5625    A4 

HD  5650    A4.C1 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD  5700    Al 

HD  5720    Ql 

HD  5725    Al 

HD  5770    Al 

HD  5775    Al 

HD  5800    Al 

HD  5845    Al 

HD5860    Al 

HD5870    Al 

HD5875    Al 

HD5880   Al 

HD5900   Al 

HD5905    Al 

HD5925    CI 

HD  5940    Al 

HD  5955    Al 

HD  5965    Al 

HD  5975    Al 

KP3000  Al.QI 

KP3005  Al 

KP3010  Al 

KP3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 
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KP3150  Al 

KP  3175  Al 

KP  3200 Al 

KP3225  A2 

KP  3250  Al 

KP3275  Al 

KP3300  Al 

KP3325  Al.QI 

KP3350 Al 

KP3450  Al 

KP3475  Al.QI 

KP3525  Ql 

KP3550 Al 

KP  3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP  3850 A2 

KP3875  A1.Q1 

KP3900 Al 

KP  3925  Al 

KP3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2105    Al 

VC2205    Al 

ChemStation  of  Iowa 

DL7075 CI 

DL7200 CI 

DL  7400 CI 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100   Al 

HD  5105    Al 

HD5125    Al 

HD5150    Al 

HD5160    Al 

HD5170    Al 

HD5175    Al 

HD  5190    Al 


HD  5195    Al 

HD52O0    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD5300    Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD  5400    CI 

HD5410    Al 

HD  5420    A4 

HD5425    Al 

HD5440    Al 

HD  5450    Al 

HD  5465    Al 

HD5475    Al 

HD  5505    Al 

HD  5545    Al 

HD5550    Al 

HD5565    Bl 

HD5575    Al 

HD5585    CI 

HD  5625    A4 

HD5675    Al 

HD  5690    Al 

HD  5695    Al 

HD  5700    Al 

HD  5720   Ql 

HD5725    Al 

HD5770    Al 

HD  5775    Al 

HD5800   Al 

HD5845    Al 

HD5860   Al 

HD5870   Al 

HD5875    Al 

HD5880   Al 

HD59O0   Al 

HD5905    Al 

HD5925    CI 

HD5940    Al 

HD  5955    Al 

HD5965    Al 

HD5975    Al 

KP3000 Al.QI 

KP30O5  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP3075  Al 

KP  3125  Ql 

KP3150 Al 

KP3175  Al 

KP  3200  Al 

KP3225  Al 

KP3250 Al 

KP3275  Al 

KP3300  Al 

KP3325  Al.QI 

KP  3350 Al 

KP3450 Al 

KP3475  Al.QI 

KP3525  Ql 

KP3550  Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP3850 A2 

KP3875  Al.QI 

KP3900  Al 

KP3925  Al 

KP3950  Al 

KP  3995  A8.QI 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 


OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  of  Kentucky 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1450  Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD50I5    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD  5090    Al 

HD5100    Al 

HD5105    Al 

HD5125    Al 

HD5I50   Al 

HD  5160    Al 

HD5170    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD5260   Al 

HD  5300   Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD5395    Al 

HD5400    CI 

HD5410   Al 

HD5420   A4 

HD5425    Al 

HD5440   Al 

HD5450   Al 

HD5465    Al 

HD  5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550   Al 

HD5565    Bl 

HD5575    Al 

HD5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD  5695    Al 

HD  5700   Al 


11-110 


HD  5720   Ql 

HD5725    Al 

HD  5770    Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD  5860   Al 

HD  5870   Al 

HD5875    Al 

HD  5880   Al 

HD5900    Al 

HD  5905    Al 

HD  5925    CI 

HD  5940    Al 

HD  5955    Al 

HD  5965    Al 

HD5975    Al 

KP  3000 A1.Q1 

KP  3005  Al 

KP  3010 Al 

KP  3025  A4 

KP  3050 Al 

KP  3075  Al 

KP  3125  Ql 

KP  3150 Al 

KP  3175  Al 

KP3200 Al 

KP3225  Al 

KP  3250 Al 

KP3275  Al 

KP3300 Al 

KP3325  A1.Q1 

KP3350  Al 

KP  3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP  3550 Al 

KP  3575  Al 

KP3625  Al 

KP  3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP  3825  Al 

KP  3850 A2 

KP3875  A1.Q1 

KP3900 Al 

KP  3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2I05    Al 

VC  2205    Al 

ChemStation  of  Northern  Indiana 

DL7075 CI 

DL  7200 CI 

DL  7400 CI 

FS  4225  Al 

FS4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 


GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800  A4 

GP  1875  Al 

GP  1900 Ql 

HD5000   Ql 

HD5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090   Al 

HD  5100   Al 

HD5105    Al 

HD5125    Al 

HD5150   Al 

HD5160   Al 

HD  5170    Al 

HD  5175    Al 

HD5190   Al 

HD5195    Al 

HD5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD5300   Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD5400    CI 

HD  5410   Al 

HD  5420   A4 

HD  5425    Al 

HD5440    Al 

HD  5450   Al 

HD  5465    Al 

HD  5475    Al 

HD5505    Al 

HD  5545    Al 

HD  5550   Al 

HD  5565    Bl 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD  5695    Al 

HD  5700    Al 

HD  5720    Ql 

HD5725    Al 

HD5770   Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD  5860   Al 

HD5870    Al 

HD5875    Al 

HD  5880    Al 

HD  5900    Al 

HD  5905    Al 

HD  5925    CI 

HD  5940    Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP  3000  A1.Q1 

KP  3005  Al 

KP  3010  Al 

KP  3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 

KP  3150  Al 

KP3175  Al 

KP  '200  Al 

KP3225  Al 

KP  3250  Al 


KP3275  Al 

KP3300  Al 

KP  3325  A1.Q1 

KP3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP3550  Al 

KP  3575  Al 

KP  3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750  Al 

KP3775  Al 

KP3825  Al 

KP3850 A2 

KP  3875  A1.Q1 

KP  3900 Al 

KP  3925  Al 

KP  3950  Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smoke  House  Cleaner  A8 

VC2105    Al 

VC2205    Al 

ChemStation  of  Northwestern  Ohio 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900  Ql 

HD  5000    Ql 

HD5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090    Al 

HD  5100    Al 

HD  5105    Al 

HD  5125    Al 

HD5150    Al 

HD  5160   Al 

HD  5170    Al 

HD  5175    Al 

HD5190    Al 

HD5195    Al 

HD5200    Al 

HD5205    Al 

HD  5225    .  Al 

HD  5260    Al 


II- 1 


HD5300   Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD  5395    Al 

HD54O0    CI 

HD5410    Al 

HD  5420    A4 

HD  5425    Al 

HD5440    Al 

HD  5450    Al 

HD5475    Al 

HD  5505    Al 

HD  5545    Al 

HD  5550    Al 

HD5565    Bl 

HD  5575    Al 

HD5585    CI 

HD  5625    A4 

HD  5675    Al 

HD5690    Al 

HD  5695    Al 

HD5700    Al 

HD  5720   Ql 

HD5725    Al 

HD  5770    Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD5860    Al 

HD5870    Al 

HD  5875    Al 

HD  5880    Al 

HD5900    Al 

HD  5925    CI 

HD  5940    Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP  3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP  3025  A4 

KP3050 Al 

KP3075  Al 

KP  3125  Ql 

KP3150  Al 

KP3175  Al 

KP  3200  Al 

KP3225  Al 

KP  3250 Al 

KP3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP  3350 Al 

KP  3450 Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP  3775  Al 

KP3825  Al 

KP3850  A2 

KP3875  A1.Q1 

KP3900  Al 

KP3925  Al 

KP3950 Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  of  Oregon 

DL7075  CI 


DL  7200 CI 

DL  7400 CI 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD5015    Al 

HD5025    Al 

HD5055    Al 

HD5065    Al 

HD5075    Al 

HD5090    Al 

HD5I00   Al 

HD5I05    Al 

HD5I25    Al 

HD5I50   Al 

HD5I60   Al 

HD5I70   Al 

HD5175    Al 

HD5I90   Al 

HD5I95    Al 

HD5200   Al 

HD5205    Al 

HD5225    Al 

HD  5260   Al 

HD  5300   Al 

HD5305    Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD5400   CI 

HD5410   Al 

HD  5420   A4 

HD5425    Al 

HD5440   Al 

HD  5450   Al 

HD5465    Al 

HD5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550   Al 

HD  5565    B! 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD  5695    Al 

HD  5700    Al 

HD  5720   Ql 

HD  5725    Al 

HD5770   Al 

HD5775    Al 

HD  5800   Al 

HD  5845    Al 

HD  5860   Al 

HD5870   Al 


HD5875    Al 

HD  5880    Al 

HD  5900    Al 

HD5905    Al 

HD5925    CI 

HD5940    Al 

HD5965    Al 

HD  5975    Al 

KP3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP  3025  A4 

KP  3050 Al 

KP  3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP  3225  Al 

KP3250 Al 

KP  3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP  3350 Al 

KP  3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP  3550 Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP3825  Al 

KP3875  A1.Q1 

KP  3900 Al 

KP3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  of  West  Florida 

DL  7075 CI 

DL  7200 CI 

DL  7400 CI 

FS  4225  Al 

FS  4500  CI 

FS4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1100 Al 

GP  1125  Al 

GP  1150  Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100    Al 

HD  5105    Al 

HD  5125    Al 


11-112 


HD5150   Al 

HD  5160    Al 

HD5170    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5440    Al 

HD  5450    Al 

HD  5465    Al 

HD  5475    Al 

HD  5505    Al 

HD  5550   Al 

HD5575    Al 

HD  5585    CI 

HD5625    A4 

HD5675    Al 

HD5700   Al 

HD5725    Al 

HD  5775    Al 

HD  5800    Al 

HD  5845    Al 

HD  5860    Al 

HD  5870   Al 

HD  5875    Al 

HD5880   Al 

HD5900   Al 

HD  5905    Al 

HD  5925    CI 

HD  5955    Al 

HD  5965    Al 

HD  5975    Al 

KP  3000 Al 

KP  3050 Al 

KP  3075  Al 

KP3150 Al 

KP3175  Al 

KP  3200 Al 

KP3225  Al 

KP3250 Al 

KP  3275  Al 

KP3300 Al 

KP3325  Al 

KP  3350 Al 

KP  3450 Al 

KP3550 Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP  3825  Al 

KP  3850 A2 

KP  3925  Al 

KP  3950 Al 

OS  6325  A4 

VC2105    Al 

VC  2205    Al 

ChemStation  of  Wisconsin 

DL7075 CI 

DL  7200 CI 

DL  7400 CI 

FS4225  Al 

FS4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1080  Al 

GP  1090 Ql 


GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 \4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD5075    Al 

HD  5090   Al 

HD  5100    Al 

HD  5105    Al 

HD5125    Al 

HD5150   Al 

HD5160    Al 

HD5170   Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260   Al 

HD  5300   Al 

HD5305    Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD54O0    CI 

HD5410    Al 

HD  5420   A4 

HD5425    Al 

HD5440    Al 

HD5450   Al 

HD  5465    Al 

HD  5475    Al 

HD  5505    Al 

HD5545    Al 

HD  5550    Al 

HD  5565    Bl 

HD5575    Al 

HD  5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD  5695    Al 

HD  5700    Al 

HD  5720   Ql 

HD  5725    Al 

HD5770   Al 

HD5775    Al 

HD5800    Al 

HD  5845    Al 

HD5860   Al 

HD  5870    Al 

HD5875    Al 

HD  5880   Al 

HD5900   Al 

HD  5905    Al 

HD  5925    CI 

HD5940    Al 

HD  5955    Al 

HD  5965    Al 

HD  5975    Al 


KP3000  A1.Q1 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP  3175  Al 

KP3200  Al 

KP3225  ...  Al 

KP  3250  Al 

KP3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP  3350  Al 

KP3450 Al 

KP  3475  A1.Q1 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP  3750 Al 

KP3775  Al 

KP3825  Al 

KP3850  A2 

KP3875  A1.Q1 

KP3900  Al 

KP  3925  Al 

KP  3950  Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

Smoke  House  Cleaner  A8 

VC2105    Al 

VC2205    Al 

ChemStation  Heartland  USA 

DL7075 CI 

DL7200 CI 

DL7400 '.  CI 

FS  4225  Al 

FS4500  CI 

FS4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

GP  1900  Ql 

HD5000    Ql 

HD5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100    Al 


11-113 


HD5105    Al 

HD5125    Al 

HD  5150    Al 

HD5160    Al 

HD5170    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD5200    Al 

HD5205    Al 

HD5225    Al 

HD5260    Al 

HD5300    Al 

HD  5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD  5400    CI 

HD5410    Al 

HD  5420    A4 

HD  5425    Al 

HD5440    Al 

HD  5450    Al 

HD5465    Al 

HD  5475    Al 

HD5505    Al 

HD5545    Al 

HD5550    Al 

HD  5565    Bl 

HD5575    Al 

HD5585    CI 

HD5625    A4 

HD  5675    Al 

HD5690    Al 

HD5695    Al 

HD  5700    Al 

HD5720    Ql 

HD5725    Al 

HD  5770    Al 

HD  5775    Al 

HD  5800    Al 

HD  5845    Al 

HD  5860    Al 

HD  5870    Al 

HD  5875    Al 

HD5880    Al 

HD  5900    Al 

HD  5905    Al 

HD  5925    CI 

HD  5940   Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP3000  A1.Q1 

KP3005  Al 

KP3010  Al 

KP3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP3225  Al 

KP3250 Al 

KP  3275  Al 

KP3300 Al 

KP3325  Al.QI 

KP  3350 Al 

KP  3450 Al 

KP  3475  Al.QI 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP  3825  Al 

KP3850  A2 

KP3875  Al.QI 


KP  3900  Al 

KP  3925  Al 

KP3950  Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  International,  Inc. 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS  4225   Al 

FS4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090  Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

GP  1900  Ql 

HD5000   Ql 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105    Al 

HD5125    Al 

HD5150    Al 

HD  5160   Al 

HD  5170    Al 

HD5175    Al 

HD5190   Al 

HD5195    Al 

HD5200   Al 

HD  5205    Al 

HD5225    Al 

HD  5260   Al 

HD  5300   Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD5395    Al 

HD5400   CI 

HD5410   Al 

HD  5420   A4 

HD  5425    Al 

HD  5440   Al 

HD5450    Al 

HD  5465    Al 

HD5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550    Al 

HD5565    Bl 

HD  5575    Al 


HD  5585    CI 

HD5625    A4 

HD5675    Al 

HD5690    Al 

HD5695    Al 

HD5700    Al 

HD5720    Ql 

HD5725    Al 

HD5770   Al 

HD5775    Al 

HD5800    Al 

HD5845    Al 

HD5860    Al 

HD5870    Al 

HD5875    Al 

HD5880    Al 

HD  5900    Al 

HD  5905    Al 

HD  5925    CI 

HD5940    Al 

HD  5955    Al 

HD5965    Al 

HD5975    Al 

KP3000  Al.QI 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150  Al 

KP3175  Al 

KP3200 Al 

KP3225  Al 

KP3250 Al 

KP3275  Al 

KP  3300  Al 

KP3325  Al.QI 

KP  3350 Al 

KP  3450 Al 

KP3475  Al.QI 

KP  3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP3850 A2 

KP3875  Al.QI 

KP3900  Al 

KP  3925  Al 

KP  3950  Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Plaid  Al 

Smoke  House  Cleaner A8 

VC2105    Al 

VC2205    Al 

ChemStation  Michiana 

GP  1550  A4 

HD5300   Al 

HD5650   Al 

HD5775    Al 

KP3450 Al 

KP  3750 Al 

ChemStation  Mid-Atlantic 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS  4225  Al 

FS  4500  CI 

FS4525  CI 
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FS4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090 Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900  Ql 

HD5000    Ql 

HD5015    Al 

HD5025    Al 

HD  5055    Al 

HD5065    Al 

HD5075    Al 

HD5090   Al 

HD5100   Al 

HD5105    Al 

HD  5125    Al 

HD5150    Al 

HD5160    Al 

HD5I70    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD5200    Al 

HD5205    Al 

HD5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325    Al 

HD5375    Al 

HD  5395    Al 

HD  5400    CI 

HD5410    Al 

HD  5420    A4 

HD  5425    Al 

HD  5440    Al 

HD  5450    Al 

HD5465    Al 

HD  5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550    Al 

HD5565    Bl 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD5695    Al 

HD5700    Al 

HD5720    Ql 

HD  5725    Al 

HD  5770   Al 

HD5775    Al 

HD  5800    Al 

HD  5845    Al 

HD  5860    Al 

HD5870    Al 

HD5875    Al 

HD  5880    Al 

HD5900    Al 

HD  5905    Al 

HD5925    CI 


HD5940   Al 

HD5955    Al 

HD  5965    Al 

HD5975    Al 

KP3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 

KP  3150  Al 

KP  3175  Al 

KP  3200  Al 

KP3225  Al 

KP3250 Al 

KP3275  Al 

KP3300 Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3550 Al 

KP  3575  Al 

KP3625  Al 

KP  3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP  3825  Al 

KP  3850 A2 

KP3875  Ql 

KP3900  Al 

KP3925  Al 

KP  3950  Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2I05    Al 

VC2205    Al 

ChemStation  Mid-South 

DL7075 CI 

DL  7200 CI 

DL  7400 CI 

DP  3225  Al 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000   Ql 

HD5015    Al 

HD  5025    Al 


HD5055    Al 

HD5065    Al 

HD  5075    Al 

HD  5090    Al 

HD  5100    Al 

HD  5105    Al 

HD5I25    Al 

HD  5150    Al 

HD5160   Al 

HD  5170    Al 

HD  5175    Al 

HD5190    Al 

HD5195    Al 

HD5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD5325    Al 

HD5375    Al 

HD  5395    Al 

HD  5400    CI 

HD5410   Al 

HD  5420    A4 

HD  5425    Al 

HD  5440    Al 

HD  5450    Al 

HD  5465    Al 

HD  5475    Al 

HD  5505    Al 

HD  5545    Al 

HD  5550    Al 

HD  5565    Bl 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD  5675    Al 

HD  5690    Al 

HD5695    Al 

HD5700    Al 

HD  5720    Ql 

HD  5725    Al 

HD  5770    Al 

HD  5775 Al 

HD  5800    Al 

HD  5845    Al 

HD  5860   Al 

HD  5870    Al 

HD  5875    Al 

HD  5880    Al 

HD  5900   Al 

HD5905    Al 

HD  5925    CI 

HD  5940   Al 

HD  5955    Al 

HD  5965    Al 

HD  5975    Al 

KP3000  A1.Q1 

KP  3005  Al 

KP3010 Al 

KP3025  A4 

KP3050  Al 

KP3075  Al 

KP3I25  Ql 

KP3150  Al 

KP3175  Al 

KP  3200 Al 

KP3250 Al 

KP3275  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450 Al 

KP  3525  Ql 

KP3550  Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750 Al 

KP3775  Al 
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KP3825  Al 

KP3850 A2 

KP3875  A1.Q1 

KP3900 Al 

KP  3925  Al 

KP3950 Al 

KP3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemStation  Midwest 

DL7075 CI 

DL  7200 CI 

DL7400 CI 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000    Ql 

HD  5015    Al 

HD  5025    Al 

HD5055    Al 

HD5065    Al 

HD  5075    Al 

HD  5090    Al 

HD5100    Al 

HD5105    Al 

HD5125    Al 

HD5150    Al 

HD5160    Al 

HD  5170    Al 

HD  5175    Al 

HD5190    Al 

HD  5195    Al 

HD5200    Al 

HD5205    Al 

HD  5225    Al 

HD  5260    Al 

HD5300    Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD5410   Al 

HD  5420   A4 

HD  5425    Al 

HD  5440    Al 

HD5450   Al 

HD  5465    Al 

HD  5475    Al 

HD5505    Al 

HD5545    Al 


HD5550    Al 

HD5565    Bl 

HD5575    Al 

HD5585    CI 

HD5625    A4 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD  5700   Al 

HD5720   Ql 

HD  5725    Al 

HD5770   Al 

HD5775    Al 

HD  5800   Al 

HD5845    Al 

HD  5860   Al 

HD5870   Al 

HD5875    Al 

HD  5880    Al 

HD  5900    Al 

HD5905    Al 

HD5925    CI 

HD5955    Al 

HD  5965    Al 

HD5975    Al 

HF5940 Al 

KP3000  A1.Q1 

KP  3005  Al 

KP3010  Al 

KP  3025  A4 

KP3050  Al 

KP3075  Al 

KP3125  Ql 

KP3150  Al 

KP3175  Al 

KP  3200  Al 

KP3225  Al 

KP  3250 Al 

KP3275  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP3350 Al 

KP  3450 Al 

KP3475  AI.Q1 

KP3525  Ql 

KP3550 Al 

KP  3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750 Al 

KP3775  Al 

KP3825  Al 

KP  3850 A2 

KP  3875  Al.QI 

KP3900 Al 

KP3925  Al 

KP3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2105    Al 

VC2205    Al 

ChemStation  New  England 

DL7075 CI 

DL  7200 CI 

DL  7400 CI 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 


GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000    Ql 

HD5015    Al 

HD5025    Al 

HD  5055    Al 

HD5065    Al 

HD  5075    Al 

HD5090   Al 

HD5I00    Al 

HD5105    Al 

HD5125    Al 

HD5150    Al 

HD5160   Al 

HD  5170    Al 

HD  5175    Al 

HD5190    Al 

HD5195    Al 

HD5200    Al 

HD  5205    Al 

HD5225    Al 

HD  5260   Al 

HD  5300    Al 

HD5305    Al 

HD  5325    Al 

HD5375    Al 

HD5395    Al 

HD  5400   CI 

HD5410    Al 

HD  5420    A4 

HD5425    Al 

HD  5440    Al 

HD5450   Al 

HD  5465    Al 

HD  5475    Al 

HD5505    Al 

HD5545    Al 

HD5550   Al 

HD5565    Bl 

HD5575    Al 

HD  5585    CI 

HD5625    A4 

HD5675    Al 

HD  5690    Al 

HD5695    Al 

HD5700    Al 

HD  5720    Ql 

HD5725    Al 

HD  5775    Al 

HD5800   Al 

HD5845    Al 

HD5860   Al 

HD5870   Al 

HD5875    Al 

HD  5880   Al 

HD5900   Al 

HD5905    Al 

HD5925    CI 

HD  5940   Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP3000 Al.QI 

KP3005  Al 

KP3010  Al 

KP3025  A4 
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KP  3050 Al 

KP  3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP  3225  Al 

KP  3250 Al 

KP  3275  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP  3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP3550 Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP3825  Al 

KP3850 A2 

KP3875  A1.Q1 

KP  3900 Al 

KP3925  Al 

KP3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC  2205    Al 

ChemStation  Puget  Sound 

DL7075 CI 

DL  7200 CI 

DL7400 CI 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400  Al 

GP  1425  Ql 

GP  1450  Al 

GP  1475  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000    Ql 

HD5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090    Al 

HD5100    Al 

HD  5105    Al 

HD  5125    Al 

HD  5150    Al 

HD5160   Al 

HD5170    Al 


HD  5175    Al 

HD5190   Al 

HD5195    Al 

HD52O0    Al 

HD  5205    Al 

HD5225    Al 

HD5260    Al 

HD530O   Al 

HD5305    Al 

HD  5325    Al 

HD5375    Al 

HD  5395    Al 

HD5400    CI 

HD  5410   Al 

HD  5420    A4 

HD  5425    Al 

HD  5440    Al 

HD  5450    Al 

HD  5465    Al 

HD5475    Al 

HD5505    Al 

HD  5545    Al 

HD  5550   Al 

HD  5565    Bl 

HD  5575    Al 

HD  5585    CI 

HD  5625    A4 

HD5675    Al 

HD  5690   Al 

HD5695    Al 

HD  5700    Al 

HD5720    Ql 

HD  5725    Al 

HD5770    Al 

HD5775    Al 

HD5800    Al 

HD  5845    Al 

HD  5860    Al 

HD  5870   Al 

HD  5875    Al 

HD5880   Al 

HD  5900    Al 

HD5905    Al 

HD  5925    CI 

HD5940    Al 

HD5955    Al 

HD  5965    Al 

HD  5975    Al 

KP  3000  A1.Q1 

KP  3005  Al 

KP  3010  Al 

KP  3025  A4 

KP3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP  3225  Al 

KP3250  Al 

KP3275  Al 

KP3300 Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450  Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3550  Al 

KP3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP  3850  A2 

KP  3875  Al.QI 

KP  3900  Al 

KP  3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 


OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

VC2105    Al 

VC2205    Al 

ChemTreat,  Inc. 

Chemical  Treatment  C-2189  Tablets  G5.G7 
Chemical  Treatment  CL-206  Antimi- 
crobial      G7 

Chemical  Treatment  CL-207  Antimi- 
crobial      G7 

Chemical  Treatment  CL-21 1 1  Mi- 

crobiocide  G5.G7 

Chemical  Treatment  CL-21 50    G5.G7 

Chemical  Treatment  CL-21 52    G7 

Chemical  Treatment  CL-21 6    G7 

Chemical  Treatment  CT-202    G7 

Chemtreat  BL-100  G6 

Chemtreat  BL-1357  G6 

Chemtreat  CL-4057  G5,G7 

Chemtreat  CL-4386  G5 


ChemTrea 

ChemTreai 
ChemTreai 
ChemTreai 
ChemTrea1 
ChemTrea 


Treatment   G6 


ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTreai 
ChemTreai 
ChemTreai 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTreai 
ChemTrea 
ChemTreai 
ChemTreai 
ChemTreai 
ChemTreai 


ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTreai 
ChemTrea 
ChemTrea 
ChemTreai 
ChemTrea 
ChemTreai 
ChemTrea 


B-121    G5.G6 

B-141    G6 

B-143   G5.G6 

BL-101    G6 

BL-110  G6 

BL-1102  Boiler  Water 


BL-112  G6 

BL-1240  G6 

BL-1250  G6 

BL-1253  G6 

BL-129  G6 

BL-1295  G6 

BL-1301   G6 

BL-1302  G5.G6 

BL-131   G6 

BL-1353  G6 

BL-1354  G6 

BL-1356  G6 

BL-136  G6 

BL-1370  G6 

BL-151    G6 

BL-1512  G6 

BL-1513  G6 

BL-1516  G6 

BL-154  G6 

BL-1540  G6 

BL-1541    G6 

BL-1542  G6 

BL-1543  G6 

BL-1544  G6 

BL-1547  G6 

BL-1548  G6 

BL-I551    G6 

BL-156  G6 

BL-171    G6 

BL-173  G6 

BL-1741    G6 

BL-176  G6 

BL-1776  Boiler  Water 


Treatment    G6 


BL-1821     G5.G7 

BL-197  G6 

BL-4356  G6 

BL-8621    G6 

BL-8631   G6 

BL-8641    G6 

BL-8671    G6 

BL-8681    G6 

BL-8691    G6 

BL-8700  G7 

C-235    \- 

CL-135  G5.G7 

CL-1352  G5 

CL-1360  G6 

CL-1406                 G7 

CL-1408  G5 

CL-1409  G5 

CL-1410  G5 
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ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemT 
ChemTi 
ChemTi 
ChemTi 
ChemT: 
ChemT 
ChemT 
ChemT 
ChemT 
ChemT 
ChemTi 
ChemTi 


ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemTi 
ChemT 
ChemTi 
ChemTi 
ChemTi 


ea 


CL-1412  G5 

CL-I414  G5 

CL-1415  G5.G7 

CL-1416  G5 

CL-1417  G5 

CL-1432  G5 

CL-1436  G5.G7 

CL-1446  G5.G7 

CL-1450  G5 

CL-1455  G5 

CL-1456  G5.G7 

CL-1462  G5.G7 

CL-1463  G5.G7 

CL-1466  G5.G7 

CL-1467  G7 

CL-1469  G5.G7 

CL-1470  G5 

CL-1486  G5 

CL-16  PI 

CL-240  G5 

CL-241    G5 

CL-2875  G7 

CL-40  G5.G7 

CL-4050  G5 

CL-4059  G5 

CL-408  G7 

CL-435  G5.G7 

CL-4354  G5 

CL-4355  G5 

CL-4356  G5 

CL-4358  G5 

CL-438  G6 

CL-4387 G5 

CL-4400  G7 

CL-450  G5 

CL-4500  G5 

CL-455  G7 

CL-564  Cooling  Water 


Treatment    G7 


CT-50  G2 

CT-55  G2 

CT-58  G2 

CT-60  G5 

CT-708  G2 

CT-709  G2 

CT-907  G5 

CT-908  G5 

CT-9085   G5 

CT-912  Al 

P-813E   PI 

CL-1479 G5 

Hydrotreat  CL-1461  Corrosion  Inhibitor  G5 

PBC-IO  Pasteurizer  Boilout  Compound  Al 

ChemWash  Inc. 

All  Purpose  Degreaser    Al 

Attack CI 

Freezer  Cleaner  A5 

Glass  Cleaner  Ready-To-Use   CI 

GTC  Grease  That  Cleans   AI.L1 

Lime  Remover  CI 

Nice   E4 

Nice   E4 

Nu-Potty    C2 

Shine  Glass  Cleaner  Concentrated   CI 

Super  Blue  Bl 

Super  Power  Blitz  A4 

Super  Power  499  Al 

Cheney  Brothers  Incorporated 

C.B.I.  Liq.  Hand  Soap  15%  Coconut  Oil  El 

C-B-I  Bacti-Cream    El 

Foaming  Degreaser  Al 

Cherizar 

Code  III  Al 

Hot  Tip    A8 


Cherokee  Chemical  Co.,  Inc. 

Acid  F   A3 

Alk-Rus   A2 

AAA  100-L  A4.A8.Q1 

AAA  302  A3 

AAA-Shell  Egg  Detergent    Ql 

AAA-203  Ql 

AAA-302  Destiner    Q2 

AAA-302-0   Q2 

AAA-302D    Q2 

AAA-700  E.W.  Defoamer    Q5 

B.Q.  200    Al 

B.T.  9005  G7 

Bonanza  FP  A4 

Bonanza  HW  A2 

Bonanza  O.F A2 

Brand  46    Al 

Brand  46  LF    Al 

Brand  64    Al 

BL-30  H2 

BL-30  HK   H2 

BWT20  G6 

BWT90  G6 

C.  P  Clean    Al 

CLP.  Boilout A2 

C.T.  9205  G7 

Can  Card  D  G5 

Chain  and  Conveyor  Lube   H2 

Chemeen  100  G6 

Chemeen  200 G6 

Chemquest  101 A  G7 

Chemquest  I02A  G7 

Chemquest  300   G7 

Chemquest  800   G7 

Chemquest  850   G7 

Chemquest  855    G7 

Cherokee  1043  Al 

Cherokleen  E4 

Chloro-San  Al 

Chloro-San  B  A2 

Cleaner  E-0687   Al 

Con-Syn  A4 

Con-Syn  Blue    Al 

Con-Syn  HD   A4 

C1P  Boilout  CR- 121 3   A2 

CR  1495    A8 

CWT20  G7 

D  Scalenle  A3 

Dock  Cleaner  Al 

Egg-D-Lite  Ql 

Egg-D-Lite  +  CR-1453  Ql 

Egg-Glo  Ql 

Egg-Kleen   Ql 

Egg-Kieen  Plus   Ql 

Electrorite    K2 

Enerex  202  G7 

Enerex  2020 G6 

Enerex  2020+    G6 

Enerex  250 G7 

Enerex  2500 G6 

Enerex  300 G6 

Enerex  3000 G7 

Enerex  500 G6 

Enerex  700 G6 

Enerex  705 G6 

Farmers  Special  Al 

Freezer  Cleaner  F-20 A5 

Freezer  Cleaner  F-50 A5 

Hasa  Anti-Foam    Q5 

Hasa  Chlor  Al 

Hasa  Chloro-Brite   Al 

Hasa  Smokehouse  Cleaner  A3 

Hasa  101    A2 

Hasa  2418   LI 

Hasa  2910   A2 

Hasa  2913    A3 

Hasa  2929   LI 

Hasa  387    Al 

Hasa  391    Ql 

Hasa  429   Al 

Hasa  485   A2 


Hasa  64   Al 

Hydro  Pan   Al 

Hydro-Pan  Chlorinated  Al 

Kee  Power  999   A4.A8 

Kee  Super    Al 

Kee  Vise  120 A8 

Kee-Con  Al 

Kee-Foam  HD A2 

Kee-Glow  Liquid Al 

Keechem  MR-2  A3 

Keechem  S.C Al 

Keechem  1335  Al 

Keechem  16  Al 

Keechem  19  A8 

Keechem  20  A2 

Keechem  21  Al 

Keechem  25  A3 

Keechem  301  Al 

Keechem  301-A A4 

Keechem  40 A2 

Keechem  40B    A2 

Keechem  45  A3 

Keechem  51  Al 

Keechem  56  A2 

Keechem  62  Al 

Keechem  99 A2 

Keechief Al 

Keefome A2 

Keejell   Al 

Keepower  F  Al 

Laundry  Detergent Bl 

Laundry  Softner/Sour   B2 

Lemon  Coco  Liquid  Hand  Soap  E4 

Lime  Descaler  A3 

Liqui-Shine  With  Chlorine  Al 

Liquid  Laundry  Break  Bl 

Liquid  Smokehouse  Cleaner  CR-1491  A2 

Liquid  Supreme  Al 

LC-U    Bl 

MR-1    A3 

One-Step  Hand  Wash   E2 

Packers  General  Al 

Powdered  Hand  Soap   C2 

Power  Chem    Al 

Power  Chem-S  A4 

Power  Kleen    CI 

Powerite  106  A2 

Quik  Wipe  A4 

Sanidyne    E2 

Steam  Con  A2 

Steam  Con  Liquid  Al 

Steam  Elite    Al 

Steam  Pot  Plus    CI 

Super  Chief  II   Al 

Super  Solvrite    Al 

Sur  Wash  HT A2 

SurWashK  A2 

Sur  Wash  LK A2 

Synterg  A4 

Target  Al 

True  Grit   E4 

Unirite   Al 

Whiz  Bang  A4 

1021  General  Al 

4591  A2 

4591  LF  A2 

Cherry  Technologies 

Concentrated  Lens  Cleaner  CI 

Cherryville  Dist.  Co.,  Inc. 

Hi-Foam  Concentrated  Cleaner    ....    A4.A8 

Chesterton,  A.  W.  Company 

Anti-Seize  Compound  (Aerosol)    H2 

Anti-Seize  Compound  (Bulk)  H2 

Detergent  Lubricating  Oil  (Aerosol)    ..  H2 

Electric  Motor  Cleaner  K2 
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Electro  Contact  Cleaner    K2 

High  Temperature  Grease  Nr.615    H2 

KPC  820    Al 

KPC  820N  A4 

Nickel  Anti-Seize  Compound. 

Bulk&Aer H2 

Nr.  261  Safety  Solvent  Cleaner  (Aer- 
osol)      K2 

Nr.  261  Safety  Solvent  Cleaner  (Bulk)  K2 

Nr.  380  Machinery  Coolant    PI 

Nr.  390  Cutting  Oil  (Bulk)  PI 

Nr.  690  Penetrant  &  Lubricant  HI 

Nr.677  Dry  Lubricant  H2 

NR.346  Descaler  &  Chemical  Cleaner  A3 

Phosphate-Free  Cleaner  #360  A4 

Premium  Detergent  Lubricating  Oil 

(Bulk)   H2 

Rustsolvo  H2 

Spraflex  Aerosol   H2 

Spraflex  Bulk H2 

Super  Steam  Cleaner  Nr  235  A4 

Synthetic  Lubricating  Fluid  #610  H2 

Tapping  Lubricant  H2 

Teflon  Coating  (Aerosol)   H2 

Teflon  Coating  (Bulk)  H2 

099  Glass  Cleaner  (Aerosol) CI 

099  Glass  Cleaner  (Bulk)  CI 

217  Pressure  Wash   Al 

274  Industrial  Degreaser  K2 

274  Industrial  Degreaser  (Aerosol)    ....  K2 
276  Electronic  Component  Cleaner 

(Aer.)  K2 

276  Electronic  Component  Cleaner 

(Bulk)   K2 

286  Contact  Cleaner  K2 

371  Blue  Layout  Fluid   PI 

390  Cutting  Oil  (Aerosol)  PI 

601  Chain  Drive  Pin  &  Bushing 

Lub.(Bulk)    : H2 

601  Chain  Drive  Pin&Bush.  Lub.  (Aer- 
osol)      H2 

610  Synthetic  Lubricating 

Fluid(Aerosol) H2 

620  Multi-Lube  CI 

622  White  Grease  HI 

629  High  Temperature  White  Grease  ..  HI 

660  Silicone  Lubricant  (Bulk)    HI 

715  Spraflex  Gold  H2 

723  Sprasolvo   H2 

730Spragrip   PI 

738  Belt-Flo    PI 

785  Parting  Lubricant  H2 

787  Sliding  Paste    H2 

801  Industrial  &  Marine  Solvent  ..    A4.A8 

803  Industrial  &  Marine  Solvent  II   ....  Al 

805  Heavy  Duty  Machinery  Cleaner  ..  Al 

Chevron  Chemical  Company 

Orthene  Professional  Roach  Spray  F2 

Orthene  PCO  Spray  Concentrate    F2 

Orthene  2.5  Professional  Spray    F2 

Onho  Dibrom  Fly  &  Mosquito  Spray   ..  F2 
Ortho  Fly  Killer  D    F2 

Chevron  U.S.A.  Products  Company 

Chevron  Ammonia  Refrigeration  Oil 

IS068   H2 

Chevron  ATF  Type  F  (East  Coast)    ....  H2 

Chevron  ATF  Type  F  (West  Coast)  ....  H2 
Chevron  Black  Pearl  Grease  EP  NLGI 

0    H2 

Chevron  Black  Pearl  Grease  EP  NLGI 

1    H2 

Chevron  Black  Pearl  Grease  EP  NLGI 

2    H2 

Chevron  Chain  Bar  Oil  ISO  150   H2 

Chevron  Clarity  White  Oil  USP  100  ..  HI 

Chevron  Clarity  White  Oil  USP  150  HI 

Chevron  Clarity  White  Oil  USP  200  .  HI 

Chevron  Clarity  White  Oil  USP  350  HI 


Chevron  Clarity  White  Oil  USP  500  HI 
Chevron  Cylinder  Oil  W  ISO  460 

(E.Coast)  H2 

Chevron  Cylinder  Oil  W  ISO  460 

(W.Coast)   H2 

Chevron  Cylinder  Oil  W  ISO  680 

(E.Coast)  H2 

Chevron  Cylinder  Oil  W  ISO  680 

(W.Coast)   H2 

Chevron  Delo  Gear  Lubr  SAE  80W-90 

(E.C.) H2 

Chevron  Delo  Gear  Lubr  SAE  80W-90 

(W.C.)  H2 

Chevron  Delo  Gear  Lubr  SAE 

85W-140(E.C.)  H2 

Chevron  Delo  Gear  Lubr  SAE 

85W-140(W.C.)    H2 

Chevron  Delo  100  Motor  Oil  SAE  20 

(E.C.) H2 

Chevron  Delo  100  Motor  Oil  SAE  20 

(W.C.)  H2 

Chevron  Delo  100  Motor  Oil  SAE  30 

(EC.) H2 

Chevron  Delo  100  Motor  Oil  SAE  30 

(W.C.)  H2 

Chevron  Delo  100  Motor  Oil  SAE  40 

(E.C.) H2 

Chevron  Delo  100  Motor  Oil  SAE  40 

(W.C.)  H2 

Chevron  Delo  100  Motor  Oil  SAE  50 

(E.C.) H2 

Chevron  Delo  100  Motor  Oil  SAE  50 

(W.C.)  H2 

Chevron  Delo  400  Mltgrd 

SAE15W-40(E.  C.) H2 

Chevron  Delo  400  Mltgrd 

SAEI5W-40(W.  C  )  H2 

Chevron  Delo  400  SAE  10W  (East 

Coast)   H2 

Chevron  Delo  400  SAE  10W  (West 

Coast)   H2 

Chevron  Delo  400  SAE  20  (East  Coast)  H2 
Chevron  Delo  400  SAE  30  (East  Coast)  H2 
Chevron  Delo  400  SAE  40  (East  Coast)  H2 
Chevron  Delo  400  SAE  40  (West  Coast)  H2 
Chevron  Dura-Lith  Grease  EP  NLGI  0  H2 
Chevron  Dura-Lith  Grease  EP  NLGI  00  H2 
Chevron  Dura-Lith  Grease  EP  NLGI 

000    H2 

Chevron  Dura-Lith  Grease  EP  NLGI  1  H2 
Chevron  Dura-Lith  Grease  EP  NLGI  2  H2 
Chevron  Dust  Suppression  White  Oil 

100    HI 

Chevron  FM  Grease  -  A  NLGI  0  HI 

Chevron  FM  Grease  -  A  NLGI  1  HI 

Chevron  FM  Grease  -  A  NLGI  2  HI 

Chevron  FM  Grease  NLGI  0  HI 

Chevron  FM  Grease  NLGI  1    HI 

Chevron  FM  Grease  NLGI  2   HI 

Chevron  Gear  Compound  EP  ISO  100 

(E.  C.)  H2 

Chevron  Gear  Compound  EP  ISO  100 

(W.  C.)   H2 

Chevron  Gear  Compound  EP  ISO  1000 

(E.C.) H2 

Chevron  Gear  Compound  EP  ISO  1000 

(W.C.)  H2 

Chevron  Gear  Compound  EP  ISO  150 

(E.  C.)  H2 

Chevron  Gear  Compound  EP  ISO  1 50 

(W.  C.)   H2 

Chevron  Gear  Compound  EP  ISO  1 500 

(E.C.) H2 

Chevron  Gear  Compound  EP  ISO  1 500 

(W.C.)  H2 

Chevron  Gear  Compound  EP  ISO  220 

(E.  C.)  H2 

Chevron  Gear  Compound  EP  ISO  220 

(W.C.)   H2 

Chevron  Gear  Compound  EP  ISO  2200 

(E.C.) H2 

Chevron  Gear  Compound  EP  ISO  2200 


(W.C)  H2 

Chevron  Gear  Compound  EP  ISO  320 

(E.  C.)  H2 

Chevron  Gear  Compound  EP  ISO  320 

(W.  C.)   ...  H2 

Chevron  Gear  Compound  EP  ISO  460 

(E.  C.)  H2 

Chevron  Gear  Compound  EP  ISO  460 

(W.  C.)    H2 

Chevron  Gear  Compound  EP  ISO  68  (E. 

C.)  H2 

Chevron  Gear  Compound  EP  ISO  68 

(W.  C.)   H2 

Chevron  Gear  Compound  EP  ISO  680 

(E  C.)  H2 

Chevron  Gear  Compound  EP  ISO  680 

(W  C.)   .    H2 

Chevron  Hydraulic  Oil  AW  IS032 

(E.Coast)  H2 

Chevron  Hydraulic  Oil  AW  IS032 

(W.Coast)   H2 

Chevron  Hydraulic  Oil  AW  IS046 

(E.Coast)  H2 

Chevron  Hydraulic  Oil  AW  IS046 

(W.Coast)   H2 

Chevron  Hydraulic  Oil  AW  IS068 

(E.Coast)  H2 

Chevron  Hydraulic  Oil  AW  IS068 

(W.Coast)   .    H2 

Chevron  Hydraulic  Oil  AW  MV  ISO  32  H2 
Chevron  Industrial  Oil  EP  ISO  100  H2 

Chevron  Industrial  Oil  EP  ISO  100  H2 

Chevron  Industrial  Oil  EP  ISO  150  H2 

Chevron  Industrial  Oil  EP  ISO  150  H2 
Chevron  Industrial  Oil  EP  ISO  220  H2 
Chevron  Industrial  Oil  EP  ISO  220  ....  H2 
Chevron  Industrial  Oil  EP  ISO  46  H2 

Chevron  Lubricating  Oil  FM  ISO  100  HI 
Chevron  Lubricating  Oil  FM  ISO  220  HI 
Chevron  Lubricating  Oil  FM  ISO  32 

(W.C.)  HI 

Chevron  Lubricating  Oil  FM  ISO  460  H 1 
Chevron  Lubricating  Oil  FM  ISO  68  HI 
Chevron  Lubricating  Oil  FM  ISO  68 

(W.C.)  HI 

Chevron  Lubricating  Oil  FM-E  ISO  100  HI 
Chevron  Machine  Oil  AW  ISO  150 

(EC.) H2 

Chevron  Machine  Oil  AW  ISO  150 

(W.C.)  H2 

Chevron  Machine  Oil  AW  ISO  220 

(E.C) H2 

Chevron  Machine  Oil  AW  ISO  220 

(W.C.)  H2 

Chevron  Machine  Oil  AW  ISO  320 

(E.C.) H2 

Chevron  Machine  Oil  AW  ISO  320 

(W.C.)  H2 

Chevron  Marine  Oil  E  ISO  150  H2 

Chevron  Marine  Oil  E  ISO  220  H2 

Chevron  Metalworking  Fluid  Grade  31C  H2 
Chevron  Refrigeration  Oil  WF  ISO  32  H2 
Chevron  Refrigeration  Oil  WF  ISO  68     H2 

Chevron  Rust  Preventive    H2 

Chevron  RPM  Automotive  Grease  EP 

NLGI  1    H2 

Chevron  RPM  Automotive  Grease  EP 

NLGI  2  H2 

Chevron  RPM  Heavy  Duty  Grease  EP 

NLGI  1    H2 

Chevron  RPM  Heavy  Duty  Grease  EP 

NLGI  2  H2 

Chevron  RPM  Univ  Gr  Lub  SAE 

80W-90(W.C.)    H2 

Chevron  RPM  Univ  Gr  Lub 

SAE85W-140(W.C.) H2 

Chevron  RPMUniv  Gr 

LbrcntSAE80W-90(E.C.)  H2 

Chevron  RPMU- 
niv GrLbrcntSAE85W-140(E.C.)  H2 

Chevron  Supreme  Motor  Oil  SAE  30 

(E.C.)  H2 
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Chevron  Supreme  Motor  Oil  SAE  30 

(W.  C.)    H2 

Chevron  Supreme  Motor  Oil  SAE  40 

(E.  C.)  H2 

Chevron  Supreme  Motor  Oil  SAE  40 

(W.  C.)   H2 

Chevron  Supreme  Mtr  Oil  SAE 

10W-30(E.C.)  H2 

Chevron  Supreme  Mtr  Oil  SAE 

10W-30(W.C.)    H2 

Chevron  Supreme  Mtr  Oil  SAE 

10W-40CE.C.)  H2 

Chevron  Supreme  Mtr  Oil  SAE 

10W-40(W.C.)    H2 

Chevron  Supreme  Mtr  Oil  SAE 

20W-50(E.C.)  H2 

Chevron  Supreme  Mtr  Oil  SAE 

20W-50(W.C.)    H2 

Chevron  Supreme  Mtr  Oil  SAE  5W-30 

(E.C.) H2 

Chevron  Supreme  Mtr  Oil  SAE  5W-30 

(W.C.)  H2 

Chevron  Syn.  Cmprsr.  Oil  Tegra  ISO 

100    H2 

Chevron  Syn.  Cmprsr.  Oil  Tegra  ISO 

32    H2 

Chevron  Syn.  Cmprsr.  Oil  Tegra  ISO 

68    H2 

Chevron  Syn.  Gear  Lbrcnt  Tegra 

SAE75W-90  H2 

Chevron  Syn.  Gr.  Lub  Tegra  SAE 

80W-140  H2 

Chevron  Synthetic  Gr  Lbrcnt  Tegra 

ISO220   H2 

Chevron  Synthetic  Gr  Lbrcnt  Tegra 

ISO460   H2 

Chevron  SRI  Grease  NLGI  2  H2 

Chevron  Technical  White  Oil  No.  I.HI 
Chevron  Technical  White  Oil  No.  2    ..    HI 

Chevron  Technical  White  Oil  100  HI 

Chevron  Technical  White  Oil  350  HI 

Chevron  Technical  White  Oil  500  HI 

Chevron  Trolley  Oil  FM  HI 

Chevron  Turbine  Oil  GST  ISO  100 

(E.C.) H2 

Chevron  Turbine  Oil  GST  ISO  100 

(W.C.)  H2 

Chevron  Turbine  Oil  GST  ISO  32  (E.C.)  H2 
Chevron  Turbine  Oil  GST  ISO  32 

(W.C.)  H2 

Chevron  Turbine  Oil  GST  ISO  46  (E.C.)  H2 
Chevron  Turbine  Oil  GST  ISO  46 

(W.C.)  H2 

Chevron  Turbine  Oil  GST  ISO  68  (E.C.)  H2 
Chevron  Turbine  Oil  GST  ISO  68 

(W.C.)  H2 

Chevron  Ulti-Plex  Synthetic  Grease  EP  H2 
Chevron  Ultra  Gear  Lubr  ISO  150  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  150  (W. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  220  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  220  (W. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  320  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  320  (W. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  460  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  460  (W. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  68  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  68  (W. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  680  (E. 

C.)  H2 

Chevron  Ultra  Gear  Lubr  ISO  680  (W. 
C.)  H2 


Chevron  Utility  Grease  H2 

Chevron  Way  Oil  Vistac  ISO  220  (E.C.)  H2 
Chevron  Way  Oil  Vistac  ISO  220 

(W.C.)  H2 

Chevron  Way  Oil  Vistac  ISO  68  (E.C.)  H2 

Chevron  Way  Oil  Vistac  ISO  68  (W.C.)  H2 

Chiarenza  Chemical  Co. 

B3002SR   G6 

B3360    G7 

C5025    G7 

D3503    G6 

D3503S    G6 

P903  G3 

RC443   PI 

R4010    G7 

S1008  G7 

S10I7  G7 

Chief  Chemical  &  Supply,  Inc. 

Blue  Magic    A4 

BT- 100  Boiler  Compound    G6 

CL-70  Chain  Lube    H2 

Excellent   Al 

FR-12  Food  Locker  &  Freezer  Cleaner  A5 

HD-26  Heavy  Duty  Floor  Cleaner  A4 

MD-12  Machine  Dishwashing  Powder  Al 

0-1000   A8 

Childers  Products  Company,  Inc. 


Chloramone  Corporation,  The 

Sodium  Hypochlorite 
Solution  B1,D2.G4,G7,L1,Q4 

Chocola  Cleaning  Materials,  Inc. 

CM  Cleanmate  LemonScent 

StnlsStlClnr  II  CI 

CM  Cleanmate  Porcelain  Cleaner    C2 

Jell-Strip    CI 

Sprayaway  A4 

WABC  CI 

Choice  Chemicals,  Inc. 

CC-222    Al 

CC-275    A! 

CC-360    Al 

CC-530    Al 

CC-545    A2 

CC-565    Al 

CC-888    Al 

Choice  Manufacturing  Company 

Brite  10   Bl 

Choice   A4 

Conquerl  Al 

Fortify    Bl 

Fortify  II    Bl 

Grime-Buster  A4 

Hi-Pro  HD  Al 

LW-OSD  G6 

LW-T3  G7 

LW-1B  G6 

LW-2B  G6 

LW-4S  G6 

Maintain  CI 

Musclel A3 

Pro  Form  II   Al 

Quick  Clean  A2 

Refresh  Bl 

Refresh  II  Bl 

X-tra  Strength    A2 


Christen  Janitorial  Supplies,  Inc. 

C.J.S.  Cleaner-Degreaser    A4 

C.J.S.  Concentrate  All-Purpose  Cleaner   CI 
C.J.S.  Neutral  All  Purpose  Cleaner- 

Dgrsr  Al 

C.J.S.  Non-Butyl  Degreaser-Cleaner    ..    Al 
C.J.S.  Pink  Lotionized  Liquid  Hand  Clnr  E4 

Chromate  Industrial  Corp. 

Cutting  Oil  III  H2 

RL  104  White  Grease  HI 

Safe  T  Line  Silicone  74168   HI 

Safe  T  Line  White  Grease  74178  H2 

Safe-T-Line  Kleen  &  Shine  74127  CI 

Safety  Solvent  III    K2 

74108  Silicone  HI 

74420  Low-Temp  Grease  HI 

74422  High-Temp  Grease  HI 

Chronley,  J.  F.  Manufacturing  Co. 

Heavy  Duty  Cleaner   Al 

Church  &  Dwight  Co.,  Inc. 

Arm  &  Hammer  Baking 
Soda(Sodium  Bicarb.)    A1.L1.G5 

Armex  Blast  Media  Maintenance  For- 
mula        Al 

Armex  Blast  Media  Maintenance  For- 
mula XL   Al 

Armex  Maintenance  Formula 
w/SupraKleen   Al 

Armex  Maintenance  FormulaXL 
w/SupraKleen   Al 

Armex  Profile  Formula  XL  with  Su- 
praKleen   Al 

Church  &  Dwight  Sodium  Bi- 
carbonate USP   AI,L1,J1,G1 

Con-Sal    A1,G6,G5 

HydroRex  Formula  XL    Al 

Sodium  Bicarbonate  Industrial 
Grade  AI.Gl.JI.Ll 

Sodium  Carbonate  Monohydrate 
U.S.P A1.G6 

Chute  Chemical  Company 

Bristle-HF  (High  Foaming) Al 

Bristle-LF    Al 

C-Tech  DSC    D2 

C-Tech  DSC-2  D2 

C-Tech  DSFD   D2 

C-Tech  Food  Plant  Sanitizer D2 

Caustic  100   A2.L1 

Chain  Lubricant  H2 

Chlor-Ten A1.B1 

Chlorfoam   Al 

Chlorkleen  Al 

Cipac    A3 

Citrafoam-HF A4 

Clean  Plant-20  Caustic  Cleaner   A4 

Clean-Shell    Ql 

Clean-Shell  Type  I    Ql 

Clean-Shell  Type  II  Ql 

CCC  Antifoam    Q5 

CCC  Chlorinated  Manual  Cleaner  Al 

CCC  Clean-It Al 

CCC-Egg  Detergent    Ql 

CCC-20  Caustic  Cleaner A4 

CIPChlor  One-Ten    Al 

DAFC    A3 

DM  Drain  Maintenance    CI 

E-Z  Chlor Dl 

Econo-Kleen    Ql 

Glass-Brite  CI 

Gly-Phos  Acid  Dairy  Cleaner  A3 

Glyphos  HF  A3 

Grease  Blitz  Al 
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Grease  Blitz  LF  Al 

Hea\>  Duty  Caustic  95  A2 

HSC200    Al 

Institutional  Ail-Purpose  Cleaner  A4 

Institutional  Oven  Grill  &  Fat  Fry.  Clnr  A8 

Iodosan  Medicated  Hand  Wash   El 

Iron  Stain  Remover  A3 

L.F.P.  Foam  Cleaner  Plus  Al 

Liquid  Chlorinated  Alkaline  Detergent 

II    Al 

Liquid  Food  Plant  Cleaner  Type  D   ....  Al 

Liquid  Metal  Brightener  A  A3 

MDD-10 A1.B1 

MDD-10N/C   Al 

Nophos  Al 

Purge    A2 

Smokehouse  Cleaner  HF A8 

Solve-It  Clear    K2 

Solvent  170  Kl 

Spray  Clean  A3 

SPF  Chlorinated  Dairy  Cleaner    Dl 

SPF  Dairy  Pipeline  And  Bulk  Tank 

Clnr Al 

SPF  Heavy  Duty  Caustic  Cleaner    Al 

SPF  Heavy  Duty  Caustic  Cleaner-80  ..  A2 

SPF  Heavy  Duty  Cleaner-Type  II  Al 

SPF  Liquid  Hand  Soap  El 

SPF  Smokestick  Cleaner A2 

SPF-HD  Caustic  Cleaner-40  A2 

X-Cel  Al 

Ciba-Geigy  Corporation/ 
Agricultural  Division 

D.z.n  Diazinon  4E  Insecticide    F2 

Diazinon50W  F2 

Cincinnati  Brush  Manufacturing 
Co. 

Hi-Performance  Cleaner  &  Degreaser      A4 

Mohawk  Floor  Cleaner  A4 

Mohawk  Liquid  Hand  Soap  15%  El 

Mohawk  Liquid  Hand  Soap  20%  El 

Mohawk  Liquid  Hand  Soap  40%  El 

Cincinnati  Janitorial  Supply,  Inc. 

Gritty  Hand  Cleaner  w/Volcanic  Pumice  E4 

Industrial  Formula  Pentra-Lube   H2 

Joanie  C2 

Safety  Spra- Solve   K2 

Sani  Foam  A  C2 

Sani-Lube HI 

Star  Line  #487  R.I.S F2 

Star  Line  #587  Spra-Tox    Fl 

Star  Line  Bright  Plus    C2 

Tackle    CI 

Circle  Janitorial  Supply  Inc. 


Pink  Power  All  Purpose 
Cleaner/Degreaser 


Al 


Citation  Equipment  &  Chemicals, 
Inc. 

Blast  Off   A2 

Burple    Al 

Steam  Off   Al 

Cite  Corporation 

Cite  5010  G6 

Cite  5045  G6 

Cite  6020  G6 

5020  G6 

5055  G6 

5060  G6 

5075  G6 


5214  G6 

5220  G7 

5310  G6 

6000  G6 

6010  G6 

6150  G7 

Citgo  Petroleum  Corporation 

AAV  All-Temp  Hydraulic  Oil H2 

AAV  Hydraulic  Oil  150    H2 

Citgard  500  Motor  Oil  SAE  15W-40  ..  H2 

Citgard  500  Motor  Oil  SAE  30   H2 

Citgo  AAV  Hydraulic  Oil  32    H2 

Citgo  AAV  Hydraulic  Oil  46    H2 

Citgo  AAV  Hydraulic  Oil  68    H2 

Citgo  C-300  Detergent  MO.  SAE  30  H2 

Citgo  C-500  Motor  Oil  SAE  30  H2 

Citgo  C-500  Plus  Motor  Oil  SAE 

15W-40  H2 

Citgo  Clarion  Food  Grade  AAV  Hyd 

100    HI 

Citgo  Clarion  Food  Grade  AAV  Hyd  32  HI 

Citgo  Clarion  Food  Grade  AAV  Hyd  46  HI 

Citgo  Clarion  Food  Grade  AAV  Hyd  68  HI 
Citgo  Clarion  Food  Grade  AAV  Hydrl 

220    HI 

Citgo  Clarion  Food  Grade  HTEP  Grease  HI 
Citgo  Clarion  Food  Grade  Wht  Min  Oil 

200    HI 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

350    HI 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

55    HI 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

70    HI 

Citgo  Clarion  Food  Grade  Wht  Min  Oil 

90    HI 

Citgo  Cylinder  Oil  400-5   H2 

Citgo  EP  Compound  220   H2 

Citgo  Glycol  FR-40XD H2 

Citgo  Multipurpose  ATF  Dexron  II  ....  H2 

Citgo  Pacemaker  150   H2 

Citgo  Pacemaker  220   H2 

Citgo  Pacemaker  46    H2 

Citgo  Pacemaker  68    H2 

Citgo  Premium  Gear  Oil  (MP)  SAE 

80W-90  H2 

Citgo  Premium  Gear  Oil  (MP)  85W-140  H2 

Citgo  Refrigeration  Oil  54LP  H2 

Citgo  Sentry  19  H2 

Citgo  Sliderite  220   H2 

Citgo  Sliderite  68    H2 

Cylinder  Oil  680-7    H2 

CP  Hydraulic  Fluid  H2 

EP  Compound  150   H2 

Multipurp  AFT  Dextron  II  Mercon  D- 

22579    H2 

Multipurp  ATF  Dextron  II  Mercon  D- 

21571    H2 

North  Star  Refrigeration  Oil  54  H2 

Pacemaker  HV-39  H2 

Pacemaker  HV-68  H2 

Premium  Lithium  EP  Semi-Fluid  H2 

Premium  Lithium  EP-2  H2 

Sentry  68  H2 

Supergard  Motor  Oil  SAE  10W-30  ....  H2 

City  Janitor  Supply  Company 

Industrial  Degreaser/Cleaner  A4 

City  Janitor  Supply,  Inc. 

Foam  Disinfectant  Cleaner  CI 

Glass  Cleaner CI 

Husky  H.D.  Degreaser    A4 

Pink  Pearl  Hand  Cleaner El 

Stainless  Steel  Cleaner   A7 

Vandalism  Mark  Remover   CI 


City  Janitorial  Supply 

Remarkable  Foamy  Germicidal  Clnr  & 
Deod  CI 

City  Supply 

De  Aqua  Lube  H2 

Hi-Pressure  Insect  Bomb    Fl 

Oven  Cleaner A8 

City  Wide  Chemical  Co.,  Inc. 

Crystal  Clear   CI 

Defoamer  Al 

Extra  Strength  Pipe  Opener    LI 

Granulated  Concrete  Cleaner   CI 

Granulated  Powdered  Hand  Cleaner    ..    C2 

Greasasolv  A4 

Grime  Buster  E4 

Lemon  Scented  Germicidal  Detergent      CI 

M-M  #300  Al 

Mity-Wite    C2 

MABC  C2 

Orange  Crunch    CI 

Pine  Scent   CI 

Sani  Gel  CI 

Sani  Safe   D2 

Sani  Scrub  A6.C2 

Sanibrite  CI 

Shower  Shampoo  Soap  El 

Silicone  Spray  HI 

Solv-It    A4 

Stainless  Steel  Cleaner   A7 

Top  Gun  A4 

Tough  Scrub    E4 

Vandal  Mark  Remover  CI 

101  All  Purpose  Cleaner  Al 

15%  Coconut  Oil  Soap  EI 

40%  Coconut  Oil  Soap  40% El 

Claire  Manufacturing  Co. 

Apple  Air  Freshener  &  Deodorizer   ....    CI 

Apple  Orchard  CI 

Autumn  Leaves  Air  Freshener   CI 

Baby  Powder  Dry  Air  &  Fabric  Deo- 
dorizer      CI 

Baseboard  Cleaner  &  Wax  Stripper  ....  CI 
Bel  Aire  Air  Sanitizer  and  Deodorizer     CI 

Big  Jinx  II  F2 

Brake  Parts  Cleaner K2 

Bright  Citrus  Air  Freshener    CI 

Bug  Buster  Insect  Killer  Fl 

Canadian  Pine   CI 

Carburetor  and  Choke  Cleaner  K2 

Cinnamon  Air  Freshener  &  Deodorizer    CI 

Cinnamon  Spice    CI 

Citra  Jinx  CI 

Claire  Disinfectant  Bathroom  Cleaner      C2 

Claire  Disinfectant  Spray   CI 

Claire  Disinfectant  Spray  for  Hosp.  Use  CI 
Claire  Disnf  Spray  For  Health  Care  Use  CI 
Claire  Hospital  Use  Floral  Disnf.  Spray  CI 
Claire  Multi-Use  Insecticide  Fogger    ....  F2 

Claire  Penetrating  Oil   H2 

Claire  Silicone  Spray    HI 

Down  &  Out  Flying  &  Crawling  Inset 

Kill F2 

Germicidal  Cleaner  CI 

Gleme  Glass  Cleaner CI 

Grill  &  Oven  Cleaner  A8 

Heat-Stable  Silicone  Release  Agent  ....  HI 
Heavy  Duty  Foaming  Oven  Cleaner  ..  A8 
Heavy  Duty  Tile/Grout/Fiberglass 

Cleaner   CI 

Lemon  Aire  Air  Sanitizer  &  Deodorizer  CI 
Mint-Aire  Air  Sanitizer  &  Deodorizer     CI 

Mister  Jinx  CI 

Peni-Lube  Penetrating  Oil  CI 

Plastic  Cleaner  CI 


11-121 


Potpourri  Air  Freshener  &  Deodorizer  CI 
Pyrethrin  Cncntrt  Fly&Crawl.  Insect  Kir  Fl 

Silicone  Spray  HI 

Solvent  Cleaner  &  De-Greaser  K2 

Spray-Nox  II  Insect  Killer    Fl 

Stainless  Steel  Maintainer A7 

Stainless  Steel  Polish  And  Cleaner    ....  CI 
Terpene  Base  Solvent  Cleaner  &  De- 
greaser  CI 

Tropic  Breeze    CI 

Vandalism  Mark  and  Stain  Remover  ..  CI 

Video  Display  Terminal  Cleaner   CI 

White  Lithium  Grease  H2 

Clan  Supply/S  S  S  Inc. 

Tomado  II  H.D.  Cleaner Al 

Clare,  R.  S.,  &  Co.  Ltd. 

Foodcare  1150W  HI 

Foodcare  1200S  HI 

Foodcare  I55S  HI 

Foodcare  160W  HI 

Foodcare  1650S  HI 

Foodcare  1650W  HI 

Foodcare  235S  HI 

Foodcare  310S  HI 

Foodcare  500S  HI 

Foodcare  550W  HI 

Foodcare  750S  HI 

Claremont  Chemical 

141-F  Cleaner/Degreaser A4 

Clark  Brothers 

Cadillac  Censor  CI 

Cadillac  Grime  Shooter A4 

Clark  Products/ 

Division  of  Clark  Foodservice,  Inc. 

All  Purpose  Stainless  Steel  Cleaner  ....  CI 

Antiseptic  Hand  Cleaner  El 

Blue  Glass  Cleaner  CI 

Citraclean  CI 

Clark  Sanitizer D2 

Delimer   A3 

Dissolve-It  Degreaser  A4 

Kling    C2 

Kling  Bowl  Cleaner    C2 

Kola  CI 

Mad   A3 

Mint  Odor   CI 

Oven  &  Grill  Cleaner  A8 

Pink  Lotion  Liquid  Detergent  AI 

Power  Clean    A4 

Sanisol  C2 

Spray  Foam  Al 

Tile  &  Grout  Cleaner   A3 

165  Steel  Bright  Lemon  Scented  A7 

260NA  Secure  CI 

Clarke  Outdoor  Spraying  Co.,  Inc. 

Pyrethrins  ULV  Fogging  Concentrate    ..  Fl 
Clarke  Power  Products  Inc. 

Super  Double  Strength  Degreaser    A4 

Clarke-Delco  Industries 

Mean  Blue  Al 

Clarklift  of  Fort  Worth,  Inc. 

C-5000  Floor  Scrub A4 


Clarklift  of  Los  Angeles,  Inc. 

Cleaner/Degreaser  Activ  800   Al 

Clarklift  of  Wisconsin  Inc. 

CL-7761  A4.A8 

CL-7763  Al 

CL-7764 CI 

Clarkson  Chemical  Company  Inc. 

Buddy  RTU  Window  Cleaner    CI 

Clarkson  HD  All-Purpose  Clnr  &  Dgrsr  CI 

Enviro  Tile  Cleaner C2 

Extra  Heavy  Duty  Penetrating  Oil   H2 

Classic  Chemical,  Inc. 

Conquer  Bowl/Tile/Porcelain  Cleaner  C2 

Neutra  Clean  Damp  Mop  Cleaner   CI 

Neutracide  Germicidal  Cleaner Dl 

Rout  Toilet  Bowl  Cleaner C2 

Top  Gun  All  Purpose  Cleaner   A4 

Classic-ChemStation 

Detergent  Thickened  Bowl  Cleaner  ....  CI 

DL7075 CI 

DL  7200 CI 

DL7400 CI 

FS  4225  Al 

FS  4500  CI 

FS4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090  Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  QI 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900  Ql 

HD5000   Ql 

HD5015    Al 

HD5025    Al 

HD5055    Al 

HD5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105    Al 

HD5125    Al 

HD5150    Al 

HD5160    Al 

HD  5170    Al 

HD5175    Al 

HD5190    Al 

HD5195    Al 

HD5200   Al 

HD  5205    Al 

HD5225    Al 

HD  5260   Al 

HD5300   Al 

HD5305    Al 


HD  5325    Al 

HD5375    Al 

HD5395    Al 

HD  5400    CI 

HD  5410    Al 

HD5420    A4 

HD  5425    Al 

HD5440    Al 

HD5450    Al 

HD  5465    Al 

HD  5475    Al 

HD  5505    Al 

HD  5545    Al 

HD  5550   Al 

HD5565    Bl 

HD  5575    Al 

HD5585    CI 

HD  5625    A4 

HD  5675    Al 

HD5690    Al 

HD5695    Al 

HD5700    Al 

HD5720    Ql 

HD5725    Al 

HD  5770    Al 

HD5775    Al 

HD  5800    Al 

HD5845    Al 

HD  5860   Al 

HD5870   Al 

HD5875    Al 

HD  5880   Al 

HD  5900   Al 

HD5905    Al 

HD5925    CI 

HD5940   Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP3000 A1.Q1 

KP3005  Al 

KP30I0 Al 

KP  3025  A4 

KP  3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150  Al 

KP3175  Al 

KP  3200 Al 

KP  3225  Al 

KP3250 Al 

KP3275  Al 

KP3300 Al 

KP3325  AI.QI 

KP3350  Al 

KP3450 Al 

KP3475  AI.QI 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP3825  KK   Al 

KP3850 A2 

KP3875  AI.QI 

KP3900 Al 

KP3925  Al 

KP3950 Al 

KP3995  A8.Q1 

Lemon  Soft  Dishwash  Concentrate    ....    Al 
Non-Acid  Bowl  and  Bathroom  Cleaner    C2 

OS  6075  Al 

OS  6325  A4 

OS  6600  Al 

OS  6725  Ql 

Smoke  House  Cleaner A8 

VC2105    Al 

VC2205    Al 
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Clayhill/ 

A  Div.  of  American  Air  Products, 

Inc. 

CH-FG2  HI 

Clayton  Industries 

Coil  Guard  100  G6 

Coil  Guard  120  G6 

Coil  Guard  200  G6 

Coil  Guard  300  G6 

Comd-01    G6 

Condensate  Treatment  CCTL-10   G6 

Oxygen  Scavenger  COSL-10   G6 

Oxygen  Scavenger  COSL-20   G6 

Water  Conditioning  Compound 

COSD-25    G6 

Clean  &  Fresh,  Inc. 

Cleans-All  Degreaser.  Clnr  &  Odr 

Neudzr    Al 

Eats-All  Waste  Digester  &  Odor 

Neutrlzr  CI 

Fresh-All  Multi-Purpose  Odor  Neutral- 

izer    CI 

Clean  Control  Corporation 

Odor-Ban  CI 

Clean  Plus  Inc. 

Clean  +  Hand  Soap  E4 

Clean  Rite  Chemical  &  Supply  Co. 

Chloro-Power Al 

Clean  and  Thaw    A5 

Non-Butyl  Cleaner  Concentrate    Al 

Oven  &  Smokehouse  Cleaner A8 

Clean  Spot,  The 

Heavy  Duty  Degreaser   Al 

Hot  General  Cleaner  CI 

Clean  Sweep 

C.S.  Aqua  Clean   K3 

C.S.  Quik  Power  A4 

Pink  Pearl    Al 

Clean  World  Inc. 

Coconut  Hand  Soap    El 

Neutral  Plus  A4 

Pine  Plus   CI 

Clean  World  Supply  Inc. 

ADA CI 

D.  C  Express    CI 

Germ  Clean  C2 

J's  Power  Play   CI 

New  Body  Vehicle  Cleaner    Al 

Shine  N'  Bnte  (Aerosol)  CI 

Shower  Plus  C2 

Slingshot  Heavy  Duty 

Cleaner/Degreaser Al 

Supreme  CI 

Supreme  Plus  CI 

Thunder  Bolt  A4.C1 

Twist  Neutral  CI 


Clean-Chem  Corporation 

Clean  Wash  111    A4 

Clean-Grease  1 1 1    K1.P1 

Clean-Line 

Industrial  Team-Mate   Al 

Team  Mate  Cleaner  Degreaser  Al 

Clean-Line/Consumer  Supply  Co. 
See  Clean-Line 

Clean-Master  Products  Inc. 

Clean-Master  Al 

Mas-Tex  202  Al 

Clean-N-Fresh 

E2  Brute E2 

Iodine  Hand  Wash E2 

Lotion  Hand  Cleaner E4 

Mechanics  Hand  Soap E4 

Sanitary  Hand  Cleaner   El 

Clean-Rite  Co. 

All  Purpose  Spray  Cleaner  CI 

Break-Away  Al 

Microzyme  L2 

Resolve    CI 

Scrub  Pal  CI 

Sile-Ex  Al 

Cleancare,  Inc. 

Citra  Shine  CI 

Cleanco  Janitor  Supply 

Clean-It-All  (Aerosol)  C2 

Clean-It-All  (Bulk)    C2 

Clear  Reflections  (Aerosol)    CI 

Clear  Reflections  (Bulk)  CI 

Eliminator    L2 

Film  Free  Q  CI 

Goldiine  Top  Gun  A4 

Cleancraft  Industries 

Foam  Brite  A3 

WAD.  Lemon   CI 

Cleaner  Company,  The 

Easy/Does/It Al 

Pro-Tek  Royal  Flush  L2 

Pro-Tek  Tuff  Enough   A4 

Tuff  Stuff A3 

Wipe  Out  Airborn  Fl 

Cleanergy 

"Mr.  Pine  Odor"    CI 

Blue  Magic    CI 

Pink  Angel  Al 

Pink  Magic    C2 

Cleaning  Ideas 

ADL  Automatic  Dishwashing  Liquid  Al 

Clear  View  CI 

Delight  Al 

Laundry  Gain  Bl 

Metal  Shine  CI 

One  Pass    A4 

Out  Ahead-Floor  Stripper  and  Cleaner  A4 

Out  Brite   Bl 

Out  Drain  LI 


Out  Fast  Oven  and  Griddle  Cleaner  ....  A8 

Out  Muscle-Cleaner  Degreaser A4 

Out  View-Glass  and  Mirror  Cleaner    ..  CI 

Out  Wonder  Liquid  Laundry  Detergent  B2 
Out  Work-Multi-Purpose  Neutral 

Cleaner   Al 

Quat  267  Germicidal  Cleaner  &  Deo- 
dorant      A4 

Quat  32  Germicidal  Detergent   A4 

Super  Bute  CI 

Work  Force   CI 

Cleaning  Solutions,  Inc. 

AD-51    A3 

Capri    Al 

Concrete  Cleaner  A3 

LeaEC-42  Al 

Lea  Tile  Bright  Concentrate  A3 

Liquid  LC-17  A2 

LC38  Al 

Orbit  Hand  Soap  El 

Steam-X  Al 

Super  Scrub  Hand  Soap   El 

Total  El 

Cleaning  Systems  of  Virginia 

PW-l  Steam  &  Pressure  Cleaner  Al 

Cleaning  Systems  Inc. 

Foamy  Super  Clean  Al 

Formula  1915    CI 

Formula  2711    Al 

Miracle  Spray  Clean  CI 

Release  Al 

Release  (Non-Phosphate)    Al 

Super  Clean  Al 

Trans  Clean  Al 

Trans  Wash   Al 

Triumph  Al 

Versa   CI 

Cleanright  Corporation 

APC-700    A4 

BC-95    A2 

BW-80  A2 

Clean-Up-702    Al 

Clearshine    A3 

CP-50  Al 

Foam-Up  480 Al 

Foamac-250  A3 

LAC-610   Al 

LAC-620   Al 

MC-650  ...  Al 

PAC-615    Al 

PAC-625    Al 

Sani-Foam  470    Al 

Cleanse-Tec  Inc. 

Sani-Dip  Hand  Sanitizer  Concentrate  E3 
Cleanup  Hand  Cleaner  Co. 

Clean  Green  Al 

Liqua-Sept  El 

Clearco  Products  Co.,  Inc. 

Clearco  High  Performance  (HP)  Silcn 

Spra  HI 

Clearco  2000  HI 

Food  Grade  Grease   HI 

Food  Grade  Mineral  Oil  HI 

Mineral  Oil  Spray  HI 

Mr.  Clearco  Silicone  Spray  Food  Grade  HI 

SFG-350  Food  Grade  Silicone  HI 
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Clearwater  Chemical  Corp. 

Sodium  Hypochlorite  9.2%  by  Weight     D2 

Clearwater  Distributors,  Inc. 

Hypochlorite  Solution  D2 

Cleary,  W.  A.  Products  Inc. 

Lube-All  21   HI 

Lube-All  35  HI 

Lube-All  7  HI 

Lube-All  9  HI 

Wrapper  Ease    CI 

ClearChem  Corp. 

BBI  Enz-Tech   A1.L2 

Odor  Ban  A1.L2 

Odor  Digest  A1.L2 

Cleaver  Brooks/ 

Water  Management  Group 

3300  PI 

3900  G7 

5323  G5 

5530  G7 

7233  G6 

7275  G6 

7326  G2.G6 

7328  G5.G6 

7353  G6 

7364  G6 

7386  G6 

7388  G6 

7396  G6 

7397  G6 

7925  G6 

7945  G6 

7957  G7 

9332  G6 

9431  G7 

9474  G6 

Cleaver-Brooks 

Belt  Dressing  PI 

Gasket  Remover   PI 

3600  G5.G7 

5461   G7 

5494  G7 

5496  G7 

5535  G5.G7 

5826  G7 

5840  G7 

5844  G7 

7340  G6 

7341   G6 

7350  G6 

7354  G6 

7957L G6 

9434  G6 

Clems  Chemicals 

Cirrus  Waterless  Hand  Cleaner E4 

Coconut  Hand  Soap    El 

Concrete  Etcher  and  Cleaner   A3 

Heavy  Duty  Penetrating  Oil  H2 

Mint  Deodorant  CI 

Non-Flammable  Safety  Solvent   K2 

Powdered  Laundry  Detergent  Bl 

Silicone  Lubricant  HI 

Super  Power  #1  A4 

Super  Solv  #1    A4 

Clenesco  Products  Corp. 

'Round   Al 


Acid  Cleaner  Concentrate  A3 

Addit    G2 

Adhere  Al 

Advance  H2 

Alclen A1.Q1 

Antibacterial  Handwash    E2 

Approval    A3 

Bottle  Cleaner  Al 

Brite-Gloss  A2 

Brite-Gloss  Concentrate  A   A3 

Brite-Gloss  Concentrate  B    A2 

Brite-Gloss  30  A2 

BC66    Al 

BSC  22    A2 

Chelacid  2199  Cone A3 

Chlor-Al-K Al 

Chlorinated  "Foam"  Cleaner Al 

Chlorinated  "Foam"  Cleaner-G  Al 

Chlorinated  Cleaner Al 

Chlorinated  NuClen  Al 

Chlorinated  Superclen  Al 

Chlorinating  Liquid  D2 

Circulate Al 

Clak  Al 

Clear D2 

Clenesco  Acid  Cleaner  A3 

Clenesco  ARC  Dl 

Clenesco  Brite  Surf  99  A3 

Clenesco  Calmatic  A1.H2 

Clenesco  Con-AC  A3 

Clenesco  CLC  A2 

Clenesco  Liquid  Bottle  Cleaner  A2 

Clenesco  Liquid  Complete  Additive    ..  Al 

Clenesco  Moov   A1.H2 

Clenesco  Sanidine  D2 

Clenesco  X-Sept   H2 

Complete  A2 

Condef  Al 

CIP-PreS    A1.G7 

De-Solv   Al 

Foam  Clen  HD    Al 

FoamClenHD-G   Al 

Fome-D-Pres   PI 

Food  Grade  Spray  Grease  HI 

Gol  A4 

HiCid  A3 

HiCid  Concentrate A3 

Insta-Kleen  A2 

Iodine  Handwash  E2 

Iodine  Iodophor  Hand  Wash  100  E2 

Liquid  Cleaner  Al 

Liquid  Florclen    A4 

Liquid  75  Cleaner  Al 

Loop  Al 

Lumatic  589 H2 

LFA   A3 

LFA  Concentrate  A3 

More  Al 

More  I   Al 

NuClen  Al 

Oxy-Brite  A3 

Pentacon  Al 

PoGo!  CI 

Polylube  Polymer  Food-Grade  Grease  HI 
Sani-Dip  Hand  Sanitizer  Concentrate  ....  E3 

Sof-Met   A2 

Spec-Blend  Alk A2 

Special  Round  A2 

Super  Advance    H2 

Super  Lumatic  589   H2 

Super  Thrust    A1.H2 

Superclen  Al 

Thrust  H2 

Thrust  3-C  Al 

Thrust-175  H2 

Ultra  Advance  H2 

Ultra  Advance  Plus  H2 

Winter  Lubricant  H2 

10-1  Polymer  Grease H2 

10-1  Polymer  No.2  High  Temp  Food- 

Grd  Grs  HI 

10-1  Spray  Grease H2 


Cleveland  Cotton  Products 

CCP  Lemon  Lotion  El 

Workbeaters  Degreaser  And  Cleaner  ..    CI 

Cleveland  Maintenance&Janitorial 
Supply 

Quick  Foam  A8 

Clinch  Enterprises 

Cannon  Fire  A8 

Captain  Hook C2 

Clinch  Bon  Voyage  CI 

Clinch  Combat    E4 

Clinch  Galleon A3 

Clinch  Red  Tide    CI 

Clinging  Rescue    C2 

Compass    A6.C2 

Dockside    Al 

Dory  CI 

Ebb  Tide    Al 

Galleon A3 

High  Tide A4 

Horizon    CI 

Periscope  CI 

Port  O  Call    C2 

Sea  Foam  C2 

Shipshape  CI 

ShipShape    CI 

Splash!  CI 

Sweet  Sailing  CI 

Whistle  CI 

White  Cap  Bl 

Cling-Surface  Company 

All-Purpose  Cleaner   CI 

Chain  &  Cable  Lubricant  H2 

ClingGel  Lubricant   H2 

Creeper  Penetrating  Oil H2 

Food  Grade  Machinery  Lube   HI 

Food  Grade  Silicone  Lubrcnt 

Stk.No.20010    HI 

Light  Oil  &  Chain  Lubrcnt  Stock 

No.11035    H2 

Moly  Dry  Film  Lubricant  H2 

Moovit  Super  Penetrating  Lubricant    ..  H2 

Rust  Remover  Liquid   Al 

Spray  Belt  Dressing    PI 

T.F.  Elec.  Cntct&Switch  Cln 

Stk.No.30000    K2 

TFE  Dry  Film  Lubricant  H2 

Vydax  Dry  Lube  Release  Agent H2 

4- Way  Super  Lube  Stock  No.  1 1040  ..  H2 

Cloroben  Corporation 

Cloroben  PT-4  CI 

CPM  BIOl     L2 

CPM  BI02    L2 

CPM  4  CI 

Formula  BIOl   L2 

Formula  BI02  L2 

Formula  4    CI 

Greastrol  BIOl    L2 

Greastrol  BI02    L2 

Greastrol  4  CI 

PT-BIOl    L2 

PT-BI02    L2 

Clorox  Company,  The 

Clorox    D2,Q4,C2,E3 

Clorox  Bleach  (Institutional)    C2.D2 

Combat  Roach  Control  System    F2 

Formula  409  (Institutional)  CI 

Formula  409  All  Purpose  Cleaner   CI 

Industrial  Strength  Liquid-Plumr    L2 
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Liquid-Plumr  L2 

Maxforce  Pharaoh  Ant  Killer  F2 

Maxforce  Roach  Control  System  F2 

Soft  Scrub  Cleanser A6 

Clover  Chemical  Company 

Cleaning  Compound  #18    Al 

Clodine  Handsoap  E2 

Clovasuds    Al 

Clover  Unlimited,  Inc. 

Industrial  500 Al 

Industrial  500b Al 

Cloverdale 

Cloverdale  Cleaner   Al 

Cloverieaf  Chemical  Company 

Acid  26    A3 

Acid-1    A3 

Acid-2    A3 

Acid-3    A3 

Aluma  Shine   A3 

AC-334    A3 

AC-41     A4 

AC-87    Al 

AFC-2    A3 

AMB-127  A4 

AS-46 A3 

BK  14    D2 

BK-13    Al 

BK-334    A3 

BO-108    A2 

BO-108  L A2 

BO-166    A2 

BO-95    A2 

BOL-51    A2 

BP-28  Al 

ChlorSanl25  D2 

Cloverieaf  Acid-15   A3 

Cloverieaf  Alkaline  Cleaner  A2 

Cloverieaf  AC-900    Al 

Cloverieaf  AQ- 10   D2 

Cloverieaf  BK-335    A3 

Cloverieaf  BO-1 10   A2 

Cloverieaf  BO- 11 0L  A2 

Cloverieaf  BO- 1661    A2 

Cloverieaf  BPR- 100   Al 

Cloverieaf  BW-31   Al 

Cloverieaf  C.F.C Al 

Cloverieaf  CFC-64    Al 

Cloverieaf  CL- 115 Al 

Cloverieaf  CL- 119 A3 

Cloverieaf  CL-1800S    A2 

Cloverieaf  CL- 221  A3 

Cloverieaf  CL-222 A3 

Cloverieaf  CL-223 A3 

Cloverieaf  CL-650 A2 

Cloverieaf  CL-680 Al 

Cloverieaf  CL-820 A2 

Cloverieaf  CLF-3300    Al 

Cloverieaf  CLF-4800    Al 

Cloverieaf  Degreaser  50 1   Al 

Cloverieaf  EHDL-520  Bl 

Cloverieaf  Floorclean-IOOLF   A4 

Cloverieaf  GC-322    A2 

Cloverieaf  GC-522A  A2 

Cloverieaf  GC-950    Al 

Cloverieaf  GPC-12   Al 

Cloverieaf  GPC- 15   Al 

Cloverieaf  HM- 100  EXP-NF   Al 

Cloverieaf  HM-200EXP  Al 

Cloverieaf  LBT-28    A2 

Cloverieaf  N-P  Acid  A3 

Cloverieaf  RD-44    A3 

Cloverieaf  RD-44  Plus   A3 

Cloverieaf  Super  Clean  #5   A2 


Cloverieaf  Super  Clean  #6   A2 

CAC-4   A3 

CC-880    Al 

CCIP    A1.Q1 

CIP-26  A1.Q1 

CIP-260   A1.Q1 

CL-077  Al 

CL-1200 A3 

CL-14 A2 

CL-15  A2 

CL-150 Al 

CL-1800 A2 

CL-1900 A2 

CL-1900S    A2 

CL-200 A3 

CL-220  A3 

CL-260 Al 

CL-260E    Al 

CL-260L    Al 

CL-260P    Al 

CL-27  Al 

CL-30 A3 

CL-49  Al 

CL-561  A2 

CL-59 Al 

CL-68  Al 

CL-70  D2 

CL-80 A2 

CL-800 A2 

CL-805  A2 

CL-806  A3 

CL-807  A3 

CL-809 A3 

CL-817  A2 

CL-87  Al 

CL-870 A2 

CL-877  A2 

CL-90 A2 

CL-900 A2 

CL-91  A2 

CLF-225    Al 

CLF-225P    Al 

CLF-330    Al 

CLF-450    Al 

CLF-4500    Al 

CP-901   A2 

Dryer  Cleaner-HD  Al 

Floorclean-200LF    A4 

Foam-12  Al 

FIX    A8 

GC-12    Al 

GC-522    Al 

GP-93  Al 

GTC  Al 

Idosept  E2 

JD-4  A2 

JD-440  A2 

JD-87  A2 

Low  Temp  Parts  Cleaner    Al 

Lube  300  H2 

Lube  750  H2 

LB-510  Bl 

LBD-560   Bl 

LD-550 Bl 

LFC-1000    Al 

LFC-1001     A4,A8,C1 

LFC-1010    A4 

LFC-1011     Al 

LS-575  Bl 

LSH-32    Al 

LSH-33    Al 

M.A.C A3 

MB22  A4 

MB44  Al 

MC15NF   Al 

MS-87    Al 

RC-19    Al 

Sanitizer  Quat-10 D2 

SC910 Al 

SC-100  Al 

SC-200  Al 

SC-2000  Al 


SCA-7    Al 

SCC-15    Al 

SCC-45    Al 

SCC-99    Al 

SHC-200    A2 

SP-26  Al 

ST-164  Al 

TO-100 A4 

TO-20LF   Al 

TR-43  Al 

TS  Degreaser-Cleaner  Al 

TS-121    ...                          Al 

T019  ..  Al 

T020  Al 

WLS-590  Bl 

XP-189  Al 

1094  Heavy  Duty  Degreaser  Al 

CloWhite  Company,  The 

Clo  White  Bleach   D2 

Coast  Brothers  Inc. 

Coastline  Coast  Cleanse  A6.C2 

Coastline  DBC-9  C2 

Coast  Brush  Co. 

Unicorn  Neutral  Cleaner  Al 

Coast  Chemical/ 

Div.  of  Sanang  Maintenance 

Big  Cast  Automotive  Degreaser  Kl 

Big-A  Hi-Count  Organic  Digester  L2 

Bravo  Cleaner  &  Degreaser  A4.C1 

Cleenspeed  Industrial  Parts  Cleaner  ....  A2 

Coast  Ioda  DS  D2.E3 

Coast  Mint  Disinfectant  CI 

Concentrated  Pool  Muriatic  Acid  A3 

Disinfectant  Cherry  Bowl  Cleaner 

20723    C2 

Emulsol  20734  Disinfectant  Bowl 

Cleaner   C2 

Fast  Concrete  Floor  &  Driveway 

Cleaner    CI 

Formula  D-30  Hand  Dishwashing  De- 
tergent    Al 

Formula  114  All  Purpose  Cleaner  A4 

Formula  440  Laundry  Detergent    B2 

Formula  441  Liquid  Laundry  Detergent  Bl 
Formula  501  Extra  Heavy  Duty  Clnr 

Dgrsr  A4.A8 

Freezer  Cleaner  A5 

Glass  Cleaner CI 

Glove  Creme  Cleanser   A6 

Hand  Up  Waterless  Hand  Creme  E4 

Heavy  Duty  Orange  D  Degreaser  CI 

Hospital  Disinfectant  Deodorant  CI 

Insect  Killer  F2 

Lemon  Coast  Disinfectant C2 

Multi-A  Multi-Dilutable  Cleaner  Dgrsr  A4 

Oven  Cleaner  A8 

Pine  Coast  Disinfectant  CI 

Plus  S  Sanitizer  D2 

Punch  Door  Heavy  Duty  Cleaner 

Degreaser    A4.A8 

Ready  to  Use  Oven  &  Griddle  Cleaner  A8 
Step  Away  Automatic  Scrubber  Deter- 
gent     A4 

Wintergreen  Mint  Disinfectant  C2 

Coast  Enzymes,  Inc. 

Enzyme  80  with  Instant  Odor  Control  CI 

Coast  Water  Technologies 

BT-33  G6 

BT-34  G6 
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BT-39  G6 

BT-40  G6 

Cleansol  1000   CI 

ST-53  G6 

ST-55  G6 

Coast  Wide  Supply 

Fat  Buster    Al 

Spra-Zee  Al 

Coastal  Chemical  &  Paper  Supply 
Inc. 

Co-Blast  A4.A8 

Coastal  Chemical  Company 

Clo-White  Bleach    Bl 

Coastal  Distributors  and  Suppy 

Citrus  7    CI 

Coastal  Engineering  Corporation 

Ceco  Sperse  G6 

Cecol20L   G6 

Ceco  120  S    G7 

Ceco  131  L   G6 

Ceco  131  S    G7 

Ceco  170  G6 

Coastal  Janitor  Supply 

S.S.C A7 

Coastal  Products  Company 

Citrus  Wonder  CI 

Coastal  Acid  Drain  Opener  and  Main- 

tainer  LI 

Coastal  Lube   HI 

Coastal  Odor  Granules   CI 

Coastal  Sewage  Odor  Away  CI 

ES-101   Al 

ES-101C    Al 

ES-111   CI 

ES-125  Al 

ES-125C    Al 

ES-126  Al 

ES-126C    Al 

ES-127  Al 

ES-128C    Al 

ES-301   A5 

ES-35  A3 

ES-45  A3 

ES-55  A3 

ES-7.1  Heavy  Duty  Neutral  Cleaner   ..  CI 

ES-81   Al 

ES-91   Al 

ES-93NF   A3 

ES-95  Al 

ES-96  A2 

Io-Klenz  E2 

Merman  CI 

Serge    D2 

Shell  D2.E3.Q6 

Stem  D2 

Swell    D2 

Coastal  Sanitary  Supply  Co. 

Bet-Sure  C2 

Grime  Scat  Super  Plus  Degreaser  Strip- 
per    A4 

Coastal  Unilube,  Inc. 

Unilube  All-Purpose  Grease  H2 

Unilube  Food  Grade  AW  Hydraulic  Oil 


100    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

100    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

32    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

46    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

460    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

68    HI 

Unilube  Food  Grade  High  Temp  E.P. 

Grease  HI 

Unilube  Industrial  Aluminum  EP  Grease  H2 
Unilube  Industrial  Moly  EP  Grease  ....  H2 
Unilube  Premium  Hi-Temp  Grease  ....  H2 
Unilube  Premium  Multi-Purpose  EP 

Grease  H2 

Unipro  All-Purpose  Absorbent  Jl 

Coastal-Sail 

Paper  Co.-Chemical  Co. 

Sail  Break  Away  Foaming  Cleaner  ...  Al 
Sail  66  Universal  Hvy  Dty  Clnr  &  Dgrsr  Al 

Coastline  Ltd. 

Terrific  CI 

Triple  Play  E4 

Coatings  Development  Company 

CDC.  Detergent/Disinfectant    D2 

Code,  Inc. 

Classic  Disinfectant  Deodorant  Spray       CI 

Classic  Dry  Mist  Insect  Killer   Fl 

Classic  Hospital  Dsnfctnt  &  Deodorant    C2 

Classic  Residual  Insecticide   F2 

Code  Classic  Cleanser  Industrial  Strngth  A6 

Code  Classic  Quaternary  Sanitizer  D2 

Commander  Ammoniated  All  Purpose 

Cleaner  CI 

Commander  Oven  &  Grill  Cleaner  ...  A8 
Commander  Quat  Ammonium  Sanitizer  D2 

Coke  Chemical  Company 

CRW  Commercial  Cleaner  Al 

Cole  Papers  Inc. 

E2  Food  Industry  Sanitizing  Soap  E2 

Cole  Service  Company 

Formula  CBW-24   G6 

Cole-Chem,  Corporation 

Case  Wash  Al 

Cole-Chem  235  A3 

Cole-Chem  315  G6 

Cole-Chem  329  G6 

Cole-Chem  330  G6 

Cole-Chem  425  G6 

Cole-Chem  444  G6 

Cole-Chem  455  G6 

Cole-Chem  456  G6 

Cole-Chem  602  G6 

Cole-Chem  609  G7 

Cole-Chem  620  G6 

Cole-Chem  646  G7 

Cole-Chem  720  G7 

Cole-Chem  850  H2 

Cole-Chem  925  Al 

Cole-Chem  927  Al 

Cole-Chem  989  Al 


Cole's  Quality  Foods,  Inc. 

C-100  Food  Processing  Clnr  &  Emlsfr  Al 
C-140  D2 

Colgate-Palmolive  Company/ 
Institutional  Products  Division 

Ajax  with  Chlorine  Bleach  A6 

Ajax  Ammonial  All  Purpose  Cleaner  ..    CI 

Ajax  Disinfectant  Bowl  Cleaner  CI 

Ajax  Disinfectant  Creme  Cleanser  A6 

Ajax  Glass  &  Multi  Surface  Clnr 

Cncntn    CI 

Ajax  Heavy-Duty  Degreaser/Cleaner  ..  CI 
Ajax  Instant  Mildew  Stain  Remover  ..  CI 
Ajax  No-Rinse  Hard  Surface  Cleaner      CI 

Ajax  Oxygen  Bleach  Cleanser   A6 

Ajax  Professional  Window  Cleaner  ...,  CI 
Ajax  Stainless  Steel  Cleaner/Polish   ....    A7 

Ajax  Tub  &  Tile  Cleaner   CI 

Ajax  Ultra  Dishwashing  Liquid    Al 

All  Purpose  Liquid  Cleaner    A4 

Arctic  Syntex  M  Beads  Al 

Cashmere  Bouquet  Complextion  Soap  .    E4 

Cashmere  Deodorant  Soap   E4 

Coleo   E4 

Colgate  Pumice  Soap    E4 

CP  NS  Deodorizing  Soft  Cleanser  CI 

CP  NS  Neutral  Micro-Emul.  Multi-Purp 

Cln A4 

CPL  Inst.  Products  Ajax  Disinf.  Clean- 
ser      A6 

CPL  Instil.  Products  Ajax  Soft  Cleanser  A6 
CPL  Instl  Prod  Ajax  Gls&Multi-Surf 

Clnr  CI 

CPL  Instl  Prod  Ajax  Pn  Frst  All  Purp 

Cln CI 

CPL  Instl  Prod  Ajax  Quik  Solv  Spray 

Clnr  CI 

CPL  Instl  Prod  Ajax  Quik  Solv  Spray 

Clnr  CI 

CPL  Instl  Products  Ajax  Scouring 

Creme   A6 

DermaCidin  Health  Care  Personnel  Hnd 

Wsh  E4 

Inst.  Pine  Forest  Ajax  All  Purpose  Clnr  CI 
Institl  Ajax  Low  Foam  All-Purpose  Del.  A4 
Institutional  Ajax  All  Purpose  Cleaner     CI 

Institutional  Ajax  Scouring  Creme  A6 

Institutional  Fresh  Start  Bl 

Irish  Spring  Deodorant  Soap    E4 

Liquid  Palmolive  Automatic  Dshwshr. 

Det Al 

Palmolive  Auto  Dishwasher  Detrgnt 

Powder   Al 

Palmolive  Complexion  Soap    E4 

Palmolive  Deodorant  Soap  E4 

Palmolive  Dishwashing  Liquid  A8 

Palmolive  Liquid  Soap   E4 

Palmolive  The  Gentle  Skin  Care  Soap  ..  E4 
Professional  Ajax  Disinfectant  Cleanser  A6 

Softsoap  Liquid  Soap   E4 

Super  Soap  Antiseptic  Soap  E4 

Super  Soap  Body  Wash    E4 

Super  Soap  E2  Sanitizing  Hand  Cleanser  E2 
Super  Soap  Food  Handler  Antiseptic 

Soap    El 

Super  Soap  Food  Handler  Lotion  Soap    El 

Super  Soap  Hand  Lotion E4 

Super  Soap  Lotion  Soap  E4 

Super  Soap  Waterless  Hand  Cleaner  ....  E4 

Colgate-Palmolive  Company,  Distr. 

Spree  Plus   CI 

Collins,  J.,  Distributors 

Blue  Rhino  No.  BR-1011   Al 

Blue  Rhino  No.  BR-1031   Al 
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Blue  Rhino  No  BR-1041  Al 

Blue  Rhino  No   BR-1081    Al 

Blue  Rhino  No  BR-1 161   Al 

Blue  Rhino  No  BR-1321   Al 

Blue  Rhino  No.  BR-1641    Al 

Colonial  Chemical  Corporation 

"Activate"     CI 

"Bi-O-Cide"  D2 

"Blue-White"  C2 

"Bottle  Bnte"  A2 

"Chlora-Plus"  A1.Q1 

"CDC"    Al 

"Dairidet"  Al 

"Dairisan"    D2 

"Hydrolite"  A3 

"Penetrate"  CI 

"Penetrol"  CI 

'  Pine-O-Cide"   CI 

"Promote"    Al 

"Rinse  Off    Al 

"Serval"   Al 

"Several"   A2 

"Surfasol"  CI 

"Ultracide"  D2 

"Versatile"   CI 

Aqua  Lube  380  H2 

Biophor   D2 

Citrusol    A4.A8 

Cold  Room  Cleaner A5 

Dairy  Utility  Cleaner Al 

Formula  No   101  G.P.C.  Gen  Purp  Liq 

Clnr  Al 

Formula  No.  102  Cleaner-Degreaser  Al 
Formula  No.  112  15%  Liquid  Hand 

Soap    El 

Formula  No.  113  20%  Liquid  Hand 

Soap    El 

Formula  No  151  Laundry  Detergent  ..  Bl 
Formula  No  153  Powdered  Bleach  ....  Bl 
Formula  No  180  Inhibited  Steam  Clnr.  Al 
Formula  No   181  Hvy  Duty  Steam 

Cleaner   Al 

Formula  No  212  Liquid  Acid  Cleaner  A3 
Formula  No  307  Gen   Purpose  Cleaner  A2 

Germicidal  Hand  Wash  E2 

GSX  Al 

Handisan    E3 

Heavy  Duty  Liquid  Steam  Cleaner    ....    Al 

Liquid  Pressure  Wash  Detergent    Al 

Ovaterge Ql 

Saniphor D2 

Sanisoap E2 

Scrubby  Bubbles  Al 

Vitreol   CI 

Colonial  Refining  and  Chemical  Co. 

Kleen  Sweep   CI 

Purg-It  Heavy  Duty  Cleaner  &  De- 
greaser  A4.C1 

Sure-Clean  A4 

Colonial  Research  Chemical  Corp. 

CRC-101  Bathroom  Porcelain  Cleaner  CI 

CRC-103  Strong  Bowl  Cleaner    C2 

CRC-105  Blue  Thunder    C2 

CRC-225  Descaler A3 

CRC-234  All  Purpose  Cleaner  A4 

CRC-235  Dishwashing  Liquid   Al 

CRC-243  Sheen  CI 

CRC-304  Deodorant  Granules   CI 

CRC-305  Deodorizer CI 

CRC-310  Ultimate    CI 

CRC-352  Lemon  Odor  Dsnfctnt  Deod 

Clnr  Dl 

CRC-403  Mist-O-Fog  CI 

CRC-467  Heavy  Duty  Floor  Cleaner  ..  CI 

CRC-701  Drain  Cleaner   LI 

CRC-703  Digester  +  CI 


CRC-707  Suspend  LI 

CRC-710  Enzymes  For  Sewage  Systems  L2 

CRC-752  Liquid  Hand  Soap    El 

CRC-800  Quickleen    K2 

CRC-906  All  Purpose  Boiler  Compound  G6 

CRC-951  Launcher  CI 

CRC-954  Liquid  Ice  Melt  CI 

RCC  825  Solvent  &  Degreaser    K2 

RCC-1 10  The  Penetrator H2 

RCC-1 12  Spray  &  Wipe  All  Purpose 

Cleaner     CI 

RCC-1  I3A  Germicidal  Foamy  Cleaner  CI 
RCC-1 19  Vinyl  &  Synthetic  Leather 

Clnr  CI 

RCC-I20  Glass  Cleaner   CI 

RCC- 136  Chip  Gum  &  Wax  Remover  CI 
RCC- 142  Battery  Terminal  Cleaner  & 

Prot PI 

RCC-160  Oven  Cleaner    A8 

RCC-163  Dry  Moly  Lubricant  H2 

RCC-242  Trouble  Shooter    CI 

RCC-245  Sparkle  Glass  Cleaner    CI 

RCC-260  Stainless  Steel  &  Metal  Polish  CI 
RCC-564  The  Penetrator  Penetrating 

Lubr H2 

Colony  Chemicals,  Inc. 

CD-130  Disinfectant  Cleaner  Dl 

CD- 133  Pine  Odor  Disinfectant  CI 

CD- 134  Lemon  Deodorant  Cleaner   ....    CI 

CH-120  Coconut  Oil  Hand  Soap   El 

CI- 1 62  Heavy  Duty  Steam  Cleaner  Liq- 
uid      Al 

CI  160  All  Purpose  Steam  Cleaning 

Cmpd Al 

CL  101  Al!  Purpose  Cleaner    A4 

CL-100  Cleaner  Degreaser  Al 

CL-102  Non  Butyl  Industrial  Degreaser  Al 

CL340  Oven  &  Grill  Cleaner  A8 

CP300  Chlorinated  Machine  Dishwash 
Cmpd Al 

Colorado  Chemical  Company 

Carbonated  Alkali   A2 

Combo  Bl 

Laundry  Detergent Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener  B2 

Liquid  Laundry  Sour/Soft  B2 

Sudsex   Al 

Super  Heat  Drain  Pipe  Opener  LI 

Triple  C  Fine  Touch  E-2  Rated  Cleanser  E2 
Triple  C  Laundry  Carbonated  Alkali   ..    Bl 
Triple  C  Laundry  Complete  Syn  Low- 
Suds  Bl 

Triple  C  Laundry  Liquid  Builder  Bl 

Triple  C  Laundry  Liquid  Detergent    ...    Bl 
Triple  C  Laundry  Liquid  Fabric  Softener  B2 
Triple  C  Laundry  Powder  Fabric  Sof- 
tener        B2 

Colorado  Supply  Company 

Power  Clean    A4.A8 

Columbia  Jobbing  Co. 

Liquid  Hand  Soap  20   El 

Columbia  Oil 

Mineral  Oil  15  HI 

Columbus  Janitor  Supply 

Contact  &  Circuit  Board  Cleaner  K2 

CJ  Grease  Gun    H2 

CJ  Liv  Bac  CI 


Glass  Cleaner CI 

Schmutz  Fighter  2632  Foam  Cleaner  ..  CI 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   A7 

576  Silicone  Spray    HI 

Columbus  Paper  Co. 

Elite  Antiseptic  Liquid  Hand  Soap  20  ..  E2 

Elite  Concrete  Cleaner    CI 

Elite  E-2  Food  Industry  Sanitizing  Soap  E2 

Elite  Enriched  Lotion  Soap  El 

Elite  IHC  Food  Industry  Sanitizing  Soap  E2 

Combined  Labs  Inc. 

A.C A3 

AC  Bounty    Bl 

Boil-Out  A2 

Cold  Room  Cleaner A5 

CL-1000  Heavy  Duty  Degreaser    A8 

Foam  Away  Plus  Al 

Foam  Away  1100   A4.A8 

Foam  Away  1200   Al 

Foam  Away  1300   Al 

Glass  Cleaner CI 

Linen  Clean  Plus  Bl 

Liquid  Dishwash  Concentrate  Al 

Mask  Odor  Counteractant  CI 

Medicated  Hand  Soap  E2 

Multi-Purpose  Cleaner    CI 

Oven,  Grill  &  Stainless  Steel  Cleaner  A2 

Oxy  Plus    Bl 

Pink  Lustre  Lotionized  Detergent  Al 

Power  Plus  Bl 

Quantum  Plus    Bl 

Spring  Green  Odor  Counteractant    CI 

Super  Chior  15    Bl 

Tri  Power  Bl 

Xtra-2000 Al 

Combined  Sales  Co. 

All  Purpose  Cleaner  Plus   A4.A8 

Ammoniated  Wax  Stripper  Plus  CI 

Blue  Glass  Cleaner  Plus  CI 

Brite  General  Purpose  Cleaner  Al 

Concentrated  Floor  Cleaner    Al 

Concentrated  Floor  Cleaner  Plus  Al 

Controlled  Suds  Laundry  Detergent  Plus  Bl 
CS  Co  Chlorinated  Bleach  Cleanser  ..    A6 

Flying  Insecticide    Fl 

H  D   Industrial  Degreaser  A4.A8 

Hand  &  Body  Shampoo   El 

Heavy  Duty  Floor  &  Wall  Cleaner  Plus  A4 

Heavy  Duty  Glass  Cleaner  CI 

Hospital  Disinfectant  Deodorant CI 

Hospital  Disinfectant  Deodorant  Plus       CI 

Lemon  Drops  A4 

Lemon  Hand  Soap  El 

Lemon  Hand  Soap  Plus    El 

Lotion  Hand  Soap  El 

Lotion  Hand  Soap  Plus  El 

Magic  Green  All  Purpose  Cleaner  CI 

Magic  Green  Concentrate  All  Purpose 

Clnr  CI 

Residual  Insecticide F2 

Spray  and  Wipe  Foaming  Cleaner  CI 

Super  Bowl  Toilet  Bowl  Cleaner  C2 

USB  Dispenser  Lotion  Hand  Soap El 

White  Lotionized  Hand  Soap   E4 

Comercial  E  Industrial  Dixie,  S.A. 

Activ  VIII    Al 

Activ  VIII  28  D2 

Activ  800  Al 

AC800XTRA  Al 

Captivate    A4 

Four  Seasons  Al 

LemO-Dis  A4.CI 
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Oven  Cleaner  CI 

Palm  Dishwash    Al 

Power  Pak  A4 

Restroom  Cleaner   A3 

Spearmint  Deodorant  Disinfectant   C2 

Spray  &  Wipe  Cleaner  CI 

Stainless  Steel  Polish    CI 

Turbo  A3 

X-2001  Al 

Comercial  Tecnica  Aralf  S.A. 

Limalum    A3 

REMLAT Kl 

Comet  Manufacturing  Corporation 

"Zaps"    Fl 

C-ll  Concentrate  Al 

Chick-Klean  No.  631    A4 

Com-O-Phene    Dl 

Comet  Kreme    E4 

Comet  No.  88    D1.Q3 

Comet  R-55  A4 

Comonite  Al 

Concrete  Cleaner  A4 

CMC  All  Purpose  Cleaner   CI 

CMC  Com-O-Fect  Surface  Disinf. 

Deodrnt  CI 

CMC  Glass  Cleaner    CI 

CMC  Perfumed  Deodorant  Blox    C2 

CMC  Perfumed  Deodorant  Cakes    C2 

CMC  Porc-O-Nam  T/C  Bowl/Tile  Prcln 

Clnr  C2 

CMC  Roach  and  Ant  Killer  F2 

CMC  Safety  Solvent  Kl 

CMC  Silicone  Spray  HI 

CMC  Spray  De-icer   CI 

CMC  Stinger  F2 

CMC  Super  Mechanic H2 

CMC  Wasp  &  Hornet  Spray    F2 

Digestizyme  CI 

Extra  Extra  Heavy  Duty  Liquid  Steam 

Clnr  Al 

Fog-Out  Fl 

Formula  666    A2 

Kling-On  Thixotropic  Concentrate  C2 

Liquid  Hand  Soap  No.  10 El 

Muscle  Heavy  Duty  Liquid  Steam 

Cleaner   Al 

Oven  Bright  A8 

P-55  General  Purpose  Cleaner  Al 

Safety  Solvent  K2 

SS-44  LI 

VSR  Viscous  Surface  Renovator   A6 

XX  Liquid  Steam  Cleaning  Compound    A2 

Zilch  Fl 

333  Cleaner  A2 

Command  Chemical  Co.,  Inc. 

A.P  Chlor Al 

Cann  Khlor    Al 

Command  Blast  A2 

Command  Khlor  DO-13  Al 

CBR5555P    A2 

Dyna  Command A2 

Fome    A4 

Lube  H2 

Pan  Clean Al 

Pan  Clean  SAF   Al 

Power  A4 

Prex  AC  Al 

Scale  &  Film  Remover  A3 

Stripp  A2 

Sup  Klor    Al 

Command  Products,  Inc. 

A-650  A3 


A-660  A3 

A-670  A3 

A-680  A3 

A-700  A3 

Bac-A-San  E2 

Cir-Chlor  Al 

CNF-Cleaner   A2 

CP-213  A8 

Defend  Al 

Defense    Al 

EG-Detergent  Ql 

EG-Detergent  NC   Ql 

Foam-Chlor  Al 

Foam-Chlor  HD Al 

Foam-Chlor  Plus  Al 

Foam-Save  Al 

Lazer   Al 

Lazer  NF  Al 

Lub-Clean    H2 

Lub-Clean  LT   H2 

Lub-Clean  LTD  H2 

Man-O-Clean  Al 

MP-40    Al 

Neutra-Clean  Al 

P-240  A2 

P-260  A2 

P-280  A2 

P-300  A2 

P-320  A2 

P-340  A2 

Quat-D  D2.Q3 

Sanni-Dip  E3 

Smooth  &  Soft    El 

Super-Chlor  Al 

SH-123  A8 

SH-132 A8 

SH-231  A8 

SH-321  A8 

Tray-Clean  A2 

Trol-Clean   A2 

TCP   Al 

Volcano  A2 

Volcano  Plus  A2 

Command  Service,  Inc. 

P903  G3 

Commercial  Chemical  Company 


Commercial  Chemical  Products, 
Inc. 

Auto  Skmb    A4 

CCP  Econoclean   A4 

CCP  Heavy  Duty  Degreaser  A4.A8 

CCP  Heavy  Duty  Detergent  A4 

CCP  Heavy  Duty  Steam  Cleaner  A4 

Sanitary  Food  Equipment  Lube   HI 

Commercial  Cleanser  Company 

Auto  Scrub  Cleaner  FP  Al 

Bio-Clean  FP  Neutral  Cleaner   Al 

Formula  MP-10  Powdered  Hand  Soap     C2 

Formula  101  Cleaner Al 

Laser  Antimicrobial  Liquid  Hand  Soap    E4 
Liquid  No-Wipe  Dishwashing  Detergent  Al 
Max  FP  Heavy  Duty  Cleaner  and  De- 
greaser      Al 

Mr.  Power-The  Scrubbing  Hand  Cleaner  E4 

One  Shot  Sanitizing  Hand  Cleaner E2 

Pine-O-Lite  FP  Cleaner CI 

Commercial  E  Industrial  Dixie  S.A. 

Activ  Foam   Al 

Activ  Power  A8 

Activ  VIII    Al 


Breakthru  A5 

Medi-Clean    El 

Scarlett  CI 

Commercial  Equipment  Company 

CEC  Bleach  Bl 

CEC  Liquid  Laundry  Booster Bl 

CEC  Liquid  Laundry  Detergent   Bl 

CEC  Liquid  Laundry  Sour  B2 

Commercial  Industrial  Supply 

CitraSuds  CI 

Descale-All    A3 

DigestAll   L2 

EasyKleen   Al 

Floors  Scorell  A4 

FoamAdd  Al 

FoamAdd  Concentrate Al 

Genie-Kleen  High  Alkaline  Cleaner  ....    Al 

Insect  O  Kill    Fl 

Insect  O  Kill-R   F2 

Kleen  "N"  Klear   CI 

KlorAll  Kleen    Al 

Kold  "N"  Kleen  A5 

KwikDrain  LI 

KwikDrain-R  LI 

Liquid  BPR-523  Foamless  Hi  Alkaline 

Clnr  Al 

Liquid  SteamAll  Heavy  Duty  Al 

Sani-Fectant  D2 

SpeedyKleen   Al 

SteamAll  Heavy  Duty  Powder  A8 

Tart  "N"  Kleen    A3 

Commercial  Laboratories  Inc. 

Crusty  Oven  &  Grill  Cleaner  A8 

Floor  Trax  Scrub  A3 

Pink  Dish  Detergent   Al 

Sure  Shot  Floor  Cleaner  Al 

Sure  Step  II  Floor  Treatment   A4 

Commercial  Maintenance  Supply 

Blue  Magnum   A4 

Commercial  Maintenance  Supply 
Inc. 

All  Purpose  Cleaner  No  Soil,  No 
ToilG-G  A4.A8 

All  Purpose  Cleaner  No  Soil.  No 
Toil  Y-L   A4.A8 

All  Purpose  Clnr  No  Soil.  No  Toil  Yel- 
low        Al 

All  Purpose  Clnr.  No  Soil.  No  Toil 
Green Al 

All  Purpose  Clnr.  No  Soil,  No  Toil 
RTU-h  A4.A8 

All  Purpose  Clnr.  No  Soil,  No  Toil 
RTU-m   A4.A8 

Commercial  Supply  Company 

Terrific  Al 

Commercial  Supply  Corporation 

Actacid  A4 

Applause    E4 

Blast-Off   A4 

Grease  Gun   H2 

Grime-Away    A4.A8 

Handy El 

Insect  Kill    F2 

Phase  I  Al 

Task  Force  Neutral  Cleaner  &  Mntnr  A4.A8 


11-128 


li 


Commonwealth  Maintenance 
Supply,  Inc. 

CMS  Pine  Forest  CI 

Community  World 

Ease  A4.C1 

Comp-U-Chem,  Inc. 

BP-1205  G6 

BP-1207  G6 

BP-1208  G6 

BP-1209  G6 

BP-1210  G6 

BP-1212A    G6 

BP-1217  G6 

BP-1373  G6 

BP-1374  G6 

BP-1376  G6 

BP-1377  G6 

BP-1380  G6 

BP-1410  G6 

BP-1430  G6 

BP-1431  G6 

BP-1432  G6 

BP-1440  G6 

BP-1455  G6 

BP-1457  G6 

BP-1501  G6 

BP-1511  G6 

BP-1512  G6 

BP-1513  G6 

BP-1514  G6 

BP-3440  Gl 

BP-3441  Gl 

BP-3442  Gl 

BP-3443  Al 

BP-3500  G6 

BP-3505  G6 

BP-3510  G6 

BP-5005  G6 

BP-5100  G6 

BP-5110  G6 

BP-5122  G6 

BP-515I  G7 

BP-5380  G6 

BP-5385  G6 

CT-5001  G6 

RL-OWU  G6 

RL-1100 G6 

RL-1101  G6 

RL-1105  G6 

RL-1110 G6 

RL-1150 G6 

RL-1200  G6 

RL-1205  G6 

RL-1210 G6 

RL-1250 G6 

RL-1300 G6 

RL-1305  G6 

RL-1310  G6 

RL-1350 G6 

RL-1400  G6 

RL-1405  G6 

RL-1410 G6 

RL-1450 G6 

RL-1500 G6 

RL-1505  G6 

RL-1510 G6 

RL-1550 G6 

RL-1600 G6 

RL-1605  G6 

RL-1610 G6 

RL-1650 G6 

RL-1800 G6 

RL-1805  G6 

RL-1810 G6 

RL-2101  G6 

RL-2102 G6 


RL-3100 G6 

RL-3101  G6 

RL-3102  G6 

SC-1000  G6 

SC-1410  G6 

SC-1430  G6 

SC-1431  G6 

SC-1432  G6 

Compak  Packaging  Corporation 

All  Surface  Cleaner CI 

Dishwash  Al 

Neutral  Floor  Mopping  Solution    CI 

Complete  Supply,  Inc. 

Degreaser  Al 

Sanitize    D2.Q3 

Compliance  Specialists,  Inc. 

Chem  Power  3  Heavy  Duty  Degreaser  Al 
Compressed  Air  Service  Co.,  The 

PAO-46-F    HI 

CompAir  Kellogg  Inc. 

CompAirCS150   H2 

CSS-20  H2 

CSS-30 H2 

CS100    H2 

CS200    H2 

CS300    H2 

CS400    H2 

Comstar  International  Inc. 

Coil  Safe  PI 

Super  Grease  Cutter  Degreaser CI 

Con-Lux  Coatings,  Inc. 


Concentrated  Chemical  Co. 

Pyra-Spray  OS-50  Fl 

Concept  Chemicals 

Rocide   D2 

Conco  Food  Service 

Mighty  Clean  Al 

1007  Autocrat  Liquid  Hand  Dish  Wash   Al 
1090  Autocrat  Inst  Liq  Drn  Pipe 

Opn&Mntr    LI 

330  Autocrat  Machine  Dish  Wash 

Compound Al 

335  Autocrat  Instl.  Deep  Fat  Fryer  Clnr.  A8 
925  Autocrat  Ammoniated  All  Purp 

Cln-Dgr  A4 

940  Autocrat  Bowl  Cleaner    C2 

950  Autocrat  Extra  Heavy  Duty  De- 
greaser      A4.A8 

Condor  Distributing  Co. 

Metal  Magic  Tarnish  Remover  &  Pre- 
ventatv CI 

Condor  Technologies,  Inc. 

Formula  BR- 1595-T   G5.G7 

Formula  DL- 1542   G5.G7 

Formula  DL- 1543   G5.G7 

Formula  DL- 1545   G5.G7 


Formula  DL- 1546   G5.G7 

Formula  DL- 1547   G7 

Formula  1015    G7 

Formula  1016    G7 

Formula  1017    G7 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  2001-F G6 

Formula  2002-F G6 

Formula  2025-F G6 

Formula  2026-F  G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2050-F G6 

Formula  2051-F G6 

Formula  2065-F G6 

Formula  2066-F G6 

Formula  2067-F G6 

Formula  2135-F G6 

Formula  2136-F G6 

Formula  2180-F G6 

Formula  2181-F G6 

Formula  2187-F G6 

Formula  2189-F G6 

Formula  2201-F G6 

Formula  2220-F G6 

Formula  2350-F G6 

Formula  2350-G    G6 

Formula  2350-H    G6 

Formula  2980-F PI 

Conese  Chemical  Corporation 

Con-Easy  Clean  Oven  Cleaner  A8 

Squeeky  Clean  A4 

Conklin  Company,  Incorporated 

Bontz   A4.A8 

Care   El 

Crust  Buster  C2 

Dike  G7 

Mox   A4 

Rust  Off  A3 

Safe    G7 

Sanox  II  CI 

Spring  Dew   A1.E1 

Waush    Bl 

Conley,  M.  Company,  The 

Bnmar  Concentrate  Al 

Mighty  Boy  Heavy  Duty  Pot  &  Pan 

Soap    CI 

Conn  Ri  Paper  &  Supply  Co.,  Inc. 

All  Purpose  Cleaner/Degreaser  Al 

Dishwash  Liquid  Pot  and  Pan  Cleaner  Al 

Disinfectant  Cleaner   A4 

Grill-Oven  &  Fat  Fry  Cleaner   A8 

Liquid  Hand  Soap  El 

Conoco  Inc. 

Automatic  Transmission  Fluid  Dexron 

II   H2 

Automatic  Transmission  Fluid  Type  F  H2 

Bentone  Grease  No.  2  H2 

Conoflex  SRI  Lubricant   H2 

Dectol  R&O  Oil  100  H2 

Dectol  R&O  Oil  150  H2 

Dectol  R&O  Oil  220  H2 

Dectol  R&O  Oil  32  H2 

Dectol  R&O  Oil  320  .  H2 

Dectol  R&O  Oil  46  H2 

Dectol  R&O  Oil  460 H2 

Dectol  R&O  Oil  68  H2 

El  Mar  Oil  SAE  30  H2 

El  Mar  Oil  SAE  40  H2 
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EP  Conolith  Grease  No.  0    H2 

EP  Conolith  Grease  No.  00    H2 

EP  Conolith  Grease  No.  000    H2 

EP  Conolith  Grease  No.  1    H2 

EP  Conolith  Grease  No.  2    H2 

Fleet  Supreme  SAE  10W-30    H2 

Fleet  Supreme  SAE  15W-40    H2 

Fleet  SAE  10W  H2 

Fleet  SAE  30  H2 

Fleet  SAE  40  H2 

Fleet  SAE  50  H2 

Fleet  20-20W  H2 

Gear  Oil  100  H2 

Gear  Oil  1000  H2 

Gear  Oil  150  H2 

Gear  Oil  1500  H2 

Gear  Oil  220  H2 

Gear  Oil  320  H2 

Gear  Oil  460  H2 

Gear  Oil  68  H2 

Gear  Oil  680  H2 

Graphlube  Grease  No.  30  H2 

Heat  Transfer  Oil    H2 

Hydraulic  Transmission  Fluid  Type  C-3  H2 

HD  Calcium  Grease  No.  1    H2 

HD  Calcium  Grease  No.  2   H2 

Ice  Machine  Oil  68  H2 

IncaOil   H2 

New  Generation  All  Season  SAE 

10W-20W-40    H2 

Pale  Paraffin  Oil  10    H2 

Pale  Paraffin  Oil  22    H2 

Power-Tran  III  Fluid  H2 

RedindOil  150   H2 

Redind  Oil  320   H2 

Soluble  Oil    H2 

Super  Hydraulic  Oil  100 H2 

Super  Hydraulic  Oil  22 H2 

Super  Hydraulic  Oil  32  H2 

Super  Hydraulic  Oil  46  H2 

Super  Hydraulic  Oil  5W-20   H2 

Super  Hydraulic  Oil  552M  H2 

Super  Hydraulic  Oil  68  H2 

Super  SAE  10W-30 H2 

Super  SAE  30  H2 

Super  SAE  40   H2 

Super-Sta  Grease  H2 

Super-Sta  Grease  Light  H2 

Superlube  M  EP  Grease   H2 

Transmission  Oil  SAE  90  H2 

Turbine  Oil  100 H2 

Turbine  Oil  32 H2 

Turbine  Oil  46 H2 

Turbine  Oil  68  H2 

Universal  Gear  Lubricant  SAE  80W-90  H2 
Universal  Gear  Lubricant  SAE  85W- 

140    H2 

Consan  Pacific  Inc. 

Physan  20    D2.Q3 

Consolidated  Chemical  Co. 

1402  Insect  Guard  Fl 

602  Citus-Fresh  CI 

Consolidated  Chemical  Corporation 
of  Florida 

Consol  Acid  C-20O0  A3 

Consol  AP-10   Al 

Consol  Concrete  Cleaner    A4 

Consol  CC-107   Dl 

Consol  Germicidal  Cleaner  Dl 

Consol  LS-227    Al 

Consol  SS-333  LI 

Consol  T-83  A2 

Super  Kill  Concentrate   Fl 


Consolidated  Chemical  Corporation 

X+L  Waterless  Hand  Cleaner El 

Consolidated  Chemical,  Inc. 

Sno-Clean    A3 

Top-Quat  A4 

Consolidated  Laboratories,  Inc. 

C  L  Concentrate    Al 

C  L  Floor  Cleaner  CI 

Con  Chlor  Concentrate  CI 

Conzyme   L2 

CL  Safety  Solvent  Kl 

Germ  Brite  Dl 

Glisten   Al 

Kleen  Out    LI 

L.D.O LI 

Lightning  C2 

Odor  Gran   CI 

Pinky    C2 

Rid  Ice  CI 

Sewer  Sweet   CI 

Super  CL  666   LI 

Vanish    CI 

Consolidated  Marketing,  Inc. 

Air-O-Mint C2 

Ambush  Residual  Insecticide   F2 

Biocide  Dl 

Blen  Liquid  Detergent  A4 

Foam-O-Cide  Disinfectant  Foam   CI 

Fury  Clean  101  Industrial  Surfactant  .  A I 
Fury  Clean  181  Press  Roller  Wash  ....  A4 
Fury  Clean  401  Steam  Cleaner  Cone.  A4 
Fury  Clean  403  Fireproof  Degreaser  ..    A4 

Fury  Clean  499  Steam  Clnr  Cone    A4 

Fury  Clean  703  (Crete  Clean  A4 

Fury  Clean  705  Supreme  Concrete  CI.  A4 
Fury  Clean  727  Sewer  Pipe  Cleaner  ....  LI 
Fury  Clean  728  Food  Plant  Cleaner  ....    Al 

Fury  Clean  747  Bake  Pan  Cleaner  Al 

Fury  Clean  925  Indust.  Silcn.  Spray    ..    HI 

Fury  Clean  975  Skin  Guard   E4 

Fury-Clean  #801  Industrial  Odor  Con- 
trol      CI 

Fury-Clean  No.  940  Motor  Degreaser  K 1 
Glad  Hand  Waterless  Cream  Hand 

Cleaner  E4 

Glisten  Stainless  Steel  Cleaner  A7 

Harmony  All  Purpose  Soap  Powder  ....  Al 
Harmony  Ammoniated  Oven  Cleaner       A8 

Harmony  Dish  Kleen    A4 

Harmony  Frosty  Rose  E4 

Harmony  Glass  Cleaner    CI 

Harmony  Insecticide  Fl 

Harmony  Sani-Lube  Food  Equip  Lub.      HI 

Harmony  Scent-O-Cide  Dl 

Harmony  Shine-It    A4 

Harmony  Stainless  Steel  &  Metal  Polish  A7 

Harmony  Super  Concentrate  A4 

Harmony  Surgical  Liquid  Hand  Soap    ..  El 

Insect-O-Ban  II   Fl 

Mister  Green  Kleen  A4 

Oven-Glo  Oven  &  Grill  Cleaner    A8 

Pink  Lotioned  Liquid  Detergent  A4 

Shield  Moisture  Guard   H2 

Skin  Guard  Barrier  Cream   E4 

Slick  Silicone  Lubricant   HI 

Smooth  Forty  El 

Smooth  Twenty  El 

Sparkle  Glass  Cleaner  CI 

Sprasaf  Engine  Degreaser  Kl 

Tile  Brite  Bath  &  Tile  Cleaner C2 

Twist  Lemon-Lime  Air  Sanitizer  CI 

White  Lightning    CI 

Zap  A4 


Consolidated  Products,  Inc. 

C.P.  Antibacterial  Hand  Soap  Plus E2 

C.P.  Antibacterial  Handsoap  E2 

Consolidated  Protective  Coatings 
Corp. 

Goodyear  All  Purpose  Cleaner  Al 

Greeskut  A4 

Contact  Industries,  Inc. 

A.P.C CI 

Anti-Seize    H2 

Bowl  Cleaner C2 

Chain  &  Cable H2 

Ease  Off  Fluorocarbon    H2 

Electra-Solve  K2 

Filtrol  Treatment  PI 

Foam  Metal  Cleaner  &  Polish    A7 

Fresh  Mint  Glycolized  Air  Freshener  ..    CI 

Fresh  Pine    CI 

Germicidal  CI 

Hospi-Spray  CI 

Ice  Away  CI 

Non  Conduct  H2 

Oven  Cleaner A8 

Oven  Guard  PI 

P-30  Fl 

P-30  Cherry  F2 

Pro/Pak  Citrus  Lemon  CI 

Pro/Pak  Fresh  Spice    CI 

Pro/Pak  Green  Apple    CI 

Pro/Pak  Spring  Bouquet  CI 

Pure  Lube    HI 

Quick  Slip  Silicone  HI 

Roach  &  Ant  Killer F2 

Silicone  Mold  Release    HI 

Stainless  Steel  Cleaner/Polish  A7 

Tile  and  Grout  Cleaner  CI 

Trouble  Spots    A4 

Water  Soluble  Degreaser    CI 

White  Lithium  Grease  All  Purp.  Lubri- 
cant      H2 

X-Term  Indoor  Fogger  Insecticide  Spray  Fl 

Continental  Chemical  Company 

A-K  No.  46  Liquid  Cleaner   A3 

Algex  No.  829  G7 

Aqua-X  No.  800  G6 

Aqua-X  No.  802   G6 

Aqua-X  No.  804   G6 

Aqua-X  No.  808   G6 

Aqua-X  No.  810  G6 

Aqua-X  No.  8456   G6 

Aqua-X  809  G7 

Aqua-X  811  G7 

Aqua-X  812  G7 

Automatic  Floor  Scrub  No.  170  A4 

AK  No.  40 A3 

AK  No.  41  A3 

Cold  Room  Kleaner  No.  174  A5 

Compil-X  No.  870    G7 

Compil-X  No.  875    G2 

Compil-X  No.  877    G2 

Compil-X  No.  880    G7.G3 

Compil-X  SS-1    D2 

De-Ox  No.  855   G6 

Degrez  No.  108  CI 

Descaler  No.  905  A3 

Det-San  No.  175  A4 

K-Loid  No.  850 G6 

K-Loid  No.  851  G6 

Klen-Jel   E4 

Klenosan  No.  144  Al 

Klenosolv  No.  148    A4 

Klenosolv  No.  148-B    A4 

Lube  No.  6    H2 

Meta  Klen  #50 A3 
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Meta  Klen  #55  A3 

Neutro-San  No.  435    CI 

Neutro-San  No.  442  OS CI 

Neutro-San  No.  442  W.S CI 

Powermist  No.  164  A2 

Rack  Wash A2 

Samoclean   Kl 

Samoclene  Formula  No.  126    K2 

Vol-AmNo.  860  G6 

Zeo  Klen  No.  936  PI 

Continental  Chemical  Company 

Con-0  Sodium  Hypochlorite  12.5%     .    D2 

Con-O-Descaler  A3 

Con-O-1555  LI 

SocUum  Hypochlorite  Solution  A1.G4 

Continental  Chemical  Company 

Alkaline  Add  &  Boost  Controls  Wtr 

Hrdns Al 

Chloro-Clean   Al 

Descling-Derusting  Acid A3 

Dock  Clean   A4 

Boor  Cleaner  HD   A2 

Foam  A  Way  Al 

H.D.  Acid  Detergent  A3 

H  D  Alkaline  Detergent  Al 

H.D.  Aluminum  Safe  Soak  &  Boil  Out 

Clnr  Al 

H.D.  Brite    Al 

H.D.  Chlorinated  Foam-Cleaner  Al 

H.D.  Hi-Foam  Caustic  Cleaner A2 

H.D.  Low-Foam  Cleaner  &  Degreaser  Al 

Heavy  Duty  Acid-Blend   A3 

Heavy  Duty  Dry  Caustic  Cleaner  A2 

High-Foam  H.D.  Cleaner  &  Degreaser  Al 
Metal  Safe  H.D  Chlorinated  Foam- 
Cleaner   Al 

Packers  All  Purpose    Al 

Pan  Bright   A3 

Roller  Hook  Cleaner  A2 

Smokehouse  Cleaner  A2 

Super  Steam A2 

Wetting  Additive  Al 

Continental  Nitrogen  Resources 

Quik-Melt    CI 

Continental  Research 

Spray-All  CI 

Continental  Research  Corporation 

mightySCRUB  Al 

Action    CI 

Bacto-Dose    L2 

Bake-Off   A8 

Big  Red  CI 

Blue  Thunder A4 

Brakes'n  More  PI 

Brite  Idea  CI 

Bug-Out  F2 

C.R.  Concentrate  A4 

Caf-Sect  F2 

Can-Do B2 

Carb-Clean  PI 

Classic  A4 

Clean-Guard CI 

Coil-Clean   A4 

CR-10    Al 

CR-2    G6 

CR-4    G6 

Dry  Fly    Fl 

Ecolo-G  L2 

Enzyme-70  L2 

Final  Stage  D2 

Foam-Ox   A3 


Freezer  Kleen  910  A5 

Grab  II  E4 

Graf  H2 

Grit  II  E4 

Honor  Roll  Disinfectant   CI 

HD-10   Al 

Jel-M.D Kl 

Kitchen  Kleen   A4 

Kitchen  Magic  A4 

Lana-High    E4 

Lemon-Guard CI 

Majic-Clean  CI 

Moly  Coat  Anti-Seize  Lubricant    H2 

Mr.  Minty    CI 

Multi-Zyme  821     L2 

New  Wave  A8 

No-Ox    A3 

No-Seize    H2 

Now  &  Later  CI 

Orange  A'Peel   CI 

Phenecide  II  CI 

Pine  Guard  CI 

Powder  Keg  F2 

Power  Clean    El 

Power-Powder  CI 

Prime   CI 

Red-Spec   H2 

Rid  F2 

Rid-O-Grease  CI 

Rid-O-Grime   E4 

Sani-Hands  II  E2 

Sani-Lan  E4 

Soft  N'  Pink  A8 

Spray  All   C2 

Stain-X  Bl 

Stay  Away  F2 

Stay  Lube H2 

Sun-Brite   A8 

Super  Foam  CI 

Super  100 A4 

Super  200 A8 

Super-Pent  H2 

Super-Shine  CI 

SS-2001   H2 

T.L.C L2 

Tar-Jel    Kl 

Tefla-Lube  CI 

Tefla-Pent    CI 

Tri-Mint  Air  Sanitizer  &  Surf  Disf  Deo.  CI 

Vand-Off  CI 

Vand-Off  CI 

Xtra-932  A4 

Zapl    CI 

Zing!    B2 

1st  Choice   CI 

Continental  Water  Systems 

G.W.S.C.  3001    G6 

Contract  Cleaners  Supply 

Power  Pack    A4 

Super  Dynamo  Al 

Contractors  Chemical  Corp. 

Floor  Soap  Al 

Germicide  RC-3    D2 

Contractors'  Choice 

Contractors'  Choice  3000   A4 

Control  Chemical  Company 

Metal  Brite  A3 

Oven  Brite  Al 

Power  Chlor A2 

Power  Suds    Al 


Rinse  Brite  Al 

Super  Suds                                  Al 

Control  Print/ 
Avery  Dennison 

CP  10  Cleaner  Kl 

3400  Solvent   Kl 

800  Solvent   Kl 

ConSeal  International  Incorporated 

Odor  Guard   CI 

Rapid-Up  CI 

Safety  Fir  Int'l  Inc   Main-Tain  FlrRejuv  Al 

SafetyFlIntllnc   Rest  Clnr-Dgrsr-Emlsfr  Al 

Terminator  IV   L2 

Cook  Composite  and  Polymers 

Thermaclean  095-0166  Tacksolve    Kl 

Cook's  Industrial  Lubricants  Inc. 

Albavis20  H2 

Albavis  30  H2 

Albavis  5  H2 

Cup  Grease  #2  H2 

Cooke  Industries,  Inc. 

Tuff  Job  CI 

Cooper  Bell,  Inc. 

Ink-Off  CB-213  A4.A8 

Cooper  Harries  Inc. 

Natural  Odor  Neutralizer    CI 

Cooper  Industries/ 
W-K-M  Division 

Cooper-Griffin  Water  Services,  Inc. 

BWT8103  G7 

Ox-Chem  (Powder)  G7 

Solution  C/40    G7 

Solution  C/41     G6 

1006  G6 

Copeco 

Copeco  Alco-AA  Food  Machinery 

Grease  HI 

Copecote  FO-30W HI 

FO-10W  HI 

Syn-FG  1   HI 

SFG-2  Grease    HI 

Copper  Brite,  Inc. 

Roach  Prufe  F2 

Copps  Industries  Inc. 

Cor-Tek  Inc. 

FP  2000  Chain  Lube  H2 

Cora  Chem,  Inc. 

Big  Green  Stripper    A4 

Cora-Clean  Al 

Cora-Solv  CI 

Foaming  Cleaner  Disinfectant  &  Deo- 
dorant      C2 
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Natural  Citrus  All  Purpose  Cleaner    ...  CI 

Neutra-Clean   A4 

Neutra-Clean  Plus   CI 

Q-64  D2 

Rite-One  Bowl  Cleaner  C2 

Strip-It  Baseboard  Stripper  A4 

Coral  International,  Inc. 

A-227  A3 

Brite  Clene  Add    A3 

Brite  Clene  25  A3 

Circulate  14  Al 

Clene  A-21     A3 

Clene  Aid Al 

Clene  All  4    Al 

Clene  MGW    Al 

Clene  S.S CI 

Clene  SRO  Al 

Clene  308 El 

Clene  50 A2 

Clene  509 A2 

Clene  57 A2 

Clene  777  A2 

Concrete  Brightener  #2  A3 

Cor  Clene  1107  Al 

Cor  Fom  34  Al 

Cor  Pop  03    C3 

Cor  Steem  00 Al 

Cor  Steem  30 Al 

Cor  Steem  90 A2 

CorVap90   Al 

Coracid  30  D2 

Coralite02  Al 

Coralite  100  A4 

Coralite  200  A4 

Corem92  Kl 

Corfom  35   Al 

Corfom  94  Al 

Corsheen  Plus   Al 

Corsheen  333  A2 

Corsheen  908  Al 

Corsheen  909  Al 

Cortak301  A2 

Cortak90  A2 

Cortak  98  A2 

Corvin  14  A3 

Corvin  97  A3 

COR  Clene  316  Al 

Defoam  125  A1.Q5 

Descale  202  A3 

Descale  90  A3 

Egg  Clene  FMC    A1.Q1 

Egg  Clene  200 Ql 

Flash  Clene  F3    A4 

Rash  Clene  Super  A2 

Rash  Clene  26 A2 

Flash  23L  A2 

Li  Cor  21  A2 

Liqua-Steam  5  Al 

Liqui  Lube  5   H2 

Liqui-Lube  4  H2 

PC  300  A2 

Sewerex  3    LI 

Spray  Clene  76   Al 

Super  Clene  A2 

Corcoran  Chemical  Products,  Inc. 

DCD  II  C2 

DCD  II  Detergent/Disinfectant  Cncntrt.  D2 

Fly  Swatter    F2 

Fogging  Insecticide  O  Fl 

Glass  &  All-Purpose  Cleaner  II  (Aer- 
osol)      CI 

Glass  &  All-Purpose  Cleaner  II  (Bulk)  CI 
Heavy  Duty  Cleaner  Deodorizer  Dsnf 

Fngcd    Dl 

Heavy  Duty  Foaming  Bathroom  Cleaner  C2 

Liquid  Hand  Soap  El 

Lotionized  Hand  &  Skin  Cleaner  El 


Machine  &  Dish  Pan  Powder  Al 

Residual  Spray  Insecticide   F2 

Sanitzing  Hand  Cleaner    E2 

Scale  &  Lime  Remover    A3 

The  Fogger    F2 

The  Greaser  H2 

Core  Products  Company,  Inc. 

Plus  II    CI 

Corium  Chemical  Division/ 
Magna  Industrial  Co.,  Ltd. 

Corium  160  HI 

Corium  32  G5 

Corium  48   Al 

Corium  54  G7 

Corium  64   A8 

Corium  70  E4 

Corium  70Pumicized  E4 

Corium  80  G6 

Corium  84   E4 

Corium  95   Dl 

Corium  99   E4 

Correctional  Industries 

Pencor  PDC-45   D2 

Correlated  Products,  Inc. 

Biosan  220 D2 

Blue  Fox  1  Al 

Bowlshine  Bowl  &  Porcelain  Cleaner      C2 

Cling  Porcelain  Cleaner    C2 

Contact  &  Point  Cleaner K2 

Corre-Kill  Insecticide   Fl 

Correl-Freeze  CI 

Correlsept  Disinfecting  Cleaner  CI 

Creme-Clenz    C2 

CP-89  Al 

CPD-500    Al 

CPI  Aqua  Shield  H2 

CPI  Eezy  Germicidal  Cleaner CI 

CPI  Krome  Kleen  Porcelain  Cleaner  ..    CI 

CPI  Liquid  Alive  Bacteria   CI 

CPI  Sani-Lube  HI 

CPI  Sil-Lube  Silicone  Spray    HI 

D/Grease    CI 

Drain  Cleaner    LI 

Drift   Bl 

Dry-Tef  Spray  Lubricant H2 

Electro-Kleen  K2 

Enbac  Skin  Antiseptic/Sanitizer  E4 

Erase  Mark  &  Stain  Remover    CI 

Force    CI 

Fortify    Bl 

Grimeaway E4 

Heavy  Duty  Open  Gear  Lubricant  H2 

Help  A4 

KleerOut  LI 

Liquid  Alive  Bacteria  L2 

Liquid  Steam  Cleaning  Compound    ....    Al 
Lotionized  Glass  &  Dishwashing  Com- 
pound        Al 

Mechanics  Helper  H2 

Neutrol  A4 

Quat-128    D2.Q3 

Rebound  B2 

Roach  &  Ant  Killer F2 

Roach&Ant  Spr  Inset  (w/Resid  Inset 

Cntr)   F2 

Spray  K   A4 

Staphasept  Hospital  Disinfectant  Deod.  C2 
TQC  Germicidal  Cleaner  and  Deodorant  CI 
Wasp  'N'  Hornet  Spray  F2 

Corrosion  Control  Services 

C-500  G6 


CH-100    G6 

CH-150    G6 

CL-500 G6 

CS-760  G6 

HMP    G6 

PHP-20    G6 

PHP-50    G6 

SLT-10 G6 

SLT-12  G7 

SLT-50  G6 

404  G7 

520-C  G6 

704-S   G6 

704-SST  G6 

710-L  G6 

800N/S  G7 

904-L  G6 

909-PD G6 

915  G7 

Corty,  R.  L.  &  Company 

GLD  A4 

Steamatic  Heavy  Duty  Cleaner  #101   .  Al 

Cosco  Soap  &  Detergent  Co./ 
Div.  of  Cosco  Entrprises  Inc. 

Clearview  CI 

Cottingham  Paper  Company 

Cottingham  Lemon  64    CI 

Cottingham  Mint  25    CI 

Power  House  C2 

Refresh  BC    C2 

Refresh  DD  CI 

Refresh  NDC  CI 

Sanitizer  III   D2 

Cotto-Waxo  Company 

Scavenger  Universal  Absorbent   CI 

Cougar  Chemical  Company 

Cougar  #100  Heavy  Duty  Cleaner  Al 

Cougar  #150  General  Purpose  Cleaner  Al 

Cougar  Energy  Corporation 

Puma  Oil  100    HI 

Puma  Oil  80    HI 

Countrymark  Cooperative,  Inc. 

Power  Cleaner  2000  Concentrate  Al 

Court-Ash  Laboratories 

Clean-Up  Meat  Room 

Degreaser/Cleaner A4.A8 

Hands  II  E2 

SD-12  Detergent/Disinfectant  D2 

Courtaulds  Coatings  Inc. 


Courtesy  Sanitary  Supply 

Courtesy  Deep  White  Emulsion  C2 

Courtesy  Tile  and  Porcelain  Cleaner   ..    C2 

Coustic-Glo  International,  Inc. 

Coustic-Glo  B   PI 

Coustic-Glo  B  Plus  Part  CG  -  Bl  Plus  Al 
Coustic-Glo  B  Plus  Part  CG  -  B2  Plus  Al 
Coustic-Glo  B  Plus  Part  CG  -  B3  Plus  Al 
Coustic-Glo  C  PI 


11-132 


Cousnc-Glo  Rail  And  Fixture  Cleaner     CI 
Cousric-GIo  Tile  Wash  Concentrate    ...    CI 

Cox  Industries 

Ban-Ox  Aluminate  I   A3 

Ban-Ox  Truck  Wash  Al 

Earthtone  Enviro- Vehicle  Wash  \1 

Earthtone  Multi-Purpose  Cleaner  Al 

Grease-Relief  Dishwashing  Liquid  Al 

024  Degreaser  A4.A8 

320  Heavy  Duty  Cleaner    Al 

Coyne  Chemical  Company 

Coyne  Formula  100 F2 

Coyne  Formula  101  F2 

Coyne  Formula  104 F2 

Coyne  Formula  106 Fl 

Coyne  Formula  108 Fl 

Coyne  Formula  110 Fl 

Coyne  Formula  132 Fl 

Coyne  Formula  141  Fl 

Coyne  Formula  142 Fl 

Coyne  Formula  143  Fl 

Coyne  Formula  147  Fl 

Coyne  Formula  148  Fl 

Coyne  Formula  200 F2 

Coyne  Formula  204 F2 

Coyne  Formula  2 1 1  Fl 

Diazi-Trol    F2 

Mala-Trol  F2 

Sniper  Insecticide    F2 

Coyne  Oil  Corporation 

Food  Lube  Grease  ET HI 

Coyote  Cleaning  Systems,  Inc. 

High  Foam  Cleaner  Degreaser  Al 

Craft  Laboratories,  Inc. 

Blue  Thunder Al 

BC-98    A4.A8 

BC-98-NB   CI 

Craft  Heavy  Duty  Hand  Cleanser  & 

Cond E4 

Dekacide  200 D2 

Eliminator    A4 

Masterclean  D2 

Power  Clean    A4.A8 

X-400  CI 

501   Al 

Craftsman  Chemical  Corp. 

Cleaner  Chlor  Plus  Three  Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  223  C  A2 

Cleaner  301  C  A2 

Cleaner  304-C  A2 

Cleaner  308-C  A2 

Cleaner  402  A  Al 

Cleaner  412  C  A2 

Cleaner  416  C  Al 

Cleaner  417-C  Al 

LoobJ   H2 

Metal  Cond.  No.  1    A3 

Metal  Cond.  No.  2    A3 

Metal  Cond.  30-K  A3 

Stripper  204  DS  Al 

Crain  Chemical  Company 

#1381  A2 

Beyond  A4 

Boiler  Compound    G7 

Con-O-Chlor   D2 


Con-O-Phene  C2 

Con-O-San  A4 

Con-O-Tox  SB    Fl 

Concentrate    Al 

Crain  Quatro  Multi-Purpose  Dsnfctnt 

Clnr  CI 

Crain  Silicone  Spray  Food  Grade  HI 

Crain's  #550  Resmethrin  Fl 

Crainchem's  Silicone  Spray    HI 

Crainchem's  Utility  Cleaner   CI 

Dish-Brite    Al 

DFC-40  Deep  Fat  Fryer  Cleaner    A2 

G-Go  Hospital  Disinfectant  Deodorant     C2 

G-Go+   CI 

Gel  Graffiti  Remover    CI 

11-320  Al 

JP  78  Glass  Cleaner    CI 

Lana  El 

Mr.  "C"  Disinfectant  Deodorant  CI 

New  Glo    C2 

Nock-Out  LI 

OVN  Cleaner  A8 

Powder  Power  F2 

Power  Plus  Prilled  Drain  Opener  LI 

PSS-35  Stainless  Steel  Cleaner    A7 

Quam75    D2 

RCR-235   A3 

RIA-72  F2 

SMD  7010  Solvent  Degreaser   Kl 

SS-305  HI 

Tribute  Hospital  Spray  Disinf -Deod    .    CI 
Triple-C  Disinfectant  Foam  Cleaner     .    CI 

Watermate  101    G6 

X-Out  CI 

Crandall  Worthington  Co. 

Fresh  Care  CI 

Fresh  N'Clean    C2 

Crane  Industrial  Chemicals/ 
A  Division  of  Larsal  Inc. 

Beulah   CI 

CO-1    L2 

CO-1  Oven  Cleaner A8 

Good  Bye  Liquid  Drain  Opener  LI 

Olympic  The  Champion   A4 

Rebnte  C2 

Remox   A3 

Selectric  Kl 

Slik-Sil  HI 

Smooth  N  Creamy El 

Craver  Supply  Company,  Inc. 

Craco  Hand  Soap    El 

Creative  Chemical  Inc. 

CC-H-8  CIP  Cleaner  A2 

Special  Formula  Cleaner  Al 

Creative  Chemicals  Inc. 

Classic  Lotion  Soap    E4 

Clout  Lotion  Soap  El 

Pum-X  DP  Lotion  Waterless  Hand 

Cleaner   E4 

Pum-X  HD  Lotion  Waterless  Hand 

Cleaner   E4 

Pum-X  Lotion  Soap  with  Pumice 

Scrubbers    C2 

Sportsman's  Friend    E4 

Creative  Chemicals,  Inc. 

Bio-Act    L2 

Cherri-o  Mild  Low-Acid  Bowl  Cleaner    C2 
Cling-N-Clean  Bowl  &  Porcelain 
Cleaner   C2 


Concentrated  Deod.  Odor  Control 

Granules   CI 

Creative  #23  Emulsion  Bowl  Clnr  & 

Disinf    CI 

Creative  Gush  Drain  Opener  &  Main- 

tainer  LI 

Creative  Heavy  Duty  Cleaner- Degreaser  CI 

Declog  Drain  Opener    LI 

Dig  Bowl  Cleaner-Scale  Solvent    C2 

Extra  Strength  RTU  Cleaner-Degreaser    CI 

Gentle  Scrub   CI 

Glass  Cleaner  Plus    CI 

Living  Proof    L2 

Mild  Low-Acid  Bowl  Cleaner   C2 

Non-Acid  Caustic  Liq.  Drain  Opnr  & 

Main LI 

One-Shot   CI 

Phosclean  C2 

Pronto  Acid  Foaming  Cleaner    C2 

Pronto  Foaming  Cleaner-Degreaser  ....    CI 

Pronto  Glass  Cleaner CI 

Pronto  Mildew  Stain  Remover  C2 

Pronto  Oven  and  Grill  Cleaner  A8 

Pronto  Spot  &  Stain  Remover   CI 

Pronto  Super  Cleaner-Degreaser CI 

Ram  Liquid   LI 

Safety  Non-Acid  Bowl  Cleaner   C2 

Scour  Brite A6 

Tag  Tile  and  Grout  Cleaner  CI 

Tub.  Tile  &  Grout  Cleaner  CI 

Velvet  Touch  Pink  Lotion  Hand  Soap  ..  E4 
15%  Liquid  Hand  Soap El 

Creative  Industries 

Emerald  Ready  To  Use  Liquid  Hand 

Soap    El 

Evergreen  Pine-Odor  Disinfectant   CI 

Fact  Concentrate  All-Purpose  Cleaner     A4 

Flash  Cleaner-Degreaser  A4,A8 

Zing  Clinging  Bowl  Cleaner    C2 

Creative  Products  Int'l. 

Yup    Al 

Crescent  Resources  Inc. 

Aluma-Cress    A3 

Cres  Prime  345   H2 

Cres-Clean  A4 

Cres-CIean  II  Al 

Cres-Clean  Plus  A4 

Cres-D-Crete   A3 

Cres-Enz    L2 

Cres-Sc«nt  CI 

Cres-Sc«nt  G  CI 

Cres-Scent  M  CI 

Cres-Slide  Silicone   H2 

Cres-Slide  Soap  Base   H2 

Cres-Soap  A    E4 

Cres-Soap  L  El 

Cres-Solve  ED  Kl 

Cres-Strip Kl 

Crescent  Acid  Clean  A3 

E-ZWashP  Al 

Jenny-Cress  L   Al 

Nutz-Off H2 

Saf-T-Cress  A   K2 

Zap-A-Bug  Fl 

Cresset  Chemical  Company 

Cresset  Coral  Hand  Cleaner  E4 

Cresset  Green  Hand  Cleaner E4 

Crest  Industries 

Crest  Mid-West  Grease  Gun  In  A  Can  H2 
Glass  Cleaner CI 
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Crest  Industries,  Inc. 

Battery  Terminal  Clnr  Stock  No.  AB-C    PI 

Electrical  Contact  Cleaner    K2 

Red  Battery  Termnl  Prtctr  Stock 

No.AB-S  PI 

Supreme  Cleaner  &  Degreaser  CI 

White  Lithium  Grease  Stock  No.  AG-W  H2 

Crestek  International 

Blue  Zani  Clean    CI 

Pink  Zani  Clean CI 

Crestfield  Research,  Inc. 

B.C.P PI 

Basic  Motor  Degreaser  Kl 

CRI  White  Lightning    H2 

Derma  Shield  E4 

Dri-Mol   H2 

Hi-N-Dri  Lubricant  &  Cleaner  H2 

Hi- P  Contact  Cleaner   K2 

Lano-Derm E4 

Luxur  Liquid  Scented  Hand  Soap    El 

Metal-Glo A7 

Mira-Shield   CI 

Mirage  Glass  Cleaner   CI 

Molylube  Chain  &  Cable  Lubricant  ....    H2 
Red  Jel  Non-Flammable  Spray  Grease     H2 

Sanilube  HI 

Slide  Silicone  Spray    HI 

Smoke  House  Cleaner A2 

Sta-Free  Heat-Stable  Sil.  Release  Agent  HI 

Sur-Grip  Belt  Dressing  PI 

Vital  All  Purpose  Cleaner  CI 

Crestline  Chemical  Company 

Crestline  All  Purpose  Cleaner    Al 

Fat-Away  Al 

Crestmont  Sanitary  Supply  Co. 

Crestmont  Power  Foam CI 

Creteseal  Contract  Services  Inc. 

Saf-T-Solv  Heavy  Duty  Adhesive  Re- 
mover       CI 

Saf-T-Solv  Light  Duty  Adhesive  Re- 
mover        CI 

Critzas  Industries,  Inc. 

Goop  Hand  Cleaner E4 

Crossco  Manufacturing  Corp. 

Carbex  CI 

Glissen  Al 

Sanisation    C2 

Speed-Spray  CI 

Versatal    CI 

Crouch  Supply  Company,  Inc. 

Crouch's  Insect  Spray  (Aerosol)  Fl 

CE-2  Sanitizing  Hand  Cleaner  E2 

Insect  Spray  Fl 

Insecticide  300  (Bulk)  Fl 

Kap  Cleaner  Al 

Mineral  Oil    HI 

Petrolatum  Spray  HI 

Petrolatum  Spray  Heavy  Duty    HI 

Sodium  Hypochlorite  Solution    ..  D2.Q4.E3 

Spray  Gel  HI 

Super  Rakes    A2 

TCW  Cleaner A4 


Crow  Marketing 

Coil  Master  Foaming  Non-Acid  Coil 

Clnr  PI 

Coil  Master  Heavy  Duty  Detergent 

Cleaner   PI 

Coil  Master  Non-Foaming  Evprtr  Coil 

Clnr  PI 

H.D.  Ice  Machine  Cleaner    A3 

Heavy  Duty  Detergent    A4 

Ice  Master  Ice  Machine  Cleaner A3 

Crown  Associates  Inc. 

BW-2600  G6 

BW-2700  G6 

Crown  Chemical  Co.,  Inc. 

Ultra  Al 

Crown  Chemical  Company 

Colloid  Boiler  Water  Treatment  G6 

Colloid/Chelate  BWT  G6 

Compound  Ca-3    G6 

Compound  S-4    G6 

Formula  600    G6 

Hydrax  2   G6 

Hydrax-4   G6 

Liquid  Drain  Cleaner    LI 

Liquid  Hand  Soap  El 

LHS-40    El 

Ox-Trol  DC-P  G6 

Ox-Trol  LQ-2    G6 

PCA  Boiler  Water  Treatment  G6 

SWEOS   G6 

Crown  Chemical  Company,  Inc. 

Foam-Up   Al 

Crown  Chemical  Corporation 

Super  Solv  CI 

Tile-Klenz   A4 

Crown  Chemical  Inc. 

A-A-A  Chlorinated  General  Purpose 

Clnr Al 

Bake  Pan  Cleaner   Al 

Big  Blue  Dish  Detergent Al 

Blast  Al 

Blitz  Concentrate  A4 

Borolan  General  Purpose  Skin  Cleanser  C2 

Chlorinated  Machine  Dishwash    Al 

Chlorinated  Scouring  Clenser  A6 

Churn  Smoke  House/Fat  Fryr  Btl  Wsh 

Cmpd A8 

Citrus  Scrub CI 

Clean  Slate  Quarry  Tile  Cleaner  &  Re- 

juv A4 

Compound  4040    Al 

Crusty    A8 

CIP-A  Cleaner  A3 

Dazzle  Cleaner-Degreaser  Al 

Eco  A4 

Esteem  Liquid  Cone A4 

Extra  Heavy  Duty  Industrial  Cleaner  ..  A4 

Fantastic A4 

Rash  Hand  Soap  El 

Roor  Trax  Scrub  A3 

Go  Window  Cleaner  CI 

H-D  Alkaline  Cleaner  A2 

Hard-Chlor A2 

Heavy  Duty  Degreaser   Al 

Hook  &  Trolley  Cleaner  A2 

ISO-Phor  Cleaner/Sanitizer  D2 

Kembrite  G-NF  A2 


Kut-All  Concentrate    Al 

Lavolan  Mild  Skin  Cleanser  E4 

Lightning  Deep  Fatfry  Cleaner  A2 

Lo-Suds  Laundry  Detergent   Bl 

Neutral  Cleaner  Al 

Pink  Pearl  Liquid  Hand  Soap  E4 

Pink  Satin  Hand  Soap  El 

Power-Chlor  Cleaner-Degreaser  Al 

Pride  Powder  Al 

PHC-71    Al 

PHC-72    Al 

PHC-73  Packing  House  Cleaner A2 

Q-C1I    CI 

Sani-Dine  Iodine  Sanitizing  Hand  Soap  E2 

Sani-Palm  Antiseptic  Hand  Soap  E2 

Slam  Dunk A2 

Smoke  House  Cleaner  A2 

Strip-All  A4 

Strip-All  XXX  A4 

Stripclene  A4 

Stripclene-TX    CI 

Sunbrite  Laundry  Bleach    Bl 

Sunset  Controlled  Suds  Bl 

Sure  Step  II  Roor  Treatment   A4 

Swish  Pink  Dish  Detergent  Al 

Triple  "B"    A4 

Trust  Bl 

X-Tra  Strong  Concentrate  A4 

Zap  Disinfectant    D2 

1004  A2 

15  Roor  &  General  Cleaner  A2 

40  Truck  Soap  Al 

444  Al 

57  Truck  Soap  Al 

950  Concentrated  Cleaner  Al 

Crown  Cleaning  Systems  &  Supply, 
Inc. 

Rurry  High  Foaming  Degreaser  Al 

Force    Al 

Crown  Paper 

All  Purpose  Neutral  Cleaner  A4 

Checker  E.Z.  Kleen  A4 

Checker  Odor  Counteractant  Concen- 
trate    CI 

Heavy  Duty  Cleaner-Degreaser    A4 

Heavy  Duty  Extra  Strength  Clnr.  & 

Dgrsr A4.A8 

Heavy  Duty  Stripper  A4 

Liquid  Hand  Soap  El 

Super  Degreaser    A4.A8 

Crown  Products  Company 
See  Crown  Paper 

Crown  Research  &  Chemical 
Corporation 

Advanced  CL Al 

Advanced  SH A2 

Al-Safe  Al 

Al-Safe  H Al 

AC  410    A3 

Brite  Al 

C301  Al 

CP401   Al 

Glass  and  Mirror  Cleaner  CI 

Honey-Do    Al 

Honey-Solve    A4 

HTC  201    A2 

Kleen-Kit  Al 

LSC   Al 

MHC    A2 

PSC50 A2 

SHC  Al 

XC301    A4 

500  A  Al 


11-134 


Crown  Supply  Co. 

Emulsion  Bowl  Cleaner    C2 

Fresh  Scent   C2 

Liquid  Scouring  Creme  A6.C2 

Minty  Bowl  Cleaner   C2 

T.P.S.  Cleaner  CI 

Crucible  Chemical  Company 

Foamkill  Q5 

Foamkill  MSF  Cone Q5 

Foamkill  644  Q5.L1 

Foamkill  810-HP  Al 

Foamkill  810F  Q5 

Foamkill  830-HP  Al 

Foamkill  830F  Q5 

Foamkill  852  Q5 

Foamkill  854A    Al 

Crystal  Chemical 

Dynomite  Al 

Crystal  Chemical  Corporation 

Germicidal  Hand  Wash  E2 

Penetrate-7  Al 

Pine  Tree  Disinfectant CI 

Pink  Satin  Lotion  Hand  Soap  El 

Sani-Chlor   D2 

Crystal  Chemical  Laboratories 

Formula  68-L G6 

Crystal  Linen  &  Uniform  Service 

Laundry  Detergent Bl 

Crystal  Visions  of  Arizona 

Mirror  &  Glass  Cleaner  (Aerosol)  CI 

Cuestas  Chemical  Company 

Chief  Ail-Purpose  Cleaner   CI 

Scooper    Al 

Cuisine  Internationale 

Blue  Max  A7 

Wenol  Plus  K    A7 

Cul-Mac  Industries,  Inc. 

GFS-2000    Al 

Tech  Group  Odor  Eliminator   CI 

Culligan 

Chemical  Treatment  F-824  Gl 

Chemical  Treatment  F-86  Gl 

Chemical  Treatment  P-323  G3 

Chemical  Treatment  P-324  G2 

Chemical  Treatment  P-33  G2 

Chemical  Treatment  P-34  G2 

Compacted  Solar  Salt  PI 

Cumberland  Paper  &  Supply  Co. 

Mirror  Image  CI 

Stainless  Steel  Cleaner   CI 

Stainless  Steel  Cleaner  &  Polish    CI 

Cunningham,  T.  P. 

White  Glove    A8 


Curtin  Matheson  Scientific,  Inc. 

Contrad  70  Al 

Detergent  "1.2.2 ."  Concentrate  Al 

Curtis  Industries 

Antiseptic  Dura  Kleen  Hand  Cleaner  ....  E4 
Belt  Dressing  (Power-Grip)  No.81871  ..  PI 

Brake  Cleaner  No  83997  PI 

Brake  Cleaner  No.  96558  K2.P1 

Curt  &  Drill   Lubr  (Quik-Eas) 

No.81869    H2 

Food  Grade  Silicone  No.  84607  HI 

Food  Grade  White  Grease  39354  H2 

GeoChem  Food  Grade  Silicone_39353  HI 
Glass  Clnr  w/Ammonia  (Gleam-All) 

#83641    CI 

Heavy  Duty  Dura  Kleen  Hand  Cleaner  E4 
Hvy  Dty  Electric  Contact  Clnr  No. 

89033    K2 

Multi-Purpose  Lubrcnt.  (CN-400) 

No.85171    H2 

Non-Flammable  Rust  Penetrant  No. 

88951    H2 

Paint  and  Gasket  Remover  No  86425  ..  PI 
Penetrating  Lubricant  (Eas-Off) 

No.81868    H2 

Rust  Penetrant  No  96560  H2 

Safety  Eas-Off H2 

Stainless  Steel  Cleaner  No.  36324  CI 

Super  De-Greez  NB    Al 

White  Grease  No.  96561     H2 

Curtis  Noll  Corporation 

Custodi-All  Strip  Kleen  No.  4401    A4 

Selex-250  HI 

White.  Food  Machinery  Grease   HI 

Curtis/GlenChem  Corp. 

A  FS  Al 

AcidetCIP  A3 

Acidet  2  A3 

Aciterge  A3 

Al  Clean  F  Al 

Al  Clean  F  Al 

Al  Clean  P  Al 

Boil-Brite  A2 

BuildetHD-PF    Bl 

Chlorclean   Al 

Code  Blue   Al 

Code  Red  Al 

Crystaleen    Al 

De-Foamsit  1  A1.Q5 

De-Foamsit  2  Al 

Enviro  12  Al 

Enviro  121   Al 

Execute    A3 

Foam  Chlor   Al 

Foam  Clean  Al 

Foam-Chlor  SM    Al 

Foamsit    Al 

Foamsit    Al 

Formula  C.I A3 

Foz-Klor A1.B1 

Global  12  Al 

Global  121  Al 

Global  6  Al 

Global  61  Al 

Glokleen  Super  140 A2 

GCL-25   Al 

Hand  Soap  L-50    El 

Hot  Stuff   Al 

KBO    A2 

Kettle-Chlor  A2 

Kettle-Chlor  Plus A2 

KBO  A2 

KBO-CL    A2 

LCA  Al 


LCA-2   Al 

Manpan    Al 

ManPan  CL  Al 

Mebec  100  A2 

Mebec  100  A2 

Mebec  101   A2 

Mebec  103  A2 

Mebec  104  A2 

Mebec  105  A2 

Mebec  109  A2 

Mebec  110  A2 

Mebec  130  A2 

Mebec  130  A2 

Mebec  140  A2 

Mebec  140  A2 

Mebec  150  A2 

Mebec  150  A2 

Mebec  200  Al 

Mebec  200  Al 

Mebec  202  Al 

Mebec  212  Al 

Mebec  220  Al 

Mebec  240  A2 

Mebec  250  A2 

Mebec  255  A2 

Mebec  260  Al 

Mebec  260  Al 

Mebec  266  Al 

Mebec  300  A3 

Mebec  300  A3 

Mebec  301   A3 

Mebec  330  A3 

Mebec  331  A3 

Mebec  340  A3 

Mebec  341   A3 

Mebec  350  Al 

Mebec  366  A3 

Mebec  400  Al 

Mebec  400  Al 

Mebec  402  Al 

Mebec  404  Al 

Mebec  405  Al 

Mebec  406  Al 

Mebec  408  Al 

Mebec  409  Al 

Mebec  410  Al 

Mebec  411   Al 

Mebec  420  Al 

Mebec  422  Al 

Mebec  423  Al 

Oxy  Bleach   A1,B1 

Panguard    Al 

Panguard  L    Al 

PanGuard  Al 

PanGuard  L  Al 

Sani-Chlor  D2 

Sani-Chlor  12    B1.D2.G4,G7.L1,Q4 

Smokehouse  P  A8 

Sour  NB  Bl 

Steam  Geenie Al 

Truck  Wash  L  Al 

VC-2    AI.H2 

WPO    HI 

Custodial  Supply  Company 

Heavy  Duty  Degreaser-Sanitizer  Dl 

Quat  Germicidal  Cleaner    D2 

Custodial  Supply  Company 

Clean  Up  Al 

CSC  "Buster"  Cleaner- Degreaser 

No.  2431   A4.A8 

Fat  Away  Al 

Foam-Away  Al 

Custom  Biologicals  Inc. 

Custom  GT  Concentrate  L2 
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Custom  Blenders,  Inc. 

Guardquat  128  D2 

Guardquat42  G5 

Custom  Built  Lubricants  Co. 

C-B  All  Purpose  Gear  Lube  SAE  140  H2 

C-B  All  Purpose  Gear  Lube  SAE  80  ..  H2 

C-B  All  Purpose  Gear  Lube  SAE  90  ..  H2 

C-B  AW  Green  Lubricant H2 

C-B  AW  Green  Lubricant  No.  0   H2 

C-B  Heavy  Duty  Motor  Oil  SAE  10  ..  H2 

C-B  Heavy  Duty  Motor  Oil  SAE  20  ..  H2 

C-B  Heavy  Duty  Motor  Oil  SAE  30  ..  H2 

C-B  Hydraulic  Oil  R&O  Light  H2 

C-B  Hydraulic  Oil  R&O  Medium   H2 

C-B  Mineral  Gear  Lub  SAE  140  H2 

C-B  Mineral  Gear  Lub  SAE  80  H2 

C-B  Mineral  Gear  Lub  SAE  90  H2 

C-B  Non  Detergent  Motor  Oil  SAE  10  H2 

C-B  Non  Detergent  Motor  Oil  SAE  20  H2 

C-B  Non  Detergent  Motor  Oil  SAE  30  H2 

C-B  Unv  Gr  Lub  Mil-L-2105B  SAE  140  H2 

C-B  Unv  Gr  Lub  Mil-L-2105B  SAE  80  H2 

C-B  Unv  Gr  Lub  Mil-L-2105B  SAE  90  H2 

C-B  White  Bentone  Lubricant   H2 

Petrolith  Lub  Code  No.  11106  H2 

Petrolith  Lub  Code  No.  11201    H2 

Petrolith  Lub  Code  No.  11301   H2 

Realfilm  AW  Lubricant    H2 

8000  Improved  Spraymatic  Gear  Film  H2 

Custom  Chemical  Company 

Boiler  Compound  M  G7 

Chain-Eze  BB   H2 

Cleaner  5106  A2 

Cleaner  5920  Al 

Dish  Wash  #1    Al 

Drain  Cleaner    LI 

Floor  Wash  #1  Al 

Foam  Control  HH   Al 

Formula  A-l    Al 

Formula  A-ll    Al 

Formula  A-3    CI 

Formula  A-4    Al 

Formula  A-6    Al 

Formula  A-7    A4 

Formula  A-8    Al 

Formula  AH-1   A1.Q1 

Formula  AH-2  Al 

Formula  AH-3  Al 

Formula  AH-4  Al 

Formula  AH-5  Al 

Formula  AH-6  Al 

Formula  AL-I    Al 

Formula  B-l    A2 

Formula  B-2    A2 

Formula  B-3    Al 

Formula  B-4    A2 

Formula  B-5    A2 

Formula  B-6    A2 

Formula  B-7    A2 

Formula  BH-1    A2 

Formula  C-l     A3 

Formula  C-l  1    Al 

Formula  C-2    A3 

Formula  DQ-1   A4 

Formula  DQ-8  A4 

Formula  E-l  A6 

Formula  V-551    A2 

Formula  333    Kl 

Grout  Cleaner  P A3 

Hand  Wash  FF    C2 

Ice  Melt  R   CI 

Oven  Cleaner  A8 

Pan  Wash  #1    Al 

Rinse  Dry  #1   PI 


Custom  Chemical  Sales 

Acid-Rinse  A3 

Clean-Brite  Al 

Custom  Chemicals 

One-Shot   HI 

Custom  Chemicals,  Incorporated 

Bowl  Cleaner C2 

Brite  Degreaser  Super  Cone  Multi-Purp 

CI  Al 

Brite  Pink  Lotion  Hand  Soap  El 

Brite  Super  Foam    Al 

Liquid  Drain  Opener  LI 

Sani-Phen  10-X  DI 

Custom  Compounders,  Inc. 

Brite  Dish    CI 

Brite  Gel    CI 

Brite  San  16 CI 

Brite  San  45  CI 

Brite  San  75  D2 

Citra-Brite    CI 

Concrete  &  Asphalt  Cleaner  A4 

Degreaser  CI 

Fryer  Brite  A8 

Glass  Brite  CI 

Lac-Stone  A3 

Liquid  Star  Brite  A4 

Mighty  Brite    Al 

Pink  Lotion    E4 

Sofsan    B2 

Stainless  Steel  Polish    CI 

Super   Al 

Super  Brite  Al 

Custom  Crest  Products 

Big  Blue'  Industrial  Cleaner A4 

Custom  Marketing 

A-Delight  CI 

Super-Pen H2 

Cyclo  Industries,  Inc. 

Hand  Cleaner  with  Pumice  E4 

Premium  Industrial  Strength  Hand 

Cleaner   El 

Premium  Orange  Citrus  Lotion    E4 

Premium  Orange  Citrus  Lotion 

w/Pumice    E4 

Cynamic  Chemical  Corporation 

Cynamic  404  Chlorinated  Foam-Off   ..    Al 

D  &  B  Manufacturing  & 
Distributing,  Inc. 

Quest  All  Purpose  and  Industrial 
Cleaner   A4.A8 

D  &  B  Products,  Inc. 

Action-Plus  Germ  Spr&Wp  Clnr  &  Surf 

Deod   CI 

Antiseptic  Lotionized  Liquid  Soap  E4 

Big  Blast    F2 

Disinfect-It  Hospital  Disinfectant  Deod.  C2 
Do  All  Heavy  Duty  Clnr.  Dgrsr.  & 

Strip CI 

Dri-Kil  Fl 

Foam-It  Germicidal  Spr&Wp  Clnr&Surf 
Deod   CI 


Hi-Tech  Dry  Air  Freshener CI 

Liquid  Hand  Soap  El 

Multi-Use  Cleaner  Degreaser  CI 

Non  Acid  Creme  Cleanser  Concentrate  C2 
Power  Plus  Heavy  Duty  Strip  Clnr  & 

Dgrsr  A4 

Roach  'N  Ant  Killer    F2 

Sentury  The  Rsrv  Pwr  Del  w/Germ  Dsnf 

Act A4 

Triple-Action  Lemon  Odor  Disnf  Deod 

Clnr  A4 

Triple-Action  Mint  Odor  Disnf  Deod 

Clnr  CI 

Triple-Action  Pine  Odor  Disnf  Deod 

Clnr  CI 

Ugly  Duck  Hvy  Dty  Antispt  Frict  Hand 

Cln  E4 

Uno  Concentrated  Multi-Purpose 

Cleaner   Al 

D  &  D  Laboratories,  Inc. 

Glide  Silicone  Spray  Food  Grade HI 

Hospital  Disinfectant  Deodorant A4 

Speedy  Degreaser  Safety  Solvent  Kl 

Spray-N-Wipe  Cleaner  And  Disinfectant  A4 

D  &  D  Marketing,  Inc. 

All  In  One  CI 

D  &  E  Supply  Co.,  Inc. 

Ambush   CI 

AD/5    CI 

AF-20 C2 

Champion    C2 

Citra-Foam  CI 

Citra-Fresh  256  Dl 

Citra-Solv    CI 

Citrus  Degreaser  CI 

Citrus-Plus  A4.A8 

Clear  View  CI 

Command    A4 

D-Lime A3 

Durakem  AC  Moly  #2    H2 

DD/85  Glybet    CI 

E-Z  Scrub    A6.C2 

Glass  &  Surface  Cleaner CI 

Hands  Down   E4 

Impact    A4 

Kern-Spice  CI 

Lemon  64 CI 

Lotion  Soap  E4 

Mountain  Air  CI 

Neutra-Mint  CI 

Neutral  Cleaner  A4 

One  Step    C2 

Pine  Fresh   CI 

Pro-35    CI 

Quik-Solv    C2 

Triumph  Al 

D  &  F  Products,  Inc. 

Aqua  Bugger  Fl 

Bay-Gone-Bug  F2 

Boiler-T  G6 

Bug-A-Way  Fl 

Coco  Plus    El 

Coil-N-Clean  A4.P1 

Enzyme  Supreme L2 

Enzyme  Supreme  Plus    CI 

Foamy    Al 

Fog-Cone  Fl 

Micro-Clean  Dl 

Orange  Aide    CI 

Oven  Brite  A8 

Ox-Less   A3 

Phen-0  A4 

Pine  Fine   CI 
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Station  Aide  CI 

Steam-N-Clean    A2 

Steam-T  G6 

Super  100 Al 

Super  1000  Plus    Al 

Super  71  CI 

Tank-N-New   G7 

Total  Treat  G7 

D  &  G  Industries 

Freezer  Cleaner  AS 

Quick  Bright   A6 

Speedy  Kleen  Heavy  Duty  Degreaser  A4 

D  &  H  Chemicals,  Inc. 

D  &  H  Formula  #600  Degreaser   A4 

D  &  L  Supply  Company 

"One"  Disinfectant  Cleaner A4 

BC-1    Dl 

Reem  Drain  Pipe  Opener  &  Maintainer  LI 

Smoothy  El 

Spray-Kleen  A4 

D  &  L  Water  Control,  Inc. 

Acumeen  3214 G6 

Acutreat  290   G6 

D  &  M  Supply  Company 

Blue  Laser  Al 

D  &  R  Research 

Drain  Sparkle L2 

D  &  S  Floor  Company 

BBC  (Big  Blue  Concentrate)  A4 

Can-Do  Neutral  Cleaner  A4.A8 

Foams-Easy  Al 

Scum-Buster    A3 

T.N.T.  Super  Concentrated  De- 
greaser      A4.A4 

D  A  C  Industries 

DAC  #703  All  Purpose  Spray  Degreaser  CI 
DAP,  Inc. 

DAP's 

Aqua-Pel    H2 

D  A  R  M-SF,  Incorporated 

Color  Gard  809  G6 

Darmo   Al 

Darmo  N-R   Al 

N-80 G7 

90-L  G7 

D  I  A  S,  Incorporated 

DIAS-Aid  Boiler  Water  Treatment 

BWT  100   G7 

DIAS-Aid  Boiler  Water  Treatment 

BWT  200   G7 

DIAS-Aid  Boiler  Water  Treatment 

BWT  300    G7 

DIAS-Aid  Boiler  Water  Treatment 

BWT  400    G7 


D  L  Sales  &  Distributing 

DLS  Acid  Cleaner  A3 

DLS  Bad  Boy   Al 

DLS  Cher's    Al 

DLS  Clean  All  A4 

DLS  Econo  Lube H2 

DLS  Eliminator  Al 

DLS  Fryer  Cleaner   Al 

DLS  Heavy  Descaler A3 

DLS  High  Foam   Al 

DLS  HD  Liquid  Caustic  A2 

DLS  Lime  Remover   A3 

DLS  Line-Lube  H2 

DLS  Liquachlor Al 

DLS  Powerchlor   A1.Q1 

D  P  C  Industries,  Inc. 

Dixichlor   B1,C2.D2,Q4,G4 

Dixichlor  Lite    B1,C2,D2,Q4.G4 

Dixichlor  Max  B1,C2,D2,Q4.G4 

DSC  Products,  Inc. 

Include  Al 

D  X  Systems  Company 

DX  Sodium  Hypochlorite 

10%  B1.D2.G4.Q4 

DX  Sodium  Hypochlorite 

12.5%    B1,D2,G4,Q4 

DX  Sodium  Hypochlorite 

5.25%   B1,D2,G4.Q4 

D.  S.  Chemical  Specialties,  Inc. 

D.S.  Boiler  104  G6 

D.S.  FPC-9000-Q    Al 

D.S.  FPS  30-Q-10  D2 

D.S.  Steamline  168  G6 

D.A.  Specialty  Co. 

Bowl  Cleaner C2 

Emulsion  Bowl  Cleaner   C2 

Sanitize-it D2 

D.C.B.  Enterprises,  Inc. 

Sun  Crystals  Water  Softener  Salt  PI 

D.Canale  Food  Services,  Inc. 

Old  Dominick  Meat  Room  Degreaser      Al 

D.J.S.  Sales  Co.,  Inc. 

Antiseptic  Lotion  Hand  Soap  El 

Floor  Cleaner CI 

Foaming  Meat  Room  Degreaser Al 

Food  Service  Sanitizer   D2 

Pot  &  Pan  Cleaner    Al 

D-C  Supply  Company 

Attack A4 

APC  Al 

Big  D  Bl 

Bowl  Clean   C2 

Chlorine  Bleach  BI 

Rust  Buster    H2 

Triple  D  A4 

D-Con  Company,  Inc.,  The 

d-Con  Concentrate  F3 

d-Con  LIM-N8  Rat  Killer  F3 

d-Con  Mouse  Killing  Station   F3 


d-Con  Mouse-Prufe  II  F3 

d-Con  Pellets  Generation  II    F3 

d-Con  Ready  Mixed    F3 

d-Con  Ready  Mixed  Generation  II  F3 

Da-Ru-Mar,  Inc./ 
Amar  Associates 

Baking  Cart  Cleaner   Al 

Dacar  Chemical  Company 

Alk-X  305   G6 

Aminex  600  G6 

Boil  Roc  A   G6 

Boil  Roc  M-l    G6 

Boil-0-3C    PI 

Boilerene  AF  G6 

Boilerene  B  1     G6 

Boilerene  BCA    G6 

Boilerene  BCP  3   G6 

Boilerene  BH  2  G6 

Boilerene  BN  1    G6 

Boilerene  C-52-X    G6 

Boilerene  CA  G6 

Boilerene  EK  2  G6 

Boilerene  HWA  G7 

Boilerene  S-l  G6 

Boilerene  3CN  G6 

Calcorene  C-17   G7 

Calcorene  R  G2.G6 

Dacarene  AJ    G6 

DacarenellA    G6 

Dacarene  13-W   G6 

Dacarene  15BG  G6 

Dacarene  17BT  G6 

Dacarene  8TP    G6 

Darolene Al 

Darsol  TC-1000+    CI 

Nutrite  S    A3 

Oxi  Go-P  G6 

Oxy-FG   G6 

Phosphex  121     G6 

Volerene  G6 

Volerene  D    G6 

Volerene  EK   G6 

Volerene  S  G7 

Volerene-A    G7 

Daco  Chemicals 

Foam-Up   A4 

Dade  Paper  Company 

Dapaco  Big  Jim  Germicidal  Spray 

Cleaner   CI 

Dapaco  Creme  Cleanser   CI 

Dapaco  Crystal  Blue  Glass  Cleaner  ....  CI 

Dapaco  Deep  Fat  Fryer  Cleaner  A2 

Dapaco  Flying  Insect  Killer  F2 

Dapaco  Hand  Dishwash  Beads  CI 

Dapaco  Heavy  Foam  Al 

Dapaco  Kleaneze  Oven  Cleaner  A8 

Dapaco  Lemon  Disinfectant  CI 

Dapaco  Liquid  Hand  Soap   El 

Dapaco  Low  Phosphate Bl 

Dapaco  Multi  Blue  Detergent  Al 

Dapaco  Pine  Cleaner  Deodorant CI 

Dapaco  Pine  Oil  Disinfectant  C2 

Dapaco  Pistol CI 

Dapaco  Premium  Machine  Dishwash 

Powder   Al 

Dapaco  Residual  Roach  &  Ant  Killer   ..  F2 

Dapaco  Residual  Roach  Spray  F2 

Dapaco  Stainless  Steel    A7 

Dapaco  Stainless  Steel  Cleaner    A7 

Dapaco  Tile  &  Porcelain  Cleaner CI 

Dapaco  Vanish  Bowl  Cleaner C2 

Dapaco  Warn  F2 
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DAPACO  Heavy  Duty  Cleaner-De- 
greaser  A4 

Dairy  Clean  Products,  Inc. 

Equipment  Sanitizer    D2 

Dairyland  Food  Laboratories  Inc. 

Dairy  Cleaner-Sanitizer  Dl 

Dairyman's 

DCCA  Pipe  And  Spray  Cleaner  A2 

Dalco 

Dal-AC A3 

Dalco  603    CI 

Dalco  603  Delux  Liquid  Cleaner  A4 

Disperse  A4.A8 

Disperse  Ten   Al 

Fast  Solve    Al 

Foam  Boost  Al 

Fry  Clean  A2 

G  I  Cleaner   A4 

Heavy  Duty  Acid  Cleaner A3 

Heavy  Duty  Fry  Clean  Powder    A2 

Pink  Ramco  Suds    Al 

Ramco  Suds  Al 

Soft  Hand  Cleaner  El 

Super-Sheen  CI 

UKG  II  A4 

UKG  III  D2 

UKG  IV  Dl 

Window  Cleaner  Concentrate  CI 

Dalco  Industries,  Ltd. 

Dalco  DK-81   Al 

Dalco  Juice  92  CI 

Dalco  Kleen  DK  70    A4 

Dalco  Kleen  DK-80    CI 

Dalco-Solve  DS  50  K2 

Daley,  J.  F.  International,  Ltd. 

Med-I-San   E2 

Pex-O-Dine  1.75   D2.G5 

Pexsolv  Plus    D2 

San-I-Ware D2 

Sanitizer  D2 

Spracide  CI 

Ultimate  257   A4 

Dallas  Group  of  America,  Inc.,  The 

Magiclean    A8 

Dalmor  Chemical 

Cockroach  Killer  F2 

Spray  Fog    Fl 

Super  Power  #1   A4 

Dameron  Enterprises,  Incorporated 

Non-Acid  Bowl  &  Bathroom  Cleaner      C2 

Vi-Lan  DE  Al 

Vilan  Skin  Cleanser    E4 

Dameron  Supply  Co. 

Ban-It  CI 

Solve    A4.A8 

ULV  VI-LAN  Pyrethrin  Insecticide  Fl 

Damon  Industries,  Inc. 

#01  Caustic  Powder    A2 


#10  H.D.  Acid  Cleaner  A3 

#16  Foaming  Acid  Cleaner  A3 

#29  Foaming  Alkaline  Cleaner  Al 

#31  Foam  Additive  Al 

Block  and  Grout  Cleaner    A4 

Boiler-Rite  #11    G6 

Boiler-Rite  #12   G7 

Boiler-Rite  #24   G7 

Boiler-Rite  #25   G7 

Boiler-Rite  #48    G7 

Boiler-Rite  #70   G6 

Boiler-Rite  #72   G7 

Chem  San    D2 

Clean  &  Shine  Stainless  Steel  Polish  ..  A7 

Concrete  Ft.  &  Drveway  Clnr.  No.  93  A4 

Cool-Rite  #61    G7 

Cool-Rite  #83    G7 

D-C  Disinfectant  Dl 

D-C  Multi-Purpose  Cleaner    Al 

Da-Brite  No.  225  Al 

Da-Brite  No.  350 Al 

Daco  Oven  Cleaner  A8 

Daco  Rapid  De-Sealer A3 

Daco-San  C2 

Daco-San  II  C2 

DAKS  Plus  Cleaner    Al 

Foam-Chlor  Al 

FF  Cleaner  A2 

Gre-Sol CI 

Heat-Wave  A5 

Lark  Al 

Lift  Away    Al 

Lift  Off  Cleaner Al 

Low  Foaming  Chlorinated  Egg  Wash. 

Cmpd Ql 

Min-Rid  A3 

Poly-Strip  Al 

Silky-San  Hand  Lotion  Soap    El 

Smokehouse  Cleaner  #2   A2 

Ster-O-Kem  No.  14  D2 

Ster-O-Kem  No.  15  D2 

Ster-O-Kem  No.  23  D2.Q3 

Sun-Kleen    CI 

Super  Hydro    Al 

SF-77  A4 

SPD    LI 

Task  Master  A8.C1 

Winterfect    C2 

Zymogen  UC  L2 

Dana  Corporation 


DanaChem,  Inc. 

Assault  F2 

DanaChem  BW-13 IK  G6 

DC-007    Al 

DC-008    Al 

DC-200    A1.B1 

DC-212    Al 

DC-220    Al 

DC-222    Al 

DC-224    Al 

DC-230    Al 

DC-232    Al 

DC-250    Al 

DC-260    Al 

DC-264    A1.B1 

DC-265    Al 

DC-266    A1.B1 

DC-272    Al 

DC-274    Al 

DC-275    Al.BI 

DC-276    Al 

DC-279    Al 

DC-282  Sanitizing  Hand  Soap  E2 

DC-286    E2 

DC-331    A1.B1 

DC-410    A3 

DC-412    A3 

DC-416    A3 


DC-430    A3 

DC-432    A3 

DC-434    A3.B1 

DC-436    A3 

DC-504    Al 

DC-506    Al 

DC-508    Al 

DC-510    Al 

DC-512    Al 

DC-514    Al 

DC-516    Al 

DC-518    Al 

DC-520    Al 

DC-526    A2 

DC-530    A2 

DC-531    A2 

DC-532    A2 

DC-533    A2 

DC-535    A2.Q1 

DC-538    Al 

DC-540    A2 

DC-550    A2 

DC-571    A2 

DC-573    A2 

DC-575    A2 

DC-599    A2 

DC-630    D2 

DC-632    D2.Q4 

DC-634    D2 

DC-740    Q5 

DC-742    Q5 

DC-744    Q5 

DC-746    Q5 

DC-748    Q5 

DC-750    HI 

DC-751GR  HI 

DC-752GR  H2 

DC-754    HI 

DC-756    HI 

DC-758    H2 

DC-762    HI 

DC-768    HI 

DC-774    Al 

DC-841    Al 

DC-846    Al 

DC-849    Al 

DC-951    Al 

E-Z  Kleen  Solvent K2 

Insecticide  No.  Ill  Fl 

Penetrating  Oil  H2 

Safety  Solvent  Kl 

Santi-Wash  Liquid  Hand  Soap  E2 

Danco 

Liquid  D-Zyme   L2 

Dane  Sales  And  Service 

Dane  100-D  Al 

Dane  115-DP  Al 

Dane  220-DP  Al 

105D    A4 

115D    Al 

120D    CI 

500S  CI 

Daniel  A.  Shlian  Co. 

Dasco  Food  Processing  Silicone  Spray     HI 
Danko  Industries 

Danko  LBC  A4 

FSC-1  C3 

LBC  Special    A4 

Danube  Laboratories,  Inc. 

Dispen    H2 

Dura-Foam  Al 
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Kleen-All  A4 

Kleen-Sleam    A2 

Sani-Cide  D2.Q3 

Satin  Lustre   Al 

Sieel  N  Bnte  Stainless  Steel  Cleaner  A7 

Darmex  Industrial  Corporation 

Darmex  ACO  10  H2 

Darmex  ACO  1040  H2 

Darmex  Krystall  Cleaner    A7 

Darmex  NTG  HI 

Darmex  NTO  30  HI 

Darmex  NTO  50  HI 

Darmex  NTO  90  HI 

Darmex  NTO- 100  HI 

Darmex  1050  H2 

Darmex  9140  H2 

DX-123  Grease  H2 

NTO  10  HI 

Darron  Co.,  Inc.,  The 

Our  Own  Brand  Germicidal  Bleach    B1.C1 

Our  Own  Brand  Pure  Ammonia  CI 

Supreme  Brand  Bleach  B1.C1 

Darter,  Inc. 

KM-150  All  Purpose  Cleaner  A4 

KM-195  Emulsion  Cleaner  A4.A8 

KM-350  Wax  Stripper    A4 

Darworth  Company 


Datek,  Inc. 

Aqua-Kill  Insecticide    F2 

Berry  Fresh    CI 

Clean  ND  CI 

Clean-Sweep   El 

Clear-Thru  CI 

Clear- Thru  Glass  Cleaner  CI 

Concentrated  Odor  and  Grease  Control    CI 

Cyclone  Blue  A4 

Dasol   A4.A8 

Dasol  Heavy  Duty  Water  Sol.  Saf. 

Solvt A4 

Deoxidizing  Chemical  Cleaner  A3 

Detergent  Concentrate  Al 

HDS  86   CI 

Jell  Degreaser  and  Tar  Remover    Kl 

Lemon  Clear  Disinfectant  C2 

Liquid  Alive  Bacteria  CI 

New  Porcelain  &  Bowl  C2 

NADC   C2 

Old  Main  CI 

One  Step    C2 

Ov-Shine    A8 

PEC Al 

Porcelain  &  Bowl  Cleaner   CI 

Rough  Touch  E4 

Safety  Solvent  K2 

Soft  Touch  E4 

Speedy  Degreaser   CI 

Datex,  Incorporated 

Datex  Super  Enzymes  for  Sewerage  Sys.  L2 

Datom  Products  Co. 

Code  398  Foam  Clean    Al 

Code  681  (Low  Foaming)  Acid  Cleaner  A3 

396ML  Al 

660L H2 

793-L  A2 

974-L  Al 


Dave  Brown  Paper,  Inc. 

Circuit  Solv  K2 

Davey-Fitch  Company,  The 

Acid-Kleen  A3 

Bac/Zyme CI 

Below  32  A5 

Chlorey    Al 

D-Greez-It   Al 

Delimer   A3 

Diamond    C2 

DF  Green  Velvet  El 

DF  Pink  Velvet  E4 

DF  13  Al 

DF-11  Al 

DF-117  CI 

DF-150 Al 

DF-160 H2 

DF-55  Al 

DF-57  Al 

DF-9751  A2 

DF170    CI 

Flo-Kleen  Al 

Flo-Kleen  II  Al 

Fresh  Sense   CI 

Grill-Kleen  Al 

HD  Acid  Detergent  A3 

K  White  C2 

Kleen  Haus    A2 

Lava-Sol C2 

MRD    Al 

MRDII    Al 

NOX  5  Al 

Oven-Kleen   A2 

SSR    Al 

X-Pel  Foamy  CI 

X-Pel  Lemon  CI 

X-Pel  Mint  CI 

X-Pel  Pine  CI 

Zippy   A6.C2 

David  Weber  Oil  Company 

Extra  Light  White  Oil  HI 

Food  Machinery  Grease    HI 

Gibraltar  Heavy  White  Oil   HI 

Light  Mineral  Oil  USDA    HI 

No.  150  Refrigeration  Oil  H2 

No.  300  Refrigeration  Oil  H2 

No.  32  Anti-Wear  Hydraulic  Oil    H2 

No.  320  Lube  Oil  R&O   H2 

No  68  Vacuum  Pump  Oil    H2 

No.  70  Mineral  Oil  HI 

Premium  All-Plex  EP  No.  2  H2 

SAE  20  Premium    H2 

SAE  40  Premium    H2 

SAE  80/90  Multi  Purpose  EP  Gear  Lube  H2 

SAE  90  Multi  Purpose  EP  Gear  Lube  H2 

White  Premium  FML  2  Grease    HI 

Davies,  D.  W.  &  Co.,  Inc. 

"pH  Plus  200"  Gl 

"Acid  Kleen  #600"    A3 

"Acid  Kleen  180"    A3 

"Aluminum  Pan  Cleaner  100"    Al 

"Aqua  Treat  100"    ALG6 

"Aqua-Treat  #300"    G3 

"Aqua-Treat  #500"    G3 

"Aqua-Treat  #600"    G3 

"Aqua-Treat  #900"    G2 

"Aqua-Treat  400"    G2 

"Aqua-Treat  800"    G2 

"Big  Joe"   E4 

"Big  Mac  400"    Al 

"Big  Mac"    CI 

"Big-Dan"    C2 

"Boiler  Kleen  CW-100"    G6 

"Boiler-Kleen  150"   G7 


"Boiler-Kleen"  No.  S-100  G6 

"Bowl  Kleen"  No.  200   C2 

"C.I.P.-Kleen  200"    Al 

"Cento-USO"  A4 

"Citro  Solv"  No.  100    CI 

"Coco  Soap  15"  El 

"CIP  Kleen  100"   A2 

"CIP  Kleen  110"   Al 

"CIP  Kleen  300"   A2 

"CIP  Kleen  320"  A2 

"CIP  Kleen  400"   A2 

"CIP  Kleen  420" A2 

"D.C.-99"  A4 

"Dairy-Caustic  P200"    A2 

"Dairy-Caustic  P300"    A2 

"Dairy-Caustic  100"    A2 

"Dairy-Caustic"   A2 

"Dairy-Kleen  100"  Al 

"Dairy-Kleen  250"  Al 

"Dairy-Kleen  300"  Al 

"Dairy-Kleen"  200 A4 

"Dairy-Quat"   D2 

"Dairy-San"   D2 

"Dr.  Evans"   C2 

"Dr.  Jones"    C2 

"Dr.  Williams"  E2 

"DC-88"  A4.A8 

"Easy-Kleen"  A8 

"Eda-Lube"  White  Food  Grade  Grease  HI 

"Egg  Shine  #130"   Ql 

"Egg  Shine  250E"  Ql 

"Egg  Wash  #100"   Ql 

"Egg  Wash  #200"   Ql 

"Egg  Wash  #300"   Ql 

"Electro-Kleen"  No.  100  K2 

"Enzo-Kleen  400"   L2 

"Enzo-Kleen  450"   L2 

"Enzo-Kleen"  No.  100    CI 

"Enzo-Kleen"  No.  500    CI 

"EDA-Lube"    HI 

"Feather-Degreaser"    PI 

"Floor  Kleen  100"  Al 

"Foam  Ban  #400-A"   LI 

"Foam  Ban  #400-B  (11)"    Al 

"Foam  Ban  4O0-B"    Al 

"Foam  Ban  430"    Al 

"Foam  Ban  450  FG"  Al 

"Foam  Kleen  #100"  Al 

"Foam-Ban  No.  400  FG"    Al 

"Foam-Ban  1000"    Al 

"Foam-Ban  425  FG"  Al 

"Foam-Ban  430  FG"  Al 

"Foam-Kleen"    Al 

"Foamer#600"    Al 

"Gentle  San"    E2 

"Glass-Shine"  A3 

"Green-Magic"  U-150  Al 

"Hand  San"    E2 

"Iodine  Germicide  #200"    D2 

"Klear-All"  Heavy  Duty  Liquid  Drain 

Clnr  LI 

"Kleen  Hands"  U-150  El 

"Kleen-Kote"  A7 

"Kleen-N-Shine"   A7 

"Lime-X"  A3 

"Liqua-Lube"  H2 

"Liqua-Lube"  H2 

"Magic-Foam"  Cleaner  CI 

"No  Pit  150"    G6 

"No  Pit  300"    G6 

"No-Freeze"  A5 

"No-Pit  100"    G6 

"No-Pit  200"    G6 

"No-Pit"  G6 

"Oxy-Out  100"    G6 

"P-Kleen  200"  Al 

"Pink  Magic"  Cleansing  Creme   E4 

"Pipe-Kleen"    Al 

"Power  Khlor  400"   Al 

"Power-Gel"  A8 

"Power-San  No.  200"    CI 

"Sani-Rinse"    D2 
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"Scale-Ban  150"    G7 

"Scale-X"  A3 

"Sept-A-Kleen"   L2 

"Smokehouse  Cleaner  #130"    A8 

"Smokehouse  Cleaner  #220"    Al 

"Smokehouse  Cleaner  CL- 100"    A2 

"Smokehouse-Foamer  #525"  A8 

"Smokestick  Cleaner  #200"    A8 

"Smokestick  Cleaner  #300"    A8 

"Smokestick  Cleaner  100"    A8 

"Smokestick  Cleaner  105"    Al 

"Softie"    E4 

"Solvo  Kleen  #300"    A4 

"Solvo  Kleen  150"    Al 

"Solvo  Kleen  400"    Al 

"Solvo  Kleen  450"    Al 

"Speed-Kleen  #200"    A3 

"Speed-Kleen"  A3 

"Spiffy"   El 

"Stone-X  #200"  A3 

"Stone-X  220"  A3 

"Stone-X  250"  A3 

"Super  Glide"    H2 

"Super-Khlor"    Bl 

"Super-San"  D2 

"Syn-Lube  #300  F"  HI 

"Triple-Kleen"  A4 

"Vandal-Go"    CI 

Acid-Kleen A3 

Algae-Guard    G7 

Boiler  Kleen-500  G6 

Chain  Lube  200 H2 

Concrete  Cleaner  Al 

Concrete  Cleaner  H100  A4 

D.W.  Concentrate   A4 

Dairy  Anti-Burn  &  Clean  Al 

Davies  "Chain-Lube"    H2 

Davies  "Klear-All"  H.D.  Liq.  Drain 

Clnr LI 

Davies  "San-O-KIeen  #100"  Cleaner- 

Disnf.    A4 

Davies  "Sani-Kill"  Fl 

Davies  "Scale-Out"  G6 

Davies  "Ultra  Kill"  Fogging  Insect  Spray  Fl 

Davies  Fogging  Insect  Killer   F2 

Davies  Grease-Solv  50  A2 

Davies  Hospital  Type  Deodorant  Disinf.  C2 

Davies  Hot  Shot    LI 

Davies  Industrial  Penetrant  H2 

Davies  Iodine  Germicide    Dl 

Davies  Klor-Kleen Al 

Davies  40%  Hand  Soap    El 

Davies-"KGC"  A8 

Drain  Kleen  LI 

Easy-Glide  HI 

Egg  Shine  #130-5   Ql 

Foam  Ban    A1.G7 

Gentle  Magic  Al 

Gly-Sol  Air  Sntzr  Surface  Dsnftnt 

Deodzr CI 

Green  Magic  Hand  Cleaner   El 

Grill  and  Oven  Cleaner A8 

Hand  San  E2 

L-15  Liquid  Hand  Soap    El 

L-20  Liquid  Hand  Soap    El 

L-40  Liquid  Hand  Soap    El 

Machine  Dishwashing  Compound   Al 

Machine  Dshwashing  Comp.  Chlorntd.    Al 

Magic  Glass  CI 

Mist-A-Way  Cleaner  Degreaser  CI 

No  Scale    G6 

Porcelain  Cleaner    C2 

Power-Khlor  100  Al 

Power-Khlor  200  Al 

Power-Khlor  300  Al 

Sani-Lube HI 

Scale-Ban  G6 

Select  A8 

Smoke  House  Cleaner  No.  120    Al 

Solvo-Kleen  A4 

Stone-X  #100 A3 

Stop-Rust  100   G6 


Suds-EE  Al 

Surgical  Liquid  Hand  Soap EI 

Throne  Power  Bowl&Urinal  Clnr  Dsnft 

Deo C2 

Ultra-Khlor    Al 

Ultra-Kleen    Al 

White  Tiger  Institutional  Chlor.  Clnsr.  A6 

Davis  Chemical  Co. 

Aquacide   Fl 

Davis  Manufacturing  Co.,  Inc. 

#  705  Liquid  Live  Micro  Organism  L2 

A-7  Super  Concentrated  Laundry  Deter- 
gent       Bl 

Acid  Vat  Cleaner A3 

All  Fabric  Bleach    Bl 

Amigo    CI 

ADL  Automatic  Dishwashing  Liquid  ..    Al 

Bake  Pan  Cleaner   Al 

Boil  Out  Al 

Cold  Spot  Freezer  Cleaner  A5 

CDL  Hand  Dishwashing  Liquid  A I 

CJ-975  Heavy  Duty  Cleaner  Al 

D  &  G  Detergent Al 

D  and  W  Cone.  Multi-Purp.Neut  Clnr.     Al 

Da-Co  Chlorinated  Dairy  Cleaner    Q4 

Da-Co  Glass  Lustre  CI 

Da-Co  On  The  Spot   LI 

Da-Co  Ready  for  Use  Hand  Soap    El 

Da-Co  Rocket  Power  Cleaner A4 

Da-Co  Wet-A-Way  A4 

Dachlor    Al 

Daco  #30  Powder  Cleaner   Al 

Dairy  Wash   D2 

Dish  and  Glass  Wash   Al 

DSD  Disinfectant  Deodrzr  Santzr  Viru- 

cide   D2 

Elbow  Grease    A4 

Fast-Off  A8 

Gone  Wax  Remover  A4 

Honey  Cream  Five  Star    El 

Ice  Machine  Cleaner  P  25    A3 

Ice  Machine  Cleaner  P  75    A3 

Ice-Foe-II  A5 

L.W.D.  With  Brightener  N  Bl 

Lemon  Drops  A4 

Liq.  Micro-Oranisms  w/  Inst.  Odor  Cntrl  L2 

LAC  (Liquid  Acid  Cleaner)  A3 

Number  350  Liquid  Live  Bacteria  Cul- 
ture      L2 

Pink  Power  All  Purpose  Cleaner   Al 

Sanivac  Bathroom  Shower- Kitchen 

Cleaner   A3 

Sanivac  Gum  Remover  PI 

Sanivac  Laundry  Detergent Bl 

Sanivac  Quat  256    CI 

Sanivac  Quat  64   Al 

Sanivac  Rdy  To  Use  Thck  Form  Cln-Lm 

Rmvr  CI 

Sanivac  Ultra  Shine A7 

Scalarid  50 A3 

Shield  CI 

Sky  Bolt  A4.A8 

Stain  Remover  Al 

Steel  Sheen    CI 

Strip-Eze    A4 

Super  Bute  CI 

Super  Bute-90  A4.A8 

Thanks  Laundry  Detergent  B2 

Ultra  Shine  Stainless  Steel  Clnr  &  Polsh  A7 

Vat  Dip  Cleaner    A2 

Wipe  Al 

Wipe  Disinf.  Clnr  &  Surface  Deodor.      CI 

Wipe  RTU  Al 

Work  Horse  CI 

Work  Horse  All  Purpose  Cleaner  CI 

XX  Concrete  Cleaner   A4 


Davis  Products  Co.,  Inc. 

Lotionized  Antiseptic  Hand  Soap  El 

Ready-to-Use  Hand  Soap   El 

Davis  Specialty  Chemicals  Inc. 

Attack  Cone.  Chlorinated  Alk.  Liq. 

Clnr Al 

Blast  'Em  Residual  Ant  &  Roach 

Insctcd F2 

Blue  Knight  Cleaner-Degreaser   Al 

D-Solv  Concentrate  Nonflammable 

Dgrsr A4 

D-Synfect  Concentrate    D2 

Dish-Shine  Hand  Dishwash  Liquid  ....  A8 
Econo  Lemon  Scented  Dis.  CI.  Deo.  A4.C1 

Econo-Minty    CI 

Fighter  Bomber  X-Tra    Fl 

Iodofect  Cone  lodophoric  Dis.-Clnr- 

Deod D2 

Lemon  Fragrance  D-Synfect  A4.CI 

Lemon-Kleen  Universal  Deodorant 

Cleaner  A4 

Pine  Odor  D-Synfect CI 

Scale-Kleen  Plus  Organic-Matter 

Cleaner   A3 

Davis-Howland  Oil  Corporation 

DSL  Cal-Ref  300    H2 

DSL  Cal-Ref  500    H2 

DSLConvis650  H2 

DSL  FDA  2  Grease  HI 

DSL  Oil  44    H2 

DSL  Oil  46   H2 

DSL  Oil  47    H2 

DSL  While  Oil  No.  0  HI 

DSL  White  Oil  No.  1   HI 

DSL  White  Oil  No.  2  HI 

DSL  White  Oil  No.  3   HI 

Davis,  C.  E.  Distributors 

Thriller  CI 

Davis,  R.  C.  Co.,  Inc. 

Bio-Kleen A4 

Chlor-A-Sept  Al 

Citra  Crystals  CI 

Citru-Solv    CI 

De-Clog  'L'    L2 

De-Clog  'S'    L2 

De-Clog  SP'    L2 

De-Clog  TD1  L2 

De-Greez2l    Kl 

De-Vour  TD'  L2 

De-Vour  "L"    L2 

De-Vour  "S"    L2 

Digest  "SP"   L2 

Digest  "TD"  L2 

Germi-Cide  Germicidal  Cleaner  CI 

Mitey-Kleen  A4 

No-ice    CI 

Sani-Cide  Germicidal  Cleaner    CI 

Steri-Kleen  Al 

Super  De-Zolv-19   A4 

Super-Aqua-Solv  A4 

Dawn  Chemical  Corp. 

Anti-Seize  Compound  H2 

ASB-908    G6 

Coconut  Hand  Soap    El 

Digestant250 L2 

Drain-Away  LI 

Grease  Cutter  A4 

Grease  Gun  Lithium  Base  White  Grease  H2 

Hi  Heat    LI 

Instant  Foamer  All  Purpose  Cleaner    ..    CI 
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Multi-Purpose  Protective  Coating  CI 

Non-Acid  Lime  And  Scale  Remover    .  CI 

Non-Butyl  Cleaner  Concentrate   Al 

Non-Flammable  High  Press.  Safety 

Solvent    K2 

Orange  Degreaser   CI 

Oven  and  Smokehouse  Cleaner   A8 

Power  Plus  Extra  Al 

Spray  ti  Wipe  C2 

Stainless  Steel  Cleaner   A7 

SuperSolv#2    A4.A8 

Dawn  Food  Products 

Floor  Degreaser  A4.A8 

Foaming  Degreaser  CI 

Gel  Oven  &  Grill  Cleaner    A8 

Dawnchem  Inc. 

Blue  Steel    A7 

Dawn  Bowl  Cleaner   C2 

Dawn  Cream  Cleaner   A6.C2 

Dawn  Sparkleen  Hands  E4 

Dawn  Sparkleen  Hands  Pumice  Hand 

Cleaner   E4 

Gold  Dawnout  CI 

Q  Pack  Gold  General  Purpose   A4 

Q  Pack  Gold  High  Performance  CI 

Q  Pack  Gold  Non  Acid CI 

Q  Pack  Gold  Orange  Degreaser  ....    A4.A8 

151  HD  Degreaser A4 

3-D  Foam CI 

3D    CI 

32  Wipe  Out   CI 

426  Pearl  Hand  Soap    E4 

426  Pearl  Hand  Soap    E4 

909  Glass  Cleaner  CI 

Daycon  Products  Co.,  Inc. 

Daybright  Multi  Purpose  Germicidal 

Clnr CI 

Dayquat  Mint CI 

Dayquat  256    D2 

Daysheen  All  Purpose  Cleaner  &  Polish  A7 

De-Cide  Disinfectant  Deodorant CI 

DX  50    L2 

Foam-Away  Al 

Fresh'n  II   Al 

Industrial  DP-4    Al 

Industrial  Plus  A4.C1 

Insecticide    F2 

Kleer'N  Brite  Neutral  Cleaner    CI 

Lemon  Disinfectant  Deodorant  C2 

Lemon-Quat  CI 

Sanicide  Hospital  Disinfectant  Deodo- 
rant        C2 

Spectra-System  Heavy  Duty  Clnr  & 

Dgrsr  CI 

Wasp  &  Hornet  Spray F2 

Dayhill  Corporation 

Deodorant  Granules CI 

Dayton  Chemical  Corporation 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1250 Al 

GP  1300 Al 

GP  1550  A4 

GP  1750 Al 

GP  1800 A4 


GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD5090    Al 

HD  5100    Al 

HD  5105    Al 

HD5125    Al 

HD5150    Al 

HD5160    Al 

HD5170   Al 

HD5175    Al 

HD  5200   Al 

HD5205    Al 

HD  5225    Al 

HD5300   Al 

HD  5305    Al 

HD  5325    Al 

HD5375    Al 

HD5400   CI 

HD  5425    Al 

HD  5450    Al 

HD  5475    Al 

HD  5550   Al 

HD5575    Al 

HD5600   Al 

HD  5625    A4 

HD5650   A4 

HD  5675    Al 

HD5700   Al 

HD5725    Al 

HD5775    Al 

HD  5800   Al 

HD  5875    Al 

HD5925    CI 

HD5975    Al 

KP3000  Al 

KP  3150 Al 

KP3175  Al 

KP3200 Al 

KP3225  Al 

KP3250 Al 

KP3300 Al 

KP  3350 Al 

KP3450 Al 

KP3550 Al 

KP3625  Al 

KP3725  Al 

KP  3750 Al 

KP3825  Al 

KP  3925  Al 

KP3950 Al 

Dayton  Electric  Mfg.  Co. 

Bowl  &  Porcelain  Cleaner  No.  5W209  C2 

Finish  Remover  A4 

Heavy  Duty  Vehicle  Cleaner    Al 

Odor  Eliminator C2 

Pine  Disinfectant  Cleaner  No  5W207  Dl 

Pressure  Washer  Chemical  No  5W132  Al 

Pressure  Washer  Chemical  No.  5W133  Al 

Pressure  Washer  Chemical  No.  5W134  Al 

2W755A  Cutting  &  Drilling  Fluid  PI 

DayStar  Industries,  Inc. 

Absorb  Activated  Chemical  Granules  CI 

Air  Gly  Air  Sanitizer  &  Surface  Disnf  CI 

All  N  1  H2 

Belt-Gard  PI 

Citra-Tuf   E4 

Cobra  One- Shot  Drain  Opnr  w/Odor 

Blanket   LI 

Conquer  Grill-Oven  &  Fat  Fry  Cleaner  A8 
Conquest  Grmcdl  Spr  Wipe  Clnr  &  Surf 

Deo  CI 

Cool  Cut    H2 

Day-Lube  H2 


Dry-Moly  H2 

Dynamic CI 

Future  Concentrate    Al 

Future,  Jr Al 

Hi-Purity    K2 

High  Kill  Concentrate  Fl 

Husky  Liquid  Hand  Cleaner  El 

Koil  Care  A4.PI 

Lemon  All   A4 

Lemon  Q  A4 

Liquidate   L2 

Magic  A7 

Natra-Sol   CI 

Nutra    A4 

Oven  Brite  A8 

Pine  All   CI 

Power  Foam CI 

Pride  Hand  Cleaner  E4 

Redi-Lube    H2 

Safe  Solv   K2 

Safetex  1    K2 

Scour  Power  Creme  Cleanser  Concen- 
trate      C2 

Sho-Case  Porcelain  Cleaner   C2 

Skin  Screen   E4 

Soft  Touch  Hand  Cleaner  E4 

Starcide  Hospital  Disinfectant  Deodo- 
rant        C2 

Strip-It   C3 

Terminator  F2 

Tufco  Hand  Cleaner   E4 

Vanish    CI 

Vivid    El 

DaRon  Enterprises,  Inc. 

DaRon  Blue  Al 

De  Laval  Agricultural  Division/ 
Alfa-Laval,  Inc. 

Delia-Mist  Aerosol    Fl 

De  Vere  Chemical  Co.,  Inc. 

Antiseptic  Hand  Soap  El 

Bio-Drain  L2 

BC  Bowl  Cleaner   C2 

C-Clear  Glass  Cleaner CI 

End-O-Ice    CI 

Golden  GS  Sanitizer  D2 

Grill  Cleaner  Concentrate  A8 

Gulp  LI 

Handsome  Hand  Cleaner    El 

Heavy  D  Cleaner Al 

HDL  Al 

HDP  Al 

LHS  100  Liquid  Hand  Soap  'Unscented'  El 

LHS  20%  Liquid  Hand  Soap   El 

LK  Liquid  Kleener    A4 

LS  Lime  Solvent  A3 

MDP    Al 

MR  Milkstone  Remover  A3 

Oven  &  Grill  Cleaner  A8 

QD  Quaternary  Disinfectant  D2 

Sani  Kleen  II  A4 

Sani-Mist  Disinfectant  Spray    CI 

Scrub-It    Al 

Soak  For  Silverware   Al 

Special  Cleaner  Butyl   A4 

Spraywow  Foaming  Cleaner  CI 

Stainless  Steel  Polish    A7 

TAndTC    A4 

Wow  All  Purpose  Cleaner    A4 

WK  Window  Kleener  CI 

Deatrick  &  Associates,  Inc. 

Hipochlorl0x70g  Tabs  for  usein 
K  Chlrntr  D2.G4.Q4 
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Debette  Chemical  Corp. 

Baby  Powder  Deodorant  CI 

DB-5000  Powdered  Enzymes  L2 

Heavy  Duty  OSHA  Safe  Water  Sol- 
uble Degr A4.A8 

Liquid  Hand  Soap  E4 

Liquid  Odor  Control  Concentrate  CI 

Oven  Cleaner A8 

Debus  Inc. 

Aquaress  Hand  and  Body  Shampoo  E4 

CleansE-2  E-2  Skin  Cleanser  E2 

Debus  Anti-Bacterial  Gel  Soap    El 

Debus  Blue  Hand  and  Body  Shampoo  ..  El 

Debus  Blue  Max  Shower  Gel  C2 

Debus  Green  Antibacterial  Lotion  Soap   El 

Debus  Luxury  Lotion  Soap  El 

Debus  Orange  Heavy  Duty  Hand 

Cleanser    E4 

Debus  Pink  Luxury  Lotion  Soap    E4 

Debus  Soft  Med  Medicated  Moistrzng 

Ltn  E4 

Debus  UltraGreen  Ultrahygiene  Gel    ....  E4 

Dubus  E-2  Skin  Cleanser  E2 

Ensuite  Anti-Bacterial  Gel  Soap E4 

Ensuite  Bathing  Gel    C2 

Ensuite  Gel  Hand  Soap  E4 

Ensuite  Ultra-Hygiene  Gel  Cleanser  ....  E4 
Florafree  Antiseptic  Gel  Skin  Cleanser     El 

Hypor  Anti-Bacterial  Gel  Soap    El 

Hypor  E-2  Skin  Cleanser   E2 

Hypor  Hand  and  Body  Shampoo  El 

Hypor  Heavy  Duty  Gel  Skin  Cleanser  ..  E4 

Hypor  Luxury  Lotion  Soap E4 

Lanimol  Waterless  Hand  Cleanser  E4 

Sal  Hvy  Dty  Gel  Hand  Soap  "The  Sup 

Soap"  El 

Suprega  Lotion  Abrasive  Hand  Cleanser  El 

Swarfega  Hand  Cleanser  E4 

SBS  Florafree  Antiseptic  Lotion  Soap  ..  E4 

SBS  Impress  Shower  Gel   E4 

SBS  Lime  Hand  Cleaner E4 

SBS  Natural  Lotion  Soap  E4 

SBS  Rose  Natural  Lotion  Soap    E4 

SBS  Sanitane  E-2  Skin  Cleanser   E2 

SBS  1 1  Vegetable-Base  Hand  Soap  ....    C2 

SBS  21  Borax-Base  Hand  Soap  C2 

SBS  30  Waterless  Skin  Cleanser   E4 

SBS  33  Wtrls  Skin  Clnsr  w/Plstc  Sbrubr  E4 

SBS  40  Medicated  Skin  Cream    E4 

SBS  41  Medicated  Skin  Lotion   E4 

SBS  44  Protective  Cream  Water-Resis- 

tant    E4 

SBS  46  Protective  Cream  Solvent-Resist  E4 

SBS  61  Lotion  Soap  El 

SBS  62  Elite  Lotion  Soap    El 

SBS  63  Heavy  Duty  Lotion  Soap    El 

SBS  71  Lotion  Skin  Cleanser E4 

SBS  72  Liquid  Skin  Cleanser El 

Tufn  Ega  Abrasive  Hand  Cleanser   E4 

Decker's,  Incorporated 

Action-Q    CI 

Advantage    A4 

CitruSpray  Degreaser    CI 

Deo-Germ  Disinfectant  Cleaner  CI 

Desire  A6.C2 

Forest  Fresh  CI 

Impact    A3 

Kleer  Out  Fl 

New  Generation  Heavy  Duty  Dgrsr  Clnr  Al 

Nutrol  All  Purpose  Cleaner    CI 

Pine  Disinfectant  CI 

Rise    CI 

Sani-Clean  C2 

Scale-Gone A3 

Skosol    C2 

Solution   CI 

Sparkle  CI 


Spring  Meadow  CI 

Super  Citrus  A4.A8 

Sweet  Sewer    CI 

Top  Clean  Glass  Cleaner    CI 

Ultimate  Bl 

77  Chemical  Cleaner  A4 

Decon  Laboratories,  Inc. 

Contrad  70  Al 

Defender  Services,  Inc. 

Citrus  Disinfectant  &  Deodorant    CI 

Citrusolv  HF   CI 

Cleanzyme  CI 

Clear  Image  CI 

Deep  Blue   CI 

Emulsion  Bowl  Cleaner    C2 

Optic  Clean   A4 

Perfumed  Deodorant  Blox    C2 

Perfumed  Deodorant  Cakes    C2 

Platinum  Pine    CI 

Power  Plus  A4 

Q  21  CI 

Rocket  2000 Al 

Tier  Three    A4 

Definitive  Deodorant  Company,  The 

Formula  105  Aqueous  Deodorizer  CI 

Degesch  America,  Inc. 

Degesch  Fumi-Cel  F4 

Degesch  Fumi-Strip F4 

Degesch  Magtoxin  Prepac  Spot  Fumi- 

gant  F4 

Degesch  Phostoxin  Coated  Pellets-Pre- 

pac  F4 

Degesch  Phostoxin  Pellets    F4 

Degesch  Phostoxin  Tablet  Prepac    F3 

Degesch  Phostoxin  Tablets-R  F4 

Detia  Fumex    F4 

Degraco  Maintenance  Coatings 


Deicor  Laboratories,  Inc. 

B-101   G6 

B-237  G6 

B-314  G6 

B-434  G6 

B-526  G6 

C-844  G5.G6 

R-719  G6 

Del  Rey  Chemical  Co. 

Best-Hand    E4 

Blue  Maze  C2 

Citrifresh    CI 

Des-Tapa  Drain  Opener   LI 

Enersol  A4.A8 

Everdead  Plus   F2 

Food-Sil  HI 

Lemonfect   CI 

Light  Slip H2 

Moisture  Guard  H2 

Mojo    C2 

Non-Flammable  Plexi-Med  CI 

Odorcide    C2 

Powder  Sect  7  F2 

Rojo  Grease  H2 

Sani-Lube HI 

Scrub-All  CI 

Seco  Lube   H2 

Sludge  Buster    CI 

Swat  Insect  Spray  Fl 

Swat  Plus  Fl 


SS  39  Safety  Solvent    Kl 

Un-Do    H2 

007  Al 

Del  Vecchio  Distributing 

Dynamite  A4 

Del  Vel  Chem  Co. 

Baby  Breeze  Concentrated  Odor 

Cntractnt  CI 

Carousel-6   Al 

Cinnamon  Spice  Odor  Neutralizer  CI 

Cyclone  Non-Butyl  Cleaner  Degreaser  Al 

Formula  1030    A4.A8 

Frosty  Pink  Lotion    EI 

Grease  Buster  "Cold"  Oven&Grill 

Clnr.Ren   A8 

Lift-Off   Al 

Micro  Muncher's  Spotter  Digester  CI 

Multi-Kleaner    Al 

Natural  Orange    E4 

Nitro  Degreaser  Cleaner  Al 

Orange  Burst  Foaming  Citrus  Degreaser  CI 
Organic  Orange  Degreaser  Cleaner 

Deod CI 

Pine  Plus  Deodorant  Cleaner   CI 

Pink  Perfection  Hand  Soap  El 

Super  Suds  Dishwash  Detergent Al 

Super  Vel  Klean    Al 

SH  Blast    Al 

Delaware  Valley  Water  Treatment 
Corp. 

NJ-Antifoam    G7 

NJ-B  100  G6 

NJ-B  I03M    G6 

NJ-B  104  G6 

NJ-B  I10F  G6 

NJ-B  115  G6 

NJ-B  116  G7 

NJ-B  117  G7 

NJ-C201   G7 

NJ-C  221    G6 

NJ-C  230  A3 

DelcO  Cleaning  Systems 

Delco  Red  Pressure  Spray    Al 

R-202  Hvy  Dty  Concrete  Clnr  Orng  to 

Grn    Al 

V-500  Vent-A-Hood  Cleaner  CI 

V-505  Butyl  All  Purpose  Cleaner    Al 

Delex  Chemicals,  Inc. 

Ardent    A2 

Boast    Al 

Bright  &  Clear Bl 

Bright  Blue    Bl 

Bright  Green   Bl 

Bright  Pink    B2 

Bright  Violet   Bl 

Bright  Yellow    Bl 

Bull' Eye    Al 

Caus-Tech   A2 

Cheer-Up  A3 

Clean  Slate CI 

CleanUp  Al 

Cycle  One   A2 

DSect   Fl 

Delsan-X   D2 

Delterge  Bl 

Easy  Roll  HI 

Flashy    A3 

Focus   Al 

Full  House  Al 

FGL  100    HI 

FL90  HI 
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Gel  Pro Al 

GelTrix  Al 

Gel  Trix  I Al 

Half  Time    Al 

Hang  Glider  HI 

Hang  Glider  I    HI 

Hardball  A2 

Hyshine   A7 

Insist    Al 

Jest  Al 

K-Tron  A2 

Line  Guard A1.Q1 

Line  Guard  NP   Al 

Liquid  Bleach   Bl 

Liquid  Nu    Bl 

Liquid  Soft    B2 

Lusan  HI 

Lusan  (Bulk)  HI 

Mangold    Al 

Marigold  Evolve   Al 

Mangold  KIK530   A3 

Marigold  KIK550   A3 

Marigold  KIK570   A3 

Marigold  LX   Al 

Marigold  Surmise   Al 

Marigold  X328    A2 

Marigold  X340   A2 

Marigold  X340LF  A2 

Mangold  X345LF  A2 

Mangold  X390   A2 

Marigold  100  Al 

Marigold  110  Al 

Marigold  120  Al 

Marigold  125  Al 

Marigold  126  Al 

Marigold  135  Al 

Mangold  136  Al 

Mangold  160-KO   Al 

Marigold  200  A3 

Marigold  300  Al 

Marigold  330  A2 

Marigold  330S  A2 

Marigold  343  A2 

Marigold  344  A2 

Marigold  500  D2 

Master  Trac  100   A1.H2 

Master  Trac  200   A1.H2 

Micro  Rinse  E3 

O-Gen    A1.B1 

Omni  1  Al 

Omni  1  Plus    Al 

Overnight  Sensation    Al 

Parade    Al 

Parade  NP   Al 

Peel  Off  Al 

Prefer  I Bl 

Prefer  II  Bl 

Quick  Step  Al 

Ram-Blast    A2 

Rave  A3 

Rave  Review  Al 

Recoup  A2 

Refresh  C1.C2 

Reliant  A2 

Ritz    El 

Santrex  D2 

Score  One    Al 

Secure    D2 

Teem    Al 

Thrust A2 

Dell-Chem  of  Arizona,  Inc. 

Enviroldell  Al 

Delma  Chemical  Company 

Del  40    Al 

Delmar  Industries 

Traxn-C  Anti-Slip  Cleaner  Al 


Delmarva  Chemical  Manufacturing 
Corp. 

Tuffklean  609  Hand  Sanitizer  Solution  E3 

Tuffklean  610  Sanitizing  Hand  Soap  ....  E2 
Tuffklean  616  (D&F) 

Detergent/Dsnfctnt   CI 

Tuffklean  620 

Disinfectant/Sanitizer  BI.D2.Q3 

Tuffklean  632  Detergent/Dsnfctnt  (D/F)  CI 

Tuffklean  680   C2 

Tuffklean  690  Detergent/Disinfectant  D2 
Tuffklean  690  Detergent/Dsnfctnt 

(D&F)  CI 

Tuffklean  701  All  Purpose  Citrus  Clnr  CI 
Tuffklean  711  All  Purpose  Ammonia 

Clnr  CI 

Tuffklean  712  All  Purp  Amm  Cln 

w/PineOil    CI 

Tuffklean  714  All  Purp  Cone  Chlrnd 

Clnr  Al 

Tuffklean  715  All  Purpose  Cone 

Cleaner   Al 

Tuffklean  718  All  Purpose  Concntnt 

Clnr  CI 

Tuffklean  721  All  Purpose  Butyl 

Cleaner   CI 

Tuffklean  725  Glass  Cleaner  and  More  CI 
Tuffklean  780  Liquid  Laundry  Deter- 
gent    Bl 

Delphia  Supplies,  Inc. 

Lotion  Hand  Soap  E4 

Spontaneous  A4.A8 

Delstar  Industries,  Inc. 

Central  System  50  H2 

Germex    C2 

Glass-Glo  Reflections  CI 

High  Speed -40   H2 

Moly  Gard-  55  H2 

Orange  Tuffy  E4 

Semi-Fluid  -  45  H2 

TM-65   H2 

Ultralube    H2 

Delta  Biological  Products,  Inc. 

Greas-Tuf L2 

Delta  Chemical 

Citra  Crystals  CI 

Orange  Squirt    CI 

Orange  Squirt  Concentrate   CI 

Delta  Chemical  &  Service  Inc. 

B-120  G7 

B- 160  Boiler  Water  Treatment  G6 

B- 175  Boiler  Water  Treatment  G6 

B-260  Boi  ler  Water  Treatment  G6 

S-220  Steam  Line  Treatment   G6 

S-320  G6 

Delta  Chemical  Corporation 

Hypochlorite  Solution  D2 

Delta  Distributors,  Inc. 

Caltech  100  HI 

Caltech  80   HI 


Delta  Foremost  Chemical 
Corporation 

F-1569-ESCIP  Plus   Al 


Foremos 
Foremos 


foamer)   Al 


Foremos 
Foremos 

mover 
Foremos 

mover 
Foremos 

Foam) 
Foremos 
Foremos 
Foremos 

Suds) 
Foremos 

Cone. 
Foremos 

Cone 
Foremos 

tive  .. 
Foremos 
Foremos 
Foremos 

Lube-4 
Foremos 

mover 
Foremos 
Foremos 
Foremos 
Foremos 

gent  .. 
Foremos 

RTU 
Foremos 
Foremos 
Foremos' 
Foremos 
Foremos 
Foremos 
Foremos 
Foremosl 

foamer 
Foremos 
Foremos 
Foremos 
Foremosi 
Foremosi 
Foremos 
Foremos 
Foremos 
Foremosi 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremosi 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremosi 
Foremos 
Foremos 
Foremos 


F-0137  Detergent    Al 

F-1003  Liquid  Cmpd  (De- 


F-1032  Chlor- Alkali  Cleaner 
F-1539  Mildew  Stain  Re- 


F-1601  Mildew  Stain  Re- 


F-1615  TD.  Remover  (Low 


F-1616  Food  Vat  Cleaner  .... 
F-I636-ES  Fabric  Brightener 
F-1640  Nu-Ston  Kleen  (Low 


F-1650  Alkaline  Cleaner 


F-1659  Alkaline  Cleaner 


Al 

Al 

Al 

A3 
A2 
Bl 

A3 

A2 

A2 


F-1664  Alkaline  Clnr  Addi- 


F-1665-ESCIP  Cleaner  Al 

F-1714-ESCIP  Cleaner   Al 

F-1717-ES  MG  Impact 

H2 

F-1735  Mildew  Stain  Re- 

Al 

F- 1 840  Detergent  Degreaser  Kl 

F-22  Acid  Bath  pH  Adjuster  A2 

F-256  Loob  A1.H2 

F-379  XHD  Laundry  Deter- 

Bl 

F-549  Coconut  Hand  Soap 

El 

F-733  Foam  Additive   Al 

F-749  Cleaner  for  Equip Al 

F-769  Rust  Preventative  HI 

F-812  Equipment  Cleaner  ....  Al 

F-940  GPC  Compound  Al 

00  Hot  Vat  Cleaner-NC   ....  A I 

095  Rust  &  Scale  Remvr  A3 

109-ES  Non-Silicone  De- 

Al 

190  Ferro-Cleaner  A2 

193-ES  Strip-A-Way  PI 

194  Rust-Blitz  A2 

195  Paint  &  Rust  Remover  A2 

198  Break-A-Way  H2 

l99Slix  HI 

500  Ston-Kleen  A3 

501-ES  Acid-Kleen  A3 

502-ES  CIP  Plus  Al 

510  General  Cleaner  Al 

511  Mild  General  Clnr  Al 

515  Dairy  Cleaner Al 

520  Dyn-A-Terg  Al 

535  Bottle  Wash  A2 

538  Bottle-Brite    A2 

548  Liquid  Compound   Al 

551  Jet  Foam  Additive  Al 

552  Foam  Blitz  Al 

553-ES  Super  Kleen  Al 

554  Freezer  Cleaner  A5 

559-ES  Fos-Less  Al 

560  General  Cleaner  Al 

561  Gen  Prps  CI.  Type  C  ..  Al 
570  Food  Pint  All  Prps  CI.  A I 
573  Food  Plant  Cleaner  ....  Al 
574-ES  Food  Plant  Cleaner  A I 

575  Equipment  Cleaner    ....  Al 

576  General  Plant  Clnr-P  Al 

577  Plus    Al 

578  Alka-Foam  A4 

579  No-Suds  Detergent     A1.Q1 

580  Smokehouse  Cleaner  ..  A2 

581  Fd  Pint  All  Prp  CI  U/15  Al 

590  Hog  Scald    A4 

600  Pan  Kleen Al 

610  Hot  Vat  Cleaner A2 
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Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 

Bact. 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 

Wash 
Foremos 
Foremos 
Foremos 

Soap 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos' 

Pol-WB 
Foremosi 

Polsh 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 
Foremos 


611  Food  Vat  Cleaner    Al 

645  Cleaner-Sanitizer  ..    D1.Q3 

650  Chlor-Dis  D2 

651  Chlor-Dis  Pink D1.Q4 

653  Amazing  D1.Q4 

660  Sewer  Kleen  LI 

661  C-Sewer-Kleen LI 

662  Sewer  Solvent    LI 

663  Ram   LI 

690Quad-Dis    D2 

691-ES  Quad-Dis  Plus   D2 

692  Quad  II  Disinfectant  D2.Q3 

700  Sani-Lube  HI 

701-ES  White  Lube    HI 

731  Can  Cleaner-Auto Al 

805  Super  Digester  L2 

806-ES  Acti-Zyme    L2 

810-ES  Grease  Digesting 
L2 


812-ES  Grease-A-Way  CI 

813-ES  Citri-Kleen  CI 

814  Citra-Degreaser   CI 

822-ES  Grease  Terminator      CI 

823-ES  Citri-Purge  CI 

2005  Glyde   A1.H2 

2007  Rite-Glyde   A1.H2 

2008  Foam-Glyde  A1.H2 

2009  Super  Jet  Glyde  HW  A1.H2 

2010  Jet  Glyde-HW   A1.H2 

2011  Glyde  King    H2 

2015  EZGlyde-F  H2 

2016  Trolley  Glyde HI 

202  Fleet  Wash  Al 

2020  Speedy-Glyde H2 

2037  Belt  Dressing  PI 

204  Power  Spray  Wash    Al 

2042  Penetrating  Gel-Lube  ..    H2 

2150  Utility  Cleaner  CI 

232  Odorless  Concrete  CI.  ..    A4 
233-ES  Hi-Power  Odrls  CI.      Al 

280  All  Sorb  J I 

3060  Cleaner  Concentrate         A4 
3061-ES  Superb  Concentrate    A4 

3062  Clean-Supreme  A4 

3066-ES  Show-Off  Dl 

3067-ES  Show-Off  A4 

3075  Scrub-Vac    A4 

3076  Low  Suds  C.I.P A4 

3085  Mint-Cleaner   A4 

3090  Wax  Stripper   CI 

3122-ES  Dust  Control    PI 

34  Jet  Spray  Clean   Al 

40  Whammo   Al 

4000  Antis.  Handsoap  Cone.     El 
4005  Germicidal  Hand  Soap     El 
4006-ES  Germicidal  Hand 
E2 


4010  Coconut  Hand  Soap-C  ..  El 
4020  Coco.  Hand  Soap  RTU    El 
4024-ES  Smthy  Bactrcdl  Hnd 
El 


4025  Lotion  Hand  Soap  El 

4027-ES  Smoothy  Body  Soap  El 

4030  Powdered  Hand  Soap       C2 

4031  Prcs  Food  Handlers  Soap  C2 

4039-ES  Magic-Gel    E4 

4040  Skin  Kleen  E4 

4040  Skin  Kleen(Aerosol)   ....  E4 

4050  Invisible  Glove    E4 

4051-ES  Hand  Shield  E4 

4311-ESHiGl  StnlsStlCI 

A7 

4315  Stainless  Steel  Clnr- 

A7 

4316-ES  Brite  Cleaner-Polish  A7 
4319-ES  Brite  Cleaner-Polish  A7 
45 A  Odorless  Steam  Cleaner    Al 

45B  Aluminum  Cleaner  Al 

4510  Minteffect  Germ CI 

4519  Pine-Aire    CI 

4520  Pine  Oil-Plus   CI 

4525  Del-Chlor  D2.G4 


Foremost  4539-ES  Smoke  Eater CI 

Foremost  454 1ES  Smk  Eat  (Baby  Pwdr 

Frag)   CI 

Foremost  4542-ES  Smoke  Eater  Floral 

Bouq   CI 

Foremost  4543-ES  Smoke  Eater  Lemon 

Scent  CI 

Foremost  4544-ES  Smoke  Eater CI 

Foremost  4545  Odor  Control   CI 

Foremost  4809-ES  Insect-O-Fog    Fl 

Foremost  4810  HD-22  Insect  Spray  Fl 

Foremost  481 2-ES/Ambush  Residl  In- 
sect   F2 

Foremost  4820  Del-Kill  Insecticide  F2 

Foremost  4883-ES  Resid-U-Cide 

Rch&An  Kil   F2 

Foremost  4883-ES  Resid-U-Cide 

Rch&Ant  Kl   F2 

Foremost  49  Purge    C3 

Foremost  50  Heavy  Duty  Steam  Clnr      A I 

Foremost  528  Slix-Cote    H2 

Foremost  535  Odorless  Degreaser   Kl 

Foremost  550  Paint  Strip    C3 

Foremost  551  Hvy  Dty  Paint  &  Gasket 

Rmvr  C3 

Foremost  5510  Manual  Dshwshng  Det  Al 
Foremost  5510-B  Extra  Mild  Dtrgnt    ..    Al 

Foremost  552  Super  Strip  C3 

Foremost  5520  Mach.  Dshwshng  Det.  Al 
Foremost  5521  Liq.  Mach  Dishwshr  A I 
Foremost  5522-ES  Fos-Free  Mach  Dish.  Al 

Foremost  5523-B  Chlor-Kleen  Al.QI 

Foremost  5528  Oven  Cleaner  Al 

Foremost  5530  Cool  Hand   Al 

Foremost  5575  Lo-Suds  Laundrette 

Powder    Bl 

Foremost  5578-ES  Stain  Action  Fbrc 

Brtnr   Bl 

Foremost  5580  Launderette  Powder  ....     Bl 

Foremost  5710  Abrasive  Cleaner  A6 

Foremost  571 1  Ezy  Cleaner  C2 

Foremost  5810  A  Hand  Dshwshng  Det    Al 

Foremost  590  Super  Safe  Solv  CI 

Foremost  591-ES  Super  Safe  Solv  CI 

Foremost  595  Safety  Solvent   Kl 

Foremost  596  Super-Solv   K2 

Foremost  597-ES  Lectro-Solv    K2 

Foremost  619-ES  Powr-Kleen    Al 

Foremost  622  Liquid  Spray  Wash   Al 

Foremost  625  Melt-A-Way  CI 

Foremost  626  Melt-Pellets    CI 

Foremost  627  Ice-A-Way  CI 

Foremost  628  Spray  Clean  Al 

Foremost  631  Super  Steamer  A4 

Foremost  632-ES  Dyna-Kleen   A4 

Foremost  633  Steam-Supreme   Al 

Foremost  634-ES  Liquid  Spra-Clean  ..    Al 

Foremost  635  Master  Kleen  Al 

Foremost  641-ES  Stainless  Steel 

Cleaner   A7 

Foremost  650  Liquid  Heavy  Duty  Steam 

CI  A2 

Foremost  650B  Smokehouse  Clnr A2 

Foremost  650C  Grill  &  Fry  Cleaner    ..    A2 

Foremost  651 -ES  Grill  Brite    A4.A8 

Foremost  651B-ES  Extra  Heavy 

Duty  Cone A4.A8 

Foremost  653-ES  Grill  &  Oven  De- 

carbonzr    A4.A8 

Foremost  654  Grill  And  Oven 

Cleaner   A4.A8 

Foremost  660-ES  Glass-Kleen  Ready- 

To-Use    CI 

Foremost  661 -ES  Glass-Kleen  Concen- 
trate      CI 

Foremost  690A-ES  Rust  &  Scale  Re- 
mover       A3 

Foremost  692B  De-Scale    A3 

Foremost  693-ES  Zing  Concrete  Remvr.  CI 
Foremost  693B-ES  Zing  De-Limer    ....    A3 

Foremost  700B  Grime  Buster Al 

Foremost  701-ES  Red  Magic  Al 


Foremost  702-ES  Magic  Kleen    Al 

Foremost  704-ES  Tiger  Degreaser- 

Detrgnt    A4 

Foremost  721  Tar  Remover   CI 

Foremost  722B-ES  Tire  Burn  Remover  CI 
Foremost4806  Hi-Power  Food  Plant 

Inset Fl 

1090E  Acid  Cleaner  Concentrate  A3 

1200  Slix   HI 

2038  TFE  Lube  H2 

2153-ES  Wonder  Cleaner  CI 

3065-ES  Supreme  Cleaner-Deodorizer  CI 

3067-ES  Peerless  Detergent  Germicide  D2 

43 13-ES  Hi  Gloss  Cleaner- Polish    A7 

4569-ES  Foam-N-Kleen   C2 

4569-ES  Grout-Porcelain  &  Tile  Bright.  C2 

4887-ES  Misti-Cide  Insecticide   Fl 

587-ES  Lectro-Solv  K2 

588  Safety  Solv  II  K2 

605-ES  Electronic  Cleaner  K2 

Delta  Industries  Inc. 

D-46  H2 

Delta  Marketing  Industrial  Group 
Inc. 

Alka  HD    Al 

Alka-Chlor  Al 

Alka-Plus  Al 

Clear-Drain    LI 

Cutting  &  Tapping  Fluid    H2 

CRT  Screen-Care    CI 

D-Scale    A3 

Foam  and  Wipe  CI 

FF  275  Santi-Wash  Hand  Soap    E2 

Gel-Lube   H2 

Glass-K  with  Deodorizers  Glass  Cleaner  CI 

Hi  Pine  70  CI 

Hi  Tech  Ultra  Solvent  K2 

Kleen-All  A4 

Kreme  Kleanser  A6 

Liquid  Alive  Bacteria   L2 

Lotionized  Hand  and  Body  Cleaner  El 

LYP  Digestor L2 

Moly  Dry  Slide  H2 

OP-64  A4 

Power  Plus  Oven  Cleaner  A8 

Quat-Foam  C2 

QTM    A4 

Refresh  CI 

Sani-Lube  Food  Grade  Lube    HI 

Slide  N'Glide  HI 

Smokehouse  Cleaner  A2 

Sof-Kill  ULV  Dry  Mist  Insect  Killer  ....  Fl 

Solv-Away  Degreaser  CI 

Technicians  Helper  H2 

Triple  Deuce  Sewer  Solvent  Drain 

Opener CI 

Ultra  Hand  Cleaner  with  Pumice  E4 

Victory  Wettable  Powder  Insecticide  ....  F2 
Viro-Kill  Hospital  Disinfectant  Deod.  C2 
Zone-Guard  Plus  CI 

Delta  Products 

Heavy  Duty  Butyl  Degreaser  Cleaner  A4 
Delta  Water  Laboratories 

A-27  Boiler  Water  Treatment  G6 

A-29  Boiler  Water  Treatment G6 

A-51  G6 

A-52  G6 

AL-37  Boiler  Water  Treatment    G6 

AL-38  Boiler  Water  Treatment    G6 

C-123  G6 

C-125  G6 

C-126  G6 

D-I90  G2 
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D- 1 92  Domestic  Water  Treatment  G6 

D-193  G2 

D-194  G3 

Delta  B-210-5  Boiler  Water  Treatment  G6 
Delta  BWT-272  Boiler  Water  Treatment  G6 

Delta  C-l  17  Condensate  Treatment  ....  G6 

Delta  C-l  19  Condensate  Treatment  ....  G6 

Delta  C-l 22  Condensate  Treatment  ....  G6 

Delta  C-l 24  Condensate  Treatment  ....  G6 

Delta  C-127  Condensate  Treatment  ....  G6 

Delta  P-183   PI 

Delta  P- 184  Boiler  Antifoam  G6 

Delta  SL-42  Boiler  Water  Treatment  G6 

Delta  SL-57  Boiler  Water  Treatment    .  G7 

Delta  SLT-600  Steam  Line  Treatment  G6 

Delta  2250  Boiler  Water  Treatment  G6 

Delta  2280  Boiler  Water  Treatment  ....  G6 

Delta  2328  Condensate  Treatment  G6 

Delta  2760  Boiler  Water  Treatment  ....  G6 

Delta  9100  Boiler  Water  Treatment  G6 

Delta  9101  Boiler  Water  Treatment  ....  G6 

Delta  9102  Boiler  Water  Treatment  G6 

Delta  9105  Boiler  Water  Treatment  G6 

Delta  9109  Boiler  Water  Treatment  G6 

Delta  91 10  Boiler  Water  Treatment  G6 

Delta  9111  Boiler  Water  Treatment  ....  G6 

Delta  9112  Boiler  Antifoam  G6 

Delta  9115  Boiler  Water  Treatment  ....  G6 

Delta  91 16  Boiler  Water  Treatment  ....  G6 

Delta  91 17  Boiler  Water  Treatment  G6 

Delta  9120  Alkalinity  Builder    G6 

Delta  9122  Boiler  Water  Treatment   ...  G6 

Delta  9130  Condensate  Treatment  G6 

Delta  9133  Steam  Line  Treatment  G6 

Delta  9134  Condensate  Treatment  G6 

Delta  9135  Condensate  Treatment  G6 

Delta  9137  Condensate  Treatment   G7 

Delta  9138  Condensate  Treatment   G6 

Delta  9142  Oxygen  Scavenger  G6 

Delta  9143  Oxygen  Scavenger  G6 

Delta  9150  Cooling  Tower  Treatment  G6 

Delta  9153  Zeolite  Cleaner PI 

J-135    G7 

J-136    G6 

J-139    G6 

K-150  G7 

K-159  G7 

M-170    A3 

M-173    A3 

P-182  G6 

R-102  G6 

R-103  G6 

SL-300  Boiler  Water  Treatment  G6 

SL-3 10  Boiler  Water  Treatment  G6 

SL-33  Boiler  Water  Treatment  G6 

SL-34  G6 

SL-35  Boiler  Water  Treatment  G6 

SL-36  Boiler  Water  Treatment  G7 

SL-41   G6 

SL-44  G6 

SL-46  G6 

SL-48  G6 

SL-61   G6 

SL-62  G6 

SL-70  G6 

T-20  G7 

T-40  G7 

Delta-Omega  Technologies,  Ltd. 

DOT.  Formula  #6   Al 

Omni-Clean  Al 

Omni-Clean  Formula  #3  CI 

Omni-Clean  SD  A4.C1 

Omni-Clean  TCR    Al 

Deluxe  Distributors 

D  D  160 Al 

D  D210 A2 

D  D240 A2 

Deluxe  Alkaline  D    A2 


Deluxe  AP  Al 

Deluxe  AT  Smokehouse  Cleaner  A8 

Deluxe  Clean  &  Bright  A3 

Deluxe  Foam  &  Clean    Al 

Deluxe  General  Purpose  Concentrate  Al 

Deluxe  High  Foam   Al 

Deluxe  LF  Smokehouse  Cleaner    A8 

Deluxe  Super  Lift   A4 

Deluxe  X-200    Al 

DD  100    Al 

DD  110    Al 

DD  150    A4.A8 

DD  155    Al 

DD  170    Al 

DD  250    Al 

DD260    A2 

DD270   Al 

DD  280    Al 

DD285    Al 

DD  290   A2 

DD  350   A3 

DD  360   A3 

DD370   Al 

DD600   Al 

DD  700   Al 

DD  800    Al 

DD  810   Al 

DD820   Al 

DD850   Q5 

Deluxe  Equipment  Company,  Inc. 

Food  Grade  Silicone  HI 

Demco  Chemical  Products,  Inc. 

"Oh  No"  D2 

Chlor-A-Foam  Al 

D  Clear  CI 

D.  Loose    H2 

D.  Solv  Safety  Solvent  K2 

D.A.  50   Al 

D.A.  500    A4 

D.A.  550    A4 

D.A.  847    Kl 

D.D.  33    Al 

D.D.  542    CI 

D.K.#2  CI 

D.S  Hand-Doo  Concentrated  Skin 

Cleaner   El 

D.S.  Spray  Fl 

D.S.  Zyme  L2 

D.S.  115  Al 

D.S.  120 Dl 

D.S.  123  A4 

D.S.  124 CI 

D.S.  126  A4 

D.S.  303  C2 

D.S.  61  Al 

D.S.  825  F2 

D.S.  85  A3 

D.S- 100  Concentrated  Cleaner    Al 

D.S.-65  Al 

D.S.2000    CI 

D.S. 99    CI 

D-Coil    A4.P1 

D-Crete    CI 

D-Foam   Al 

Demco  Klenz  A6 

Demco  Shield  Invisible  Glove   E4 

Demco  Solve  K2 

Handy  Dandy CI 

P.D  88  (Aerosol)    K2 

Protect   H2 

Rust  Tee A3 

S.S.  450  "Hell  Fire"  Drain  Opener CI 

Denbac,  Inc. 

Carb-Off Al 

Dandy  Citrus  CI 


Dennis  Oil  Co. 

Crys-Tech70  HI 

Crystal-White  A/W-46    HI 

Crystal-White  200  HI 

Crystal-White  350  HI 

Crystal-White  90  HI 

Crystal-White  90  HI 

DOC.  White  FG    HI 

Formula  5511    H2 

Hydraulic  Oil  A/W-32    H2 

Hydraulic  Oil  A/W-46    H2 

Hydraulic  Oil  A/W-68    H2 

Magnum  Artie  H2 

Magnum  EHD  567  New  Gener.  Gear 

Oil80/140    H2 

Magnum  Gear  Oil  80/90 H2 

Magnum  Gear  Oil  85/140  H2 

Magnum  Hydraulic  Oil  9632   H2 

Magnum  Hydraulic  Oil  9646   H2 

Magnum  Hydraulic  Oil  9668   H2 

Magnum  3303  H2 

Dentech  Systems,  Inc. 

A-Scrubber CI 

Aluminate    A3 

Big  Bear Al 

Clean-N-Brite    Bl 

Dentech  100 Al 

Dentech  20 Al 

Dentech  701  Al 

DSICIP  Shine  Al 

DSI  FP  Chlor  Plus    Al 

DSI  FP  131    CI 

DSI  FP  252   A4.A8 

DSI  FP  40/40    A2 

DSI  FP775   Al 

DSI  FP  901    Al 

DSI  Phos-Master  A3 

DSI  Phos-Master  LF  A3 

DSI  Solv  Master  Al 

DSI  Strypp  A2 

DSI-FP150  D2.Q3 

DSI-FP370  Farm  Disinfectant    D2.Q3 

DSI-Iodine  D2 

DSI-102  D2.Q3 

DSI-400  A8 

DSI-550  Al 

FP  Aluma  Chlor   Al 

FP  APC   CI 

FP  Black  Sheep  A8 

FP  Blue  Foamer    Al 

FPBrite  White    A1.B1 

FP  Chem  Lube    H2 

FP  Chlor  LF    Al 

FP  Chlor-O-Cling   Al 

FP  Code  Red  Al 

FPCIP  150   Al 

FPCIP95    Al 

FPCSD  Al 

FP  Diablo    A2 

FP  Duo  Chlor    Al 

FP  Eggcellent    Q2 

FP  Eggcelsior    Ql 

FP  Eggceptional    QLQ2 

FP  Fabritech    Bl 

FP  Foam  Break  NS  Al 

FP  Glacier  Blue  El 

FPHD200CNF  A2 

FPHTIS    Al 

FP  H2LU  H2 

FP  Kwik-D-Frost  A5 

FP  Lava  Al 

FP  Magnificent   Al 

FP  Powdered  SSR  A3 

FP  Razorback  HF   Al 

FP  Razorback  LF    Al 

FP  Scout    Al 

FPShurSan    A1.B1 

FP  Slide  A2 
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FP  Soiltech    Al 

FP  Special  Acid  N    A3 

FP  Super  Al  Jet  A2 

FP  Super  FCC#1   Al 

FP  Super  Gleam    Al 

FP  Tray  Brite  NC  Al 

FP  TripleS    A2 

FPTA-10  Al 

FP  1400  Al 

FP  1600  A2 

FP2000  Al 

IO-Hand  E2 

Real  Tough    A4 

Der  Wienerschnitzel 

All  Purpose  Degreaser    Al 

Der-Kel  Chemical 

DK-M  G6 

DK-100    G6 

DK-105    G6 

DK-130    G6 

DK-136    G2 

DK-160   G6 

DK-185    G6 

DK-300    G7 

DK-305    G7 

DK-92    G7 

Derrick  Soap  Products,  Inc. 

"Scrubbing  Soap"  Concentrate  A4.A8 

Foaming  High  Alkaline  Cleaner  Al 

Formula  101  Solvent  Cleaner  A4.A8 

LTH  Liquid  Hand  Soap    El 

Mico  40%  Liquid  Hand  Soap  El 

Mite  Concentrate  Degreaser-Cleaner  ..    Al 
Mite-Plus  Concentrate  Steam-Clnr  & 

Dgrsr  Al 

Multipurpose  Cleaner/Degreaser CI 

No.  160  Liquid  Conveyor  Lubricant    ..    H2 
No.  250  Liquid  Conveyor  Lubricant    ..    H2 

Des  Moines  Sanitary  Supply 

Antiseptic  Hand  &  Body  Soap  El 

Break-Away  Al 

Descale-It  Products  Company 

Institutional  Descale-lt    A8.C1 

Desco  Equipment  &  Chemical  Co., 
Inc. 

DC-l  10  All  Purpose  Cleaner  Degreaser  A4 
DC-1 12  Grease  Emulsifier  CI 

Desilube  Technology  Inc. 

Desilube  58   PI 

Desilube  88   PI 

Despo  Chemicals  International,  Inc. 

(H.D.A.)  Heavy  Duty  All-Kleen    Al 

Acid  PX-400  A3 

Acid  XT A3 

Acid  281    A3 

Acid  405    A3 

Alcan  Lube  I  H2 

Alpine  Hand  Soap  E2 

AltimaHW   H2 

Altrak-H  H2 

Asset    Al 

Astral   A4 

Astral  WP    CI 

Attralube-H   H2 

Attralube-S  H2 


AB-310    H2 

AF-90 A3 

AK-850   A2 

AS-1640 D2 

Blaze    CI 

Blend  HD-40  Al 

Blue  Fox    CI 

Brewery  Destoner   Al 

Bronco   Al 

Bulldog    Al 

BP-100  Al 

BT-7  G5.G7 

COP Al 

C-25  A2.G6 

Cobra  Al 

Complete   A8 

CA-11    Al 

CA-999    Al 

CF-200  Al 

CF-40x  Al 

CF-85  Al 

CIP755   A2 

CLP-1000    Al 

CP-15  Al 

DEW.  30   Ql 

Defoamer  I0B  Al 

Desahib  F  E2  G5.G7 

DestreatRLT3   G6 

Destreat  19SL  G6 

Destreat  2020 G6 

Destreat  3737 G6 

Dynyne  B  Al 

Dynyne  XL   Al 

Dynyne  6  Al 

DC-210    Al 

DC-210Plus    A2 

E.Z.  Egg Ql 

E-ZEgg  Ql 

E-ZEgg2   Ql 

Eagle    Al 

Egg  Wash  XT  Ql 

F.C.C-50  CI 

F-16  CI 

F-18   CI 

Falcon    H2 

Fireball  A2 

Floor  Cleaner  Concentrate    A4 

Freedom  #1    A2 

Freedom  #2  Al 

Freedom  Biocide  G5.G7.PI 

FX-400 A2 

Grime  Off   CI 

Guard  75   D2 

HF  Vantage  Al 

Just  Rite  A4 

Kleenrite  L Al 

Kleenrite-HC  Al 

Klor  Line  Al 

Klorline  II    Al 

Klorline  III  Al 

Lift-Off   Al 

Lightning  A3 

Lube  DR   H2 

LFL-300 H2 

LFX  Floor  Cleaner  Concentrate  A4 

LP-III  Bl 

Manual  Wychlor  (MW)    Al 

Max    A4 

Mega  Foam  1000    Al 

MC-200  Al 

MC-200C  Al 

MCX-107  Al 

Nu-Trak  Al 

NS-5  A2 

OP-16 Al 

Panther  D2.E3 

Phos  Aid    A3 

Phos  26    A3 

Phos  50  LF   A3 

Phosflo  XL    A3 

Protex  A2 

PEC-55    Al 


PET-108  H2 

PFC-3  CI 

PN-2700 A3 

PN-38  A3 

Quick  CI 

Raw  Hide  Al 

Rocket   CI 

RA-20A  PI 

RS-35  H2 

Smokehouse  I    A2 

Spray-N-Wipe   CI 

Summit    Al 

Thruster   Al 

Thunder   A2 

TiPLEX  1250    A3 

Topaz  A2 

Ultra  Phos  49 A3 

Ultrax  SC  Al 

Ultrax  450  Al 

Ultrax  450C  Al 

Vantage   Al 

Vyklor  Xtra  D2.G4 

Vyklor  10 D2 

Winter  Glycol    PI 

WT-455   G2 

Z-99  CI 

Detco  Industries 

A.P.C CI 

A. PC.  Powdered  Cleaning  Compound  A4 

Alkali-90   A2 

All  Pro  A4 

All  Safe  K2 

Amazing CI 

Anti-Lock  Seize H2 

Antiseptic  Brute  Waterless  Hand  Clean- 
ser     E4 

Armor  Guard  CI 

Auto  Scrubber  CI 

Automatic  Dishwash  Liquid  Al 

ABW   PI 

B  T  C  Battery  Terminal  Cleaner   PI 

Believe  It  CI 

Big  Bear A4 

Blue  Max  Bl 

Bold  C2 

Bolex   C2 

Bnte-Side  PI 

Bust  Loose  H2 

Chainleen  H2 

Cherry  Destroy    CI 

Chlor-Clean  A2 

Chlorine  Bleach  Bl 

Citrus  Destroy  CI 

Coil  New  PI 

Concrete  Cleaner  A4 

D-Quad    Al 

Det  Klean Al 

Det-Star  Al 

Detco  701    A4 

Detergent  Solv  Al 

Double  Action  CI 

Double  Duty    F2 

Dry  Film    H2 

DB-100    G7 

DB-100+    G6 

DB-101    G6 

DB-200    G6 

DB-2I0    G6 

DB-222    G6 

DB-230    G6 

DB-231    G6 

DB-232    G6 

DB-234    G6 

DB-235    G6 

DB-901-BN  G6 

DC  Klenze  A3 

DC  1000    K2 

DC  111    A4 

DC  99    CI 

DC-Alkalean   Al 
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DC-Chlor  CI 

DC-Plus  Al 

DC-Polydisperse   G6 

DC-Power   Al 

DC-10    A4.A8 

DC-300    K2 

DT-6050 G7 

DT-6100 G7 

DT-6150 G7 

DT-700 G7 

DT-750 G7 

DX-14    A3 

Econo  Lotion  Hand  &  Body  Cleaner   ...  E4 

Egg  Wash    Ql 

Eliminator    C2 

End-Sect Fl 

Expert Al 

EDF-3    G7 

Ferti-Melt  CI 

Foaming  Degreasing  Cleaner  A4 

Fogg-It  Fl 

Germ-A-Cide  128  Al 

Germ-A-Cide  64  Al 

Glass  Cleaner CI 

Grandis D2 

Grip   H2 

Heavy  Duty  Packing  House  Cleaner   ..    Al 

Heavy  Duty  Steam  Cleaner    A4,A8 

HFPlus   Al 

I.S.H.C E4 

Ice  Machine  Cleaner  A3 

ldo-Hand   E2 

Inforce   CI 

Instant  Mildew  Remover Al 

Iodine  Disinfectant/Sanitizer/Cleaner  ..    D2 

Jel-Sol    CI 

Kodiak  A3 

Kool  H2 

Kool  Breeze  CI 

Kwik  Hi-Purity  Solvent    K2 

Lemon  Wax  A7 

Lime-Way   A3 

Liquid  Bleach    B1.C1 

Liquid  Bleach    B1.C2 

Liquid  Ice  Melt  C2 

Liquid  Laundry  Detergent Bl 

Liquid  Smokehouse  Cleaner  A2 

Low  Suds  Laundry  Compound  Bl 

Low  Suds  Laundry  Compound  Bl 

Lube-All H2 

Luminate    A3 

M.S.R LI 

Nature  Klean  E4 

Nature  Power  Aerosol  CI 

Nature  Power  100  CI 

Nature  Power  200  CI 

Nature  Power  300  CI 

Nature  Power  400  CI 

Nature  Scrub  E4 

Nitgrit    E4 

No  Soot   PI 

No-Rinse  Coil  Cleaner   PI 

NAB  CI 

Odor  Ban  CI 

Odor  Ends   CI 

Odor  Neutralizer  Regular   CI 

OdorZyme    CI 

Orang-Sol  100  CI 

Orang-Sol  200  CI 

Orang-Sol  300  CI 

Orang-Sol  400  CI 

Ovec  A8 

Oven  Cleaner  A8 

Oven  Cleaner A8 

Ox-Off  CI 

Pen-Lube   H2 

Perform    H2 

Phos-Master  A3 

Pine  Deodorant   CI 

Pink  Lotion    El 

Powdered  General  Purpose  Cleaner  A! 


Power  Solv    CI 

Pro-Zinc  A3 

Puff    CI 

Pump  Spray  Disinfectant    CI 

Purge    LI 

Purify  G7 

PCC-702    CI 

PHC-2    Al 

Quik-Kill  Fl 

Real  Hott  A2 

Red  Hot  LI 

Safety  Solvent  K2 

Sani-Dyne    D2.G5 

Sani-Rinse   D2 

Scale  A-Way  C2 

Scale-A-Way  A3 

Scrub-A-Dub  A6.C2 

Shine  Glass  Cleaner    CI 

Smoke  House  Cleaner A2 

So-Klean    A2 

Sodium  Hypochlorite  Solution  Q4 

Solv   A4.A8 

Steam-It  Al 

Success  125  A4.A8 

Success  150  A4.A8.C1 

Success  20/20   Al 

Sudsy  Ammonia    CI 

Super  Degreaser    A4 

Super  Solv  A4.A8 

Super  X  A8 

SS-100  CI 

Tropical  Destroy  CI 

True  Touch    El 

Tuff   Al 

TFE  Release  Fluorotelomer  Lubricant      H2 

Unique  C2 

Visco   E4 

Windy    CI 

20%  Hand  Soap El 

Detergent  Laboratories,  Inc. 

Liquid  Soap  El 

Detergent  Marketing  Systems 

All  Purpose  Cleaner    Al 

Blue  Creme   Al 

Deep  Fat  Fryer  Cleaner  (Powder)    A8 

Drain  Opener  Maintainer  (Liquid)  LI 

Floor  and  Wall  Cleaner  (Powder)  CI 

Glass  Cleaner CI 

Heavy  Duty  Chlorinated  Dishmachine 

Det Al 

Heavy  Duty  Degreaser   Al 

Lime  Solvent  Cleaner  A3 

Liquid  Hand  Soap  El 

Low  Suds  Laundry  Detergent  Bl 

Pink  Lotion  Dishwash  Al 

Royal  Rinse  Cleaner/Sanitizer    D2 

Detergent  Marketing  Systems  West, 
Inc. 

Sanitizer  9000   D2 

Detergent  Services,  Inc. 

Actavor    CI 

CLD  Laundry  Detergent  Bl 

General  Purpose  Cleaner Al 

General  Purpose  Cleaner-Degreaser  ....  Al 

Glass  and  Window  Cleaner    CI 

Hand  Cleaner El 

Hand  Dish  7    Al 

Liquid  Laundry  Detergent  Bl 

Liquid  Laundry  Sour  Bl 

Mach  I  Al 

Mach  10  Al 

Machine  Wash  7   A2 

Multi-Purpose  Cleaner    CI 


Oven  Cleaner A8 

Scaleaway    A3 

Detroit  Water  Management,  Inc. 

B  240  G6 

B  301   G7 

B321   G6 

B55  G6 

B  924  G6 

B929  G6 

Dettelbach  Pesticide  Corporation 

Professional  Orkinban  3E  F2 

Dev-Tec,  Inc. 

Industrial  Blue  CI 

Safety  System  Concentrate:  Step4   A4 

Devoe  &  Raynolds  Co. 

Dex  Manufacturing,  Incorporated 

Dexene  A4 

Dexter-Hayes  Chemical  Corp. 

Dexa-Clean  #721  A4 

Germicidal  Cleaner  #3 1 3    A4 

DeLonghi  America  Inc. 

Pingulno  Descaling  Fluid   PI 

Di-Chem  Company 

Sodium  Hypochlorite    D2.Q4 

Diablo  Products  Corp. 

Diablo  Carbon  Kleen    Kl 

Floor  Kleen-L-100 Al 

Han-San  E2 

Hot-Kleen    A8 

Hot'n  Foamy  Spray  Oven  and  Grill  Clnr  A8 

Oven  Kleen  Gel A8 

Trap-KIeen  LI 

Diagraph  Corporation 

Quick  Spray  General  Purpose  Silicone  HI 
Quik-Spray  Food  Grade  Silicone   HI 

Dial  Corporation,  The 

Aqua  Sep  E4 

Aqua  Soap  E4 

Borateem  All  Fabric  Bleach  Bl 

Boraxo  Citrus  Lotion  Hand  Clnr 

w/Pumice    E4 

Boraxo  Cool  Hands  Grnlr  Organ   Hand 

Clnr  E4 

Boraxo  Liq   Wtrls  Hand  Cleaner 

w/Pumice    E4 

Boraxo  Liquid  Lotion  Soap    E4 

Boraxo  Pink  Luron 

PwdrHndSoapw/SkinCond E4 

Boraxo  Powdered  Hand  Soap  E4 
Boraxo  Tile.  Porcelain  &  Fiherclas> 

Clnr  C2 

Liquid  Dial  Antibacterial  Soap  E4 

Luron  Lotion  Hand  and  Body  Cleanser  H4 

Lurosep  Antimicrobial  Lotion  Soap  E4 

Mechanic's  Str  Boraxo  Wtrls  HdClnr 

w/Pum  ....  E4 

Mechanic's  Strngth  Boraxo  Wtrls  Hnd 

Clnr  E4 
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MD  7  Fine  Powdered  Lotion  Soap    E4 

Purex  Bleach  Bl 

Red  Label  Boraxo  Waterless  Hand 

Cleaner   E4 

Special  Heavy  Duty  Boraxo  Powd  Hand 

Soap    E4 

T-M-T  Borax  Powdered  Hand  Soap    ....  E4 

Time  Saver  Liquid  Bleach    B1.D1 

TMT  Pink  Borax  Powdered  Hand  Soap  C2 

Diamond  Chemical  &  Contracting 
Company 

All  Purpose  Cleaner  Concentrate  A4 

Big  "D"   Al 

Dual  Power-43 D2 

Klean-14    Al 

Lemon  Power  20  A4 

Tile  and  Porcelain  Cleaner  C2 

Diamond  Chemical  Co.,  Inc. 

Adclor  Bleach   Bl 

Alkalite    Bl 

All-Purpose  H.D A4 

All-Temp  Blue Bl 

All-Temp  White    Bl 

Boiler  Compound  Descale    G7 

Brite  B2 

Brite  200   Bl 

CI  PPlus    A2 

Destain  Al 

Diamond  Cleaner  Disinfectant  32    CI 

Diamond  Disinfectant  1000    D2 

Diamond  Freezer  Kleener  A5 

Diamond  Kleer  Bowl    C2 

Diamond  Meat  Room  Degreaser    A4 

Diamond  Pine  Odor  Cleaner  Dsnfctnt 

#5    CI 

Diamond  4000  Plus  Al 

Dri-Sil  Alkali  Bl 

Dynawash    Bl 

F.G.  Sour  Bl 

F-ll    Bl 

Fluff  &  Sour   B2 

Fresh  Spice    CI 

FC-90  A2 

FG  Powdered  Sour   Bl 

Germicidal  CI 

Glosuds    Al 

Grease  Out  A8 

GC-99    Al 

Handi-Kleen  E2 

Handi-Kleen  Liquid  Hand  Soap  El 

Hi-Lite  Al 

Hi-Power   A4 

Hospi-Spray  CI 

HM-25  A2 

Kleer-It L2 

LFA-50    A3 

Orthotex  Bl 

Orthotex  Concentrate    Bl 

Oven  Cleaner A8 

Pine  Deodorant   CI 

Positive    Al 

Preserve  110   Bl 

Prolong  Plus    Bl 

Pronounce    Al 

Pure  Bleach  A1.B1 

Quick  Suds    Al 

Rely   Al 

Restore  A3 

Roach/Ant  Killer  F2 

S-ll  Cleaner   A2 

Saf-T    A1.Q1 

Sani-Sof  Powder  #100    B2 

Sani-225  D2 

Soda  Ash  Dense    CI 

Stainless  Steel  Cleaner/Polish  A7 

Super  Kleen  Plus  Al 

Super  Kleen  50   Al 

Super-Brite  II  Bl 


Super-Brite  II-OP    Bl 

U.S.  Sour  Bl 

Ultra-Brite  Liquid  Sour  B2 

Whiz  Lo  Foam    Bl 

Diamond  Chemical  Company 

TKO600  Al 

Diamond  Chemical  Corp. 

Bacto-Foam  C2 

HD-26   Al 

Klear-N-Klean  CI 

Orange  Squeeze  E4 

Smokehouse  #1   A8 

Diamond  Janitorial  Supply 
Company 

Patent  Non-Butyl  Emulsifier Al 

Diamond  Janitorial  Supply,  Inc. 

End  Result  A4 

Diamond  Products  Corporation 

CS40L  Hand  Soap  w/Red  Dye  El 

Pet  Special  H2 

VCHL-40  Special    H2 

Diamond  Products,  Inc. 

Big  Sky  Concentrate  A4 

Dynamo-X  Al 

Industra  Pro  Bl 

Jewelmaster  CI 

Lightning   A3 

Line  Shine   Al 

LD-500 Bl 

Pazzaz    Bl 

Power  Out  HT  Al 

Power  Out-LT  Al 

R  +  R  A8 

Steam  Away    Al 

Super  7  Neutral  Detergent  and  Dsnfctnt  Dl 

Thunderbolt  -  Alkali  Break  Bl 

Tornado  -  Liquid  Detergent  Emulsifier  Bl 

Diamond  Vogel  Paints 


Diamond  2000  Dynamics,  Inc. 

Break  Plus  Kl 

Breeze  Dry  Deodorizer  CI 

Con  Kleen-2000    K2 

CC  Kleen  PI 

D.W.  Renew    A3 

Dazzle    CI 

Detect PI 

Diamond  Plate  H2 

Diamond  Power Al 

Dry  Fresh  Air  &  Deodorizer    CI 

E-Zee  Heavy  Duty  Foaming  Oven 

Cleaner   A8 

E-Zee  Oven  &  Grill  Cleaner    A8 

Foamtastic   C2 

Glide  Heavy-Duty  Silicone  Spray    HI 

Kleen-Up  E4 

Kleen-Up  With  Pumice  E4 

Mira  Clear  CI 

Mira-Clear  CI 

Multi  Pen  Plus  H2 

Multi-Pen  Plus  H2 

No  Touch  CI 

No-Slip  Belt  Dressing  PI 

Nu-Look CI 

Nu-Look  Stainless  Steel  Cleaner  &  Pol- 
ish       CI 


Quick  One-Shot  Drain  Opnr  W/  Odor 

Blnkt  LI 

Quikleen C2 

RIP.  Release  Insect  Killer F2 

R.I.P.  Residual  Roach  &  Ant  Spray F2 

Red  Gun H2 

Renovate    C2 

Rescue   C2 

Rescue  Disinfectant  Cleaner  &  Deodo- 
rant        CI 

Rescue  Germicidal  Foaming  Cleanser      C2 

Rip-Fog   F2 

Ruby  Plate  H2 

Safety  32  KV K2 

Sidekick  Glass  &  Multi-Purpose  Cleaner  CI 
Silkens  with  Scrubber  Hand  Cleaner  Gel  E4 
Silkens  Waterless  Hand  Cleaner  Gel  ....  E4 

Slide-Plus  HI 

Strip-It  Plus  C3 

Super  Bowl    C2 

Super  Shield    E4 

Super-TFE  H2 

SS  32  Safety  Solvent    K2 

Total  Control  CI 

Tuff-Stuff  HD  Hand  Cleaner  W/Scrub 

Beads E4 

U.S.R.-Plus    C2 

Vision  Always  Clear  CI 

Diamond-Rite  Products  Company 

Porcelain  Cleaner    C2 

Diana  Industries  International,  Inc. 

EP-680  Al 

EP-680  Ener-G  Plus  Citrus  Cleaner  ....    CI 

EP-680  Neutral  pH  Cleaner   Al 

HS-1000  A8.C1 

Diaon  Environmental  Chemical 
Systems 

Diaon  Brushless  Vehicle  Wash    Al 

Disinfectant  Cleaner   C2 

Enviro  Spontaneous  Emulsion  De- 
greaser      A4 

Enviro  Stainless  Steel  Polish    CI 

First  Care  with  Scrubbers  Hand  Cleaner  E4 
First  Care  Conditioning  Creme  Hand 

Clnr  E4 

Hospital  Type  Disinfectant  Spray CI 

Instant  Odor  Control  CI 

MHS  Handsoap  El 

Neutral  Cleaner/Deodorant  CI 

Satin  E4 

Spotless  Mirror  (Aerosol)  CI 

Spotless  Mirror  (Bulk)    CI 

Total  Bathroom  Cleaner  C2 

256  Detergent/Disinfectant  A4 

Dibs  Chemical  &  Supply  Co.,  Inc. 

Double  Action  F2 

Liquid  Live  Cleanout    CI 

Snow  Mist  CI 

Stainless  Steel  Cleaner   CI 

Dickler  Chemical  Laboratories,  Inc. 

All  Purpose  Citrus  Degreaser  CI 

All  Surface  Cleaner Al 

Ammoniated  All  Purpose  Cleaner   A4 

Antiseptic  Lotion  Hand  Soap  El 

BWT-SRL  G6 

BWT-108SC    G7 

BWT-I5  G7 

Concentrated  Degreaser    A4.A8 

Concentrated  Floor  Conditioner  CI 

Concentrated  Odor 
Suppressant&Deodorizer   CI 
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Delimer   A3 

Dishwashing  Detergent  Al 

Dual  Acid  Detergent  A3 

Egg  Wash    Ql 

Environmental  Odor  Control    CI 

Foaming  Butyl  Cleaner  A4 

Foaming  Meat  Room  Degreaser  Al 

Food  Service  Mineral  Oil  HI 

Freezer  Cleaner  P   A5 

Glass  Wash  Detergent  Al 

Grease  Trap  Cleaner  CI 

Hand  Dishwashing  Detergent  Al 

Hand  Soap  Liquid  El 

Hand  Soap  Lotion  El 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy  Duty  Butyl  Degreaser  Cleaner  A4 
Heavy  Duty  Industrial  Surface  De- 
greaser      A4.A8 

Heavy  Duty  Steam  Cleaner  Liquid    ....  A2 

Lemon  Odor  Disinfectant  CI 

Liquid  Caustic  Drain  Opener  LI 

Liquid  Drain  Opener  &  Maintainer  LI 

Liquid  Dynamite  Al 

Liquid  Enzyme  Drain  Opener  &  Deo- 
dorant      CI 

Liquid  Laundry  Detergent Bl 

Liquid  Lightning   Al 

Lotion  Hand  Soap  E4 

Mint  Odor  Disinfectant  CI 

Non-Alkaline  Floor  Cleaner  CI 

Non-Butyl  Degreaser  Cleaner Al 

Orange  Grease  Digester    CI 

Oven  &  Grill  Cleaner  A8 

Pine  Odor  Disinfectant   CI 

Pine  Scrub  Soap    CI 

Pink  Lotion   Al 

Plexiglas  Cleaner  &  Polish  CI 

Porcelain  and  Bowl  Cleaner  Protector  C2 
Power  Boosted  Oven  Grill  &  Fryer 

Cleaner   A8 

Power  Cleaner  A4 

Pressure  Washer  Cleaner    Al 

Quat-Klean-Clnr-Disnf-Deo-Fngcd- 

Vircd  Dl 

Rinse  Disinfectant-Sanitizer  Deodorizer  D2 

Sewage  Cleaner  &  Deodorant    CI 

Spotlight  All-Purpose  Cleaner   Al 

Stainless  Steel  Cleaner  &  Polish    A7 

Super  Concentrate  Cleaner  A4 

Super  Degreaser-Cleaner CI 

Super  Strength  Heavy  Duty  De- 

greaser-Clnr    A4.A8 

Surface  Scum  Remover A4 

Synthetic  All  Purpose  Cleaner   Al 

Wind-O-Shine   CI 

Dickson  Chemical  Co.,  Inc. 

Pyra-Fog  Magnum  3  Fl 

Pyra-Fog  1  Fl 

Pyra-Fog  3  Fl 

Pyra-Fog  5  Fl 

Resmethrin  ULV  3  Multipurpose  Spray  Fl 
Resmethrin  ULV  3-9  Multipurpose 

Spray  Fl 

Resmethrin  1  Contact  and  Space  Spray  Fl 
Resmethrin  5  Contact  and  Space  Spray  Fl 
Resmethrin  5+1.5  Contact  and  Space 

Spray  Fl 

Dicor  Industrial  Specialties 

#35  A4 

#36  Al 

Cleaner  TW  Al 

Cleaner  300  Al 

Cleaner  310  Al 

Cleaner  400  A2 

KC  A2 


Dilco  Chemicals 

Boilerite  100   G6 

Steamrite  200 G6 

Dillard  Paper  Company 

Advantage  Malodor  Eliminator    CI 

Lemon  Fragrance  Disinfectant   C2 

Mint  Quat  Disinfectant  Cleaner   CI 

Powerhouse  255    CI 

Regency  Bowl  Cleaner  C2 

Regency  Brute  Strength  Al 

Regency  Clean  Cut  Foaming  Cleaner       Al 
Regency  Clean  Cut  Foaming 

Cleaner   A4.A8 

Regency  Clenz-It  A4 

Regency  Crawling  Insect  Killer  F2 

Regency  Disinfectant  Deodorant    C2 

Regency  Eliminator  L2 

Regency  Ever-Solve  Cleaner  De- 
greaser      A4.A8 

Regency  Hying  Insect  Killer   F2 

Regency  Germicidal  Spray  N'  Wipe 

Cleaner   CI 

Regency  Glass  Cleaner  CI 

Regency  Heavy  Duty  Gel  Cleaner  A4 

Regency  Improved  Oven  Cleaner A8 

Regency  Low  Acid  Bowl  &  Porcelain 

Clnr  C2 

Regency  Mint  Fragrance  Disinfectant       C2 

Regency  Neutral  Cleaner    A4 

Regency  No  Rival  A4.A8 

Regency  Non  Acid  Bowl  Cleaner    C2 

Regency  One-Shot  Drain  Opnr  w/Odor 

Blnkt  LI 

Regency  Penetrating  Lubricant  CI 

Regency  Pine  Fragrance  Disinfectant  .     CI 
Regency  Power  Flow  Sulph   Acid  Dm 

Opnr    LI 

Regency  Proclaim  A4.A8 

Regency  Ready  For  Use  Hand  Soap         El 

Regency  Release  CI 

Regency  Safety  Solvent    K2 

Regency  Sani-Quat   D2 

Regency  Sanitizing  E-2  Hand  Soap  E2 

Regency  See  Thru  Glass  Cleaner  CI 

Regency  Silicone  Lubricant    HI 

Regency  Stainless  Steel  Cleaner  &  Pol- 
ish        A7 

Revolve  Cleaner  Disinfectant  D2 

Discount  Specialty  Chemicals 

Award    A4 

C.B.W Al 

Chelate  CI 

Concrete  Floor  Compound   CI 

Dumpster  C  &  D  CI 

Foam  &  Clean  Al 

Foam  &  Purge  Al 

Food  Lube   HI 

Food  Plant  Boiler  Treatment    G7 

Freezer  Cleaner  A5 

Grease  Attack    CI 

Heavy  Duty  Steam  Machine  Compound  CI 

Liquid  Live  Bacteria  L2 

Lustra  Suds    Al 

Non  Caustic  Steam  Cleaner   Al 

P.P.C Al 

Rust  Off PI 

Safe  Scale    A3 

Stainless  Food  Plant  Cleaner    A3 

Stainless  Steel  Cleaner   CI 

14-Karat  Al 

Discovery  Chemical  Corporation 

Apex  No-Rinse  Sanitizer    D2 

Glass  Mate  CI 


Good-bye  Greasel    A4.A8 

SaniPlus D2 

Dishmate 

DM  #295   G7 

DML#400  G2 

DML#422  G7 

DML#430  G6 

DML#431   G6 

DML#432  ..  G6 

DML#455  G6 

DML#460  G7 

DML438  G6 

Distributors  Processing,  Inc. 

Micro-Aid    A4.L1 

Diversco  Inc. 

Pimco  Chemical  &  Supply  Division 

Klear  Glass  Cleaner  (Aerosol)   CI 

Pirn  Gon    CI 

Pirn  Lemon    A4 

Pirn  Stuff  CI 

Pirn-Jet  24   Al 

SSW  CI 

Diversey  Corp. 

A.T.B.  Lube  HI 

Accord   D2 

Accord  II  D2.Q6 

Accrue   Bl 

Accrue  NP  Bl 

Acid  Cleaner  #3    A3 

Acid  Cleaner  DS  A3 

Acid-O-Foam  A3 

Acid-O-San    D2 

Acidosan-D    D2 

Adept  Al 

Adjust    Al 

Agile  Plus    Bl 

Alka-Det    A2 

Alkali  F20I    Bl 

Alkaline  Laundry  Detergent  B2 

Alkaway  PI 

Ammosene  A4 

Antibac  B  D2.Q4.E3 

Anuchlor    Bl 

Apache  B2 

Aqua-Mint  A4 

Arlac    Bl 

Armada    Al 

Asid-O-Phy   A3.G5.G7 

Aspect    Al 

Assist   Bl 

Attitude    A3.Q2 

APC  Al 

APC-NS  Al 

B-100  BR  Caustic  Additive    Al 

B- 1 02  D  Caustic  Additive    Al 

Bac-TrakHF  H2 

Benefit  A1.Q1 

Bentec    Bl 

Best  Egg  Plus    A1,Q1 

Big  System    Al 

Blast  Al 

Bottle  Washing  Compound-DG  923    ..    A2 

Bnl-Tak  A2.L1 

Bru-Lube  IV    H2 

Bru-LubeV  H2 

Bulk-Et    Al 

BWT-2120  G6 

BWT-2144  G6 

BWT-2150  G6 

BWT-2150-B  G6 

BWT-2153  G6 

BWT-2195  PI 

BWT-2220  G6 
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BWT-2405  G6 

BWT-2408  G6 

BWT-2430  G6 

BWT-2470  G6 

BWT-2553  G6 

BWT-2555  G6 

C.F.D Al 

Caustic  Cleaner  #2    A2 

Chain-Eze    A1.H2 

Chlorinated  Manual  Cleaner  #1    Al 

Circlean   A2.G5 

Cirguard  G7 

Cirguard  Plus  G7 

Cirguard  7   G7 

Clarene  Bl 

Clarix  Bl 

Command    Al 

Conclude  Plus   Bl 

Conquer  II   Al 

Conserve    Bl 

Control  Plus  D2 

Cromal  Al 

Curtail  Food  Grade  Defoaming  Additive  Q5 

Cyclone   Bl 

CIP  Acid   A3 

CIP  Clean    Al 

CIP  Cleaner  #4   Al 

CST-3290    G7 

CWT-3067  G7 

CWT-7145  A3 

D-Plus    Al 

D-Stone   A1,G5,Q1,Q2 

D-232  A4 

D-909  Al 

DGerm    C2 

De-Stain  Q1.Q2 

Declare  Plus  A2 

Definite    Al 

Delimer    A3 

Deluxe  Liquid  Hand  Soap  15%   El 

Delvak   A2 

Demand   D2 

Demonstrate  A3 

Deogen  Plus A1.Q1 

Depth  Charge A2 

Dermafax  El 

Destainer  LX43  Bl 

Destroyer  CI 

DeSoil    Bl 

Di-Foam  Acid  LP  A3 

Dibac   D2 

Dican  XX  A3 

Dicoloid  FF  A3.Q1.Q2 

Dicolube  CR   H2 

Dicolube  CT   H2 

Dicolube  PL H2 

Dicolube  SL A1.H2 

Dicolube  TP H2 

Digress  Bl 

Diokem    Al 

Dioklor A1.Q1 

Diton  B    A1.B1.Q1 

Diver  Blue  Al 

Diver  GTS  L2 

Diver  Silver  Al 

Diver  While  Al 

Diver-Quest  Al 

Diveralk  ID  Bl 

Diverdet  2A  Bl 

Diverfoam  Alu-Safe    A1.B1 

Diverfoam  N.C Al 

Diverfoam  NP  Al 

Diverfoam  Plus   Al 

Diverfoam  RF  Al 

Diverfoam  SMS-HD  Al 

Diverforce  L4   Al 

Divergard  800  G5.G7 

Divergard  810   G5.G7 

Diverlift  Al 

Diverox  4A    Bl 

Diverpak    A2 

Diversey  Delimer    A3 


Diversey  Floor  Cleaner  A4 

Diversey  PEP A2 

Diverside  Residual    F2 

Diverside  100  Aqueous  Insecticide    Fl 

Diverside  110    Fl 

Diverside  145    Fl 

Diverside  250    Fl 

Diverside  550    Fl 

Diversoft  5R    B2 

Diversol  CX  with  Arodyne  D2 

Diverspray  FP   Al 

DiverGTS CI 

Dividend    D2 

Divo  AF  Al 

Divo  Flow  C   Al 

Divo  Flow  185    Al 

Divo  HS/D  Al 

Divo  RPB    Al 

Divo  WWS    A3 

Divo  200  Ultra    A3 

Divo  660    A3 

Divo-Pak  T    A2 

Divo-Treat  8.5  G5 

Divoblend    Bl 

Divoblend  E Bl 

Divoblend  3A    Bl 

Divobrite    A2 

Divobrite  E    Al 

Divobrite  RPB  A2 

Divoflow  #4 Al 

Divogleam  A2.L1 

Divoklens  A2 

Divos  D  Al 

Divos  LFR-P  Al 

Divos  Soak    PI 

Divos  UF  Al 

Divos  2  Acid  Cleaner  A3 

Divos  82-P  L2 

Divosan  Activ   D2 

Divosan  Forte    D2 

Divosan  GLA    G5.G7.P1 

DivoPlus  CT5   D2 

Doxite    Bl 

DriOxygen  PX44  Bl 

Dry  Chloresco  BI.P1 

Dry-Cide    Fl 

Drymet  Bl 

Dryorth Bl 

Dufome    Al 

Dupan Al 

Dural    A2 

DuSan    D2 

Dl    CI 

D10  Concentrated   D2 

D2    CI 

D3    CI 

D4  Sanitizer  D2 

D5    A3 

D6  Concentrated  CI 

D7    A7 

D8    Al 

D9    A8 

E-Mate  Al 

Econodet   Bl 

Edge  A1.B1 

Edge  NP Bl 

Effective Bl 

Eg-Sheen  Ql 

Egg  Caps  Ql 

Egg  Detergent  Ql 

Egg-Caps  II  Q2 

Egzalt  Ql 

El-Bee   CI 

Elect  Al 

Elevate  A3 

Elite  II   Al 

Elmac  Al 

Emerald  Al 

Emphasize   B2 

Emulsasuds    Bl 

Enhance  Bl 

Enhance  Extra  Bl 


Enviro-Suspend  LX17  Bl 

Epoch  Al 

Everite  A3 

Eversan    E2 

Eversan  CG  E2 

F.A.C Al 

F.A.C.  II    Al 

FP.  Destainer   Al 

F-100  CI 

Factor  Plus  Bl 

Far  Lube  Softener  B2 

Filmgon   Al 

Floor  Score    A4 

Floor  Stripper    A4 

Foam  Additive  Al 

Foam  Booster    Al 

Foamatic    A3 

Foamicide  P  A1.Q5 

Formulae   D2.Q3 

Frigi-Lube    A5.H2 

Fry-Clean  A2 

Fryer  Brite  A2 

Fybrfluf   B2 

FybrflufG+  B2 

FPC-3019  A2 

G.L.X Al 

G.P.C Al 

Gallop    A3 

Gel  Additive    Al 

Gibraltar  Ultra  A2 

Glo-Tak  A2 

Grasp  PI 

Grime-Go  A4 

HAS.  Bev-Clean   H2 

Halox   Bl 

Handex  HC1    E4 

Handex  HC11    E4 

Handex  HC2   E4 

Handex  HC3    E2 

Handex  HC4   El 

Handex  HC5    E4 

Handex  HC8   EI 

Handex  HC9   E4 

Hazzit  A2,G1,G5.G6.Q1 

Heavy  Duty  Super  85   Al 

Heavy-Duty  Acid  Cleaner A3 

Hex-A-Gon    LI 

Hi-Chlor Al 

Hi-Lo  Acid    A3 

HD-Spraywash A2 

HDC  A2 

Instar  Starch B2 

Interest  A1.B1.Q1 

Interest  NP  Al 

Interest  Plus  A1.BI.Q1 

Juice-Clean    Al 

K.B.X Bl 

Keego  A1,G2,G5.G6 

Keg  Brite  Al 

Keg  Brite  #2   A3 

Kelochlor  Al 

Kelochlor  NP  Al 

Kelvar    Al 

Ker-Cell  Bl 

Kick-Off A3 

Klear-Dri  Supreme    Al 

Klorgon  "B"  Bl 

Kxomet  Al 

Kromet  Plus Al 

L.C.D Al 

L.T.A Bl 

Laud  Bl 

Laundry  Sour  NF    Bl 

Leader   Bl 

Leader  NP  Bl 

Lemon  Spring   CI 

Lifezyme   Bl 

Linen  Best  Bl 

Liqua-Brite A2 

Liqua-Brite  B A2 

Liqua-Brite  V    A2 

Liqua-Brite  VB   A2 
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Liqua-Bnie  X  A2 

Liqua-Bnte  XB  A2 

Liquid  APC  CI 

Liquid  Bacteriostatic  Hand  Cleanser  ....  El 
Liquid  Bacteriostatic  Softener  F-501  ..  B2 
Liquid  Bril-Tak  A2 

Liquid  Diokem    A1.Q1 

Liquid  Dipak  A8 

Liquid  Di\era!k  1C  Bl 

Liquid  Enhance  Extra  Bl 

Liquid  Factor  1  Bl 

Liquid  Factor  2   Bl 

Liquid  Floor  Score    M 

Liquid  Klorgon   Bl 

Liquid  Lifezyme  Bl 

Liquid  Manual  Acid  Cleaner    A3 

Liquid  Pipeline  Cleaner    A1.Q1 

Liquid  Presoak  Al 

Liquid  Rub-R-Kleen    A2 

Liquid  Scalite  G2.G5 

Liquid  Sizing  LX85  B2 

Liquid  Spec-Tak  #2 A2.Q1 

Liquid  Spec-Tak  #3  \  I 

Liquid  Spec-Tak  *3B  A2 

Liquid  Spec-Tak  =4  A2 

Liquid  Spec-Tak  #4B    \2 

Liquid  Spec-Tak  2B  X2 

Little  Alkj  Bl 

Lo  Temp  Liquid    A1.B1 

Lo  Temp  Powder A2 

Lodon  Soap  El 

Lotionized  Hand  Cleaner   El 

Low  Energy  Detergent   Al 

Low  Foam  Acid  3858 

Low  Foaming  Iodine  Sanitizer  D2 

Low  Temperature  Detergent  Fl 01    Bl 

Low-Temp  Suds  LX24  Bl 

Lujob  H2 

LujobC  A1.H2 

Lujob  L   H2 

Lujob  M  H2 

LAD  A3 

LBCS1     A8 

LBC  »2  A8 

LBC  -•  A8 

LBC  =4  A2 

LD-2377 Bl 

LGM-27  Al 

LSC   Al 

Maximum    Bl 

McD  Sanitizer  D2 

Meat  Plant  Laundry  Detergent  Bl 

Milk  Stone  Remover  A3 

Multi-ChlorD   D2 

Multi-Chlor  II    D2.Q4 

N-100  Bl 

Neosuds  Bl 

Neosuds  Plus  Bl 

Neutrolsoft  B2 

Nitric  Acid A3 

Nova  19  A2 

Nu-Terge  Al 

Nu-Trak  S   H2 

NP-36  A2 

Observe   Al 

Orvus  Extra  Granules   Bl 

Orvus  Hyternp  Granules   Bl 

Oven  Bnte  A8 

Oven  Cleaner  And  Degreaser  A8 

Ox-Z-Mist   Fl 

Oxygen  Bleach  LX44  Bl 

Packers  Tec-Oil  HI 

Pageant A1.E1 

Pastunte  Dl 

Pendulum  A3 

Per-Vad   D2 

Perfon A3.A6 

Phos-Free  Acid   A3 

Pink  Pot  And  &  Pan  Detergent Al 

Plastigleam    Al 

Poly-Carb  Wash    Al 

Poly-San    Al 


Powder  Keg  Al 

Powdered  Fry  Clean   A8 

Preferred    Al 

Prolong    Bl 

Pronounce    Al 

Protex  Al 

PD  4872-0  Bl 

PD  7643-0  Al 

PD-3740-0  Al 

PD-4456-1    Bl 

PD-4672-1    Bl 

PD-6568-0  H2 

PD-6848-0  Al 

PD-7612-0  Al 

PD-7613-0  Al 

PD-7614-0  Al 

PD-7615-0  Al 

PD-7616-0  Ql 

PD-7618-0  Al 

PD-7635-0  Al 

PD-7636-0  Al 

PMMC  Al 

PWT  3023  G3 

Quat-256   D2 

Refrane  Bl 

Regenerate  Bl 

Regulate  Bl 

Remedy    Al 

Render  II   D2 

Renew  Extra   Bl 

Residual  Spray  Insecticide   F2 

Resource    A2 

Resource  K    A2 

Resource  PS  A2 

Respect Bl 

Retain  Bl 

Rinse  Aid  Al 

Rintex    Bl 

Rotate  Plus    Al 

Rusko  B1.GI.G7 

RIO  Concentrated   D2 

S-Kleen    A2 

Saf-Sol  Brand    D2 

Safeguard  MBT  G7 

Safeguard  Plus  G7 

Salute  A1.Q1 

San-Kleen    A4 

Sana-Fome  Al 

Sana-Klenz  Al 

Sani-Guard  G5.G7 

Sani-Phene  Plus  A4 

Scalite    G2 

Selcon  100  A1.H2 

Selcon  101  H2 

Seneca  DL  A2 

Sentol  A3.B1 

Sentol  NP    A3 

Servac    A3 

Servac  NP   A3 

Servant  Bl 

Shackleen  A2 

Ship  Shape  A1.E1 

Shur-Lube  LDH H2 

Shur-Lube  LDS  H2 

Shurgel  3   Al 

Shurgel  4  Al 

Shurgel  5   A3 

Silver-Wyte   Bl 

Simbol   A1.Q1 

Singlex  A2 

Skortex  A1.B1 

Sodium  Hypochlorite    D2.Q4 

Solvent  Cleaner  Al 

Solvent  Cleaner  W605L  CI 

Spark-L-Bnte  A3.B1 

Spartec  D2.E3.Q3 

Spec-Tak  1000 A2.L1 

Spec-Tak  2001  A2 

Spot-Less  G5 

Spray  Geaner   Al 

Spray  Cleaner  Plus   CI 

Sta-Neat  DS  B2 


Stainless  Steel  Polish    A7 

Starlene    B2 

Sten-Chlor  D  D2 

Stormy  XL A2 

Suds  Al 

Super  Dilac    A3 

Super  Fame   Al 

Super  Foambrite    Al 

Super  Gallop   A3 

Super  Impede Bl 

Super  Kleen  A2 

Super  Liquid  Detergent  Bl 

Super  Sheen  A3 

Super  Takeoff  A4 

Supra   Bl 

Surmount  PX13  B2 

Suspend  Extra   Bl 

SCA  Sentol   A3.B1 

SCA  Servac  A3.Q2 

SCA  Shurlube  LDS  H2 

SCA  Super  Dilac  A3 

SCA  6038    A2 

SCA  6266    A3 

SK  1080 Bl 

SK  1081  Bl 

SK  1088  Bl 

SK  1280 A7 

SK981  A2 

SK-180 Al 

SK-380 Al 

SK-381  Al 

SK-480 Al 

SK-980 A8 

SR-10  A3.B1 

Talent  Al 

Tandem  II    Bl 

Tendec  A1.Q5 

Tower  Al 

Trackmaster  H2 

Trackmaster  PL  H2 

Tradition    Al 

Triax  Bl 

Tripel  A2 

TCW    Al 

Udder-Bac   D2 

Ultra  Clean  PSR    Bl 

UmpakGl   A2 

UnipakG3  A2 

UnipakG7  Al 

Unirinse  A2  CI 

Unirinse  A3  Al 

Valid  II    B2 

Vartel  Al 

Vouch Bl 

Voyage  Bl 

Voyage  Plus Bl 

Whirl   A2 

Whirlaway  Bl 

Windfall  Al 

X-75  Acid   A3 

147  A2 

148-C  Al 

3222  Floor  Cleaner  A2 

50%  Caustic  Soda  A2 

6038-1    A2 

6666  Floor  Cleaner  CI 

76  Lube   H2 

80  Lube  H2 

802  Lube  H2 

888  Alkali    A2 

Diversey  Corp./DuBois  USA  Group 

A-612  A2 

Acclaim  HI 

Accu  Clean  301  G6 

Accu  Mine  181    G6 

Accu  Mine  185   G6 

Accu  Mine  187   G6 

Accu  Therm  120  G6 

Accu  Therm  122  G6 

Accu  Therm  123  G6 
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Accu  Therm  130  G6 

Accu  Therm  131    G6 

Accu  Therm  135   G6 

Acidosan-D   D2 

Actex   CI 

Activate  Al 

Additive  12   A1.Q1 

Additive  73B  Al 

Advance  Al 

Alchlor  A1.B1.Q1 

Alco-Gel    E4 

Alluminate  Al 

Aqua-Blue   G7 

Arrest  CI 

Auto-Kleen    Al 

ACF-0    HI 

ACF-0   HI 

ACF-2   HI 

ACF-2   HI 

ACG-1   H2 

ACG-2  H2 

AE-3003 Al 

AF-215  Q5 

AR  Stripper  A2 

B-R  5512  A2 

B-R  5512-S   A2 

B-R  5727  Al 

Bac  Down   E2 

Bacto  Loob    H2 

Bacto-Dip E3 

Bacto-Wash  El 

Barricade   HI 

Blast  A2 

Blockbuster   Al 

Boast   A1.Q1 

Bottle-Kare    A2 

Brite-N-Tile  Concentrate  A3 

Bulk  Glass  Cleaner  CI 

BGC-3   A4.C1 

C-1102  Al 

Citm  Quat-3 A4.C1 

Clean  Plus   Al 

Combat    Al 

Conden-SAF  1100  G6 

Conden-SAF  2500  G6 

Conden-SAF  2600 G6 

Conden-SAF  2800 G6 

Conden-SAF  3300 G5.G7 

Conden-SAF  4675  G6 

Conden-SAF  4750  G6 

Conden-SAF  6700  G6 

Confidence  Booster  G6 

Confidence  10  G6 

Confidence  10C G6 

Confidence  40  G6 

Confidence  40C  G6 

Confidence  41    G6 

Confidence  41C G6 

Control  D2.Q3.E3 

Creamex  E4 

Cross-Contamination  Control  Soap    El 

Cure  A2 

Custom  Clean  2000 Al 

Cut-Away  LI 

Cyclone   Bl 

CB  Liquid  Sour  N-P  B2 

CBW-4 Al 

CCL-16   HI 

CCL-856    H2 

CDL-2848   H2 

CL  Clean  Al 

CL-9  Sanitizer  D2.Q4 

CLG-2   PI 

CSF-102  B2 

D-Plete  G5,G7,P1 

D-Sect  AR-50   Fl 

D-Sect  B-20 Fl 

D-SectBW-10  Fl 

D-Sludge   G5.G7 

D-Sperse-X    G6 

D-Stain  Al 

D-Trol    D2.Q3.E3 


D'Smoke    Al 

Deep  Crystal   G7 

Depress  F A1.Q5 

Depress-E A1.L1.P1.Q5 

Depress-S  A1.Q5 

Dication  A1.G5.G7 

Dicatrete A3.G7 

Diver-Therm    H2 

Drain  Cleaner    LI 

Dri-It    A1.P1 

Dri-It  "C"  G5 

Dry-Sense    CI 

Du-Dri   A3 

Dubois  LLU-301C  High  Temp.  Synth. 

Lbcnt  H2 

Dufome    A1.G5 

Duneutra-0    CI 

Dura-Gard    A3 

Dura-Gard  Steam A3 

Dura-Gel    Al 

Dushield-160  G5 

Dushield-185  G5.G7 

Dusqueeze  Plus  CI 

DuBois  PEP  A2 

DuBois  915   G7 

DuJet   A1.A5 

DuKlor  D1.Q4 

DuMaid    A4.C2 

DuPan    Al 

DuShield  120 G5.G7 

DuShield  125  G5.G7 

DuShield  127  G5.G7 

DuShield  130 G5.G7 

DuShield  140 G5.G7 

DuShield  145  G5.G7 

DuShield  165  G5.G7 

DuShield  190  G5.G7 

DuShield  201  G5.G7 

DuShield  321  G5.LI 

DuShield  321  G5.G7 

DuShield  404 G7 

DuSlam-2  H2 

DuSqueeze  CI 

DuStrypp  A2 

DuSuds    AI.G5 

DuZyme  L2 

Dyna  Brite  II  Al 

Dyna  Sprex   A2 

Dyna-Solv    CI 

DK  Solvent   A8.C1 

DLC-1    Al 

DV-68    CI 

DX-85    CI 

Eclipse  A1.Q1 

Eg-Chlor    Ql 

Eggstoll   Ql 

Elim  Iron  A1.G7 

Emulsa-Tech   B2 

Enviro  Brite  A3 

Enviro  Clean  110    A3 

Enviro  Clean-D  G5.G7 

Enviro  Clean-E   G5.G7 

Enviro  Clean-S    G5.G7 

Enviro  Lift-Away    A1.B1 

Envirox-HD  Al 

Expedite  CI 

Extract  A3 

EGO-20  H2 

EGO-250  H2 

EGO-30  H2 

EGO-75/90  Gear  Lube   H2 

EGO-80/90 H2 

EGO-90/140 H2 

Fast  Fome    Al 

Felt  Scrub    A I 

Ferro-Terj  A2 

Fine  'N'  Foamy    A4 

Floculite532  L1.P1 

Floculite  535   L1.P1 

Floculite  550  L1.P1 

Floculite  551    L1.P1 

Floculite  600  LI 


Floor  Foam    A4 

How  A1.G5 

Foam  AC  A3 

Foam  Brite  Al 

Foam  Free   A8 

Foam-Eze  Al 

Folder  Oil  EP-460  H2 

Fome-Add   Al 

Fomegard  Plus  Al 

Forty-Seven  Plus  Al 

Freezer  Floor  Cleaner  A5 

Fresh  Scent   CI 

Fresh-N-Clean  E2 

Frigi-Kleen  A5 

FAC-104    A3 

FAC-106    A3 

FAC-107    A3 

FAC-108    A3 

FC-9110  Al 

FC-9220  A1.H2 

FC-9230  A2 

FC-9810  Al 

FFC-1C    A4.A5 

FG-10  HI 

FG-140  HI 

FG-20 HI 

FG-250 HI 

FG-30 HI 

FG-90 HI 

FGG  Extra  High  Temp.  Food  Grade 

Grease  HI 

FGG-HT HI 

FGG-XHT  HI 

FGG-0   HI 

FGG-2   HI 

FHH-106   A2 

FLC-90    Al 

FLS-103  HI 

FLS-104  HI 

FLS-105  HI 

FPC-21  A8 

FPC-30-FT A1,G5,Q2 

FRW-1B    A1.G5 

FSD-34  Acid  Sanitizer   D2 

FSD-40    D2 

FSU-301     Al 

Glass.X  (Aerosol)   CI 

Glass-X  Liquid    CI 

Grease  Beast   Al 

Green  N'  Gritty   E4 

Green  Power   A4 

GAX-16  G5.G7 

GAX-20  G7 

GBC-19  G6 

GC-3500    Al 

GC-3680    Al 

GCO-10  G7 

GCO-10  with  Visigard   G7 

GCO-I0LM  with  Visigard   G7 

GCO-10LM  Bacteriostat  and  Algae- 

cide   G5.G7 

GCO-30  with  Visigard   G7 

GCO-30  Bacteriostat  and  Algaecide  G5.G7 

GCO-30  LM    G7 

GCO-30  LM  with  Visigard G7 

GHO-5  G6 

GWT-16 G6 

GWT-26C    G6 

GWT-6A    AI.G5 

Hal  #3    Al 

Hallmark    Bl 

Han-Lan  E4 

Hand  Magic  E4 

Hi  Cycle  127  G5.G7 

Hi  Cycle  147  Blue    G5.G7 

Hi-Alk   A2 

Hi-Lite  II  A7 

Hi-Tron  Rinse   G5 

HicyclellO  G5.G7 

Hicycle  125  G5.G7 

Hicycle  127  Blue G5.G7 

Hytherm  150  G1.G5.G6 
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Huherm225   G6 

Hytherm  405   HI 

Hytherm825   G6 

HTG  2  H2 

HTG-Plus  H2 

Image  Floor  Scrub A4.C1 

Image  Neutral  Floor  Cleaner   A4 

Ink  Kleen  Al 

Iodet  D2,Q6.G5,G7,E3 

Isocal   G6 

Isodex G6 

Isogard  G7 

Isogard  Plus  G7 

Isogen  G6 

Isorrune    G6 

Isomine  Plus    G6 

Isoplus  G6 

Isotril   G7 

IFM-714 A8 

ILC-17  Al 

IMX-18    Al 

IPH-5A K1.A8 

IP1-27  Al 

ISC-24A  CI 

ISL-7A  Al 

ISM-25  CI 

ISR-9  A3 

ISW-24 Al 

Jel-Add Al 

JetLoob  A1.G5.H2 

Jettacin  A8 

JAO-6  (Bulk)  H2 

JAO-6  Aerosol  H2 

Kleen  Plus  Al 

Klor-Scrub  A1.B1 

Klor-Stretch  Al 

Klor-X-Tra Bl 

Kloro-Sprex  DLQ1.B1 

L/S/R   A3 

Lectro-Saf   K2 

Lectro-Safll    K2 

Life  Sci  250 A3 

Life  SCI  100  Al 

Life  SCI  150  Al 

Life  SCI  200  CI 

Life  SCI  300  A4 

Lift-Away    A1.B1 

Lift-Away  OS   Al 

Liqu-A-Force  G2 

Liqu-A-Klor  B1.D2.G4.Q4 

Liqua-Safe  Al 

Liquid  Blast  A2 

Liquid  BG-26    Al 

Liquid  BR-5512-LAB  A2.B1 

Liquid  Dica   A3 

Liquid  Dupan  Al 

Liquid  Ferro  Terj  Al 

Liquid  Hi-Alk   A2 

Liquid  Hi-Alk  21  A2 

Liquid  Hi-Alk  45  A2 

Liquid  Oxidet    A1.B1.Q1 

Liquid  Saf-Kleen-9   Al 

Liquid  Saf-T-Shine   A1.G5 

Liquid  Sour  N-P    B2 

Liquid  Upgrade  A1.Q1.Q2 

Liquid  422  Al 

Loob  Al.Ei.H2 

Loobase   A1.H2 

Low  Temperature  Terj    Al 

LA-315 Al 

LC-4100 A1.E1.H2 

LLU-13-A   HI 

LLU-13-T    HI 

LLU-303    H2 

LLU-507A  H2 

LLU-511    HI 

Machine  Bnte  15  A8 

Magnatrex    G7 

Maid  E-Z  A4.C2 

Marvo Al 

Mask-It CI 

Master  Kleen  Al 


Master  Kleen  Plus  Al 

Maxamine    G6 

Mir-A-Force G2.Q1 

Mir-A-Kol   A1.Q1 

Mir-A-Saf   A1,G5,Q1 

Monitrex    G7 

Monitrex  Plus    G5.G7 

Monitrex  26  G7 

MPG-0  PI 

MPG-2  PI 

MPG-2  Aerosol  H2 

MPO-10  H2 

MPO-20  H2 

MPO-30  H2 

MPO-46  H2 

Napaco  68   H2 

Ni-Late  AR-50 F2 

Nilate  B-50   F2 

NuWare   A1.Q1.Q2 

Olympic  Dynamite    Al 

Omni-Dri   Al 

Omni-Gard G5.G7 

Omnitrex   G5.G7 

Orbit  A3 

Orbit  NF    CI 

Oven  Cleaner  Foam  Free   A8 

Oxford  Block  Whitener Al 

Oxford  Envirox-G  Al 

Oxford  Kleen  House  Al 

Oxford  Lift    A8 

Oxford  Lotionized  Disheen  Plus    Al 

Oxford  Lotionized  Super  Disheen   CI 

Oxford  Pan-Terg  Al 

Oxford  Rapidry  Al 

Oxford  Safe-N-Clean    A4 

Oxford  Spectrum  Al 

Oxford  Spectrum  Plus  Al 

Oxford  Super  Hi-lite  CI 

Oxford  Versa-Clean    Al 

Oxford  76    A3 

Oxidet    A1.Q1 

Oxikleen Al 

Oxo-Solv  LI 

Penetrex  G5 

Persist    Al 

Polytec  300   H2 

Powder  Saf-T-Shine    A1.G5 

Prepare  A4 

Prima  1000    .-*■. H2 

Prima  2000    H2 

Prime   Al 

Prime  PD  Al 

Pro  Med  II  El 

Pro-Kleen  D2 

Pro-Lub  (Aerosol)  HI 

Pro-Lub  Bulk  HI 

Profess  Lotion  Hand  and  Body  Soap  ....  E4 
Pyro-Safe  Fire  Resistant  Hydraulic 

Fluid   H2 

Python    LI 

PH-100-LT A2.G7 

PH-110-LT A2 

Q/M  #40    HI 

Q/M  1    A2 

Quarry  Care  CI 

Quick-Foam  A2 

Quickleen  A1.Q1 

QD-4    CI 

Radi  Aze  Plus   Al 

Radi-Aze    Al 

Radiaze  LF    Al 

Ramjet   Al 

Rapid  Kleen  Al 

Rapid  Kleen  Plus  Al 

Release  A1.Q1 

Renew    Bl 

Reveille   K1.K2.P1 

Reveille  Plus   Kl 

Roll  Easy  HI 

Rush  H2 

Rust  Prevent  101  H2 

RuBars  A1.H2 


RW-15-S   Al 

S-U-D-S  Al 

Sanitizer  Control  D2 

Scrubstitute    A6 

Semi-Fluid  Grease  H2 

Serve    AI.Q1 

Sheen  'N  Shield  HI 

Shower  Soap   E4 

Signature   Bl 

Sil-A-Force    G3 

Slurry  A1.A1 

Soak'N  Shine  Al 

Spike    CI 

Spra-Kleen  Al 

Spra-Temp  C2 

Sprex  AC  A1.B1 

Steamine    G6 

Step-One    H2 

Stretch    Al 

Strypp    A2 

Summa  20   H2 

Summa-Recip    H2 

Summa-Rotar H2 

Super  Dica  A3 

Super  Kleen  A2 

Super  Laundry  Citra-Soft   B2 

Super  Lift CI 

Super  Loob    A1.H2 

Super  Loob  NF  H2 

Super  Loob  134  A1.H2 

Super  Mul    Kl 

Super  Nova   Al 

Super  Slurry  3  Al 

Super  Stretch  Al 

Super  Strong   Al 

Super-Klor  D1,Q1,B1 

Super-Terg  Al 

Supertrex   G7 

Supertrex  Blue  G5.G7 

Supreme  Al 

Surmount  Bl 

Suspend  Bl 

Syn-C-Oil  30  H2 

TOP.  Aerosol  HI 

TOP.  Bulk  HI 

T-743-FLT  A4.A8 

Take  Charge    CI, LI 

Tart A3.B1.PI.Q2 

Temp   A6 

Tempest  Bl 

Terj  A1.Q1 

Thermo  Scour    A2 

Thermo-Sprex   A2 

Thermogard  G5.G7 

Thorogard    G5.G7 

Thrifty  Fome  Al 

Titan  E4 

Tray  Glide  H2 

Trex-Cide401   G7 

Trex-Cide  402  ...    G7 

Twist    CI 

TJ-0   H2 

TPG  (Total  Performance  Grease)  H2 

TRC-200    H2 

TRS-105    Al 

TRS-108    Al 

TRS-3C   A3 

TRS-4D   Al 

TTC  Additive    A8 

Ultragard  100 HI 

Ultragard  200 HI 

Ultragard  300 HI 

Unit  Oil  EP-220    H2 

Unitrete    .    G6 

Universal  Hand  Wash  El 

Upgrade  Q1.Q2 

Warrant    Al 

Wax-4    G7 

WMS-15    Al 

WSM-501    ..    A8 

WWA-111  PI 

Zeotrex  PI 
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Zephyr-oid  A1.H2 

Zolv   K2 

211   A3.B2 

222  Super  70  LI 

7/AM   CI 

722  Bl 

745  Silicone  Spray  Release  Agent  HI 

Diversey  Water  Technologies  Inc. 

A-457  G5.G7 

A-495  G5.G7 

AG-415    G7 

AG-415    G7 

AG-451    G7 

AG-452   G7 

AG-453    G5.G7 

AG-454   G5.G7 

AG-462    G7 

AG-480    G7 

AG-497    G5.G7 

BG-5700    G6 

BG-5755    G5.G6 

C-4337  G2.G5 

C-633  A3 

C-641   A2 

CG-2310    G6 

CG-2382    G6 

CL-646  G5.G7 

CL-647  G7 

CL-648  G7 

CL-649  G7 

CL-652 G6 

CL-653  G6 

CL-654 G7 

CT-603  G5.G7 

CT-605  G5.G7 

CW-4295  G5.G7 

CW-4315  G5.G7 

CW-4325  G5.G7 

CW-4333  G5.G7 

CW-4335  G5.G7 

CW-4338  G5.G7 

CW-4339  G5.G7 

CW-4343   G5.G7 

CW-4345  G5.G7 

CW-4349  G5.G7 

CW-4351    G5.G7 

CW-4355  G5.G7 

CW-4358  G7 

CW-4361    G5.G7 

CW-4362  G5.G7 

CW-4365  G7.G5 

CW-4367  G5.G7 

CW-4531    G5.G6 

CW-4533  G5.G6 

CW-4535  G5.G7 

CW-455I    G5.G7 

CW-4553  G5.G7 

CW-4571    G5.G7 

CW-4611    G5.G6 

CW-4613  G5.G7 

CW-4631    G5.G7 

CW-4633  G5.G6 

CW-4721   G5.G7 

CW-4722  G5.G7 

CW-4731   G5.G7 

CW-4741   G5.G7 

CW-4745  G5,G7 

CW-4751   G7 

CW-4765   G5.G7 

E-5012  G6 

E-5303  G6 

E-5426  G6 

E-5427  G6 

E-5524  G6 

E-5820  G7 

E-5941   G6 

E-5942  G6 

E-5943  G6 

EG  5526 G6 

EG-3601C   G7 


EG-3605C   G6 

EG-3606C    G6 

EG-50I0 G6 

EG-5011  G6 

EG-5014 G6 

EG-5120 G6 

EG-5121  G6 

EG-5122 G6 

EG-5123 G6 

EG-5126 G6 

EG-5309 G6 

EG-5312 G7 

EG-5312 G7 

EG-5320 G6 

EG-5330 G6 

EG-5331  G6 

EG-5332 G6 

EG-5340 G6 

EG-5341  G6 

EG-5343 G6 

EG-5345 G6 

EG-5360 G6 

EG-5363 G6 

EG-5367 G6 

EG-5368 G6 

EG-5371  G6 

EG-5375 G6 

EG-5382 G6 

EG-5383 G6 

EG-5384 G6 

EG-5415C   G6 

EG-5416C   G6 

EG-5423 G6 

EG-5424 G6 

EG-5425 G6 

EG-5511C   G6 

EG-5521  G6 

EG-5522 G6 

EG-5523 G6 

EG-5526 G6 

EG-5610 G6 

EG-5611  G6 

EG-5613 G6 

EG-5615 G6 

EG-5661  G6 

EG-5663 G6 

EG-5680 G6 

EG-5688 G6 

EG-5800 G6 

EG-5805 G6 

EG-5830 G6 

EG-5945 G6 

FA-701  Q5 

FA-702  Q5 

FA-703  Q5 

FA-711  Q5 

FA-712  Q5 

FA-721  Q5 

FA-722  Q5 

Fl-1001    G5.G7 

Fl-1002    G5.G7 

Fl-1002    G5.G7 

FI-1003    G5.G6 

Fl-1004    G5.G7 

Fl-1005    G5 

IOBIO    G5.G7 

IS-661    G5.G7 

IS-669    L2 

PC1221    G7 

PC1404    G6 

RC-640    PI 

RC-643    PI 

SL-330  G6 

SL-395  G6 

W-138P   Gl 

W-139FG  G2 

W-139P   Gl 

W-180    G7 

WS-105    G5.G7 

WS-109   G5.G7 

WS-llOP G3,G5,G6 

WS-115   G7 


WS-130P  G2.G6 

WS-131P  G2 

WS-181    G7 

WS-181    G7 

WS-182   G5.G7 

WS-3100   G5.G7 

WS-3170   G7 

11185  G7 

11231   G7 

11282  G5.G7 

20161   G6 

20162  G6 

20183  G7 

20199  G6 

20200  G6 

30010  G6 

31048  G6 

50049  G5 

50056  A4 

50070  Al 

50130  G2 

50198  G6 

50260  PI 

50261   PI 

Diversey  Water  Technologies  Ltd. 

Formula  2010    G2.G6 

Diversified  Bacterial  Industries 

Waste  Go  L2 

Diversified  Chemical  Products,  Inc. 

Citrikleen  CI 

De-Lime-Inate  A3 

Eco-Clean  Safety  Solvent  K2 

Excel    : CI 

Kleen-It   Al 

No  Rash  Safety  Solvent  K2 

Oxi-Clean A3 

Pow    CI 

Star  Safety  Solvent  K2 

VIP CI 

Diversified  Chemical  Technologies, 
Inc. 

Action  IV  C2 

All  Purpose  Chlorinated  Powder 

Cleaner   Al 

AE  Snow  White    A4 

Bowlex  C2 

Bravo  CI 

Chain  Lube  L-93  H2 

Chain  Lube  NR10  H2 

Chelaclean  BCC    Al 

Chelaclean  BW  A2 

Chelaclean  ES  Al 

Chelaclean  HD-5  A2 

Chelaclean  HD5  P  A2 

Chelaclean  HF  A2 

Chelaclean  K  A4 

Chelaclean  KC3 Al 

Chelaclean  P-67 A2 

Chelaclean  101    A2 

Chelaclean  102    A2 

Chelaclean  103    A2 

Chelaclean  104   A2 

Chelaclean  260   Al 

Chlelaclean  KC  A2 

Chlorinated  Cleaner  D.C.T.  50A    Al 

Chlorinated  Cleaner  D.C.T.  60  Al 

Chlorinated  Cleaner  D.C.T.HTX    Al 

Chlorinated  Cleaner  D.C.T.90    Al 

Chlorinated  Cleaner/Sanitizer  FC  3.0  ..  Dl 

Detergent  Sanitizer  FC  3.2  Dl 

DB  Snow  White    CI 

DOT  Acid  AP-74    A3 

DCTAcidKL-11    A3 
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DCTAcid56NF    A3 

DCT  Additive  HC  10  Al 

DCTCR-23  A2 

DCT  Florcol  GU  25    A4 

DCT  Keg  Cleaner  Al 

DCT  P-Lube    H2 

Emulso  Al 

EP  Snow  White  A4 

FX200  Al 

Flow-Off  Concentrate  A4 

Foam  Additive  W   Al 

Foam  Soap  RTF   Al 

Foaming  Acid  Brightener  A3 

Foaming  Chlorinated  Cleaner  DCT40  Al 

Fosteracid  100  A3 

Fosteracid  100  HF A3 

Fosteracid  100NF   A3 

Fosteracid  107  A3 

Fostracide A4 

Fostracide  EX   A4 

Fostracide  HD  A4 

FC-551  SS  Al 

FX-100 Al 

Hand  Sanitizer  FF3300  E2 

Hand  Sanitizer  FF4400  E2 

Hosp-Septic-G  Deodorant  Disinfectant  C2 
Hydro-Bowl  The  Hvy-Bod  Cling. 

PrclnClnr  C2 

HSP  Cleaner   Al 

Keg  Line  Caustic  Cleaning  Solution   ..  Al 

Liquid  Boil-Out  ES  A2 

Liquid  Boil-Out  ES  II  A2 

Liquid  Detergent  F81    Al 

Liquid  Detergent  1 14   Al 

Lotion  Hand  Soap  El 

Lotion  Hand  Soap  FCS  33  El 

Lotion  Hand  Soap  3660   El 

Lube  Oil  E91-FH1    H2 

Lubricating  Oil  FC40   HI 

Lubricating  Oil  FC90   HI 

Machine  Matic  AFK  A4 

Machine  Matic  SC    Al 

Machine-Matic  AF   Al 

Machine-Matic  BF    Al 

Machine-Matic  BFN  CI 

Machine-Matic  GF    A4 

Machine-Matic  HDC  A4 

Mark  Out  Vandal  Mark  Remover    CI 

Navy-Wash  Lorain  II    A4 

Pasteurizer  Boil  Out  LO  Al 

Pasteurizer  Boil  Out  M-014   Al 

Pasteurizing  Soap  TOO  MB  1  Al 

Prowash  SSB-75   A8 

Sanitizer  G-50  D2 

Sanitizer  G10 D2 

Sil-Slide  Silicone  Lubricant   HI 

Smokehouse  Powder  TOO  FH1   A8 

Splash  Spray  &  Wipe  Grmcdl  Clnr  & 

Deod   CI 

Surf-A-Clear   CI 

Utility  Cleaner  Al 

Window  Kleer  Glass  and  Utility  Cleaner  CI 

Wint  Mint  II    CI 

Zap  Cherry  Scented  Fogging  Insecticide  F2 

Diversified  Cleaning  Systems/ 
Div.  of  Berger  Brothers,  Inc. 

Heavy  Duty  Laundry  Break  Bl 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Pot  &  Pan  Detergent   A8 

Liqui-Det  Al 

Liquid  Laundry  Detergent Bl 

Stainless  Steel  Presoak   Al 

Ultra-Det   Al 

Diversified  Sanitation  Systems 

DSS  Grease  Master  A4 


Diversified  Technologies 

Color  Me  Gone  H2 

DT-50 K2 

Port-A-Lube  H2 

SS15  Safety  Solvent  K2 

DiversiTech  Corportion 

Pro-Air  NonAcdFmnAirCool 

CndnsrCln&Brtnr  PI 

Self-Rinsing  Evaporator  Coil  Cleaner       PI 

Division  Chemical  &  Supply  Co. 

All  Purpose  Glass  &  Surface  Cleaner       CI 

Detergent  Disinfectant CI 

Heavy  Duty  Cleaner  Degreaser   A4 

Medicated  Hand  Cleaner E4 

Neutral  Cleaner  Al 

Sani-Foam  C2 

Waterless  Hand  Cleaner  E4 

Dixie  Chemical  Co.,  Inc. 

All-Ways  General  Purpose  Concentrate   A4 

Dixie  Chemicals  of  Georgia 

"Oh  Boy"  Al 

Big  Red  A4 

Blitz  Al 

Blue  Flame  Sewer  Solvent  Drain  Opener  LI 

Bullet  Al 

Cherry  Sewer  Degreaser  CI 

Chlorinated  Tray  Wash  Al 

Command    E4 

Concrete  Cleaner  Concentrate    CI 

D-480  Al 

Diamond  Machine  Dishwash    Al 

Dual  Action  F2 

DC-80  Penetrating  Lubricant   H2 

Heavy  Duty  Sewer  Solvent  &  Drain 

Opener LI 

Hound  Dog   CI 

Husky  E4 

Ice  Melt  CI 

Impact  I  Germicidal  Detergent  D2 

Improved  Mildew  Stain  Remover    C2 

Karkare    Al 

Lem-O-Dis  19-30    CI 

Liquid  Laundry  Softener  B2 

Malathion-50  Spray  F2 

Non-Acid  Bowl  Cleaner  C2 

Odorless  Concrete  Cleaner  CI 

Paint  &  Rust  Stripper  C3 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant  CI 

Pink  Sky  Beads  Al 

Polytreat G6 

Quick  Action  Control   CI 

R.A  I  Residual  Action  Insect.  w/Baygon  F2 
Red  Hot  Sewer  Solvent  Drain  Opener     CI 

Red  Inhibited  Bowl  Cleaner  C2 

Sanifoam   Al 

Silicone  Spray  (Water  Base) HI 

Sodium  Hypochlorite  Bleach    A1.B1 

Space  Spray  No.  3    Fl 

Sulfuac  Drain  Opener  LI 

Sunbrite   Bl 

Super  Chlorinated  Machine  Dishwash 

Deter  Al 

Super  Liquid  Laundry  Soap   Bl 

Super  Sewage  Enzymes  Index  12  Billion  L2 

Superior  Concentrate  A4 

Tile  &  Grout  Cleaner   C2 

Vanish  Lime  Scale  &  Film  Dissolver      A3 

Wipe  Out  A4.A8 

Worksolve   A4 


Dixie  Cleaning  Systems 

Dixie  Formula  100    A4 

Dixie  Steam  Cleaning  Compound    Al 

FZ-3  Al 

The  Miracle  Cleaner  A4 

Tough  Touch  Concentrated  Liq.  Skin 
Clnr  El 

Dixie  Paper  Co.,  Inc. 

Clear  View  CI 

Dixie  Ruff  Hands    E4 

Dixie  Ruff  Hands  Pumice  Hand  Cleaner  E4 

Dixie  Soft  Hands  E4 

Dixie  Soft  Hands  Hand  Cleaner  E4 

Fly  Swat    Fl 

Magnum  A8 

Safety  Lube   H2 

X  Terminator  F2 

Dixie  Products  Mfg.  Co. 

APX-209   A4.C1 

Dixon  Ticonderoga  Co.,  The 

Bak  Pruf  EG#2  HP  HI 

Dixon  Ticonderoga  Lub.  Fla.  Graph 

No.  1   H2 

Fire  Resistant  Oven  Chain  Lubricant  ..  H2 

Graphite  No.8485    H2 

Graphite  Oven  Chain  Lubricant  H2 

Graphokote  220  H2 

Hybake  Supreme  Fire  Resist  OvenChain 

Lub    H2 

Dobar  Products 

Clean  and  Thaw    A5 

Formula  501     A4 

Dober  Group 

Acid  Cleaner  M-57  A3 

Acid  Cleaner  M-67  A3 

Acid  Cleaner  4074    A3 

Acid  Cleaner  4187    A3 

Acid-Clean  4044  A3 

All  Purpose  Cleaner  4000 A4 

Alum-Cleaner  4082  Al 

Chematic  CIP  #1 1  Al 

Chematic  CIP  #14  Al 

Chematic  CIP  #27  Al 

Chematic  CIP  #28  Al 

Chematic  CIP  #4044LF    A3 

Chematic  CIP  #7  A3 

Chematic  CIP  #9  Al 

Cleaner  #965  A4.E1 

Cleaner  M-142 A2 

Cleaner  M-202 A2 

Cleaner  M-202A  A2 

Cleaner  M-49 Al 

Cleaner  M-5  A6 

Cleaner  M-53  Al 

Cleaner  M-62 A2 

Cleaner  M-65 Al 

Cleaner  M-655 A2 

Cleaner  M-7  Al 

Cleaner  M-72 D1.Q4 

Cleaner  M-727 D1.Q4 

Cleaner  M-75 Al 

Cleaner  M-82 A1.E1 

Cleaner  M-93  Al 

Cleaner  1271-LF  A2 

Cleaner  280S  A2 

Cleaner  3233  Al 

Cleaner  4033   A2 

Cleaner  4052  El 

Cleaner  4064  Al 

Cleaner  4092  A2 
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Cleaner  4106  A2 

Cleaner  41 11    A2 

Cleaner  41 18  Al 

Cleaner  4136  A2 

Cleaner  4177  A2 

Cleaner  4178  Al 

Cleaner  4179  Al 

Cleaner  4180  Al 

Cleaner  4182  A2 

Cleaner  4186  Al 

Cleaner  4188  A2 

Cleaner  4210  Al 

Cleaner  4210  Al 

Cleaner  4221    Al 

Cleaner  4260  Al 

Cleaner  7245  Kl 

Cleaner  7328  Al 

Cleaner  762  CI 

Cleaner  8698  Al 

Compound  8262    LI 

Con-Lube  4035   H2 

Conveyor  Lubricant  4183  H2 

Conveyor  Lubricant  4184  H2 

CC2248    A3 

CC2306    Ql 

CC2593    Al 

CIP4044-LF  A3 

CIP8711    Al 

CIP9301    A3 

Descaler4161    A3 

Descaler  63   A3 

Descaler  64   A3 

Do-Wipe    A3 

Dober  Blue    A4 

Dober  Green    A4 

Dober  4280  Hand  Soap E2 

Dober  4282   D2 

Egg  Washing  Detergent  928  Ql 

Egg  Washing  Detergent  929  Ql 

Floor  Cleaner  8691    A4 

Foam  Cleaner  8817  Al 

Gel-Add  8263   Al 

Hand  Cleaner  4211    C2 

Hot  Strip  4019  A2 

Kwik-Kleen  #1     A4 

Kwik-Kleen  #10    A4 

Kwik-Kleen  #12    A3 

Kwik-Kleen  #13    A4 

Kwik-Kleen  #14    Al 

Kwik-Kleen  #20    A2 

Kwik-Kleen  #5    Al 

Kwik-Kleen  #6    Al 

Kwik-Kleen  #9    CI 

Laundry  Detergent  NP-2  Bl 

Odor  Control  4156    Al 

Pink  Dish  Soap  Al 

Rust  Preventive  340    H2 

Rust  Preventive  345    H2 

Rust  Stripper  LF   A2 

Rust  Stripper  4001    A2 

Scouring  Cleanser  4213    A6 

Smokehouse  Cleaner  4057   A2 

Soak  Up  Jl 

Strike  2    A3 

8154  Conveyor  Lubricant  H2 

Dober  Water  Treatment,  Inc. 

DWT2400 G6 

DWT515  G6 

DWT  55-Iron  Scavenger G6 

DWT8410 G6 

DWT  8411  G6 

DWT-515Z    G6 

Dodge  Reliance  Electric  Co. 

Food  Grade  Silicone  Lubricant HI 

Dolge,  C.B.  Co.,  The 

Cindet  Losudz  A4 


Dolge  Food  Plant  Fog  Aqu  Pyrthrm  In- 
sect      Fl 

Dolge  General  Purp  Aqu  Pyrethrum 
Insctcd  Fl 

Mintol-128  Fragrant  Mint  Disinfectant     CI 

Dolphin  Chemical  &  Supply  Co. 

A.P.C.  1000  Al 

Acid  Neutralizer    A3 

Action-Plus    A4 

Antiseptic  Hand  Soap  El 

Astro-Lube  H2 

APC  100   Al 

Barracuda  E4 

Boil-Away  A8 

Breeze    H2 

Brite  CI 

Citrus  Plus  CI 

Clean-Out LI 

Cloromite  A2 

Cold  Cut    A5 

Disappear  CI 

Drajn  Fresh   CI 

Egg  Wash    Al 

Foam-Away  A/C  PI 

Formula  60    Al 

Gleem El 

Gone C2 

Green  Plus  Al 

Hot  Vat   A2 

HD-87    Al 

Klor-O-Kleen  Al 

Liquid  Egg  Wash    A1.Q1 

Mach  V   Al 

Max-I-Mum  Al 

Mellow  Yellow   Al 

Mineral  Oil    A7 

O  F&  G    A8 

Pan  Care    Al 

Pink  Pearl    E4 

Plus-One    Al 

Plus-One  HD  Al 

Power  Clean    A4.A8 

Pro  Lemon  7   A4 

Pro  Mint  7  CI 

Pro  Pine  6   CI 

Punch  A8 

Round  Up    A4 

Sani-Dine  Disinfectant    D2.E3 

Scale  Back  A3.P1 

Scalex A3 

Sleek    H2 

Starwash Al 

Starwash  Foam  Away  Al 

Steam  Off    CI 

Steam-Off  "P"   A2 

Sterasol    Al 

Super  Klean  Al 

Surpass  H2 

SS-10  CI 

Tara   Al 

Top  Gun A4 

Wild  Cat    A4 

20/20   CI 

Dolphin  Chemical  Corp. 

Dolstrip    A4 

Dolstrip  XXX    A4 

Dolphin  Products/ 

Div.  of  Bartlett  Chemicals,  Inc. 

Alkali  Deruster   PI 

Compound  Tone   Bl 

Dolphin  235  Deodorizer  CI 

Dolphin  27  PI 

Dolphin  303  A3 

Dolphin  38  Al 

Toby  Al 


Domade  Industrial  Company 

D-40  CI 

Dominion  Chemical  Company 

Caustic  Soda  Liquid  50%  A2.G5.L1 

D/C  Frost  Guard  PI 

Fast-Freez    PI 

Dominion  Sanitary  Corporation 

Cleaner/Degreaser  Al 

Freezer  and  Locker  Cleaner  A5 

Hi-Powered  Cleaner  &  Degreaser    Al 

803  Heavy  Duty  Steam  Cleaner  Al 

Domino  Amjet,  Inc. 

1000Q  Kl 

1100Q  Kl 

I600Q  Kl 

2000Q  Kl 

2500Q  Kl 

6100Q  Kl 

Don  Swann  Distributors  Inc. 

Tropical  Isle El 

Don't  Buy  Water  Corporation 

Rhino  +  H20  Al 

Donaldson  Chemical  Distribution 

Kitchen  Degreaser  A4.A8 

Dorrel-Torsch  Sales,  Inc. 

D-T  Food  Machine  Oil  HI 

Dorrel-Torsch  Packers  Tech  Oil  HI 

Dorsey,  Inc. 

Shellshock  Insectide   F2 

Dotz  Chemical  Company 

All  Purpose  Cleaner   Al 

Dotz  No  Rinse  Cleaner/Dsnfctnt/Sntzr  D2 

Floor  Degreaser  A4 

Germicidal  Cleaner  Dl 

Double  J  Products 

Super  Kleen  A8 

Doughtie's  Foods  Inc. 

All  Purpose  Cleaner   A4 

All  Purpose  Polish    A7 

Drain  Release    LI 

Grease  Release    Kl 

Pot  &  Pan  Cleaner    Al 

Sof-T-Suds  Hand  Dishwashing  Com- 
pound      Al 

Dow  Chemical  Company,  The 

Briners  Choice  C1.P1 

Chlorothene  SM    Kl 

Disinfectant  Bathroom  Cleaner C2 

Dow  Antimicrobial  7287    G7 

Dow  Antimicrobial  8536    G7 

Dow  Caustic  Soda  A2.G6.L1 

Dow  Propylene  Glycol  USP  PI 

Dow  Time-Release  Antimicrobial  CT      G7 
Dowflake  CI 
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Dowflake  Process  Grd.77-80%  Calcm. 

Chlrd  PI 

Dowfrost  Heat  Transfer  Fluid PI 

Dowicide  A  Dl 

Dowtherm  SR-1  Heat  Transfer  Fluid  ....  PI 
Dursban  L.O  Insecticide  F2 

DursbanTC  F2 

Dursban  2E  Insecticide  F2 

Dursban  4E  Ernulsifiable  Insecticide  ....  F2 

Hydrochloric  Acid  LI 

Liquidow  Food  Grade  Calcium  Chloride  PI 

Liquidow  32%  CI 

Liquidow  35%  CI 

Liquidow  38%  CI 

Peladow  Calcium  Chloride  CI 

Versene  Powder G6 

Versene  100  Chelating  Agent  B2 

Versene  100  XL  Chelating  Agent  B1.G6 
Versene  220  Crystals  Chelating 

Agent  B2.G6 

Vikane   F5 

Dow  Corning  Corporation 

Antifoam  C  Emulsion  Q5 

Antifoam  FG-10  Emulsion  Q5 

Dow  Corning  Antifoam  1500  Q5 

Dow  Coming  Antifoam  I510-US Ql 

Dow  Coming  Antifoam  1520-US  Q5 
Dow  Coming  1920  Powdered  Anti- 
foam        A1.Q5 

Dow  Coming  316  Silicone  Release 

(Bulk)   HI 

Dow  Coming  316  Silicone  Release 

Spray  HI 

High  Vacuum  Grease    H2 

Molykote  C-40  Hi-Temp  Chain  Lube  H2 
Molykote  FS3451  Roll&Pln  BearGrs 

IO+230C    H2 

Molykote  Metal  Protector  (Aerosol)    ..  H2 

Molykote  Metal  Protector  (Bulk)  H2 

Molykote  VG  02  HI 

Molykote  33  Medium  H2 

White  EP  Bearing  Grease  HI 

1 121  Chain  &  Open  Gear  Grease  H2 

1 122  Chain  &  Open  Gear  Grease    H2 

200  Fluid  HI 

33  Extreme  Lo  Temp  Bear  Grs  Med 

Constncy  H2 

3451  Chemical  Resistant  Bearing 

Grease  H2 

557  Silicone  Dry  Film  Lubrcnt  New  No 

ODC   H2 

557  Silicone  Dry  Film  Lubricant  (Aero.)  H2 

Dow  Corning  GmbH 

Molykote  Longterm  W2   H2 

Downeast  Chemical  Corporation 

DE-1000 Al 

Freezer  Cleaner  A5 

Pro-Clean  El 

DowBrands  L.P. 

Dow  (Aerosol)  Disinfectant  Bathroom 

Clnr  CI 

Dow  Disinfect.  Bathrm  Cln  III  w/Scub 

Bub  CI 

Dow  Liquid  Bathroom  Cleaner    CI 

Fantastik  All  Purpose  Cleaner    CI 

Glass  Plus  Multi-Surface  Cleaner CI 

Grease  Relief  CI.B1.A8 

Janitor  In  A  Drum  CI 

Lemon  Power  Fantastik  All  Purpose 

Clnr  CI 

Lemon  Power  Spr'n  Wsh  Tgh  Lndry  Stn 

Rmvr  Bl 

Spray  n  Wash  Tough  Stain  Remover  Bl 


Spray'n  Wash  Tough  Laundry  Stain  Re- 
mover        Bl 

Texize  Pine  Cleaner   CI 

Texize  Pine  Power    CI 

DowElanco 

Dursban  Pro F2 

Empire  20    F2 

Equity  Termiticide  Concentrate   F2 

Tenure    F2 

Dr.  of  Environmental  Systems 

Does  Plus  A4.A8 

Does  Sanitizer/Disinfectant  D2 

Drackett  Professional/ 

A  Div.  of  S.  C.  Johnson  &  Son,  Inc. 

Drano  Crystal  Drain  Opener  LI 

Drano  Liquid  Drain  Opener   LI 

Easy  Paks  Neutzr  Cond  Odor  Cntractnt  CI 
Glade  Air  Freshener  Powder  Fresh  ....  CI 
Glade  Air  Freshener  Smoke  Odor  El- 

imntr   CI 

Glade  Air  Freshener  Super  Fresh  CI 

Glade  Potpourri  Spray  Country  Garden  CI 
High  Lustre  Twinkle  Stnls  Steel 

Clnr&Pol  CI 

Instit  Windex  Powerized  Formula 

(Aer.) CLP1 

Institutinal  Windex  Vinegar-D  Formula  CI 
Institutional  Formula  Windex  Con- 
centrate     CI. PI 

Institutional  Windex  (Liquid)  CI 

Institutional  Windex  Plastic  Clnr  &  Pish  CI 

Liquid  Drano  LI 

Mr.  Muscle  Fryer  Boil-Out  A8 

Mr  Muscle  Hvy-Dty  Clnr/Dgrsr  Easy 

Paks  Al 

Neutral  Cleaner  Easy  Paks  CI 

Sure  Trac  Quarry  Tile  Deep  Cleaner  A4 
Sure  Trac  SC  Quarry  Tile  Deep  Cleaner  A4 

Thickened  Formula  Drano    LI 

Twinkle    A7 

Twinkle  Copper  Cleaner  CI 

Twinkle  Cream  for  Silver  CI 

Twinkle  Metal  Polish  and  Fiberglass 

Clnr  A7 

Vanish  Easy  Paks  Bowl  Cleaner    C2 

Vanish  Mildew  Stain  Cleaner  CI 

Water  Based  Twinkle  Stnls  Steel 

Clnr&Pol  CI 

Whistle  CI 

Whistle  All  Purpose  Cleaner    CI 

Whistle  Citrus  Cleaner/Degreaser CI 

Whistle  Concentrate  All  Purpose 

Cleaner   CI 

Whistle  Easy  Paks  All  Purpose 

Clnr/Deod CI 

Drain  Technologies  Inc. 

BioTech  L2 

TechSolve    CI 

Drake  Chemical  Corporation 

Teff-Spray   HI 

Drake  Petroleum  Company 

Drake  White  Oil  75-NF   HI 

Drake  White  Oil  75-T HI 

Drake  White  Oil  85-T HI 

Dravis  Distributing,  Inc. 

Penetrating  Oil  H2 


Drew  Ameroid  Marine  Division/ 
Ashland  Chemical,  Inc. 

Adjunct-H    G6 

Biosperse  240    G5.G7 

Biosperse  244    G7.P1 

Biosperse  250  Water  Treat.  Microbio- 

cide   G7 

Biosperse  254  Water  Treatment 

Micrbcde  G7 

Biosperse  255  Water  Trtmnt.  Microbio- 

cide   G7 

Biosperse  261T  Microbiocide  G5.G7 

Biosperse  280    G7 

Biosperse  284    G5.G7 

Biosperse  4505  Water  Treat  Microbio- 
cide       G7 

BWT  1122  G6 

Drewclean  80  Maintenance 

Chemical  A4.A8.C1 

Drewgard  4301  Corrosion  Inhibitor  G5.G7 
Drewphos  2600  Boiler  Water  Treatment  G6 
Drewplus  ED  795  Foam  Control  Agent   G6 

Drewsperse  738  Antifoulant  G5.G7 

Drewsperse  739  Antifoulant  G5.G7 

Drewsperse  744  G5.G7 

Drewsperse  754  G5.G7 

DWS  2639  G7 

Edge  Heavy  Duty  Cleaner    A8.C1 

Enviromate  2000  General  Purpose 

Cleaner   CI 

LAC  Al 

Millsperse  806  Antiscalant  G5.G7 

Millsperse  954  G5 

OCSM    G6 

Performax  402  Cooling  Water 

Treatment   G5.G7 

Performax  4021  Cooling  Water 

Treatment   G5.G7 

Performax  405  Cooling  Water 

Treatment    G5.G7 

Performax  406  Cooling  Water 

Treatment    G5.G7 

SLCC-D  Corrosion  Inhibitor    G6 

Drew  Industrial  Division/ 
Ashland  Chemical,  Inc. 

Adjunct  B    G6 

Adjunct  F  Deposit  Inhibitor  G6 

Adjunct  H  Liquid    G6 

Advantage  Plus  1400  Deposit  Inhibitor  G6 
Advantage  Plus  1423  Deposit  &  Crsn 

Inhib   G6 

Advantage  Plus  1460  Deposit  Inhibitor  G6 

Advantage  Plus  6405  Deposit  Inhibitor  G6 

Advantage  Plus  6445  Deposit  Inhibitor  G6 

Amercor  1847  Corrosion  Inhibitor  G6 

Amercor  1848  Corrosion  Inhibitor  G6 

Amercor  1849  Corrosion  Inhibitor  G6 

Amercor  6733  Corrosion  Inhibitor  G6 

Amercor  8503  Corrosion  Inhibitor  G6 

Amercor  8730  Corrosion  Inhibitor  G6 

Amercor  8750  Corrosion  Inhibitor  G6 

Amercor  8750  FG  G6 

Amercor  8751  Corrosion  Inhibitor  G6 

Amercor  8760  Corrosion  Inhibitor  G6 

Amercor  8850  Corrosion  Inhibitor  G6 

Amerfloc  10 G7.LI 

Amerplex  705    G6 

Amersite  11  Corrosion  Inhibitor G6 

Amersite61W  G6 

Amertrol  C-352  G6 

Amertrol  C-354  G6 

Amertrol  1038  Deposit  Inhibitor    G6 

Amertrol  1 123  Deposit  Inhibitor    G6 

Biosperse  212  Microbiocide  G5.G7 

CIL  Corrosion  Inhibitor    G3.G5.G7 

Dioltech  1 1 1  Corrosion  Inhibitor  ..    G5.G7 
Dioltech  312  Cooling  Water  Treat- 
ment        G5.G7 


11-157 


Dioltech  313  Corrosion  Inhibitor  ..  G5.G7 
Dioltech  414  Deposit  Control  Agent  G5.G7 
Diotech  321  Corrosion  Inhibitor  ....    G5.G7 

Drew  11-428  Antiscalant    G5.G6 

Drew  11-492  Antiscalant    G5.G7 

Drewamine  G6 

Drewclean  20  Dry  Acid  Cleaner  ....  G7.P1 
Drewclean  26  Liquid  Alkaline  Cleaner  Al 
Drewclean  27  Resin  &  Filter  Cleaner  ..  PI 
Drewclean  38  Resin  &  Filter  Treatment   PI 

Drewfloc  2270 LI 

Drewgardll6   G2.G5 

Drewgard  117  Corrosion  Inhibitor  G2 

Drewgard  118  Corrosion  Inhibitor  Gl 

Drewgard  119   G2 

Drewgard  120  Corrosion  Inhibi- 
tor   G2,G5,G7 

Drewgard  187  B  Corrosion  Inhibitor  G5.G7 
Drewgard  187  Corrosion  Inhibitor  G5.G7 
Drewgard  1 89E  Corrosion  Inhibitor  G5.G7 
Drewgard  2356  Corrosion  Inhibitor  G5.G7 
Drewgard  308  Corrosion  Inhibitor      G5.G7 

Drewgard  315  Corrosion  Inhibitor  G7 

Drewgard  4006   G2.G5.G7 

Drewgard  4017  Corrosion  Inhi- 
bitor   G2,G5,G7 

Drewgard  4085  Corrosion  Inhibitor    G5.G7 

Drewgard  4101    G5 

Drewgard  4246    A3 

Drewgard  4885  Corrosion  Inhibitor  G5.G7 
Drewphos  2300  Deposit  Control  Agent  G6 
Drewplex  1621  Boiler  Water  Treatment  G6 
Drewplex  505  Boiler  Water  Treatment     G6 

Drewsperse  2615  Antifoulant  G5.G7 

Drewsperse  747  Deposit  Control 

Agent G5.G7 

Drewsperse  747B  Deposit  Control 

Agent G5.G6 

Drewsperse  749  Antifoulant  G5.G7 

Drewsperse  752  Antifoulant  G5.G6 

Drewsperse  794  Antifoulant  G5.G7 

Drewtrol  KF  Deposit  Inhibitor  G6 

Millsperse  820  Antiscalant  G5.G7 

Millsperse  830  Antiscalant  G5.G7 

Performax  2021 A  Cooling  Water 

Treatment   G5.G7 

Performax  2127  Cooling  Water 

Treatment   G5.G7 

Performax  345  Corrosion  Inhibitor  G5.G7 
Performax  400  Cooling  Water 

Treatment   G5.G7 

Performax  401  Cooling  Water 

Treatment    G5.G7 

Performax  403  Cooling  Water 

Treatment   G5.G7 

Performax  410  Cooling  Water 

Treatment   G5.G7 

Performax  412  Cooling  Water 

Treatment   G5.G7 

Performax  43  Cooling  Water  Treat- 
ment        G5.G7 

Performax  440  Cooling  Water 

Treatment   G5.G7 

Performax  4400  Cooling  Water 

Treatment    G5.G7 

Performax  4401  Cooling  Water 

Treatment   G5.G7 

Performax  448  Cooling  Water 

Treatment   G5.G7 

Steamfilm  FG  Corrosion  Inhibitor  G6 

Valugard  100  Cooling  Water  Treat- 
ment        G5.G7 

Valugard  150  Cooling  Water  Treat- 
ment        G5.G7 

Valugard  225D  Cooling  Water 

Treatment   G5.G7 

Valugard  250D  Cooling  Water 

Treatment   G5,G7 

Valugard  350  Cooling  Water  Treat- 
ment        G5.G7 

Wrico  ZM  105  Deposit  Control 
Agent G5.G7 


Drew  Water  Services/ 
Drew  Industrial  Division 

DWS  1007  G6 

DWS  1016  GLG5.G6 

DWS  1017A    G1.G5.G6 

DWS  1036  G6 

DWS  1038  Deposit  Inhibitor   G6 

DWS  1266  G6 

DWS  1268  G6 

DWS  1404  Plus  Deposit  Inhibitor  G6 

DWS  1423  Plus  Deposit  &  Corrosion 

Inhib G6 

DWS  1445  Plus  Deposit  Inhibitor  G6 

DWS  1460  Plus  Deposit  Inhibitor   G6 

DWS  1605  Boiler  Water  Treatment  ...     G6 

DWS  1621  G6 

DWS  1645  Plus  Deposit  Inhibitor   G6 

DWS  1801  G6 

DWS  1801  Corrosion  Inhibitor    G6 

DWS  1848  Corrosion  Inhibitor    G6 

DWS  1850  Corrosion  Inhibitor    G6 

DWS  1882  G6 

DWS  1883  G6 

DWS  1890  G6 

DWS  1891  G6 

DWS  2818  Corrosion  Inhibitor  ....  G5.G7 
DWS  4002  Corrosion  Inhibitor  G3.G5.G6 
DWS  4005  Corrosion  Inhibitor  G3.G5.G6 
DWS  4008  G3.G5.G7 

Dreyfus  Industries 

Antiseptic  Pink  Satin  Hand  Soap  El 

Wipe  Out  Cleaner-Degreaser   A8.CI 

Dri  Eaz  Products  Inc. 


Dri-Slide,  Incorporated 

Dri-Slide  Molybdenum  Disulfide  Base     H2 

Drummond  American  Corporation 

burn-out  A8 

Aggressor!  CI 

Albasan  One-Step  Sanitizing  Soap  E2 

Appeal   CI 

Arrive  CI 

Avow  HI 

Betacirc   G7 

Betagest  Chemical  Boiler  Complex  ....    G6 

Betatrex   G7 

Black  Magic    H2 

Black  Magic  Dry  Moly  Lubricant   H2 

Bonafide K2 

Breakthrough  Al 

Bristol  Disinfectant-Deod. Orange 

Scented  CI 

Buck-Shot   A4 

Bum-Out  DL  2170  Al 

Cavalcade  Acidulade  Foam  Cleaner  ....    A3 

Chrome-Dome  CI 

Clear  Cut  PI 

Cobra  Chemical  Drain  Line  Snake LI 

Conquer  Disinfectant  Deodorant  Sani- 

tizer  D2 

Core  H2 

Crack-Shot  F2 

Deep  Blue  See  CI 

Deep  Chrome  Minor  A4 

Depict  Creme  Cleanser  A6 

Der-Vel    E4 

Deterr  Al 

Drex  A8 

Duty  Master  Open  Gear  Lubricant  H2 

Elan   E4 

Engage  H2 

Erupt  Total  Release  Fogger   F2 


Escort  CI 

Fan-Fare  Belt  Dressing  PI 

Fat-Chance CI 

Fine-Line  CI 

First  Base C2 

Foray   C2 

Fresh-Start  E4 

Hades  H2 

Hand-Some  Lotionized  Liquid  Soap    ....  El 

Handsome    E4 

Hay-Maker  Fl 

Hay-Maker  Fogging  Insect  Killer  (Aer.)  F2 

Hay-Maker  Insecticide    Fl 

Hay-Maker  II  Fl 

Head- Way  (Aerosol)  HI 

Head-Way  Dry  (Aerosol)   HI 

Head-Way  Silicone  Lubricant  Spray    .     HI 

Hi-Bred    L2 

High  Spot    A4 

Hold-Fast  Emulsion  Cleaner CI 

Husky  CI 

Impact  Zone CI 

Jab   H2 

Key-Note  Heavy  Duty  Cleaner A4 

Launcher    CI 

Live-Wire PI 

Lunge  Bowl  Cleaner  Disinfectant    C2 

Mask  Emulsifying  Odor  Counteractant     CI 

Masterstroke  Organic  Digester  LI 

Melt-Down CI 

Mine-Field  Insctcd.  (w/Residual  Con- 
trol)    F2 

Mine-Field  Roach  &  Ant  Killer  F2 

Mine-Field  Roach  &  Ant  Killer  (Aer- 
osol)      F2 

Minefield  F2 

Moxie  CI 

New  Shoe    Kl 

Nimbus  Dry  Cloud  Insecticide  Fl 

Nix  Biological  Odor  Control  Treatment  CI 

Ogle  CI 

On  Your  Mark  Vandal  Mark  Remover     Kl 

Opal  Green    CI 

Opal  Orange    CI 

Open  &  Shut  Nut  &  Bolt  Lsnr&Rust 

Pntrnt CI 

Opthalene  CI 

Orange  Eddy  CI 

Out-Strip    PI 

Over-Tone   CI 

Patina  Glass  Cleaner  CI 

Pentox    PI 

Pep  E4 

Persist    H2 

Posh  Al 

Pounce  Bowl  Sanitizer   C2 

Precise  Electronic  Solvent  Cleaner K2 

Prizm  H2 

Q-V-Etch  A3 

Quest  Disinfectant  Cleaner  Deodorant      CI 

Quick  Peel  CI 

Rally  Air  Freshener  &  Surface  Deodo- 
rant        CI 

Ratcliffe  F3 

Raze  F2 

Reclaim   CI 

Rectify  Deoxidizer  And  Cleaner    A3 

Red  Rover  D2.E3 

Relax    El 

Remedy    CI 

Repell  Moisture  Displacer    CI 

Resolve    C2 

Right  Dress   A7 

Rim  Shot  Green  Apple  C2 

Riptide  CI 

Roust   A8 

Royal  Powdered  Hand  Wash  Beads  ....    C2 

Scot-Free  H2 

Sensor    CI 

Sentinel  Coconut  Liquid  Hand  Soap    ....  EI 
Sequester  Detergent  Disinfectant 
Cleaner   A4 
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So-Drox  Concentrate  LI 

Sovereign  CI 

Spnnt  Multi-Purpose  Cleaner  A1.E1 

Squeeky  CI 

Status  Germicidal  Foam  Cleaner   CI 

Strafe   Kl 

Suspense    LI 

Sustain  HI 

Sweet  Treat  Pine  Needle  Scent    CI 

Sweet  Treat  Wild  Cherry  Scent   CI 

T.K.0 C2 

Tight  Spot  Dry  Spray  Lubricant  H2 

Time-Out  No-Bug  Fl 

Touch  And  Go  Multi-Use 

Cleaner/Degreaser CI 

Trouper    CI 

Trust  Me  Orange  Pumice   E4 

Trust  Me  Orange  Smooth  Hand  Cleaner  E4 

Trust  Me  Pumice  Hand  Cleaner  E4 

Trust  Me  Smooth  Hand  Cleaner E4 

Tundra  A5 

Union  Jack Al 

Urgent  Bath  &  Shower  Cleaner  Dsnfctnt  A3 

Whallop  A8.C1 

Xeno-Sol    CI 

Zephyr  E4 

Zofug  E4 

Zymox   L2 

Dryden  Oil  Company,  Inc. 

Air  Line  &  Air  Tool  H2 

All  Purpose  Gear  Lubricant  C  SAE 

80W-90  H2 

Ammonia  Compressor  Oil  42  H2 

Ammonia  Compressor  Oil  45  H2 

Ammonia  Compressor  Oil  50 H2 

Blue  Hyd.  Oil  Plus  SAE  20  ISO  68    ..  H2 

Blue  Hyd.  Oil  Plus  SAE  30  ISO  100  H2 

Blue  Hydraulic  Oil  Plus  SAE  10  H2 

Dieselall  Motor  Oil  SAE  10  Part 

No.15156    H2 

Dieselall  Motor  Oil  SAE  15W-40   H2 

Dieselall  Motor  Oil  SAE  30  H2 

Dieselall  Motor  Oil  SAE  40  H2 

Dieselall  SAE  20  Part  No.  16156    H2 

Dieselall  SAE  50  Part  No.  19156    H2 

Drydene  Citrus  +  Pumice  CI 

Drydene  Citrus  +  Pumice  Hand  Cleaner 

Ltn  E4 

Drydene  Dalze  Bench  Oil  HI 

Drydene  Dual  Range  HI-VI  Hyd  Fluid 

5W-20  H2 

Drydene  Food  Grade  AW  10  HI 

Drydene  Food  Grade  AW  10  HI 

Drydene  Food  Grade  AW  20  HI 

Drydene  Food  Grade  AW  20  HI 

Drydene  Food  Grade  AW  30  HI 

Drydene  Food  Grade  AW  30  HI 

Drydene  Food  Grade  Gear  Oil  140   ...  HI 

Drydene  Food  Grade  Gear  Oil  140  HI 

Drydene  Food  Grade  Gear  Oil  90   HI 

Drydene  Food  Grade  Oil  130  HI 

Drydene  Food  Grade  Oil  250  HI 

Drydene  Food  Grade  Oil  380  HI 

Drydene  Food  Grade  Oil  400  HI 

Drydene  Food  Machine  Lubricant   HI 

Drydene  Food  Machine  Lubricant  No. 

1    HI 

Drydene  H.D  Lithium  EP  0  H2 

Drydene  Hand  Cleaner  E4 

Drydene  Lid  Oil  #350 HI 

Drydene  Oil  Absorbent  Jl 

Drydene  Plus  Pumice    E4 

Drydene  Press  Oil  150   HI 

Drydene  Syn  Clay  2   HI 

Drydene  Vacuum  Pump  Oil  46  (10)  H2 

Dust  Control  Oil  HI 

EP  Gear  3  Part  No  30336   H2 

E.P.  Gear  4  Part  No.  30436   H2 

E  P  Gear  5  Part  No.  30536   H2 

E.S  G.L  Gear  Lubricant  GL-5  80- W- 


140    H2 

Emerald  C  No.  I   H2 

Food  Grade  Oil  200   HI 

Food  Grade  Oil  350   HI 

Food  Grade  Oil  500    HI 

Food  Grade  Oil  70    HI 

Food  Machine  Lubricant-W   HI 

Heavy  Duty  Lithium  EP  No.  0 H2 

Heavy  Duty  Lithium  EP  No.  1  H2 

Heavy  Duty  Lithium  EP  No.2   H2 

Lithium  EP  No.00  H2 

Lithium  EP  No.000  H2 

Multi  White  No.  2 H2 

MP  Dexron  II  Pan  No.  20396   H2 

Paradene  100  R&O  Pan  No.  40726  ....  H2 

Paradene  100AW H2 

Paradene  150  R&O  Part  No.  40826  ....  H2 

Paradene  150AW H2 

Paradene  22AW H2 

Paradene  220  R&O  Part  No.  40926  ...  H2 

Paradene  220AW H2 

Paradene  32  R&O  Part  No.  40426  H2 

Paradene  32AW H2 

Paradene  320AW H2 

Paradene  46  R&O  Part  No.  40526  H2 

Paradene  46AW H2 

Paradene  460AW H2 

Paradene  68AW H2 

Pyroplex  EP  No.  0    H2 

Pyroplex  EP  No.  1    H2 

Pyroplex  EP  No.  2    H2 

Recip.  Comp.  Oil  40  Pan  No.  64536  ..  H2 

Reciprocating  Compressor  Oil  SAE  20  H2 
Reciproct  Cmprsr  Oil  SAE30  Pt 

No.63536    H2 

Refrigeration  Oil  3G  H2 

Refrigeration  Oil  4G  H2 

Refrigeration  Oil  5G  H2 

Spindle  Oil  10  Part  No.  62706  H2 

Super  Hi-Performance  Synthetic  Fort. 

Grs  H2 

Supreme  XHD  Mulu-VIS  Motor  Oil 

SAE10W30  H2 

Synthetic  Fortified  Grease  No.O  H2 

Synthetic  Fortified  Grease  No.l  H2 

SFG  Super  Hi-Perform.  Synthet.  Fort. 

Grs H2 

Trough  Grease  HI 

Way  Lubt.  32    H2 

Du  Cor  International  Corporation 

Aluminum  &  Stainless  Steel  Cleaner   .  A3 

Dubin/Hygeia  Paper  Co. 

All  Purpose  Cleaner    Al 

Dishwish    Al 

Heavy  Duty  Degreaser   Al 

Hygeia  Brand  Pine  Oil  Disinfectant  CI 

Liquid  Hand  Soap  El 

Oven  and  Grill  Cleaner A8 

Ducane  Company,  The 

Degreaser  A8 

Duke  Industries,  Inc. 

Aluminum  Brightener.  Stainless  Steel 

On  A3 

Atomic  Bomb  80 CI 

AMDCPIus  A2 

Blue  Knight  (Powdered  Cleaner)  Al 

Bowl  Cleaner  Disinfectant  C2 

Bowl-Tile  Grout  Cleaner  C2 

C-101   CI 

Chlorinated  Blue  Knight  Al 

Coconut  Oil  Handsoap   El 

Deep  Fry  Cleaner    Al 

Disinfectant-Sanitizer-Deodorant    D2 


Duke  All  Purpose  Cleaner    A4 

Duke  Chlorinated  Deluxe  Machine 

Dishwash  Al 

Duke  Heavy  Duty  Degreaser   A4.A8 

Duke  Kill  Flying  &  Crawling  Insecticide  F2 

Duke  MTS  Disinfectant  Cleaner    CI 

Duke  Powdered  Pot  &  Pan  Cleaner  ....  Al 
Duke  Q-C  Conctd  Del  SantzrFngcd  Div 

Deo  Dl 

Duke  Shine    A7 

Duke-San  D2 

Dukescent    CI 

Foam  Away  A4 

Foam  Plus    Al 

Fresh  Odor  Counteractant  CI 

FCS    A2 

FCS-00  A2 

Glass  Cleaner CI 

Glass  Cleaner  PC    CI 

Heavy  Concrete  Cleaner  A4 

Heavy  Duty  100    A2 

LubeC  H2 

LMD-1  A2 

M.S.A.P A4 

Miracle  Solvent  LI 

No  Mark  II    CI 

Norap  CI 

Odorless  Concrete  Cleaner  A4 

Oven  Cleaner  A8 

Pine  Oil  35    CI 

Power  Non-Butyl  Degreaser  Al 

PHF  Fog  &  Contact  Spray   Fl 

Safac    A3 

Safac  H.F A3 

Safac  PLA  A3 

Super  Chlorinated  Concrete  Cleaner    ..  A4 

Super  LubeC    H2 

SG-1  Al 

White  Knight  A4 

Dumond  Chemicals,  Inc. 

Peel  Away  6    C3 

Peel  Away  7    C3 

Dumont  Sales  Company 

Act  2    Al 

Acto  Degreaser/Cleaner    Al 

Disinfectant  Foam  Utility  Cleaner  CI 

Dumont  Act  III   Al 

Hospital  Disinfectant  II  C2 

Lotion  Hand  Cleaner  El 

Dunbar's,  Inc. 

New  &  Improved  Hand  Dishwashing 

Compound Al 

Dunhill  Sales  Inc. 

Diamond  Clear    CI 

Dunn  E-Z  Co. 

Dunn  E-Z  CI 

Dunrite,  Incorporated 

Disinfectant  Spray                      CI 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)    CI 

Lime  Solvent  V3 

Liquid  Hand  Soap  El 

Sani-Shine  Dsnfctnt  Bathroom  Clnr  ....  C2 

Duo  Chem  Inc. 

Acid  Kleen CI 

Action  Kleen  A4 

Action  Kleen  II  A4 
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Air  O  Buds    CI 

All  Clean  Al 

Amo  Clean A4 

Anti-Sieze  Compound  H2 

Aqua  Digest  L2 

Barrier   CI 

C    CI 

Carb  Off A8 

Cast    K2 

Clean  N'  Brite   PI 

Cling  'N  Clean  C2 

Coils  N'  Fins  A4 

D  C  Foam   A8 

De  Min  R  Lize    A3 

Dis  In  Feet  CI 

Dishes  Pots  'N  Pans    A8 

Dishes  Pots  N  Pans  II    A8 

Dizolv    LI 

Dufs  C2 

Duo  Chem  Bowl-Bars  C2 

Duo  Chem  Ox  A3 

Duo  Chem  Thrust   K2 

Duo  Zoid  CI 

Duo-Punch  Al 

DuzAII    A3 

DuOzone    CI 

DC  6834  Lift  Station  Cleaner LI 

E-Z  Slide  HI 

Eliminate   F2 

Fact    Al 

Full  Control  256   A4 

Full  Control  64   Al 

Garb  Equip  CD  CI 

H20  Boil  Treet  G7 

Liquafy CI 

Micro  Digest  U  L2 

Mighty  A4 

Move  It    CI 

Move  It  Spray  Vandal  Marks  Away    ..    CI 

Nutrifoam A4.A8 

Nuts  Off  Nut  &  Bolt  Loosener  Penetrant  CI 

OffEzy    A8 

Orange  Power   CI 

Orange  Zoom CI 

Organic  Digester  Powder   LI 

Oven  and  Smokehouse  Cleaner   A8 

Pan  Clean  PI 

Pine  Clean   CI 

Prevail  Citrus  A4 

Re-Store  K1.K2 

Removes  All    A8 

Rust  Erace  C2 

Set-Up   H2 

Sharp  Shooter    F2 

Smooth  Hands  EI 

Sof  Clenz  CI 

Sparkl  CI 

Spray  N  Sect  Insecticide  Fl 

Steel  Brite  Stainless  Steel  Pol  &  Clnr      CI 

Super  Bowl    C2 

Take  It  Off C3 

Time  Melt   CI 

Tower  Treat  G7 

Unclog  LI 

Up  Front    CI 

Wats  Super  Safety  Solvent  Kl 

Wipe  Away  Disinfectant  Foamy  Cleaner  CI 
135  Starfilm  Multi-Vis  Hydrl  Oil 

10W40 H2 

260  Superfilm  E.P.  Gear  Lube  H2 

300  Molyplate  Non-Melt  All  Purp. 

Grease  H2 

310  Powerplate  Non-Melt  All  Purp. 

Grease  H2 

316  Tuffplate  With  PTFE  H2 

320  Goldplate  Non-Melt  All  Purp. 

Grease  H2 

450  Grease  Gone  CI 

811  Grease  Gone  CI 


Duo  Supply  Company 

Blitz  Hand  Cleaner  w/Volcanic  Pumice    E4 

Duo  #50  Think  Pink  Antiseptic   El 

Duo  #55  Thick  Pink  Antiseptic  Ltn  Soap  El 
Duo  Fresh  Foam  Germicidal  Foaming 

Clnr C2 

Duo  Sports  Bath  Body  &  Hair  Shampoo  E4 

First  Choice  Hand  Cleaner  E4 

Foam  Guard  Food  Processing  Degreaser  A I 

Fresh  Foam   C2 

Sanitate  Food  Processing  Sanitizer D2 

Dura-Chem 

Do-All  Foaming  Germicidal  Clnr  & 

Deod  CI 

Evaporative  Treatment    G7 

Spectra-Cide  Hospital  Disinfectant  Deod  C2 

Dura-Chem,  Inc. 

Concrete  Cleaner  CI 

Dura-Mint  Disinfectant  C2 

Dura-Wash  Detergent   Al 

Oven  &  Griddle  Cleaner A8 

Dura-Chem,  Inc. 

Aquasolv  1  CI 

Dura-Systems  Incorporated 

Activo    L2 

Cream  Cleanser  CI 

Dura-All  A4 

Dura-Cide    CI 

Dura-Feet  C2 

Waterless  Hand  Soap    E4 

Durall  Manufacturing  Company, 
Inc. 

Dura-Kleen    A3 

Dura-Sol  Concrete  Floor  Degreaser  ....    CI 
Metal  Prep  A3 

Duratrode/ 

Division  of  Partsmaster,  Inc. 

Dura  100  Heavy  Duty  Cleaner  Al 

Durvet,  Inc. 

Dairy  Bomb-55   Fl 

Permethrin  10%  Emulsifiable  Concen- 
trate    F2 

Dutch  Glo  Chemical  Company 

Aqua-Glo  Degreaser  Heavy  Duty 

Cone A4.A8 

Coconut  Oil  Hand  Soap   El 

Hand  Dishwashing  Detergent  Al 

Lemon  Disinfectant  C2 

Lemon  Scented  All  Purpose  Cleaner  ..    A4 
Lime  Away  De-Liming  Compound   ....    A3 

Mint  Disinfectant C2 

Pine  Odor  Disinfectant   CI 

Duval  Chemicals  Inc. 

Insect  Fogger  Fl 

Duzz-AU 

"Duzz-AII  ARC."  A4 

Duzz-All  Par-Green A4 


DuChem  Industries,  Inc. 

#  1001  Acid A3 

#1  Acid  Cleaner    A3 

#1  Acid  Detergent  A3 

#1000  Liquid  Alkali    A2 

#1700  Liquid  Alkali    A2 

#2200  Al 

#270  Liquid  Alkali    A2 

#500  Liquid  Alkali    A2 

#520  CIP  A1.Q2 

#540  Acid  Foam  A3 

#60  Liquid  Alkali    Al 

AS   Foamer Al 

A.S.  2000 A2 

A.S.  222 Al 

Acid  Bright   A3 

Alkaline  Foam  Cleaner  Al 

Aqua  San  Chlor-Clean    Al 

Aqua  San  Chlor-Clean  H.F Al 

Aqua  San  Foamer  Al 

Aqua  San  General  Cleaner  Al 

Aqua  San  H.D A2 

Aqua  San  Lube  Rite   H2 

Aqua  San  Safe  A1.Q1 

Aqua  San  1001    A3 

Aqua  San  2000   A2 

Aqua  San  2020   Al 

Aqua  San  2040   A2 

Aqua  San  2090   A2 

Aqua  San  222   Al 

Aqua  San  2500   A2 

Assure  CIP Al 

APC  Al 

APC#1    Al 

AS  44  Al 

Citracid    A3 

Command  Lubricant  H2 

Concentrate  #88 Al 

CSD  Liquid  Alkali    A2 

D-7  Al 

Detail  #1    Al 

Double  Action  D2 

Du-O-Dine  D2.G5 

Du-San  Disinfectant   D2.E3.Q6 

Dufoam  Scrub  All  Al 

DuChlor  C.I.P.  Detergent  Al 

DuChlor  ECO  CIP  Detergent  Al 

DuFoam  Al 

DuFoam#3   Al 

DuFoam  Plus  Al 

DC  220  Acid  A3 

DFP   Al 

DLD  Al 

DQS  Sanitizer  D2 

DWXCIP    Al 

Eliminate  Acid  Detergent  A3 

Foam  Add   Al 

Foamax    Al 

Foamaxk    Al 

Heavy  Duty  Acid    A3 

Hi  Chlor Al 

Hi  Jel  Al 

Hypo  San  B1,D2,G4,Q4 

Hypo  San  10  B1,D2,Q4 

Hypo  Sanitizer  D2.Q4 

HD#75  A2 

HD#1    A2 

HD#10   A2 

HD#5    A2 

HDFoam#3   Al 

HDL  Al 

1.0.  Wash E2 

1.0.  Wash#l   E2 

Laundry  Detergent Bl 

Lemon-Dis  CI 

Liqui  Flow  Al 

Liqui  Flow  #1    Al 

Liqui  Melt   Al 

Liqui  Melt#  1  Al 

Liquid  Boil  Out  A2 

Liquid  Laundry  Builder    Bl 
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Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener  B2 

Liquid  Laundry  Sour Bl 

Lo-Dine   D2 

LA  100 A2 

LMD    Al 

LS  Concentrate   Al 

Manual  Cleaner  Al 

Odor  Control  Deodorant  CI 

Pink  Antiseptic  Liquid  Hand  Soap  E2 

Power  Lube  HI 

Power  Lube  II  A1.H1 

Quat  San    E2 

Quota  Al 

Quota  #1    Al 

Rally  #  1    Al 

Rally  C.F Al 

Red  Hot  Sewer  Solvent LI 

RDX-Lemon    CI 

RMC    Al 

Safe    Al 

Sam  Hatch  A4 

Shackle  Wash    Al 

Smoke  Clean  Al 

Super  Jel    A2 

SWD    Al 

Trolley  Lube   H3 

TC38  A2 

Velocity  A2 

Y-5  Chlorinated Al 

Y-5  Manual  Detergent    Al 

DuPont  de  Nemours,  E.I.  &  Co. 

Hydrochloric  Acid  A3 

Hydroxyaceuc  Acid A3 

Krytox  Fluorinated  Grease   H2 

Dycho  Company,  Inc.,  The 

Sodium  Hypochlorite- 10  D2.Q4 

Sodium  Hypochlorite- 12  D2.Q4 

Sodium  Hypochlorite-5  D2.Q4 

Dylon  Lubricant  Technologies 
Company 

Sugar  Glide  2001    H2 

Dyma-Chem 

Dry  Slip  H2 

Kool-It  H2 

Safety  Oil  F.G HI 

Dymon,  Inc. 

"Non-Ram"  Grease  Gun  in  a  Can  H2 

Action    El 

All  Purpose  Detergent  Concentrate    ....    CI 

All  You  Need    Al 

All  You  Need  "Plus" A4.C1 

Anti-Seize    H2 

Anti-Static/Anti-Soil  Glass&Util.  Clnr.     CI 

Aqua  Jell   Kl 

Artie  Clean    A5 

Asiduclean  C2 

Asidufoam  C2 

AR-101    F2 

AR-94    F2 

Baseboard  Stripper  Foaming  Cleaner  ..    A4 
Bathroom  Porcelain  &  Toiletbowl 

Cleaner   C2 

Baysect F2 

Baysect  Residual  Spray  Insecticide   F2 

Belt  Dressing  PI 

Big  Blast  Safety  Solvent  (Aerosol)    ....    K2 

Chemical  Degreaser  No.  1    Kl 

Clean-N-Shine  CI 

Cleaner  &  Clear  Invisible  Coating  CI 

Cleaner  &  Clear  Invisible  Coating  II  ..    CI 


Clear  Reflections  (Aerosol)    CI 

Clear  Reflections  (Bulk)  CI 

Concentrated  Glass  &  Utility  Cleaner  CI 
Concentrated  Odor  and  Grease  Control    CI 

Control  D2 

D.C-300    CI 

D.C-300  (Non-Perfumed) Dl 

Deodorant  Granules CI 

Deoxidizing  Chemical  Cleaner  A3 

Derma  Cleanse    El 

Di  Sect  Residual  Spray  Insecticide    F2 

Do  It  All  Germicidal  Foaming  Cleaner  C2 
Do-It  All  Detergent/Dsnfctnt  Cncntrt  ..    D2 

Do-It-All    C2 

Double  Action  F2 

Double  Action  Liquid  Insecticide F2 

Dry  Breeze  Bio-Fresh  CI 

Dry  Breeze  Everything  Nice  CI 

Dry  Breeze  Floral  Low  V.O.C CI 

Dry  Breeze  Granny  Smith    CI 

Dry  Breeze  Green  Apple  Low  V.O.C      CI 

Dry  Breeze  Low  V.O.C  Citrus    CI 

Dry  Breeze  Mountain  Flowers  CI 

Dry  Breeze  Pina  Colada  Low  V.O.C.       CI 

Dry  Breeze  Sugar  &  Spice  CI 

Dry  Breeze  Sugar  &  Spice  Low  V.O.C.  CI 

Dry  Breeze  Super  Cinnamon   CI 

Dry  Breeze  Top  Note   CI 

Dry  Breeze  Tropical  Gardens  Low 

V.O.C CI 

Dry  Fog  ULD  Double  Action  II F2 

Dry  Fog  ULD  Expel  Total  Release  Insc 

Fog    F2 

Dry  Fog  ULD  Swat Fl 

Dry  Fog  ULD  The  End Fl 

Dry  Fog  ULV  Expel  Total  Release  Insc 

Fog    F2 

Dry  Strip  (Aerosol)  C3 

Dry  Strip  (Bulk)    C3 

Dry  Teflon  Spray  Lubricant  H2 

Duo  Fog  Fl 

Duramist    F2 

Dymon  Solv    CI 

DC-1250    A4 

DC-425    A4 

Electric  &  Mechanical  Contact 

Clnr&Dgrsr  K2 

Extra  Strength  Heavy  Duty  Water  Sol 

Clnr  A4 

Extra  Strngth  Hvy  Dty  Butyl  Wtr  Sol 

Clnr  A4 

Fast-Dry  Safety  Solvent   K2 

Fast-Off  A8 

Foaming  Glass  &  Utility  Cleaner  CI 

Food  Plant  Degreaser   Al 

General  Purpose  Silicone  Spray  H2 

Glass  &  Utility  Cleaner    CI 

Granulated  Sewer  Solvent CI 

Grease  Gun  in  a  Can  H2 

Industrial  Formula  Hand  Soap   EI 

Industrial  Heavy  Duty  Foaming  Cleaner  A8 

Jell  Degreaser  &  Tar  Remover CI 

Lime  Away   A3 

Liq.  Alive  Enz.  Prd.  Bac.  w/o  1st.  O.C    L2 

Liquid  Alive  Bacteria  L2 

Liquid  Alive  Bio-Scrub C2 

Liquid  Alive  Odor  Digester   CI 

Liquid  Cream  Cleanser  CI 

Liquid  Live  Bacteria  CI 

Liquid  Penetrating  Oil CI 

Mechanic's  Friend  H2 

Medaphene  Plus  Disinfectant  Deodorant  CI 
Medaphene  Plus  Disinfectant  Spray  ....    CI 

Natural  Force  (Aerosol)    CI 

Natural  Force  (Bulk)  CI 

Non-Fuming  Heavy  Duty  Cleaner   A4 

Orange  Citrus  Stainless  Steel  Cleaner  CI 
Orange  Natural  Citrus  Foaming  Oven 

Clnr  A8 

Orange  Natural  Citrus 

Solvent/Degreaser  CI 

Orange  Power  Foam  CI 


Orange  Rough  Touch   E4 

Orange  Soft  Touch    E4 

Oven  &  Grill  Cleaner  A8 

Oven  Cleaner A8 

Penetrating  Oil  H2 

Penetrating  Oil  and  Moisture  Remover    H2 

Pine  Odor  Detergent  Concentrate  CI 

Pink  Lotion    El 

Pink  Power    C2 

Power  Foam CI 

Problem  Solver   CI 

Problem  Solver  Heavy  Duty  Cleaner        A4 

Rid-A-Mist    F2 

Rinse-Free  Floor  Cleaner   CI 

Rough  Touch  Hand  Cleaner  E4 

Rough  Touch  Liquid  Hand  Cleaner  E4 

Rough  Touch  Scrubs  In-A-Bucket  E4 

Safeguard  Tamed  Acid  C2 

Safety  Solvent  K2 

Safety  Solvent  (Aerosol)  K2 

Safety  Solvent  Multi-Purpose  (Aerosol)  K2 
Safety  Solvent  Multi-Purpose  (Bulk)  .     K2 

Sanitary  Lube    HI 

Silicone  Spray  HI 

Silicone  Spray  Lubricant  &  Release 

Agent HI 

Soft  Touch  Hand  Cleaner  E4 

Soil  Screen  All-Purp.  Neutral  Floor  Clnr  A4 
Soil  Screen  Food  Service 

Cleaner/Dgrsr A4.CI 

Spray-Jell  Oven  Cleaner  A8 

Sta-N-Less  A7 

Stainless  Steel  Cleaner  &  Polish  (Aersl)  CI 
Stainless  Steel  Cleaner  &  Protector  ...  CI 
Stainless  Steel  Clnr.,  Polish,  &  Protec.     CI 

Stainless  Steel  Polish    CI 

Stainless  Steel  Polish  (Bulk)    CI 

Stay  N'  Strip   C3 

Super  Concentrate  Glass  &  Util.  Cleaner  CI 

Syntha  Mist  Fl 

The  End F2 

Top  To  Bottom   E4 

True  Grit   CI.A8 

ULV  Insect  Spray  Concentrate  Fl 

Vandal  Mark  Remover  CI 

White  Food  Grade  Grease  (Bulk) HI 

White  Food  Grade  Grease  Gun  In  A 

Tube    HI 

White  Lithium  Grease  Spray    H2 

Xtra  Thick  Grease  In  A  Can    H2 

Dyna  Systems/ 

Division  of  N  C  H  Corporation 

AS-201  H2 

Big  Moly  H2 

Big  Moly  II  (Aerosol)  H2 

BC-117    PI 

Citrus  Hand  Cleaner  E4 

Clean  N  Dry  II  (Aerosol)  H2 

CB-15    HI 

Dura-Lube  II   HI 

Dura-Lube  Silicone  Grease  H2 

Dyna-Purge    L2 

Dynasol    CI 

E-Z-Cut   H2 

FP-116  HI 

Giv-Way  II  (Aerosol)   H2 

Grease-B-Gone    El 

Grease-B-Gone    El 

Grit-Away   E4 

Link-Lube    H2 

Liquid  Draynamite    LI 

Mira-Gard  (Aerosol)  A7 

Mo-Ban    K2 

Mo-Ban  II  (Aerosol)  H2 

MB- 10  Moly  Grease  H2 

MD-113  H2 

MD-1 13  II  (Aerosol)  H2 

MP-43  SAE  80W-9O H2 

MP-43  SAE  85W-140 H2 

OC-100    CI 
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PN-105  H2 

PR-120  C3 

RW-96  Al 

Sta-Ded    F2 

SG  5000  II  Aerosol  H2 

SG-5000 H2 

Tac-N-Hold  Belt  Conditioner  PI 

Termi  Kleen  PS  Aerosol  K2 

Termi-Kleen K2 

Voltasol   K2 

Dyna-Chem  Laboratories 

ChemCC  II    K2 

Food  Safe HI 

S.  S.  Pol  A7 

Solv   Kl 

Super  Lube  Silicone  Spray  HI 

TefLube    H2 

Dyna-Mist  Chemical  Company,  Inc. 

Dyna-Mist  All  Purpose  Cleaner  Al 

HP-9  High  Pressure  Boiler  Feed  Comp    G6 
Quik  Drain  Snake   LI 

Dyna-Tek 

Al-Chlor    Al 

Chlor-Mate  D2 

Idokleen  Disinfectant    D2.E3 

Kleen-Sorb  El 

Lubri-Kleen  H2 

Tekni-Kleen  Al 

Temp-Chlor  Al 

Water-Pruf  All  Purp  Mechanics 
Spra(Bulk) H2 

Dyna-Tek  Inc. 

Formula  1012  G2 

Formula  1040  G6 

Formula  1043  G6 

Formula  1045  G6 

Formula  1071  A3 

Formula  1100  G7 

Formula  1111  Bl 

Formula  1140  Gl 

Formula  1170  G6 

Formula  1222  Bl 

Formula  1333  Bl 

Formula  1444  Bl 

Formula  1555  B2 

Dynacco,  Inc. 

Alpha-7    E4 

Anti-Seize  Compound  H2 

BK-747    Al 

C.B.C CI 

Dyna-Clean    Al 

Dyna-Solv   CI 

Dynacco  Sight  Window  Cleaner    CI 

DM-7  H2 

G.P.C CI 

Grip   PI 

Grip  Belt  Dressing    PI 

H  D  Sanitary  Lube   HI 

Max-8  Al 

Now  Al 

NCS-100   CI 

Omega  8    E4 

Power  Plus  E4 

Slick  Silicone  Spray   HI 

Super-D  Al 

Super-D  Water  Soluble  Degreaser  A4 

SS-40  K2 

T.C.L.  Teflon  Clear  Lube  H2 

Teflon  Spray  Lube    H2 

Teflon  Spray  Lube    H2 

Teflon  Spray  Lube  Dry  Lubricant    H2 


The  Stripper C3 

Total  Al 

Tuff   E4 

Dynafoam 

Dynafoam    Al 

Dynamic  Blending  Co.,  Inc. 

Dynamic  Cleaner/Degreaser  CI 

Dynamic  Glass  Cleaner CI 

Dynamic  Spearmint  Detergent/Dsnfctnt    CI 

Dynamic  Chemicals  International 

Bottle  Wash  A2 

Formula  201L   Al 

Formula  231     Al 

Formula  233  Steam  Cleaner  A2 

Formula  239    Al 

Formula  269    Al 

Formula  630    Al 

Tank  71  Heavy  Duty  Vat  Cleaner  A2 

Dynamic  Coatings,  Inc. 

Megaworks    CI 

NB-2000    CI 

Dynamic  Products,  Inc. 

Ammoniated  Cleaner CI 

Dyna-San  D2 

Foot  Hold  Floor  "Cleaner-Treatment" 

Cone    A4 

Formula  III  Stainless  Steel  Cleaner  ....  A7 

Freezer  Kleen    A5 

Fryer  &  Grill  Cleaner  A8 

Gem  All  Purpose  Concentrated 

Cleaner  A4.A8 

General  Purpose  Concentrate   A4 

Grease  Away  A4.A8 

Kitchen  Kleen   Al 

Odor  Free CI 

Pine  Odor  Disinfectant  CI 

Pine  Plus  Disinfectant  Detergent    CI 

Power  Grill    A8 

Sof-N-Silky  El 

Soil  Soap  A4 

Step  II  Floor  Cleaner    A4 

Super-San  D2 

Dynamic  Research  Co.  Inc. 

Power  Grip    A4 

Saf-T-Step  N.A.C A4 

Dynamic  Research  Corporation 

Dynazyme    L2 

Dynasurf  Chemical  Corporation 

Antiseptic  Hand  Soap  E4 

Blue  Rash   A4 

Castile-Coconut  Oil  Hand  Soap  El 

Crystal  X  Al 

Drain  Opener  LI 

Dynabol   C2 

Dynamint  A4.C1 

Dynapower A4 

Dynasan  D2 

Dynasept    A4 

Industrial  Degreaser    Al 

Meat  Room  Degreaser    Al 

Natural  Beauty  CI 

Oven  &  Grill  Cleaner  A8 

Oven  Cleaner  C-447  A8 

P.D.Q A4 

Surge  Cleaner   A4.A8 


Dynatech  Inc. 

"Dyna-Mite"    Al 

Action    C2 

Aura  II  Al 

Citri-Scent   CI 

Coil-X    PI 

D-Lite  II El 

D-Ox-It    A3 

De-Ice-It CI 

Dyna-Chlor    CI 

Dyna-Sect  Super  Fly  &  Roach  Spray    .    Fl 

Dyna-Sol    A4.A8 

Dynox    A3 

Esteam  A4 

Kitchen  Klean   A4.A8 

Kleenz-All  CI 

Lemon  Fresh  20    A4 

Micro-Shield   CI 

Ov.Ease   A8 

Quatrex  Germicidal  Detergent    A4 

Sani-Guard  Hospital  Disinfectant  & 

Deo CI 

Sani-Lube HI 

Sila-Slip  H2 

Sila-SlipW    H2 

Smooth  Waterless  Hand  Cleaner   E4 

Solv-It    K2 

Super  Solv  A4.A8 

Tuff-Stuff  II  El 

Vita-Pine   CI 

Dynatex  Inc. 


Dyson  Oil,  Inc. 

Dyson  Hi-Temp  Food  Machinery 

Grease  HI 

DY-100   H2 

DY-75  Synthetic  Grease  H2 

DyChem  International,  Inc. 

Algoff  LF G7 

Ampsol    K2 

Amstrip    CI 

Banalex    Kl 

Big  Ben   Al 

Blizzard   Bl 

Boiler  Broom G6 

Brite  CI 

Brite  &  Shiney    A3 

Brite  &  Shiney  III  A3 

BLC  300   Bl 

BT400 G6 

BT700 G6 

BT-100 G6 

BT-600 G7 

BTA  G6 

BTS   G6 

BT300   G6 

Chlorosan D2.G4 

Cleansit    Al 

CC217    Al 

CDS-320   D2 

CLT  G7 

CLT  1000    G7 

CLT  3000    G7 

CT  150  M   G7 

CT25  G7 

CT50M  G7 

CT-150 G7 

CT-250 G7 

CT-450 G7 

D  Solve   Al 

Dy  Chlor  Foam  Al 

Dy-Lube  F-19   H2 

Dy-Lube  S  H2 

Dy-Lube  2000  H2 
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Dynomite  Al 

DC  303    Al 

Egg  Wash    Ql 

Elbow  Grease    A4 

Fleet  Wash  Al 

Floor  Brite  A4 

Boor  Bnte  Super A4 

Fos  Foam  A3 

Freezer  Clean  A5 

Glasscle   CI 

Handi  Lube   H2 

Hands  Down   El 

Hot  Tank  440    A2 

Hydro  Wash  A  NF   \3 

Hydro  Wash  S  Al 

HD  Steam    Al 

Jack  Flash    Al 

Jack's  Giant  Killer  A4 

Krush   VI 

Limate   A3 

Liquid  CC-217    Al 

Liquid  Eggwash Ql 

Liquid  Grease    H2 

Low  Foam  Al 

LCBW   A2 

LS  125  G6 

LS  175  G6 

LS  1750  G6 

Microbiocide  Ban-3 G7 

Mortex  A3 

MD55  A2 

NAT  150  G7 

NAT  450  G7 

NAT  50  G7 

Odasol   CI 

Oxiclean  Al 

Phosphate  100  G6 

Phosphate  300  G6 

Poly  Treat  100  G6 

Poly  Treat  300 G6 

Potsy  Kleen  Al 

Power  Kleen    Al 

Prozyme  L2 

Quick  Drain  LI 

Resin-X    PI 

Rose  Bowl  C2 

RufRig    Al 

Scale  Safe    A3 

Scale  X    A3 

Scale-XX  A3 

Score    El 

Sno- White   Bl 

Soli-Solve    A2 

Steam  X  A2 

Strip  CI 

Super  Foam  Al 

Suremelt CI 

SL-25  G6 

SL-75  G6 

T  Poly    G2 

Transport  300    G6 

Transport  3000    G6 

TRS   Al 

E  &  B  Products,  Inc. 

EBP  1055    Al 

EBP  1077    Al 

EBP  1155    A2 

EBP  1555    A2 

EBP  1655    A2 

EBP  1777    Al 

EBP  2100    A3 

EBP  2150    A3 

EBP  2200    A3 

EBP  2250    A3 

EBP  2350    A3 

EBP  4010    Al 

EBP  4020    Al 

EBP  4140    Al 

EBP  5010    Al 

EBP-6003    H2 


E  &  Z  Chemicals,  Inc. 

Blue  Butyl  Cleaner   A4.A8 

E  C  E  S,  Inc. 

D-QuatCD9.0   Al 

Parvo  D  Cone Al 

Parvo  D  XConc A4 

ECO  America,  Inc. 

Pro-Wash  2000   Al 

E  C  O  S  Y  S,  Inc. 

GreaseBeast  L2 

EES 

Drain  Demons  L2 

E  F  S  C  O  Fluid  System 
Components 

QTC  Al 

E  L  C  Technology  Inc. 

Extra  Strength  Non-Butyl  Cleaner  Al 

Penetrating  Oil  #1002  H2 

Waterless  Hand  Cleaner  Abrasive  Free  E4 
247  Heavy  Duty  All  Purpose  Orange 

Clnr  CI 

EMC  Distributing,  Inc. 

Chlorinated  Cleaner A2 

CMC    A2 

DP-Acid  A3 

Floor  Cleaner-P  CI 

Foam  Chlor  300    Al 

General  Cleaner  Al 

General  Cleaner-CLE   Al 

Liquid  Floor  Cleaner  A4 

Liquid  General  Cleaner Al 

PC-100  A2 

PC-200  A2 

Smoke  House  Cleaner A8 

T-9O0  Foam  Al 

VC-50    A3 

E  M  C  O  Chemical  Company 

EMCOKS  Al 

E  M  C  O  Chemical  Products,  Ltd. 

All  Purpose  &  Shelf  Cleaner   CI 

Foarrung  Degreaser  Al 

Lime  &  Mineral  Remover    A3 

Oven  &  Grill  Cleaner  A8 

Sanitizing  Hand  Soap   E2 

E  M  C  O  Chemical,  Inc. 

All  Purpose  &  Shelf  Cleaner   Al 

Antiseptic  Hand  Soap  El 

Concentrated  Dishwashing  Detergent   .  Al 

Foaming  Degreaser  Al 

Glass  Cleaner CI 

Hand  Dishwashing  Detergent  Al 

Lime  &  Mineral  Remover    A3 

Lotion  Hand  Soap  E4 

Sanitizer-Deodorizer  D2 

E  M  D  Co. 

Kitchen  Brand  Bleach  D2 


EMMX  Corporation 

Lifeline H2 

MX  237  The  Master  Oil  HI 

MX-237  The  Master  Oil  (Bulk)  H2 

E  R  C  Enterprises 

"Deep  Freeze''  Freezer  Cleaner    A5 

BlastOff   PI 

Dissolv-It-All  PI 

006  Rescind  A4.P1 

E  S  C  O  International 

GFC  2001    Al 

E  Z  E  Products,  Inc. 

"Aire  Force"  Formula  8477  Newl    CI 

"Orange  Ya'  Can"  Formula  8999  CI 

Breaker Al 

Commercial  Food  Service  Degreaser  ..  Al 

Commercial  Window  Cleaner CI 

Eze  187   A3 

Eze  201H  E4 

Eze  220T  Al 

Eze  226   CI 

Eze  234D  Al 

Eze246A  H2 

Eze  255   Al 

Eze  259   Al 

Eze  260   PI 

Eze  262   CI 

Eze265-P    Al 

Eze  271    A8 

Eze  281    Al 

Eze  426   Al 

Eze  475  Floor  and  Wall  Cleaner   Kl 

Eze  625   A1.H2 

Eze  715   PI 

Eze  717   CI 

Eze743F  Al 

Eze-263  Smokehouse  Cleaner    Al 

EZE  1149 CI 

EZE  120 A3 

EZE  120A   A3 

EZE  215 Al 

EZE  217 Al 

EZE220-F  Al 

EZE  220FB   Al 

EZE  230 A4 

EZE  232 Al 

EZE  233 A4.A8 

EZE  235-F  A4 

EZE  251  Al 

EZE260B    PI 

EZE  261  Foaming  Cleaner  Al 

EZE261W  Al 

EZE263B    Al 

EZE  265 Al 

EZE265B   Al 

EZE273E   Al 

EZE  277 H2 

EZE  278 Al 

EZE  291  Al 

EZE  294F    Al 

EZE  294S    A2 

EZE  295 A2 

EZE  320 A2 

EZE  320LB  A2 

EZE  395 A2 

EZE395L   A2 

EZE  395LB  A2 

EZE  724 Al 

EZE  743 Al 

EZE  743B    Al 

EZE743FB   Al 

EZE  745 D2 

EZE  750 Bl 
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EZE751  Bl 

EZE823 HI 

EZE  825 CI 

EZE825A   Al 

EZE  826 Al 

EZE  827 HI 

EZE  828 A3 

EZE  829 A3 

EZE  838 Al 

EZE  839 Al 

EZE  842 Al 

EZE  844 A2 

EZE  845 A2 

EZE  846 A2 

EZE  847 A2 

EZE  848 A2 

EZE-625  FC    HI 

F-19-A  Al 

F-3  Al 

Germ-A-Clean  El 

Get-Up  Al 

Intex  8652  Steam  Cleaner  Medium  Duty  Al 

Intex  8672  Al 

P4012  Mechanical  Dishwash  Compound  Al 

Scrub-A-Matic  A4 

Silicone  Spray  HI 

Steam-Power  Al 

489  CI 

8010  Metal  Conditioner   A3 

8017  Acid  Cleaner    A3 

8020  Acid  Cleaner    A3 

8025  A3 

8091  Chlorinated  Cleaner  Al 

8096  CI 

8096  A2 

8098  Heavy  Duty  Cleaner    A2 

8099  Alkaline  Cleaner    A2 

8103  Al 

8108 Al 

8120  Liquid  Cleaner  Concentrate  A4 

8123  Concept  Neutral  Cleaner  CI 

8124  Floor  Cleaner  CI 

8129  Big  J-D  A4 

8129  Blast  Off  Cone.  Cleaner    A4 

8133  F/S  Degreaser Al 

8150  Detergent  Cleaner  Concentrate   ..  CI 

8170  Industrial  Cleaner A4 

8174  Double  Duty  Cleaner  A4.A8 

8180  Heavy  Duty  Cleaner    A4 

8200  Al 

8201  Super  Multipurpose  Cleaner   Al 

8203  Detergent    CI 

8204  Select    Al 

8232  Steam  or  Spray  CI.  Heavy  Duty  A4 

8233  Heavy  Duty  Cleaner    Al 

8272  CI 

8277  Kl 

8540  Bl 

8603  30%  Liquid  Hand  Soap  El 

8604  H2 

8610  Liquid  Lotion  Soap   El 

8620  C2 

8653  Steam  Cleaner  Heavy  Duty  A2 

8661  Hot  Tank  Ferrous  A2 

8663  Hot  Tank  Rust  Remover  A2 

8667  Hot  Tank  Steel  Cleaner  A2 

8668  A2 

8669  Al 

8671  Hot  Tank  Aluminum  Cleaner   ....  Al 

8676  A4 

8677  A4 

8697  General  Purpose  Cleaner  Al 

8881  Penny  Pincher    Al 

8882  Penny  Pincher    Al 

8883  Penny  Pincher    A4 

8940  CI 

8951  Solvent  Cleaner  Degreaser    K2 

8952  Silicone  Spray    HI 

8954  Lubricant  Penetrant   H2 

8955  Contact  Cleaner  K2 

8960  Oven  &  Grill  Cleaner    A8 


8961  All  Purpose  Cleaner CI 

8962  Stainless  Steel  Cleaner/Polish  ....  A7 

8966  Dry  Moly  Lube    H2 

8975  Gum  Remover   CI 

8990  Mirror  &  Window  Cleaner   CI 

8990  Window  Cleaner    CI 

8992  Vista  View  (Bulk)  CI 

8992  Vista  View  Aerosol  CI 

8999  CI 

E  Z  Supply,  Inc. 

ProCareFDC#5   CI 

Slo  Bol  CI 

E  Z  Time  Inc. 

Clean  All  A4.C1 

E.  &  C.  Services/ 

Douglas  &  Lomason  Company 

Caustic  Soda  12%  Liquid  A1.L1 

Caustic  Soda  50%  Liquid  A2.L1 

Trisodium  Phosphate  Crystalline    Al 

E.  T.  Lubricants  Co.,  Inc. 

'Big  Blue'  Industrial  Cleaner  A4 

No.  1000  Gear  Oil  SAE  90    H2 

No.  2000  Gear  Oil  S AE  140    H2 

No.  300  Gear  Oil  SAE  20    H2 

No.  3090  Worm  Gear  Oil  SAE  90 H2 

No.  3140  Worm  Gear  Oil  SAE  140  ....  H2 

No.  4022  CLS  Grease  No.  1    H2 

No.  4081  Ultra  Grease  No.  2  H2 

No.  4091  Ultra-Plex  Grease  No.  1  H2 

No.  4092  Ultra-Plex  Grease  No.  2  H2 

No.  4402  Food  Machinery  Lubricant   .  HI 

No.  4595  No-Melt  Grease  2  H2 

No.  500  Vari  Purpose  Gear  Oil  SAE  80  H2 

No.  7010  Air  Tool  Oil  SAE  10  H2 

No.  7030  Air  Tool  Oil  SAE  30  H2 

No.  7105  Hydraulic  Oil  SAE  5    H2 

No.  7110  Hydraulic  Oil  SAE  10   H2 

No.  7120  Hydraulic  Oil  SAE  20   H2 

No.  7130  Hydraulic  Oil  SAE  30   H2 

No.  7210  Indl.  Air  Compressor  Oil  SAE 

10    H2 

No.  7220  Air  Comp.  Oil  SAE  20 H2 

No.  7230  Air  Comp.  Oil  SAE  30 H2 

No.  7250  Air  Comp.  Oil  SAE  50 H2 

No.  7420  Refrigeration  Oil  SAE  20  ...  H2 
No.  8230  Heavy-Duty  Air  Cmprsr  Oil 

SAE30 H2 

4071  Lumaplex  Vari-Purpose  Grease 
NLGI#1  H2 

4072  Lumaplex  Vari-Purpose  Grease 
NLGI#2  H2 

4501  Hi-Temp  OpenGear&Fifth  Wheel 

Grease  H2 

E.A.  Harper  &  Company,  Inc. 

Foaming  Cleaner  Al 

E.P.A.  Environmental  Products  of 
Am.  Inc 

Enviro  Nu    Al 

E.Z.  Products 

EZ  Cleaner  CI 

E+E  (US)  Inc. 

Sodium  Hypochlorite  Solution  D2 


E-Mac  Dairy  Brush  Company 

Silicone  Spray  HI 

E-Vap  Corporation 

E-Vap  Odor  Exterminator  CI 

E-Z  Chem-Systems 

E-ZDuz  It!    Al 

E-Z  Clean  Corporation 

Assault  Jelled  Vandalism  Mark  Re- 
mover      CI 

Desire  CI 

E-Z  Up  CI 

Essence    CI 

Image  (Aerosol) CI 

O.G.S.  Oven,  Grill,  and  Smokehouse 

Clnr  A8 

Power  Ball  Plus  CI 

Power-X  A4.A8 

Slurry  Chlorinated  Foam  Cleaner  Al 

Super  V  Oven  Cleaner   A8 

Work  Force   E4 

E-Z  Duz  It  Products/Div  of  Alpha 

Sci... 

See  Lemajeur,  W.  W.  Co. 

E-Z  Kleen  Company 

E-Z  Kleen  Sani-Soap    E2 

E/M  Lubricants,  Inc. 

CP40A    H2 

CP-28  H2 

CP-40D    H2 

K-222  FG H2 

Kronaplate  333  Open  Gear  Grease  H2 

Kronaplate  560   HI 

Kronaplate  70    H2 

Kronasyn  Compressor  Oil  SAE  10    ....  H2 

Kronasyn  Compressor  Oil  SAE  20    ....  H2 

Kronasyn  Compressor  Oil  SAE  30    ....  H2 

Kronasyn  1023    H2 

ME-62   H2 

Perma-Slik  CP-86W   H2 

Perma-Slik  S   H2 

Eagle  Chemical  and  Supply 
Company 

Double  Action  CI 

Double  Eagle  Al 

Eagle  Power Al 

Eagle  Chemical  Company 

Sodium  Hypochlorite  Solution  D2 

Eagle  Chemicals 

Clear  Shine    CI 

Super  Solve  K2 

Eagle  Chemicals,  Inc. 

Cleaner  Additive  3C  Al 

Cleaner  Car  Clean  Al 

Cleaner  Caustic  Soda  Beads  A2 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  Plus    Al 

Cleaner  Chlor  Plus  Three  Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Chlor  Plus  100 Al 

Cleaner  Chlor  SF  Plus    Al 
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Cleaner  Conditioner  FM  G2 

Cleaner  Defoamer  S    Al 

Cleaner  Deodorant  AR   CI 

Cleaner  FA-22A    Al 

Cleaner  Jelling  Agent  Al 

Cleaner  Jelling  AgentMM  Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  LD  25  Bl 

Cleaner  LDC  LI 

Cleaner  Rust  Stripper  C   A2 

Cleaner  Rust  Stripper  45  M   A2 

Cleaner  Strip  Add  Al 

Cleaner  WT-6   G6 

Cleaner  126  AE A2 

Cleaner  210A Al 

Cleaner  212  A  Al 

Cleaner  215A Al 

Cleaner  215LF Al 

Cleaner  222C CI 

Cleaner  223C  A2 

Cleaner  225  C  A2 

Cleaner  226  C  A2 

Cleaner  301C A2 

Cleaner  302C  A2 

Cleaner  304C  A2 

Cleaner  308C  A2 

Cleaner  316  AS  Al 

Cleaner  317AS    Al 

Cleaner  401A Al 

Cleaner  402A Al 

Cleaner  403A Al 

Cleaner  404A Al 

Cleaner  406  AE Al 

Cleaner  406A A4 

Cleaner  408  C  Al 

Cleaner  41 1-C  A2 

Cleaner  412C A2 

Cleaner  41 3A-LT    Al 

Cleaner  416C Al 

Cleaner  417  C  Al 

Cleaner  418  C  A4 

Cleaner  419C  Al 

Cleaner  425  C  Al 

Cleaner  427  C  A4 

Cleaner  430  C  \4 

Cleaner  431  C  ..    Al 

Detergent  3B  Al 

LoobJ   A1.H2 

Metal  Conditioner  30K  A3 

Paint-Lok  Metal  Cond.-l    A3. A3 

Paint-Lok  Metal  Cond.-2    A3 

Paint-Lok  Metal  Conditioner  23  A3 

Paint-Lok  Metal  Conditioner  25  E  \3 

Paint-Lok  Metal  Conditioner  3  A3 

Stripper  203  GH    A2 

Stripper  204  DS  Al 

Stnpper208NA   A2 

WT-10  G6 

WT-12  G6 

WT-14  G6 

WT-I5   G7 

WT-16  ..    G7 

WT-18   ..    G7 

WT-22  ..    G7 

WT-24  .     G6 

WT-24  Plus  G6 

WT-34  G6 

WT-35   G6 

WT-46   G7 

WT-55   G6 

WT-55  NA G6 

WT-56  G6 

WT-56  NA G6 

WT-57   G6 

WT-57-NA  G6 

WT-66  ..    G7 

WT-7E  ..    G6 

WT-77  ..    G7 

WT-8   ..    G7 

WT-8F  ..    G7 

WT-8P  ..    G7 


WT-9   G7 

WT17  G6 

Eagle  Industries,  Inc. 

Proclean  Cleaner  and  Degreaser CI 

Eagle  Maintenance  Systems 

Devour  Deodorizer  Spotter  Digester    ..    CI 
Foaming  Food  Plant  Degreaser    Al 

Eagle  Products 

Eagle  Quick  Clean    J I 

Eagle  Technology 

BT-10 G6 

BT-12  G6 

BT-22  Boiler  Feed  Water  Oxygen  Sca- 

vanger  G6 

BT-24  Boiler  Feed  Water  Oxygen  Sca- 

vanger  G6 

BT-30  G6 

BT-40  Steamline  Treatment   G6 

BT-41  Steamline  Treatment  G6 

OT-180  Once  Through  Cooling  Water 

Trmnt    G6 

Eagle-Picher  Minerals,  Inc. 

DiaSorb   Jl 

Floor  Dry  85  Super  Fine Jl 

Floor  Dry-Diatomite   Jl 

Floor-Dry  No.  85    Jl 

Earth  City  Resources,  Inc. 

Trounce  Finl  Feast  Wthr  Rstnt  Poisn 
Bait   F3 

Earth  Clean  Systems,  Inc. 

De-Grease  It    Al 

Grease  Clean  Al 

Pan  Clean Al 

Earth  Force  Ltd. 

EF-52  CI 

EF-53  CI 

EF-54  CI 

EF-56  CI 

EF50    CI 

EF51     CI 

Earth  Group,  Inc. 

Terminate  128  Al 

Terminate  64  Al 

Earth  Guard  Environmental,  Inc. 

Grease  Guard  CI 

Earth  Safe,  Inc. 

ES-1 10  All  Purpose  Cleaner  Concen- 
trate      A4 

ES-760  Lotionized  Dishwashing  Com- 
pound        Al 

Earth  Sense,  Inc. 

Earth  Sense  Sanitizer  1:512   D2 

Earth-Safe,  Inc. 

Eco-Suds   CI 


Earthshield  Environmental 
Products 

Formula  1-Industrial  Degreaser   Al 

Formula  2-Commercial  Cleaner  Al 

Formula  4-Steam  and  Pressure  Cleaner    Al 

EarthWise,  Inc. 

EarthWise  Formula  I  A4 

East  Bay  Janitorial  Supplies 

Clean-N-Shine  Foam.  Gls  &  Util.  Clnr    CI 
Heavy  Duty  All  Purpose  Foaming 
Cleaner   A8 

East  Carolina  Chemical 

D-Solv   A4 

Magic  High  Concentrate  Cleaner  A4 

East  Coast  Cleaning 

Blaze    A4 

Glory  4 CI 

East  Kentucky  Chemical  Inc. 

Bath  Guard  Plus    C2 


East  River  Co.-BR&C 


Boiler  Water 
Boiler  Water 
Boiler  Water 
Boiler  Water 
Boiler  Water 
Boiler  Water 
Boiler  Water 


Treatment  Formula  #12 
Treatment  Formula  #15 
Treatment  Formula  #21 
Treatment  Formula  #34 
Treatment  Formula  #35 
Treatment  Formula  #41 
Treatment  Formula  #42 


G6 
G6 
G6 
G6 
G6 
G6 
G6 


East  Texas  Chemical  Company 

Blitz-Solv  Cleaner-Degreaser  Al 

Easterday  Janitorial  Supply 
Company 

"Jubilation"  Neutral  Cleaner-Degreaser    Al 

E2  Germicidal  Soap  Plus    E2 

Foam  Kleen  Al 

Low  Suds  Launderall  B2 

MP-45    Dl 

Pine  Odor  Disinfectant  CI 

Predator   L2 

Safe-T-Kleen  A4 

Soil  Solv    -\4 

Wipe  Out  Spray  'N  Wipe  C2 

Eastern  Chemical  Products 

Foam  Up   Al 

Spontaneous  Emulsifier Al 

Eastern  Chemical  Products  Corp. 

Aqua  Clean  Foaming  Cleaner  Al 

EC.  Concentrate  Al 

Liquidase  250    L2 

Live  Micro-Organisms    L2 

NB  200    Al 

NB-100    Al 

NB-100  Non-Butyl  Degreaser  Cleaner  Al 

Quarry  Tile  Cleaner    A I 

Robust    A4 

Robust  Water  Soluble  Safety  Solvent  A4 
Super  3  Way  Degreaser  Al 
SS-123  Ready-To-Use  Solvent  De- 
greaser    Kl 
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Eastern  Crown,  Inc. 

ECI-Mist  Insecticide  Spray  Fl 

13  CMC  Al 

15CMC    Al 

16  CMC  A2 

19  LMC  Al 

20LMC  Al 

23  CG  C  Al 

29  MAC A3 

31  PAC    A3 

33  FAC    A3 

52  LC  D2 

53AR   Al 

Eastern  Equipment  and  Chemical 
Co.,  Inc. 

Chain  &  Cable H2 

EEC  Off Al 

EEC  105  NI  A4 

Glean  Glass  Cleaner   CI 

HI  P  K2 

Industrial  Drain  Opener    LI 

Inner-Lube  H2 

New  Power  Battery  Terminal  PI 

No.  25  Insect  Spray    Fl 

Ovec  A8 

Sani  Lube  HI 

Silicone  Spray  HI 

Spray  and  Wipe  All  Purpose  Cleaner       CI 

Spray  Silicone  Release  HI 

Sta-Kleen  CI 

Stainless  Steel  &  Metal  Polish  A7 

Sur-Grip  PI 

Thermofilm  Number  5    H2 

Tuff  Thread  H2 

TFE  Fluorocarbon  Lubricant    H2 

X-EL    Kl 

Eastern  Institutional  Supply  Co. 

Quik  Cleen C2 

Eastern  Specialty  Products 

Challenge  E4 

Contact  Cleaner  C2 

DG-82    K2 

Grease  Gun  In  A  Can  H2 

HC-86  Hand  Cleaner E4 

Knock-Out  Fl 

Orange  Crush E4 

Eastern  Technologies  Incorporated 

Formula  1015    G7 

Formula  1016    G7 

Formula  1017    G7 

Formula  1018    G7 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  1408-M   G3 

Formula  1425-F G5 

Formula  2000-F  G6 

Formula  2001-F G6 

Formula  2002-F G6 

Formula  2003-F G6 

Formula  2004-F  G6 

Formula  2005-F G6 

Formula  2006-F G6 

Formula  2007-F G6 

Formula  2008-F  G6 

Formula  2009-F  G6 

Formula  2022-F G6 

Formula  2023-F G6 

Formula  2025-F G6 

Formula  2026-F G6 


Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Furmula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 
Formula 


2027-F G6 

2028-F G6 

2030-F G6 

2031-F G6 

2032-F G6 

2033-F G6 

2050-F G6 

2051-F G6 

2052-F G6 

2053-F G6 

2055-F G6 

2056-F G6 

2057-F G6 

2060-F G6 

2061-F G6 

2062-F G6 

2065-F G6 

2067-F G6 

2072-F G6 

2075-F G6 

2076-F G6 

2077-F G6 

2078-F G6 

2079-F G6 

2080-F G6 

2081-F G6 

2082-F G6 

2083-F G6 


00-F  . 
05-F  . 
06-F  . 
07-F  . 
08-F  . 
10-F  . 
ll-F  . 
12-F. 
13-F. 
14-F  . 
15-F  . 
20-F  . 
21-F. 
22-F  . 
23-F  . 
24-F  . 
25-F  . 
31-F  . 
32-F  . 
35-F  . 
36-F  . 
37-F  . 
50-F  . 
51-F  . 
52-F. 
60-F  . 
61-F. 
62-A 
62-F  . 
70-F  . 
71-F  . 
72-F  . 
75-F. 
76-F  . 
77-F  . 
79-F. 
80-F  . 
81-F  . 
82-F  . 
83-F. 
85-F  . 
86-F  . 
87-F  . 
88-F  . 
89-F  . 
95-F  . 
96-F  . 
97-F. 
98-F  . 
99-F  . 


G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 


2201-F G6 

2220-F G6 

2310-A    G6 


Formula  2310-F G6 

Formula  2310-G    G6 

Formula  2310-H    G6 

Formula  2320    G6 

Formula  2320-A    G6 

Formula  2320-F G6 

Formula  2320-G    G6 

Formula  2320-H    G6 

Formula  2330-A    G6 

Formula  2330-F G6 

Formula  2330-G    G6 

Formula  2330-H    G6 

Formula  2'40-A    G6 

Formula  2340-F  G6 

Formula  2340-G    G6 

Formula  2340-H    G6 

Formula  2350-A    G6 

Formula  2350-F  G6 

Formula  2350-G    G6 

Formula  2350-H    G6 

Formula  2980-F  PI 

Formula  3022-F G5.Q5 

2065  G6 

2066  F  G6 

2070-F  G6 

2071-F  G6 

2360-F  G6 

Eastern  Water  Services,  Inc. 

Formula  Br- 1595-T  G5.G7 

Formula  1015    G7 

Formula  1016    G7 

Formula  1017    G7 

Formula  1408-M  G3 

Formula  1425-F G5 

Formula  2160-F G6 

Formula  2161  -F  G6 

Formula  2170-F G6 

Formula  2171-F  G6 

Formula  2175-F G6 

Formula  2176-F G6 

Formula  2177-F G6 

Formula  2220-F G6 

Eastman  Chemical  Company/ 
Div.  of  Eastman  Kodak  Company 

Eastman  Chill-Guard  35  PI 

Eastman  PG  Propylene  Glycol,  USP  ....  PI 

Eastman  Chemical  Products,  Inc. 

Myvacet  9-40 HI 

Myvacet  9-45 HI 

Easton  R.  S.  Corporation 

Easton  MSR    CI 

Eastonair   CI 

Eastonair  Bad  Air  Sponge  (Odorless)      CI 

Eastonair  Fluids  Concentrate    CI 

Eastonair  Liquid  Detergent  CI 

Liquivac  PI 

Sweet-Pea  "Phosphate  Free"  CI 

Sweet-Pea  Concentrated   CI 

Sweet-Pea  Food  Handling  Grade  CI 

Sweet-Pea  No  Phosphates  Concentrated  CI 

Eastside  Service  &  Supply 

CitraSolv40  CI 

Duchess  Dishsoap  Cone   Al 

Duchess  Plus  Dishsoap  Cone  Al 

Heavy  Duty  Degreaser   Al 

Easy-Time  Products,  Inc. 

ET  100X    Al 
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Eatherly  Chemical  Co. 

E-190  X  Multi-Purpose  Cleaner  & 
Degrsr A4.A8 

Eaton,  J.T.  &  Company,  Inc. 

All-Weather  Bait  Bitz-Peanut  Butter 

Flav  F3 

All-Weather  Bait  Blks  Rodnt  w/Apple  F3 
All-Weather  Bait  Blks  Rodnt.  w/Fish  ..  F3 
All-Weather  Bait  Blks  Rodnt.  w/Meat  ..  F3 
All-Wthr  Bait  Blks  Rodnt 

w/MoI/Pea.But F3 

Eaton's  A-C  Formula  90  Place  Pack 

Rodnt F3 

Eaton's  All-Weather  Bait  Bitz  Fish  Flav.  F3 

Eaton's  Answer  For  Insects    F2 

Eaton's  AC  Formula  90  Rodenticide  ....  F3 
Eaton's  K.I  O.  System  F2 

Ecco  Chemical  Company,  Inc. 

Big  4  Cleaner    Al 

E-174  A4 

Formula  146L  Cone.  High  Foaming 

Cleaner   Al 

Formula  312  HD  Alkaline  Compound  Al 

Hot  Foam  A4 

Ecco  Chemicals,  Incorporated 

A  Kleen  A4 

A-B  Pasteurizer  Cleaner  /l  16B/  Al 

Acid  Descaler  Compound  A3 

Algicide  100   Dl 

Antiseptic  Hand  Soap  El 

Bleach  10 Bl 

BTC020   G6 

BTC  201    G6 

BW  105  G6 

BW  125  G6 

BW-100  G6 

D-ll  Chloro-Suds  Al 

D-5  Chlorinated  In-Place  Cleaner    Al 

Descaler  15   A3 

Dynamo  Al 

Easeall  Al 

Ecco  C-Foam Al 

EccoCQ    Al 

EccoCTW-4   G6 

Ecco  CTW-7  G7 

Ecco  Defoamer   Q5 

Ecco  Defoamer  100 A1.Q5 

Ecco  DPC    LI 

Ecco  Han  San  QE-2   E2 

Ecco  HD    A2 

Ecco  Ideal    Al 

Ecco  Klor Al 

Ecco  Orange    El 

Ecco  San  Detergent-Disinfectant   D2 

Ecco  San  10 D2 

Ecco  San  100 Dl 

Ecco  San  400 Dl 

Ecco  Sour    Bl 

Ecco  Suds    Bl 

Ecco  SR  A3 

Ecco  101    Al 

Ecco  111    Al 

Ecco  1122   A8 

Ecco  1126   Al 

Ecco  1127   Al 

Ecco  1128   Al 

Ecco  1133   Al 

Ecco  114   A2 

Ecco  1144   A4 

Ecco  1150   Bl 

Ecco  1155   Al 

Ecco  1159   Bl 

Eccoll6B  Al 

Ecco  1161    Al 


Ecco  1164   Al 

Ecco  1166   Al 

Ecco  1167   Al 

Ecco  1169   Al 

Ecco  117    A2 

Ecco  1176   A2 

Ecco  1178   A2 

Ecco  118   Al 

Ecco  119   A3 

Ecco  1209   Al 

Ecco  1250   Al 

Ecco  1272   Al 

Ecco  187   Al 

Ecco  188BC A2 

Ecco  210   Al 

Ecco  2133   CI 

Ecco  220   Bl 

Ecco  2208   Al 

Ecco  2242   Al 

Ecco  225   Bl 

Ecco  2251    A2 

Ecco  2266   Al 

Ecco  2269   Al 

Ecco  2270   A3 

Ecco  2276   Al 

Ecco  2324   Al 

Ecco  2325   Al 

Ecco  2327   A4 

Ecco  2411    Ql 

Ecco  2412   Ql 

Ecco  2413   Ql 

Ecco  2415   Ql 

Ecco  2418   Ql 

Ecco  2420   Ql 

Ecco  2425   A4 

Ecco  2430   H2 

Ecco  2435   H2 

Ecco  2439   A2 

Ecco  2440   Al 

Ecco  2444   A4 

Ecco  2445   Al 

Ecco  2450  Al 

Ecco  2455   Al 

Ecco  2466   A2 

Ecco  255   Al 

Ecco  28   A2 

Ecco28NF Al 

Ecco40B  Al 

Ecco  41    A2 

Ecco  450   Al 

Ecco  470   Al 

Ecco  64-0 Al 

Ecco  66   Al 

Ecco  70   A3 

Ecco70T  A3 

Ecco  73   A3 

Ecco  75   A3 

Ecco  88   A3 

Eccodine  AG  D2,E3,Q6 

Eccodine  CC  D2.E3 

Eccodine  LF    D2 

Eccodine  1  D2 

Egg  Detergent  CL  Ql 

Egg  Wash  Plus    Ql 

Fogging  Concentrate  25   F2 

Fogging  Concentrate  30   Fl 

Food  Plant  Insecticide  15   Fl 

Han  San  I E2 

Han  San  Q  E3 

Help  Al 

Kloro  Kleen  Al 

Master  Wash   Al 

Orange  to  Green   Al 

Ox-Nox    G6 

Pet  Lube  LS HI 

Poly  Clean  Al 

Residual  Insecticide  50  F2 

Sanicrete  0  A4 

Saniway  Al 

Santex  O    Al 

Smoke  Gone    Al 


Spray  Mitt   Al 

Stainaway  Al 

Super  Stainaway    Al 

Towel  Kleen    Bl 

Yellow  Spray  A4 

Z  Kleen    A4 

Echo  Products 

Booster  Q2 

Defoam    Ql 

Echo  Santi-Wash  Hand  Soap  E2 

Echo  12CP  Al 

Echo21CP  Al 

Echo  270-C  Acid  Detergent  A3 

Echo  30CP  Al 

Echo  31CP  Al 

Echo37CP  A1.Q1 

Echo40C  Al 

Echo690-C   CI 

Echo7CP  Al 

Echo-Lite  Al 

Echo-Solv    A4 

Formula  170-CP    Al 

Formula  320-CP    A1.Q1 

Formula  329    Al 

Formula  330    Al 

Formula  331     A2 

Formula  332    A2 

700-C  Liquid  Detergent    Al 

Eckert,  R.  P.  Co.  Inc. 

Borated  Lemon  Fresh  Laundry  Deter- 
gent    Bl 

Extra  Brand  Heavy  Duty  Concrete 

Cleaner   Al 

Eckhard  Ill-Industries,  Inc. 

Formula  HCD-18  (100%  Concentrate)  Al 

Formula  HCD-4 El 

Formula  PAC-14  (100%  Concentrate)  Al 
Formula  PACW-14  (100%  Concentrate)  Al 

Eclectic  Products,  Inc. 


Eco  Aromatic  Systems,  Inc. 

Solid  Scents  Original  R  G.S CI 

Eco-Tec,  Inc. 

EnviroMech  Gold   Al 

Eco-Tech,  Inc. 

Bathroom  Magic   CI 

Drain  Magic  CI 

Eco-Clean    CI 

Ecodine  Disinfectant  D2.E3 

Floor  Magic  A4 

Giant  64  Disinfectant/Deodorizer  Al 

Kitchen  Magic  Al 

Maxi-Force    CI 

Rapid  Shine  CI 

Eco-Trol  Labs,  Inc. 

Eco-Mine  G6 

Eco-Ox  G6 

Eco-Phase    A4 

Eco-Sludge G7 

Eco-Treet  G7 

Ecol-Chem  Inc. 

Do-All  #18  Al 
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Ecolab 

Heavy  Duty  Degreaser   A8 

Heavy  Duty  Degreaser  II    A8 

Lime  Remover  600  A3 

QuarTile  A4 

Sheer  Shine   CI 

Ecolab  Export  GmbH 

P3  Kastenreiniger  A    Al 

P3  Topax  68    Al 

Ecolab  Food  &  Beverage  Division/ 
Ecolab  Inc. 

Acclean    Al 

Accomplish    A2 

Acid  250    A3 

Advance  A2 

Alsan  81  Al 

Aqua  Klear    G5 

Asepto  HW   A2 

Asepto  350L    Al 

Assur-Ring  Red  CI 

Automate  300    A3 

Avoid  A2 

AC-1     A2 

AC-100    A2.Q1 

AC-101    A2 

AC-103    A2.QI 

AC-105    A2 

AC-106    A2 

AC-20    A2 

AC-3    A3.G5 

AC-3-E A3 

AC-30    A3 

AC-30-E A3 

AC-300    A3 

AC-300-E A3 

AC-600    A3 

AC-600-E A3 

Bac-Flush  D2.E3.G5 

Bevro  Klene  Formula  ID-81  D2 

Bevro-Sheen    A2 

Bio-Choice  D2 

Brick-Klenz  A3 

Brite-Case    Al 

Brite-Klenz  HC-19    A2 

Brite-Klenz  HC-20   A2 

BK  Powder   D2.E3 

BK  Retort  Additive  G5 

BK-TW    Al 

BK-411     A2 

C-4X    A2 

Carbo-Klenz A3 

Catalyst    AI.G2 

Chelate  Additive  Formula  LC-82  ..    Al.QI 

Chlorine  Detergent    Al 

Cir-Klenz  A1.Q1 

Citro-Sheen   A2 

Clorital  Super    A1.Q1 

Consolidate    A2 

Cosmic  A2 

Cosmic-L  Al 

CFW-10  A3 

Dairy-Sheen  CA    A2 

Defoam  Acid  Formula  2190  A3 

Defoamer  FG  Al 

Derma  Klenz  El 

Derma  Klenz  E-2    E2 

Diophor   D2.E3.Q6 

Dry  Acid  Cleaner    A3 

Dy-Gest  I  Al 

Dy-Gest  II   Al 

Easy  Ride  HI 

Elplex  113  G6 

Enforce Al 

Enviro-Choice   Al.QI 

Envirocid  A3 

Envirocid-E  A3 


Esteem  A2 

Evalent  50   G7 

Evap-O-Kleen    A3 

Evap-O-Kleen-E    A3 

Exalt  Al 

Fas-Trac  H2 

FastPac  110  A2 

FastPac  220  A3 

FastPac  425   Al 

Floor  Cleaner  CI 

FIoor-Nu    Al 

Foam-Breaker    Al 

Foam-Nox    Al 

Foam-Plus    Al 

Foam-Shine   A3 

FC-I00  Al 

Heavy  Duty  Egg  Wash  Al.QI 

Heavy-Duty  Formula  LC-30  A3 

High  Foaming  Liquid  Cleaner  II    Al 

Hook  &  Trolley  Cleaner  A2 

HC-10  Chlorinated  KleerMor  Al 

HC-155    Al 

HC-650    A2 

HC-680    A2 

HC-8  General  Cleaner Al 

HC-90  Chlorinated  Detergent  A1.Q1 

Insist    A2 

Insurance  One-Step  Hand  Clnr/Sntzng 

Soap    E2 

K-San  D2 

K-101  A2 

Kancel   G5 

Kee-Phos  A2 

Kleen  Out    Al 

Kleen-Shel  Ql 

Kleen-Up  Al 

Kleer-Klenz  A2 

Kleer-Mor  Formula  HC-1   Al 

Kleer-Mor  880  Al 

Klenz  Gel  Blu  E2 

Klenz-Foam  Al 

Klenz-Glide  PL  A1.H2 

Klenz-Glide  10    A1.H2 

Klenz-Glide  20   H2 

Klenz-Glide  3    A1.H2 

Klenz-Glide  5    A1.H1 

Klenz-Guard  Aerosol  Penetrating  Oil       HI 

Klenz-Klor  Formula  X-3  D2.Q4 

Klenz-Solv  A8 

Klenzall-Green Al 

Klenzyme  A  Al 

KlenzAdd  1    A8 

KlenzAdd  2  Al.QI 

KlenzMax  TFC  Green Al 

KlenzMax  TFC  Pink  Al 

KlenzMax  TFC  Red   A3 

Konduct  Alkaline  Cleaner Al 

KX-1028    A3 

KX-1030-E    A3 

KX-1034-E    A3 

KX-1044   A3 

KX-1045    A3 

KX-I045-E    A3 

KX-3042    A2 

KX-3051    A2 

KX-3052    A2 

KX-3054   A2 

KX-3057    A2 

KX-5016  Klenz-Glide  5  A1.H1 

KX-504I    H2 

KX-5051  Klenz-Glide  5   HI 

KX-5069    A1.H2 

KX-6046    D2 

KX-6047    D2 

KX-6058    G5.G7 

KX-7003  Defoamer Q5 

KX-7011    Al 

KX-8002    G5 

KX-8003    G5 

KX-8014    Al 

KX2007  Al 

L-160  FCC    G5 


L-160  FCC  A.V G5 

Lift  II   Al 

Liquid  Smokehouse  Cleaner  A2 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Utility  Cleaner  II  Al 

Liquid-K    Al 

Liquid-90  Al 

Low  Temperature  Lubricant  A1.H2 

Luboklar  FC    AI.H2 

Lubri-Klenz  A1.H2 

Lubri-Klenz  LF  AI.H2 

Lubri-Klenz  Plus  A1.H2 

Lubri-Klenz  S    A1.H2 

LPC  260    Al 

LPC279    Al 

Mandate   D2 

Mandate-LT  D2 

Manual  Cleaner  7000   Al 

Mikro-Glide  S   A1.H2 

Mikroklene  DF   D2.E3.Q6 

Multi-Power  A2 

MC-7   Al 

MI-5  Al.QI 

Nu-KIeen  A3 

NP-200 Al 

Oxonia  Active  D2 

OR-3    A3 

Pan  Master  Al 

Paradigm  2010 Al 

Paradigm  2011  Al 

Paradigm  2012 Al 

Paradigm  2030 Al 

Paramount   A2 

Passiv-8  A3 

Pennchem  14  A2 

Pennsan  NR  D2 

Persuade  A2 

Pet  Guard  IIB    A1.H2 

Phosphoric  Acid    A3 

Pinnacle  A2 

Poly-Brite    Al 

Power-Off   Al 

Principal  Al.QI 

Principal  Formula  4005 Al.QI 

Proven    Al 

PBS-LF    Al 

PCC  Alkali    A2 

PL-3  A3 

P3-Cosa  CIP  90 Al 

P3-Cosa  CIP  92 Al 

P3-Cosa  DES  A3 

P3-Cosa  PUR  80  Al 

P3-COSACIP70    A3 

P3-COSACIP72    A3 

P3-COSACIP95    A2 

P3-COSA  PUR  84    Al 

P3-COSAPUR85    Al 

Quantum  Allocation  System  PI 

Quorum  Amber/Ambar  Al 

Quorum  Blue/Azul    Al 

Quorum  Brown  II/Cafe  II  A2 

Quorum  Brown/Cafe  A8 

Quorum  Clear/Claro   D2 

Quorum  Copper/Cobre    Al 

Quorum  Green  II/Verde  II    Al 

Quorum  Green/Verde   D2.E3.G4.Q4 

Quorum  Orange/Naranja  Al 

Quorum  Pearl/Perla  A2 

Quorum  Pink  II  Al 

Quorum  Purple/Violeta  A3 

Quorum  Red  II/Rojo  II  A3 

Quorum  Red/Rojo  A3 

Quorum  Silver/Plata   A2 

Quorum  Tan/Beige    A1.H2 

Quorum  TFC  Green/TFC  Verde Al 

Quorum  TFC  Pink/TFC  Rosado  Al 

Quorum  TFC  Red/TFC  Rojo   A3 

Quorum  White/Blanco    A2 

Quorum  Yellow  II/Amarillo  II  Al.QI 

Quorum  Yellow/Amarillo  Al 

Rapid  Klenz  Al 

Ready-Foam Al 
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Redi-Kleen  AI 

Sani-Glide    H2 

Smokehouse  Cleaner  A2 

Solid  Advantage  Plus   A2 

Solid  Choice  Conveyor  Lubricant      A1.H2 

Solid  Choice  Pet A1.H2 

Solid  Choice  Plus   A1.H2 

Solid  Kleen-Up   Al 

Solid  Low  Slip    Al 

Solid  Sani-Glide  H2 

Solid  2171  General  Cleaner   AI 

Special  Liquid  Alkali    A2 

Speed-Wash  Formula  LC-5    Al 

Sta-Chlor  D2 

Stabicip  NA  Al 

Stabicip  Therm  Al 

Standard  Detergent  103 A2 

Status  A1.G5 

Ster-Bac  D2.E3.Q3 

Stericide  D2.Q3 

Stone  Remover    A1.Q2 

Sulfam  Plus  A3 

Super  Foam  Al 

Super  Kleen-Shel A2.Q1 

SC-205  Al 

SF  1000  A3 

Task  Force  Premium  Acid   A3.G5 

Task  Force  Premium  Alkaline    A2 

Task  Force  Premium  Lubricant    ....    A1.H2 
Trichlor-O-Cide  XP-160  D2.Q4 

Trolley  Lube  1041  HI 

Ultra  A1.Q1 

Ultrasil  MBS  A3.P1 

Ultrasil  01    PI 

Ultrasil  02   PI 

Ultrasil  10   PI 

Ultrasil  10  Plus  PI 

Ultrasil  11    PI 

Ultrasil  13    PI 

Ultrasil  25   PI 

Ultrasil  51    PI 

Ultrasil  53   PI 

Ultrasil  54   PI 

Ultrasil  56   PI 

Ultrasil  7    PI 

Ultrasil  75   PI 

Ultrasil  76   PI 

Ultrasil  90  Plus   A2 

Ultrasil  91    PI 

Vega-Kleen   Al 

Vital  III   Al 

Vital  2   Al 

Vital  4   Al 

X-4  D2 

X-5  A2 

X-6  A3 

XY-12    BI.D2.E3.G4.Q4 

Zinnfest   Al 

1204  A4.A8 

2100  Acid    A3 

2171  General  Cleaner  Al 

2585  S  A2 

50%  Liquid  Caustic,  Chelated   A2 

Ecolab  Inc. 

All  Purpose  100 CI 

DeCarbonizer  MXP  Al 

Fryer  Cleaner  300  A8 

Heavy  Duty  Cleaner  A4 

Liquid  Hand  Cleaner E4 

Maxi  Value  Drain  Cleaner  LI 

Maxi  Value  Fryer  Cleaner   A2 

Maxi  Value  Laundry  Detergent   Bl 

Maxi  Value  Lotion  Hand  Soap E4 

Maxi  Value  Multipurpose  Cleaner  CI 

Maxi  Value  Oven  Cleaner  555  A8 

Maxi  Value  Stainless  Steel  Polish   CI 

Maxi  Value  Toilet  Bowl  Cleaner  C2 

Multi-Purpose  Cleaner    Al 

Multi-Purpose  Cleaner  II    Al 

Odor  Destroyer   C2 


Power-Off   Al 

Professional  Insecticide  Fl 

Sani-Klor  500    D2 

Stainless  Steel  Polish    A7 

Ty-D-Bol  Non-Acid  Bowl  &  Bathroom 
Clnr  C2 

Ecolab  Inc.  -  Water  Care  Services 

BoilerCare  960    G6 

BoilerCare  9980    G6 

SteamLine  420 G6 

SteamLine  8536 G6 

SteamLine  8570 G6 

7000  G4.G5.G7 

7500  G5.G7 

8515  Steam  Line  Treatment  G6 

8530  Steam  Line  Treatment  G6 

8540  Steam  Line  Treatment  G6 

8542  Steam  Line  Treatment  G6 

8565  Steam  Line  Treatment  G6 

8583  Steam  Line  Treatment  G6 

8802  Resin  Cleaner  PI 

8807  Descaling  Acid  PI 

8810  Polymeric  Sludge  Cond G6 

8826  Boiler  Antifoam  G6 

8840  Cooker/Cooler  Sequestrant    G5 

8850  Cooker/Cooler  Sequestrant    G5 

9010  Dispersant  G6 

905  Boiler  Water  Treatment  G6 

9107  Corrosion  Inhibitor  Additive  G7 

9115  Bromine  Tablets  G5 

9119  G7 

913  Boiler  Water  Treatment  G6 

9170  Cooling  Water  Treatment    G7 

9171  Cooling  Water  Treatment    G7 

9173  Cooling  Water  Treatment    G7 

9174  Cooling  Water  Treatment    G7 

921  Water  Conditioner  G2 

922  Water  Conditioner  G2 

923  Boiler  Water  Treatment  G6 

929  Boiler  Water  Treatment  G6 

930  Boiler  Water  Treatment  G6 

932  Water  Conditioner  G2 

939  Boiler  Water  Treatment  G6 

9510  Ultra  Series  Dispersant  Concen- 
trate    G6 

9520  Ultra  Series  Boiler  Water  Treat- 
ment      G6 

953  Boiler  Water  Treatment  G6 

9530  Ultra  Series  Boiler  Water  Treat- 
ment      G6 

9560  Ultra  Series  Oxygen  Scavenger  ..  G6 

9575  Ultra  Series  Cooling  Water  Trtmnt  G7 

964  Oxygen  Scavenger  G6 

977  Steam  Line  Treatment  G6 

983  Boiler  Treatment    G6 

9904  Water  Conditioner  G3 

9907  Descaling  Acid  PI 

9920  Closed  System  Treatment   G7 

9927  Microbiocide    G7 

9951  Combination  Boiler  Treatment   ..  G6 
9953  Combination  Boiler  Treatment   ..  G6 
9959  Combination  Boiler  Water  Treat- 
ment      G6 

9962  Liquid  Oxygen  Scavenger  G6 

Ecolab  Inc.,  JaniSource  Prof.  Prod. 
Div. 

All-Purpose  Cleaner/Odor  Counteractant  CI 

Balanced  Power CI 

Detergent/Disinfectant  CI 

Heavy-Duty  Cleaner/Degreaser    Al 

J-3    A4 

Neutral  Cleaner  CI 

Neutralizer/Conditioner  CI 

Pure  &  Clean  E2 

Ty-D-Bol  Disinfectant  Foam  Cleaner       CI 
Ty-D-Bol  Heavy-Duty  Bathroom 
Clnr/Disnf  C2 


Ty-D-Bol  Premeasured  Toilet  Bowl 

Cleaner   C2 

Ecolab  Institutional  Division 

Absorbit  A4.A8 

All  Purpose  Cleaner    CI 

Antibacterial  Clean  &  Smooth  E4 

Aqua  Soft B2 

Assert  A4 

Automatic  Drain  Relief CI 

Bowl  Cleanse C2 

Click    Al 

Eco-Klene    Al 

Eco-San   D2 

Eco-Star  Break  II    Bl 

Eco-Star  Break  Ill-Xtra Bl 

Eco-Star  Conditioner  IV  Bl 

Eco-Star  Destainer  V    Bl 

Eco-Star  Detergent  I  Bl 

Eco-Star  Liquid  Special  HC  Bl 

Eco-Star  Liquid  Tri-Sheen    Bl 

Eco-Star  Nu-Sour    Bl 

Eco-Star  Oxy-Brite  Bl 

Eco-Star  Soft  VI   B2 

Eco-Star  Super  Bac-Soft  B2 

Ecoshine A7 

Ecotemp  Liquid  ET-Plus Al 

Encompass  A8 

Enviro  Lime  A3 

Enviro  Solid    A2 

Excaliber   A2 

Express Al 

Force  5  A2 

General  Purpose  Cleaenr  SX  Concen- 
trate    CI 

Grease-Ease  A8 

Greasecutter  A4.A8 

Greasecutter  Plus  A8 

Greasestrip  Plus  A8 

Guardian    A2 

Guardian  Acclaim  Al 

Guardian  Magnum A2 

Guardian  Plus    A2 

Guardian  Score   A2 

HW  Bathroom  Cleaner  SX  Concentrate  C2 

Instant  Laundri  Starch  B2 

Institutional  Clean  &  Smth  Ltn  Skn 

Clnsr  E4 

Institutional  Insecticide  Fl 

Institutional  Scrub  Free  C2 

Kool-Klene    A5 

Laundri  Break  Bl 

Laundri  Brite  Bl 

Laundri  Destainer   Bl 

Laundri  Dry  Bleach Bl 

Laundri  Encompass  Bl 

Laundri  Fluff  Extra  Bl 

Laundri  Liquid  Soft B2 

Laundri  Neutralizer  Bl 

Laundri  Perma-Brite  NP  Bl 

Laundri  Perma-Brite  Plus  Bl 

Laundri  Prep  Plus   Bl 

Laundri  Sheen  Bl 

Laundri  Sheen  NP  Bl 

Laundri  Soft B2 

Laundri  Soil-Out  Xtra  Bl 

Laundri  Special  Bl 

Laundri  Special  NP  Bl 

Laundri  Super  Dry  Bleach   Bl 

Lime-A-Way  A3 

Liquid  KX  Al 

Liquid  Soft  Glo  B2 

Liquid  Spearhead Al 

Maxi-Clean    CI 

Medallion  CI 

Mikro-Chlor  D2.Q4 

Mikro-Quat    CI 

Mikroklene D2 

Multi-Purpose  Cleaner  SX  Concentrate  CI 

Neet   Al 

Non-Caustic  Degreaser  SX  Concen- 
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trate  A4.A8 

Oasis  Enforce    Al 

Oasis  Lemon  Tub  &  Tile  Clnr  &  Dsnf 

Cone    C2 

Oasis  115XP   CI 

Oasis  125XP   CI 

Oasis  133  A4.A8 

Oasis  136  CI 

Oasis  266  CI 

Oasis  297  C2 

Oasis  298  C2 

Oasis  299  C2 

Pan  Dandy  Al 

Polar  Formula  PanTastic  Al 

Q-Quat  II  CI 

Regain   CI 

Regain  Nonamon.  Hvy-Dty  Fl 

Clnr/Strpr   CI 

Rinse-Dry Al 

Sanigizer  Instant  Hand  Sanitizer    E4 

Sanitizer510  D2.Q4 

Solid  Brite  Bl 

Solid  Guardian  Plus    A2 

Solid  Insure  Al 

Solid  Metal-Pro  Al 

Solid  Neutralizer  Bl 

Solid  Power  A2 

Solid  Regain    Al 

Solid  Soft B2 

Solid  Soft  Plus    Bl 

Solid  Stain-A-Way    Bl 

Solid  Stain-A-Way  NP   Bl 

Solid  Super  Impact  A2 

Solid  Surge    Bl 

Solid  Surge  NP  Bl 

Solid  Surge  Plus   Bl 

Solid  Surge  Plus  NP  Bl 

Solid  Ultra  Surge Bl 

Solid  Ultra  Surge  NP    Bl 

Stainless  Steel  Cleaner  &  Polish    A7 

Super  Trump   Al 

Tetrox  Al 

Top  Quartile    A4 

Tri-Star  Conditioner    Bl 

Tri-Star  Conditioner  NP   Bl 

Tri-Star  Glo  Bl 

Tri-Star  L-2000  Bl 

Tri-Star  L-2000  XP  Bl 

Tri-Star  RE-4000 Bl 

Tri-Star  So  Fresh  B2 

Tri-Star  Solar  Brite  Bl 

Tri-Star  Spectra  Bl 

Tri-Star  Turbo  Boost B2 

Tuff  Suds  A4.A8 

Ecolab  Institutional  Products 
Division 

Greasestrip  A4.A8 

Stain-A-Way   Bl 

Surgi-Bac  El 

Ecolab  Pest  Elimination  Division 

Entox   Fl 

Entrol  Fl 

Hying  Insect  Space  Spray    Fl 

ISI  30  Fl 

Pyrethrin  Spray  Fl 

Rat  &  Mouse  Exterminator F3 

S-300  Fl 

Ecolab  Textile  Care  Division 

Alert  Bl 

Aquid  Bl 

Builder  300   Bl 

Cloreze Bl 

Control  Bl 

Detergent  R- 100    Bl 

Detergent  3093    Bl 


Dynalite  Bl 

Fabric  Brightener Bl 

Flex  Tex  200  B2 

Force    Bl 

Hi-Lite  Bleach  Bl 

Impax  Bl 

Injection  Alkali   Bl 

Injection  Detergent   Bl 

Injection  Softener    B2 

Injection  Sour    Bl 

Intrepid Bl 

Kin-Klor Bl 

Kindet    Bl 

Konite    Bl 

Lemon  Soft   B2 

Lindalite  Bl 

Liqui-Plus  S/N  Bl 

Liquid  Aquacon  Bl 

Liquid  Brawn  Bl 

Liquid  Control  Bl 

Liquid  Force    Bl 

Liquid  Hi-Chlor  Bl 

Liquid  Insure  Bl 

Liquid  Konite    Bl 

Liquid  Reclamile  Bl 

Liquid  Tex  Special    Bl 

Liquid  Tri-Det  Bl 

Nuclor  Dry  Bleach    Bl 

Paralate    Bl 

Pennseq    Bl 

Pensco  Bleach  Bl 

Pensco  Laundry  Starch  B2 

Poly/Cot  A4.B2 

Quix  Bl 

Reclamite  Bl 

Rejuvenate  Bl 

Rinspeed    Bl 

Royal  Blend  Bl 

Royal  Blue  Bleach    Bl 

So-White   Bl 

So-White  II   Bl 

Solid  Summit  Bl 

Sparkette    Bl 

Special  Alkali  #45  Bl 

Syn-Clor  Extra Bl 

Tex  Special    Bl 

Tex  Stat  Bl 

Tex  Stat  II  B2 

Tri-Det  Plus  Bl 

Unital  Bl 

996  Universal  Detergent  A1.B1 

Ecolochem 

BC-1530    G6 

BWT-65  G7 

CR-54    G6 

Ecolochem  523   G7 

520  G6 

521   G6 

530  G6 

532  G6 

541   G7 

542  G6 

543  G7 

545  G6 

547  G6 

560  G6 

580  G6 

582  G6 

584  G6 

700  G6 

Ecological  Chemical  Co.,  Inc.,  The 

Micro-Life  Liquid  Live  Micro  Organ- 
isms    L2 

Ecological  Laboratories,  Inc. 

Microbe-Lift    L2 


Ecologix  Inc. 

Ecologix  DT-P L2 

Ecology  Chemical  Company 

Auto  Dish    A2 

AGI-Wash  A2 

Biffy  Brite  A3 

Boil  Out  A2 

Eco-167   Kl 

Eco-333   PI 

Eco-7811    K2 

ECO-Kleen    Al 

ECO-Lube   H2 

ECO-Prep A3 

ECO-000   Al 

ECO-004   Al 

ECO-140   A2 

ECO-184   Al 

ECO-198   Al 

ECO-33   Al 

ECO-42   Al 

ECO-587-D   A2 

ECO-7707   A2 

ECO-7855   Al 

ECO-828   A2 

ECO-880   A3 

ECO-961    A I 

ECO-97   Al 

ECO-98   Al 

Pan  Scour Al 

Pressure  Kleen  Al 

Pressure  Special  Al 

Pressure  Wash  Al 

Ready  Emulsion    Kl 

Rinse  Off  Al 

Road  Off   Al 

Safety  Kleen    Al 

Safety  Steam  Al 

Scale  Out  A3 

Steam  Deluxe    A2 

Steam  Heavy  A2 

Steam  Super Al 

Sleam-X  Al 

Sterile  Kleen   Al 

Sudser    Al 

Wash  Liquid    Al 

Window  Al 

Ecolorite  Corporation 

Ecoloclean  A4 

Ecolopower   Al 

Ecolostrip  Al 

Econo-Chem,  Inc. 

Bactofoam   CI 

Con-Kleen  A4 

Disolve  All    Al 

E-42  Al 

Econo-Foam Al 

Econo-Power  Al 

Econo-Solve  5  Al 

Econo-Terg    Al 

Econoquat  128  D2 

Econoquat  256  D2 

ECI  Liquidate  Sulfuric  Drain  Opener    ..  LI 

ECI  Superbowl    C2 

First  Scrub  A4 

Foam  Master  Al 

Foam-Away  Q5 

Fry  Klean  A2 

General  A. P.C Al 

Glow    CI 

Grade  Plus  Q2 

Hi  Klean  HD  A2 

HD  All  Power  A2 

Klor-Power    Al 
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Klor-Soft   Al 

Klora-Foam  Al 

Krystal-Klear  CI 

L  D   104 Bl 

L.I.P.C Al 

Line-Eze H2 

Liquid  Grade  Plus  Q2 

Liquid  Smoke-Out A2 

Liquid  Smoke-Out  Plus    A2 

Liquid  Top-Egg  Ql 

Liquid  Trolley  X A2 

Lubragel  H2 

Lumaclean  Al 

Nature's  Cleaner    CI 

Nutra-Foam  Plus  Al 

Odor  Ban  90   CI 

Odor  Ban  94   CI 

Power  Solve CI 

Pro-Care  El 

Pure  D  Al 

Pure  Fry  Al 

Pure  Line  LI 

Pure  San D2 

Ramasolve   A3 

Ramasolve  Plus  A3 

Silicone  Spray  Food  Grade  HI 

Smoke-X   A2 

So  Clean    Bl 

So  Clean  Plus    Bl 

So  Soft  B2 

So  White   Bl 

Space  Spray  Insecticide    Fl 

Suds  Bl 

Super  Laterial    LI 

Superbowl   C2 

Superbowl  Concentrate  CI 

T.N.T CI 

Top-Egg  Ql 

Trolley-X  A2 

Economic  Alternatives,  Inc. 

EA  650-P  G6 

EA-135 G7 

EA-1350 G5.G7 

EA-1875 G1.G5 

EA-330 G7 

EA-3300 G5.G7 

EA-3305-D    G5.G7 

EA-335D    G7 

EA-360D    G7 

EA-3600-D    G5,G7 

EA-500 G6 

EA-5000 G5.G6 

EA-520 G6 

EA-5200 G5.G6 

EA-5805 G5.P1 

EA-585 PI 

EA-620 G6 

EA-6200 G5.G6 

EA-6500-P  G6.G5 

EA-800 G6 

EA-810 G6 

EA-8100 G5.G6 

EA-830 G6 

EA-8300 G5.G6 

EA-880 G6 

EA-8800 G5.G6 

EA-905 G6 

EA-9050 G5.G6 

EA62UL G6 

EA64UL G6 

EA68UL G6 

8000  G5.G6 

Economic  Engineering 

CIC  Corrosion  Inhibitive  Cleaner A4 


Economical  Janitorial  Supplies 

Brute    Al 

Citrus  Neutral  Disinfectant  Cleaner  ....  CI 

D.T C2 

Glass  &  Utility  Cleaner    CI 

Glass  Cleaner CI 

Hi  Tech  Capture   A4 

Hi-Tech  pH7-Q  Ql 

Hi-Tech  Advantage  CI 

Hi-Tech  Coco  Hand  Soap  El 

Hi-Tech  Cream  Cleanser A6.C2 

Hi-Tech  D.T CI 

Hi-Tech  Erase  Vandalism  Remover  ....  CI 

Hi-Tech  Hair  &  Body  Shampoo E4 

Hi-Tech  Jubilee  A4 

Hi-Tech  Lemon  Disinfectant    CI 

Hi-Tech  Mint  Disinfectant   CI 

Hi-Tech  Pine  Disinfectant CI 

Hi-Tech  Quat  Klean   CI 

Hi-Tech  Quat-86  CI 

Hi-Tech  Refresh    CI 

Hi-Tech  Ruff-Neck  A4.A8 

Hi-Tech  Soap  Film  Remover  Al 

Hi-Tech  Sparkling  Klean    Al 

Hi-Tech  Squeaky  Clean    Al 

Hi-Tech  Tuff-Stuff   A4 

Hi-Tech  TRC C2 

Stainless  Steel  Cleaner/Polish  CI 

Super  Bowl   C2 

Economical  Supplies 

Hi-Tech  Safety  Solvent  K2 

Economy  Compounds,  Incorporated 

Chlorinated  Cleaner Al 

Econo-Chlor Dl 

Economy  Blitz Al 

Economy  Fantastic    A4 

Economy  Kern-Suds   A4 

Economy  Liquid  Detergent  Al 

Economy  MSR  Cleaner    A3 

Economy  Pan  Wash    Al 

Economy-124  Smokehouse-Clnr    A2 

Economy-  125-Smokehouse-Clnr    A2 

Economy-14  Floor-Cleaner  A2 

Economy-141  Floor-Cleaner A2 

Economy-142  Floor-Cleaner A2 

Economy-143  Floor-Cleaner Al 

Economy-15  Liquid  Hand  Soap  El 

Economy-150  Liquid  General  Clnr    ....  Al 

Economy-34  General-Cleaner Al 

Economy-35  General-Cleaner A2 

Economy-45  General-Cleaner Al 

Economy-46  General-Cleaner Al 

Economy-50  Trolley-Cleaner  A2 

Economy-70  Steam-Cleaner  Al 

Economy-71  Steam-Cleaner  Al 

Economy-73  Steam-Cleaner  A! 

Economy-82  Trolley-Cleaner   A2 

Economy-88  Laundry  Compound Bl 

Economy-95-PF  Laundry  Comp Bl 

Economy-96  Laundry  Compound  ....  A1.B1 
Economy-97  Laundry  Compound  ....  A1.B1 

EC  94  Compound   Al 

H-D  Alkaline  Cleaner  A2 

Pink  Satin  Hand  Soap  El 

Pride  Concentrate    A4 

Pride  Powder  Al 

PHC-71    Al 

PHC-72    Al 

StnpcleneTX    CI 

Sunbrite  Laundry  Bleach    Bl 

1004  A2 

15  Floor  &  General  Cleaner  A2 

444  A2 

925  Concentrate Al 

950  Concentrate Al 

99  Compound    Al 


Economy  Service  &  Sales  Company 

B  1210  G6 

B  1211   G6 

B  1212  G6 

B  1213  G6 

B-100  G6 

B-101   G6 

B-102  G6 

B-105  G6 

B-106  G6 

B-108  G6 

B-109  G6 

B-1209  G6 

B-200-A  G6 

B-201-A  G6 

B-202-A  G6 

B-4SC    G6 

B-415  G6 

B-421   G6 

B-600  G6 

B-605  G6 

BCO-10  G7 

BCO-20  G7 

BCO-30  G6 

BCO-35   G6 

C-300  G6 

D-130A    G7 

ENF-18    G7 

H-100  G3 

HPW    G2.G6 

L-250  G7 

L-300  G6 

MA-1000  G6 

MA-103  G6 

MA-105  G6 

MA-105D G6 

MA-110  G6 

MA-115  G6 

MA-130  G6 

MA-300  G6 

MA-400  G6 

MA-4000  G6 

MA-403  G6 

MA-405  G6 

MA-6000  G6 

MA-603  G6 

MA-605  G6 

MA-610  G6 

MA-615  G6 

MA-630  G6 

MA-800D G6 

MA-900D G6 

P-250  G6 

S-400Q  G6 

4CA   G6 

5CA   G2.G6 

500-S   G6 

501   G6 

510  G7 

511   G7 

560  G7 

560-A  G6 

Ecot,  Inc. 

VexAl A4.A8 

VexAl  Decoagulator/Deodonzer A4 

Ecover  Products  NV 

Active  Foam  Cleaner    Al 

General  Purpose  Cleaner CI 

Glass  Cleaner CI 

Oven  Cleaner  A8 

EcoScience  Corporation 

Bio-Path  Cockroach  Control  Chamber  ..  F2 
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EcoTec  Industries,  Inc. 

Formula  1320    A2 

Formula  1321    A2 

Formula  1520    Al 

Formula  1521    A2 

Formula  1522    A2 

Formula  2220    Al 

Formula  2520    Al 

Formula  2521    Al 

Formula  2521    Al 

Formula  2522    Al 

Formula  2523    Al 

Formula  5220    Al 

Formula  5320    A2 

Formula  5520    A2 

Formula  5521     Al 

Formula  6220    A2 

Formula  6420    A2 

Formula  6421    A2 

Formula  7423    Al 

Formula  7522    A4 

Formula  7523    Al 

Formula  7720    A4 

Formula  7721     Al 

Formula  8622    Al 

Formula  8623    Al 

Formula  9620    Al 

Ed's  Supply  Co.,  Inc. 


Edco  Chemical  Company,  Inc. 

A-Sept   C2 

Blast  Insect  Spray  Fl 

Distene  Disinfectant    Dl 

Egg  Wash    Ql 

ED  20  Cleaner A4 

General  Purpose  Cleaner Al 

Germolene   Dl 

Gone  Insecticides    Fl 

KD  Liquid  Dishwash  Concentrate   Al 

Pot-Suck    Al 

Pure  Conconut  Oil  Liquid  Hand  Soap  ..El 

Silver  Dri  Al 

Stainless  Steel  Cleaner A3 

Steemit  Stripper  Grade  (Med  Duty)  ....    A2 

Super  Fogging  Insect  Killer  F2 

Vamoose    CI 

Wil-Git  Industrial  Cleaner    A4 

Edco  Manufacturing,  Inc. 

Edco  Break  Away  All  Purpose  Cleaner   Al 

Edco  Foam  Clean  CH  Al 

Edco  Liquid  Grade  Change    QLQ2 

Edco  Lustre-Kleen A3 

Edco  100  A4.A8 

Edco  175   A4 

Edco  200  A4.A8 

Egg  Wash  Defoamer  Q5 

FMG-1   HI 

FMG-2  HI 

Edd  Johnson  &  Associates,  Inc. 

Moly  PM  Lube   H2 

Edmar  Cleaning  Corp. 

Buildup  Buster    CI 

Degreaser  Concentrate    A4 

Edmar  Blast-Off   CI 

Natural  Force  CI 

Nature's  Hands    E4 

Synergized  Liquid  Alive  Bacteria    CI 

Edmer  Sanitary  Supply  Co.,  Inc. 

All  Purpose  Cleaner   CI 


Chewing  Gum  Remover  CI 

Disinfectant  Foam  Cleaner  CI 

Edmer  Foam  Disinfectant  Cleaner  CI 

Edmer  Heavy  Build-Up  Remover    CI 

Extra  Hvy  Dty  Multi-Purpose  Clnr A4 

Freezer-Cleaner  A5 

Glass-Mirror  and  Window  Cleaner  ....  CI 
Heavy  Duty  Industrial  Silicone  Spray  HI 
Hospital  Type  Disinfectant  &  Deodorant  CI 

Kleen-Glo    Al 

Pine  Scent  Disinfectant  CI 

Powdered  Hand  Soap   C2 

Roach  &  Ant  Residual   F2 

Stainless  Steel  Cleaner   A7 

Stove.  Oven,  and  Grill  Cleaner    A8 

Super  Concentrated-Liq.  Laundry  Dtrgnt  Bl 

Super  Odor  Neutralizer  CI 

Total  Release  Fogger  Grenade  Fl 

Vandalism  Mark  Remover   CI 


Edsan  Chemical  Co.,  Inc. 


Al 


APC  Odorless  Concentrated  Cleaner 
L.S.C.  Odorless  Concentrated  Floor 
Clnr A4 

Edward  Don  &  Company 

Air  Sanitizer  And  Surface  Disinfectant     CI 

Bubble  Beads Al 

Citrus  Oven  Cleaner  A8 

Citrus  Oven  Cleaner  A8 

Clean  Guard  Non-Acid  Disinf  Bowl 

Clnr  CI 

Cream  Cleanser  C2 

Don  Water  Based  Hy-Shyne CI 

Don-O-Mite  Germicidal  Cleaning  Power  CI 

Don-O-Sept   CI 

Doom-Spray  F2 

Food  Equipment  Lubricant  HI 

Food  Equipment  Lubricant  HI 

Formula  Q  25    Dl 

Frisk  Liquid  Dishwashing  Concentrate     Al 

Hy-Shyne  A7 

Kitchen  Insect  Spray  Fl 

Kitchen  Insect  Spray  (liquid)   Fl 

Lem-N-Plus  Disinfectant  Clnr  Deodz 

Cone   CI 

Mint-N-Plus  Disinfectant  Clnr  Deodz 

Cone   CI 

Pine  Air  Plus  Disnfctnt  Clnr  Deodz 

Cone   CI 

Pine  Scent  Disinfectant  CI 

Q-25  Plus  Disinfectant  Clnr  Deodz  Cone  CI 

Sani-Kreme    El 

Sani-Mint  C2 

Sapphire  Cleanser  A6 

Sensi-Derm  Antimicrobial  Soap  E4 

Sensi-Derm  Body  &  Hair  Shampoo  E4 

Sensi-Derm  Mild  Lotion  Soap  E4 

Spray  De-Greaser   CI 

Staph  Ban  Disinfectant  Deodorant  C2 

Stph  Ban  CO  Srf  Dsnf&Rm  Deo- 

FrCoGrdScnt  CI 

Super  Jet  Solv  A4 

Super  Oven-Nu  Grease  Remover  Al 

Super  Swoosh   LI 

Swoosh    LI 

Tile  &  Grout  Cleaner   A3 

Triple  D  Citrus  Disinfectant  Deodorizer  CI 

Triple-D  C2 

Triple-D  Lemon  Bouquet  Disinfectant 

Deo C2 

Triple-D  Mint  Bouquet  Disinfectant 

Deo CI 

Edward  Lowe  Industries,  Inc. 

Lowe's  Safety  Absorbent  All  Purpose   ,.   Jl 


Edwards  Agriculture 

265  Sprflm  M-VS  Ext.Pres  Gr  Lb 
SAE80W140  H2 

265  Sprflm  M-VS  Ext.Press  Gr  Lb 
SAE80W90  H2 

Edwards  Chemicals 

All  Purpose  Scale-X   A3 

Command    D2 

Countdown    Al 

Foam  Additive  Al 

Foam  Additive  Concentrate    Al 

Foaming  High  Alkaline  Cleaner  Al 

Foamless  High  Alkaline  Cleaner   Al 

Food  Locker  And  Freezer  Cleaner  A5 

Grease  Gone    A4 

Hand  Dishwashing  Liquid  Concentrate  Al 

L-100  Degreaser   Al 

Orbit  Oven  Cleaner  A8 

Processing  Acid  Cleaner  A3 

S'Wash  CI 

Sanitizing  Germicidal  Hand  Soap    E2 

Smokehouse  Cleaner  Al 

Sudsy  Wipe  &  Shine    CI 

The  Right  Stuff  CI 

Top  Dog  The  Phos   CI 

Top  Dog  Thick  Stuff CI 

Edwards-Councilor  Co. 

Steramine  1-G  Tablets  D2 

Steramine  2-G  Tablets  D2 

Steramine  3-Q  Tablets  D2 

Steramine  6-Q  Tablets  D2 

Effercept  Products/ 
Div.  of  Micrel  Ltd.,  Inc. 

Effersan  Mltpurp  Sntzr 
Conc.Effer.Tab D2,Q1,Q2.Q4 

Egan  Supply  Company 

Eagle  F.G.R.  Foaming  Cleaner Al 

Eagle  Gleem    C2 

Eagle  Lemon  Tree  Disinfectant-Cleaner  C2 
Eagle  Pine  Tree  Pine  Quat  Disinfectant  CI 
Eagle  Punch  Heavy  Duty  Cleaner- 

Degreaser   A4.A8 

202  Scented  Hand  Soap   El 

Ehrlich,  J.  C.  Chemical  Co.,  Inc. 

Bac-Quat  General  Type  Det.  Clnr. 

Disnf Dl 

Magic  Circle  Fog  Spray  Concentrate  ....  Fl 

Magic  Circle  Industrial  Insecticide Fl 

Magic  Circle  Roach  &  Ant  Killer   F2 

Pronto  All  Purpose  Neutral  Cleaner  ....    Al 

Klam  Chemical  Company 

Elam  Disinfectant-Cleaner    CI 

Ken-Pride  Liquid  Steam  Cleaning 

Compound A4 

Ken-Pride  201  Super  Hvy  Dty  Indust. 

Clnr  A4 

Elco  Industries,  Inc./ 
Construction  Products  Division 


Elco  Laboratories,  Inc. 

Anti-Static  Plastic  Panel  Cleaner  PI 

Blue  Glass  Cleaner  CI 

Blue  Liquid  Cleanser    A6 

Foaming  Meat  Room  Degreaser Al 
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Green  Floor  &  Wall  Cleaner    A4 

Green  Foam  Floor  Cleaner  Al 

Green  Heavy  Duty  Degreaser CI 

Orange  Balance  III    \3 

Purple  Aluminum  Pol  &  Pan  Soak    ....  Al 

Purple  Fryer  and  Oven  Cleaner   A8 

Red  Floor  Sanitizer  D2 

Red  Meat  Room  Sanitizer D2 

Red  Sink  Sanitizer D2 

Eldorado  Chemical  Company,  Inc. 

AC-186    A3 

ALK-329  Al 

AP-2  Al 

BT-255  G6 

BT-257  G6 

BT-267  G7 

BT-268 G7 

BT-269 G7 

BT-285  G7 

ED-210 A5 

ED-304 A4.A8 

ED-400 A7 

ED-408 A4.A8 

ED-411  A4.A8 

ED-5050 Bl 

ED-518  Lemon    CI 

ED-5 18  Mountain  Spring   CI 

ED-518  Orange  CI 

HM-467  G7 

HM-469  G7 

HTP-1115    A4.A8 

HTP-1116    A4 

Electro  Environmental  Chemical 
Corp. 

EC-Degreaser/Cleaner  Al 

Electro-Magic  Division/Dura  Corp. 

Steam  &  Pressure  Cleaning  Comp Al 

Wash  Compound  Al 

Electro-Magic  Equipment  Co. 

Compd.  No.  C-l    A2 

Compd.  No.  C-12   A3 

Compd.  No  C-l 3    Al 

Compd.  No.  C-l 4   Al 

Compd  No  C-15    CI 

Compd.  No.  C-16   A4 

Compd.  No.  C-17   A2 

Compd.  No.  C-18   A2 

Compd.  No.  C-19   A2 

Compd.  No.  C-2   A2 

Compd.  No.  C-20   Al 

Compd.  No.  C-21    A4 

Compd.  No.  C-22    Al 

Compd.  No.  C-3    A2 

Compd.  No.  C-4   A2 

Compd.  No.  C-5   Al 

Compd.  No.  C-6   Al 

Compd.  No.  C-7    Al 

Compd.  No.  C-8    A2 

Compd.  No.  H-10  LI 

Compd  No.  H-ll    A2 

Compd.  No.  H-12   A3 

Compd.  No  H-13   ..    H2 

Compd.  No  H-14   LI 

Compd  No.  H-16  ..    Al 

Compd.  No.  H-17  Al 

Compd.  No.  H-2   Al 

Compd.  No.  H-21    A3 

Compd.  No.  H-3   Al 

Compd.  No.  H-7   Al 

Compd.  No.  H-8   .    A2 

Compd.  No.  H-9  A2 


Electronics  Distributors 

Steamagic  All  Purpose  AP  1685    A4 

Steamagic  1680-XHD  A2 

Steamagic  1688-XHD  A2 

Elements  Illustrated,  Incorporated 

BttT-10  G6 

BWT-200C    G6 

BWT-29  G6 

BWT-300  G6 

BWT-40T G6 

BWT-44  G6 

BWT-52L G6 

BWT-52LPA   G6 

BWT-52P  G6 

BWT-53  G6 

BWT-61  G7 

BWT-62  G6 

BYVT-65  G6 

BWT-650  G7 

CSP-38B    G7 

CWT-83  G7 

Elf  Atochem  Canada  Inc. 

Atodine  LFI  D2 

Elf  Atochem  North  America,  Inc./ 
Agchem  Division 

Knox  Out  2FM   F2 

Elf  Atochem  North  America,  Inc./ 
Decco 

Decco  240  Liquid  Chlorine    D2 

Elf  Lubricants  North  America,  Inc. 

BD-2    H2 

E-Z  Bake  HD    H2 

GP-20 H2 

GP-30 H2 

GP-50 H2 

KelcoHD-20  H2 

Kelco  HD-30  H2 

Keygear  110    H2 

Keygear  140    H2 

Keygear  90    H2 

Keygear-K600  H2 

Keygear-80/140  H2 

Keyspin  5 H2 

Kilfrost  Pneumatic  Tool  Antifrz  Lbrcnt  H2 

KL  1029 H2 

KLC-10   H2 

KLC-10/30 H2 

KLC-15   H2 

KLC-20   H2 

KLC-20/50  H2 

KLC-30   H2 

KLC-40   H2 

KLC-5/20 H2 

KLC-50   H2 

KSL111    H2 

KSL217    ..  H2 

KSL365    H2 

KSL366    H2 

KSL367    H2 

KSL-213    H2 

KSL-214    H2 

KSL-219    H2 

KSL-220    H2 

KSL-221    H2 

KSL-222    H2 

KSL-550    .  H2 

KSL-660    H2 

KSL-719    HI 

KSL-800    HI 

Liplexa  2  H2 


Lithium  2167  H2 

Moly  23  ...  H2 

Moly  29  H2 

Nevastane  HT/AW-00  HI 

Nevastane  HT/AW-0  HI 

Nevastane  HT/AW-1  HI 

Nevastane  HT/AW-2  HI 

Nevastane  10AW HI 

Nevastane  140  HI 

Nevastane  140  G  HI 

Nevastane  140  Plus  HI 

Nevastane  2 K6    HI 

Nevastane  20  AW  HI 

Nevastane  30  AW  HI 

Nevastane  40  AW  HI 

Nevastane  5  HI 

Nevastane  5P7  HI 

Nevastane  6   HI 

Nevastane  6  (Spray)   HI 

Nevastane  90  HI 

Nevastane  90  G  HI 

Nevastane  90  Plus  HI 

Nevastane-2  Plus  HI 

NP500 H2 

NP750 H2 

Penetrating  Oil  1    CI 

Penkote    CI 

PKN  1    H2 

Refrigeration  Oil  No.  1  H2 

Silicone  Release  Agent  &  Lubricant  HI 

Velox2062    H2 

Zeniplex  0   H2 

Zeniplex  I    H2 

Zeniplex  2   H2 

120  L  H2 

49  Light  H2 

49  Medium    H2 

81  EP-0   H2 

81  EP-1    H2 

81  EP-2   H2 

84  EP  2    H2 

Elgene  Division/ 
The  Chargar  Corp. 

#22  Skidoo    A2 

A-CD  A3 

Boiler  Control  #60    G6 

Bulldozer  Al 

Cleanest  \4 

Economiser  #22  Al 

Economiser  CF   A4.A8 

Elgene's  Economiser  Al 

Elgene's  Freezer  Cleaner A5 

Fahulene  Al 

Foamless  Cleanup  Al 

Lemonene    Al 

Protectene  S-70  PI 

Solve  All  #1    CI 

Special  Aluminum  Cleaner  Al 

Wicket  Cleaner   A8 

Elhoco  Mfg.,  Inc. 

Fast  Cat   Al 

Elite  Chemicals 

Elite  Bleach  Bl 

Elite  Janitorial  Products  &  Supplies 

M.R.C  64    Al 

Spotless  62    Al 

Elite  Products  Inc. 

Floor  Cleaner  CI 

Kleen-Up  A8 

Peak  Al 

Pride  Laundry  Detergent  Bl 
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Regency  A4 

Topper   Al 

Elkhorn  Chemical  Company,  Inc. 

Bleach  and  Disinfectant    BI.C2.D2 

Clean  Drain   CI 

Detergent  3000    A2 

Elkhorn's  Super  D  Sys  Urinal  Bloc- 
Screen   C2 

Elko  Bowl  Cleaner   C2 

Elko  Floor  Cleaner   CI 

Elko  Glass  Cleaner  CI 

Elko  Hand  Cleaner   E4 

Elko  Hospital  Disinfectant  Deodorant  C2 

Elko  Kleen  All    Al 

Elko  Liquid  Delite  Bl 

Elko  Majic  Suds   A4 

Elko  Scrub  Concentrate    A4 

Elko  Spray-All C2 

Glass  Cleaner CI 

Liquid  Cleanser  C2 

Orange  Plus  All  Purpose  Cleaner  A8 

Oven  Cleaner  A8 

Silicone  Spray  HI 

Spray  N  Wipe   C2 

Stainless  Steel  Cleaner   A7 

Vandal  Mark  Remover   CI 

Ellen  Paul,  Inc. 

Antiseptic  Soap  E2 

Ellison  Sanitary  Supply  Co.,  Inc. 

Foaming  Glass  &  Utility  Cleaner  CI 

Fresh  Stan  C2 

Kleen  Vision  (Aerosol)  CI 

Orange  Scrub  E4 

Porcelain  Cleaner    C2 

550  Hand  Soap    E4 

Ellwood  Chemical  Manufacturing 

Aqua  Blue  Plus  G7 

Compleat  G6 

Cutz  Bl 

DWT-80 G2 

DWT-90 Gl 

Neutra  Steam  G6 

Perfect   Bl 

Relinquish    Bl 

Removz   Bl 

Reside    B2 

Rid-Ox  G6 

Scale  Solv  I  A3 

Total  Treat  G6 

Elsco,  Incorporated 

BlastOff   A4 

Elton  Corporation,  The 

Disinfectant  Deodorant  CI 

Foam-Away  C2 

Foaming  Cleaner  Degreaser   Al 

Germicidal  Spray  &  Wipe    CI 

Skyline  Atlas  Heavy  Duty  Cleaner    ....  CI 

Skyline  Germ-X2    CI 

Skyline  Heavy  Duty    C2 

Skyline  Mint  Bowl  Cleaner    C2 

Em-Bee  Chemicals,  Incorporated 

"A. A."  Bottlewash  A2 

"A.A.A."  Bottlewash  A2 

"A"  Bottlewash   A2 

"C.C."  Chlor    Al 

"C.C."  Cleaner  Al 

"G.P.C."  Al 


"S.W.C."    Al 

ACC4000NF    A3 

ACC4066NF    A3 

ACC4200NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP4900XD    A3 

AGP  5000   A3 

Chelated  Liquid  Caustic   A2 

Circlor   A2.Q1 

Circlor  Special  A1.Q1 

CIP  Additive   Al 

CL-8  Dl 

DF  1000 A1.Q5 

Em-Bee  Acid  A3 

Em-Bee  Acid  Concentrate    A3 

Em-Bee  Liquid  Detergent  #10   Al 

Em-Bee  Powdered  Acid  Cleaner    A3 

Em-Bee  US  P  Liquid  Petroleum  Spray  HI 

Em-Bee  43  A2 

Em-Bee  43B    A2 

Embeelube  150   H2 

EmBeeLube  100   H2 

EmBeeLube  200   H2 

EmBeeLube  300   H2 

EG  1000 Ql 

EG  1000C   Ql 

EG  3000C   Ql 

Floor  Cleaner  A4 

Foam  Booster    A4 

General  Cleaner  Al 

GFS  1000    Al 

GFS  2000    Al 

GP  1000 Al 

GP  1066  Al 

GP  1500 Al 

GP  1550 Al 

GP2000 Al 

GP  2400  Al 

GP2600 A4.C1 

GP  2700 Al 

GP2800 Al 

GP  2900 Al 

GP  4000 C2 

GPS  1000    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101     Al 

GPS  500    A4.B1 

Hard  Water  Alkali  A2 

Heavy  Duty  Cleaner  A2 

HD  1000   A2 

HD  1100   A2 

HD  1200   A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600   A2 

HD  1600F   A2 

HD  1700   A2 

HD  1800   A2 

HD  200C  A2 

HD  200CNT   A2 

HD  2000    Al 

HDL  8000  Al 

HDL8000F  Al 

HDL  8100  A2 

HDL  8100NF A2 

Laundry-Kleen  Bl 

Liquid  Circlor   Al 

Liquid  Detergent  24  w/Butyl   Al 

Liquid  Hand  Soap  El 

Liquid  Spray  Cleaner    A1.Q1 

LU  1000 Al 

LU  1050 A1.E1 

LU  2000 A1.H2 

LU  2025 A1.H2 

LU  3000 A1.H2 

LU  4000 E1.H2 

Manual  50  Al 


Mold  Cleaner  A2 

MC  3000  Al 

MC  3000C  Al 

MC4000   Al 

MD  1300  A2 

MD  1500C  A2 

MD  1800C  A2 

MD3300C  Al 

MD3500  A2 

MDL  1000  Al 

MDL4500  Al 

MDL  4501   Al 

MDL7000C    Al 

MDL7500C    Al 

MDL7600F Al 

MDL7601F  Al 

MDL7602F Al 

MDL7603F Al 

MDL  8000C    Al 

Rust  Stripper   A2 

Shur-Sheen  A1.Q1 

Silicone  Spray  HI 

Smoke  House  Cleaner  A2 

Super  Cleaner    AI.Q1 

Trolley  Cleaner   A2 

Embalmers'  Supply  Company,  The 

Scoff  II CI 

Embassy  Food  Service  Corporation 

Enforcer  Extra  Heavy  Duty  Degreaser  Al 

Emerson  Resources  Inc. 

Hair  &  Body  Shampoo  E4 

Kleen-All  CI 

M  &  R  A4 

Solv  All  CI 

Emil  Asch  Inc. 

"Q-10"   D2 

Clean  Machine A6 

Dermatone  Liquid  Hand  Soap    El 

EACO  Suds  Liquid  Detergent    Al 

Luxury  Bathroom  Cleaner    C2 

Surfacetone  Formula  17   Al 

Surfacetone  SE  500  Degreaser  Al 

Emkay  Chemical  Company 

Emkapol  PO-18  Al 

Rexoclean  APC  A4 

Rexoclean  SJL  Al 

Safety  Wash  Al 

Emko  Chemical  Products  Ltd. 

Pine  Deodorant   C2 

Spearmint  Deodorant C2 

Sunny-Flush  Bowl  Cleaner  C2 

Target  Multi  Purpose  Cleaner  &  De- 
greaser    CI 

Turbo  Unisource  M-Surf  Neut 

Clnsr&Polish CI 

Unikleen  Universal  Cleaner   CI 

Empire  Chemical  Co.,  Inc. 

Alu  Cleaner  Al 

Bio  Soap  Hand  Powder C2 

Bowl  Kleen   C2 

Comp  3    A2 

Comp  4    Al 

Drainz    LI 

Economy  Pine-O-Lene   CI 

F.P.S.  Compound    Bl 

Fleet  Dl 

Gran-Noxo  C2 
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H>-Ge-No   C2 

Jaxo  Cleanser A6 

Luthenne  Liquid  Soap  Cone El 

Mar\e\         CI 

Mill-O-Spray  Fl 

Nu-Gleem    Al 

Oxidoff A3 

Repelocide  Fl 

Roachkil  Fl 

Sanitizing  Hand  Sanitizer  Solution  E3 

Sanitizing  Hand  Soap   E2 

Slayz    F2 

Sterolene    D2.Q3 

Sudsbrite    CI 

Super-X  Cleaner   A4 

SC- 10  Detergent/Disinfectant  D2 

T.S.P Al 

Thermo-Cide   Fl 

U-B-9  Cleaner  A4 

Velvet  Cleaner  Lotion  A4 

Velvet  Liquid  Soap  El 

Empire  Oil  Company,  Inc. 

Food  Machinery  Grease   HI 

Empire  Paper  Company 

Dish  Brite    Al 

SofHand   Al 

Emtech  Laboratories,  Inc. 

EM-1    CI 

Emulso  Corporation,  The 

Bowl  Cleaner  C2 

Cleans  It  Cleaner  Al 

Crystosdl    HI 

Emulso  Gre-Soff  CI 

Glenzene    Al 

Grease  Gobbler  Al 

Hexzene  No  2 Dl 

Liquid  Hand  Soap  El 

Nine  Ninety  Nine  999  Al 

Spray  77  CI 

Whiter  and  Brighter  All  Nat  Laundry 

Det Bl 

600  P  Al 

Endico  Laboratories,  Inc. 

Endene  A4 

Foam'N-Kleen  Al 

Freeza-Kleen   A5 

Germicidal  Cleaner  #801    A4 

Endless  Enterprises 

Endless  CI 

Endries  Fastener  &  Supply  Inc. 

Endries  Hand  Cleaner  E4 

Enerco  Corporation 

Enerco  #208 G7 

Enerco  #281  G7 

Enerco  #4208 G7 

Enerco  #4281  G7 

Enerco  #4480 G6 

Enerco  #480 G6 

Enerco  #5208 G7 

Enerco  #5281  G7 

Enerco  #5480 G6 

Enerco  A-102    G7 

Enerco  A-l  11     G7 

Enerco  2022 G6 

Enerco  2023 G6 
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Enerco  9094 ■. G6 

Enerco  9095  G6 

Enerco  9096 G6 

Enerco  9102  G6 

Enerco  9103 G6 

Enerco  9104 G6 

Enerco  9105 G6 

Enerco  9106 G6 

Enerco  9162 G6 

Enerco  9163  G6 

Enerco  9164 G6 

Enerco  9165  G6 

Enerco  9166 G6 

Enerco  9402 G7 

Enerco  9403 G7 

Enerco  9404 G7 

Enerco  9405  G7 

Enerco  9406 G7 

Enerco  9602 G7 

Enerco  9603 G7 

Enerco  9604 G7 

Enerco  9605 G7 

Enerco  9606 G7 

Enerco  9872 G7 

Enerco  9873 G7 

Enerco  9874 G7 

Enerco  9875 G7 

Enerco  9876 G7 

Enerco  Corporation 

Ezeroll   H2 

Pow    Bl 

Sour  Plus  Bl 

Terge   Bl 

Energized  Chemicals,  Inc. 

Steam  Jet  Al 

Energy  Aid 

BP-1101  G6 

BP-1107  G6 

BP-1453  G6 

BP-1850  G7 

CP-6463  G7 

CP-6466  G7 

RL-1692  G6 

Energy  Chemical  Systems,  Inc. 

Green  Magic   Al 

Multi  Purpose    CI 

Rig  Kleen A4 

Energy  L  &  C  Inc. 

Food  Plant  Degreaser  &  Cleaner   Al 

Freezer  Cleaner  #1090   A5 

Heavy  Duty  Wu  Solubl  Indstrl 

Clnr&Dgrsr  Al 

Husky  A4 

Liqui-Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  #426   El 

Natumate  L2 

Penetrating  Oil H2 

Penetrating  Oil  #1002  H2 

Safety  Solvent  #1000    Kl 

Safety  Solvent  Cleaner  &  Degreaser  .  Kl 

Super  Neutral  Cleaner  Al 

Super  Non  Butyl  CI 

Super  Non  Butyl  H.D.  AllPurp 

Cln&DgrConc  CI 

Water  Soluble  Super  Indstrl. 

Clnr&Dgrsr  A4 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  w/Pumice    E4 

Waterless  Hand  Cleaner  902    E4 


Energy  Management,  Inc. 

EMI-16 G7 

EMI-50 G7 

Formula  1331    G2.G5.G6 

Formula  1456    G2.G6 

Formula  1457    G6 

Formula  1458    G5.G6 

Formula  1463    G6 

Formula  1464    G6 

Formula  1465    G6 

Formula  1466    G6 

Formula  1468    G6 

Formula  1469    G6 

Formula  1470    G6 

Formula  1471     G6 

Formula  1472    G6 

Formula  1476    G6 

Formula  1477    G6 

Formula  1479    G7 

Formula  1480    G6 

Formula  1480A  G6 

Formula  1516    G6 

Formula  1518    G6 

Formula  1520    G6 

Formula  1525    G6 

Formula  1526    G6 

Formula  1527    G6 

Formula  1529    G6 

Formula  1614    G7 

Formula  1622    G7 

Formula  1623    G7 

Formula  1625    G7 

Formula  1626    G7 

Formula  1627    G7 

Formula  1660    G7 

Formula  1661    G7 

Formula  1662    G7 

Formula  1666    G7 

Formula  2055    G6 

Formula  2082    G6 

Molykote  XP  G5.G7 

Resin  Cleaner    PI 

1360  G5.G7 

1453  G5 

1462  G6 

1485  G6 

1494  G6 

1514  G6 

1515  G6 

1613  G5 

1665  G5.G7 

2075  G6 

2087  G7 

2087L G6 

3582  G6 

3584  G6 

3592  G6 

3594  G6 

3602  G6 

3604  G6 

Energy  Mizer  Systems,  Inc. 

Emerald  Bay   El 

Greas-A-Way  A4 

Laundry  Liquid  Bleach  10% Bl 

Laundry  Liquid  Builder    Bl 

Laundry  Liquid  Detergent  Bl 

Laundry  Liquid  Sour  Bl 

Enforcer  Products,  Inc. 

Drain  Care  L2 

Drain  Care  Liquid  Septic  Tank  Treat- 
ment      L2 

Drain  Care  Septic  Tank  Treatment L2 

Enforcer  All  Purpose  Cleaner  Al 

Enforcer  Bath  &  Tile  Cleaner    CI 

Enforcer  Heavy  Duty  Pine  Disinfnt  & 

Clnr  CI 
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Enforcer  No  Rinse  Floor  Cleaner CI 

Enforcer  Non-Streaking  Glass  Cleaner  CI 

Enforcer  Rat  Bait  V  Kills  Rats  &  Mice  F3 

Engard  Coatings  Corporation 


Engelhard  Corporation 

Auto-Dri Jl 

Pit  Stop   Jl 

Sol-Speedi-Dri  Jl 

Engineered  Chemicals 

Cigo  Amine  35   G6 

Cigo  Boiler  Water  Treatment 

BWT-CP-38   G7 

Cigo  Boiler  Water  Treatment 

BWT-PT-150   G6 

Cigo  Boiler  Water  Treatment  BWT-R  G6 

Cigo  Boiler  Water  Treatment  BWT-RC  G6 
Cigo  Boiler  Water  Treatment  BWT- 

RCS  G6 

Cigo  Boiler  Water  Treatment  BWT-SW  G6 
Cigo  Boiler  Water  Treatment  BWT- 

SWC  G6 

Cigo  Boiler  Water  Treatment 

BWT-SWC-S   G7 

Cigo  Boiler  Water  Treatment  Organic-C  G6 

Cigo  Boiler  Water  Treatment  Sulfite-M  G6 
Cigo  Cooling  Water  Treatment  CWT- 

CLT G7 

Cigo  Cooling  Water  Treatment  TT-33-A  G6 

Cigo  Liq.  Ox-Go-II  G6 

Cigo  Phos-T    G6 

Engineered  Design  Products  Inc. 

Saf-T-Thaw   CI 

Engineered  Lubricants 

Enclean  MC-II  A4 

Enlube  130  Industrial  Oil  H2 

Enlube  15-AW  Hydraulic  Oil  H2 

Enlube  151  Industrial  Oil   H2 

Enlube  20-AW  Hydraulic  Oil  H2 

Enlube  230-EP  Gear  Oil  H2 

Enlube  29-EP  Gear  Oil  H2 

Enlube  30-AW  Hydraulic  Oil  H2 

Enlube  65-EP  Gear  Oil  H2 

Enlube  85-EP  Gear  Oil  H2 

Enlube  86/142  EPLP  Gear  Oil  H2 

Enlubol  ACO-495-BB  H2 

Enlubol  ACO-745-BB  H2 

Enlubol  EP-BB  Lubricant  10  H2 

Enlubol  EP-BB  Lubricant  20  H2 

Enlubol  EP-BB  Lubricant  30  H2 

Enlubol  EP-BB  Lubricant  40  H2 

Enlubol  EP-BB  Lubricant  50  H2 

Enlubol  FGL-OCL-10  Grease H2 

Enlubol  FGL-OCL-25  Grease H2 

Enlubol  FGL-OCL-44  H2 

Enlubol  FGL-OCL-95  H2 

Enlubol  FGO  Oil  356  HI 

Enlubol  Grease  AA-2   HI 

Enlubol  H-l  Grease-2  HI 

Enlubol  T-88  Grease  H2 

Enway  31-WO  Way  Oil  H2 

Enway  95-WO  Way  Oil  H2 

Engineering  Chemical  Services,  Inc. 

L-101A G6 

L-117A G6 

L-142  G6 

L-148  G6 

L-149  G6 

L-153  G6 


L-158  G6 

P  270A  G6 

P-202A  G7 

P-209  G6 

P-212A  G6 

P-214  G6 

P-226A  G6 

P-252   G6 

P-275   G6 

Engineering  Chemistry  Co.,  Inc. 

Clear  Path    CI 

Crystal   H2 

E-Lemon-Ate  CI 

Ecci-93  Roll  Cleaner A3 

ECC  Battery  Terminal  Cleaner  and 

Protcr PI 

ECC  Chain  &  Cable  Lubricant-Protec- 

tant    H2 

ECC  Food  Equipment  Lubricant    HI 

ECC  Hi-Purity  Contact  Cleaner  K2 

ECC  Lubricant  Penetrant    H2 

ECC  Non-Flammable  Spray  Lith  Lube  H2 
ECC  Powerful  Foam  All  Purpose 

Cleaner   CI 

ECC  Red  Lightning    H2 

ECC  Safety  Solvent    Kl 

ECC  Silicone  Spray    HI 

ECC  Tracker  Belt  Dressing    PI 

Grease  Out  CI 

H  D  Drain  Opener LI 

Heavy  Duty  Steam  Cleaner    CI 

Lem-O-Twist  CI 

Liquid  Thaw    CI 

No  Grab  H2 

Pine-O-Dis  19-30    CI 

Power  Cleaner  A8 

Safety  Solvent  (Bulk)  K2 

Sewer  Solvent  LI 

Silicone  Release    HI 

Steam  Pressure  Cleaner CI 

The  Natural   CI 

Tile  &  Grout  Cleaner   C2 

Truck  Wash  Al 

Ensign  Products  Co.,  Inc. 

Ensign  #577  Lubricall  H2 

Ensign  595  Food  Grade  Lube HI 

Ensign  884  Chem-Clean  Al 

318  Versatol    H2 

Entech  Systems  Corp. 

Auto  Fog-10    Fl 

Auto  Fog-5    Fl 

Entech  Fog-10  Fl 

Entech  Fog-5  Fl 

Resmethrin  Insect  Spray  Fl 

Enterprise  Chemical  Company 

Detergent  1000    Al 

Lime  Out  A3 

Magnum  Plus  Laundry  Detergent  Bl 
Mi-T-Red  Ail-Purpose 

Cleaner/Degreaser A4 

Mi-T-Trac  Reduced  Slip  Floor  Cleaner  A4 

MW-8P  Detergent  CI 

Power  Clean  Plus    A2 

Premium  1000  A2 

Enterprise  Companies,  The 


Enterprise  Mill  Soap  Works 

Special  Cleaner   Al 


Enterprise  Oil  Company 

Duraclean  500A A4 

Duraclean  800R  Al 

Enterprise  Paper  and  Chemical  Co., 
Inc. 

Enco  Kleen  Mist  Al 

Enco  KMC-1  Degreaser  Detergent 

Complex   A4 

Entech  II    Al 

K-M-C-3  Liquid  Dishwashing  System 

Cone Al 

Enterprise  Sales  Company 

Big-Brute  No.  202 Al 

Boot  Hill  Insect  Spray    F2 

Boot  Hill  Roach  &  Fly  Spray    Fl 

Boot  Hill  Vaporizing  Spray  Concen- 
trated    Fl 

Bowl-Blu  No.  697  C2 

Comp  CI 

Disinfectant  Deodorant  D2 

Electrical  Parts  Cleaner  No.  13    K2 

Enterprise  Sanitizing  Hand  Soap   E2 

Five  Way  Disinfectant  Cleaner Dl 

Five  Way  Disinfectant  Cleaner  No  3       CI 
GCD  Germicidal  Cleaner  &  Deo.  No. 

16    CI 

I-O-Terg  No.  191    Dl 

P-19  Pine  Odor  Disinfectant  No.  19    ..    CI 

Pink  Cleaner  Concentrate  No.  132  Al 

R-R-Ram-M  LI 

Silicone  Lubricant  No.  81  HI 

Stainless  Steel  Cleaner  No.  25  A7 

Veltone E4 

Wow C2 

15%  Liquid  Hand  Soap  No  517    El 

Enviro  Care  Corp. 

Enviro  Plumbing  Care L2 

Enviro  Center,  Inc. 

554  Mean  Green   CI 

Enviro  Chemical  Inc. 

pH  Neutralizer  Al 

Duz-It-All  EC-917 A4 

EC-915  Pine  Cleaner  and  Deodorant    .    CI 

Grease  Away  EC-909  A4.A8 

Soft  Klenz   A6 

Enviro  Consultant  Service 

EC&S  Bio-Stimulant  L2 

Environmental  Care  &  Share   Al 

Enviro  Tech 

Foaming  Baseboard  Stripper A4 

Enviro  Tech  Chemical  Services,  Inc. 

Aluma-Safe   Al 

AF-22  Al 

Biobrom  L-43   G5.G7 

Biodine    D2.G5 

Boost   Al 

Brom  Tabs  G5.G7 

C-300  Al 

C-700  A1.G5 

Can  Gard  5    G5 

Can  Lube  #7    G5 

Chemterge   A4 

Citrusolv    CI 
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Enviro  Bac  2  D2.Q3 

Excel  101  G7 

ETS-150 Al 

Foam  Chlor  40    Al 

Foam  Chlor  50    Al 

Foam  Chlor  60    Al 

Force  A-10 A3 

Force  A-14 A3 

Force  A-15  A3 

Force  A-19 A3 

Force  A-2 A3 

Force  A-3  A3 

Force  A-4 A3 

Force  A-5 A3 

Force  A-7 A3 

Force  A-91F    A3 

Force  A51    A3 

Force  FA  A3 

Force  K-12 Al 

Force  K-22 Al 

Force  K-23 Al 

Force  K-3 A8 

Force  K-5 Al 

Force  K-98 A8 

Force  P-20  A2 

Force  P-30  CI 

Force  P-4  Al 

Force  P-40  A2 

Force  PNC  Al 

Force  1  A2 

Force  1 1  A2 

Force  2 Al 

Force  4 A8 

Force  6  Al 

Force  6  Plus Al 

Meta  Quest  C    G5 

Mela  Quest  CT3   G5.G7 

Meta  Quest  FE    G5 

Meta  Quest  HM G7 

Meta  Quest  SI  G5 

Meta!  Ease  #1    H2 

Metal  Ease  #3   H2 

Metal  Ease  #5   H2 

Metal  Ease  #7   H2 

MC-14  Al 

MC-15   Al 

Protech  77   CI 

Release  HI 

Shear  10 G2 

Shear  100 G2 

Shear  3  G7 

Shear  7  G2.G6 

Shear  8  G5 

Shear  9 G2.G7 

Steamex  2    Al 

Sure  Foam  Al 

Sure  Foam  2    Al 

Sure  Foam  3    Al 

Sure  LF-11  Al 

Sure  P-10  Al 

Sure  P-12  Al 

Sure  Solv  Al 

Sure  Solv  #2   A4 

Sure  35 Al 

Sure  40 Al 

Sure  55 Al 

Sure  91  Al 

Sure-60 Al 

Sure-80 Al 

SI  510    G5 

Turbo-KIeen Al 

Ultra  Al 

Enviro-Chemical  &  Supply  Co. 

Basic  Instinct  CI 

Enviro-Green  Specialty  Products 
Inc. 

Unbelievablel  Green    CI 


Enviro-Reps  International 

"Odors-B-Gone"    CI 

Enviro-Safe  Products 

Enviro  Kleen  CI 

Enviro-San-Inc. 

ESI  Purple  Power   A8 

Enviro-Zyme  International,  Inc. 

"Enviro-Zyme  Doc"    CI 

Biota  D'Odor  CI 

Enviro-Zyme  GT  L2 

Enviro-Zyme  LGD    L2 

Envirochem,  Inc. 

Alkalinity  Control-P   G6 

Arrex-100 D2 

Automation  XLF-Safe  Al 

AX-CIP  &  Pressure  Cleaner  Al 

Boiler  Water  Treatment- 100  G6 

Bora  Soap    C2 

C-A-L Al 

Chlor-I-Sol  Al 

Chlor-N-Kleen  Al 

Chlorisan  28    Al 

Coco  Liquid  Hand  Soap  Cone El 

Deep  Fat-Fryer  Cleaner A2 

Descaler-IMA    A3 

Dry  Chlorine  Bleach  Special    Bl 

DFFC-Spec-X   A2 

DFFC-Spec-XC  A2 

DI-9  CI 

Egg  Washing  Compound    Ql 

Egg  Washing  Compound  NF  Ql 

Egg  Washing  Compound  Special  Ql 

Egg  Washing  Defoamer   Q5 

Env-305  Al 

Env-505  Al 

Enviro-Lube  150  H2 

Enviroclean    CI 

Enviromatic   CI 

Envirosan  Disinfectant    D2 

Enviroscrub  Handsoap    E2 

ENVC-R-M    Al 

ENV-14   Al 

ENV-205  Al 

ENV-210  Al 

ENV-246  Al 

ENV-310  Al 

ENV-311    Al 

ENV-405   Al 

ENV-410  Al 

ENV-411    Al 

ENV-511    Al 

ENV-540  Al 

ENV-605  Al 

ENVOX2B Al 

Rash  Chlorinated    Al 

Fluffy  Al 

H.D.  Cleaner  XX A2 

Heavy  Duty  Laundry  Compound  Bl 

HD  Super  Cone  Cleaner  Al 

HDLDC5    Al 

HDLDC  9  CHL Al 

HDLDC9  Al 

IC-17A  Al 

J-2  Cleaner Al 

Jiffy  Hi-Foam  Acid  Cleaner  A3 

Jiffy  Milkstone  Remover    A3 

Jrin  Cleaner  A2 

JHW  Cleaner  A2 

L-50  All  Purpose CI 

Laundry  Softener  B2 

Laundry  Stain  &  Spotter B2 

Liquid  Laundry  Break-1    Bl 


Liquid  Machine  Comp  Purge  Al 

Liquid  Soap  El 

Majik   A4 

Nat-Chlor  Al 

Natcomatic  Pressure  Cleaner    Al 

National  Scale  &  Film  Remover    A3 

No  Foam  P    Al 

NPL-2    A4.B1 

Odor  Control  Granules  Cherry  CI 

On  Target  Laundry  Detergent Bl 

Orth-O-Sil    A2 

Oven-Grill  Cleaner   A8 

Oxy  Dip  Al 

Pan  Cleaner  BPC A2 

Pan  Soak   Al 

Penetex A4 

Pine  All  6    CI 

Power  Plus  Cleaner/Sanitizer  D2 

Power-100  D2 

Quick  Phos    Bl 

S.D.  Alkalai-X  A2 

Sani-Brite  Concentrated  Bowl  Cleaner  C2 

Saniclean-100    Dl 

Sani2    D2 

Smoke  House  Cleaner  1033   Al 

Smoke  House  Cleaner  1 133  Al 

Smoke  Stick  Cleaner  Al 

Spotfree  LPH  Al 

Spray  Clean  A4 

Spray  Clean  XHD  A4 

Super  Degreaser  Cone B2 

Super  Laundry  Detergent    Bl 

SD  Alkalai  A2 

SSR    Al 

Tile  Stain  Remover  Al 

Univ  Control  Agent  XP   CI 

Window  Cleaner  Concentrate  CI 

111   Al 

29  Special    Al 

7MDC   Al 

7PPP    Al 

700  Liquid  Detergent    Al 

900  Machine  Comp  CHL  Al 

Envirocycle  Inc. 

EC-0010 A2 

EC-0043  Al 

EC-0045  Al 

EC-0045LF   Al 

EC-0080 CI 

EC-0220 Al 

EC-0230 A1.B1 

EC-0234 C1.E4 

EC-0262 Al 

EC-0267  Al 

EC-0270 Al 

EC-0279 Al 

EC-0285  El 

EC-0300 Al 

EC-0320 Al 

EC-0346 Al 

EC-0366  Al 

EC-0373  A5 

EC-0392 Al 

EC-0400 A3.B1 

EC-0401  A3 

EC-0404 A3 

EC-0430 A3 

EC-0450 A3 

EC-0470 A3 

EC-0471  A3 

EC-0512 Al 

EC-0545  A2 

EC-0564  A2 

EC-0570 A2 

EC-0572  Al 

EC-0583  A2 

EC-0588  A2 

EC-0636  LI 

EC-0705  Al 

EC-0898  CI 
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Environ-8  International,  Ltd. 

Aqua-18  Dry  L2 

Bio- Remedy  FS- 1100  CI 

Bio-Remedy  JM-1 117  CI 

Bio-Remedy  SD-1116  L2 

Enviro-Fix  216    L2 

Enviro-Fix  314GT  CI 

Odor-Fix    CI 

Environmental  Biotech  Inc. 

E  Chem  Non-Butyl  Foaming  Dgrsr/Clnr 

Cone   Al 

E  Chem  Sanitizer  Disinfectant  D2 

Grease  Eradication  System  L2 

Non-Butyl  Concentrate  #3705    Al 

Starch/Sugar  Eradication  System   L2 

Environmental  Car  Care  Options, 
Inc. 

E.C.CO.  Degreaser  Al 

E.C.C.O.  Industrial  Cleaner    Al 

Environmental  Chemical 

Pro-1060    A4 

Pro-2020    Al 

Environmental  Chemical  Co. 

Formula  #802  Hvy  Dty  Cleaner  Dgrsr 

Strpr    Al 

Formula  #918  Non-Butyl  Dgrsr  Clnr  & 

Deod  CI 

High  Tech  #5432  Air  Foam  Al 

High  Tech  1842  Pot  and  Pan  Cleaner  Al 
High  Tech  2716  Power  Foam  Dgrsng 

Clnr  Al 

High  Tech  2718  Non-Butyl  Degreaser  Al 

High  Tech  4662  Quat  Rinse  D2 

High  Tech  637  Antiseptic  Hand  Soap  ..  E4 

Environmental  Chemical  Corp. 

Elite  Al 

Environmental  Chemical 
Corporation 

Action  Drain  Opener LI 

Action  Plus  One-Shot  DrnOpnr 

W/OdorBlnkt    LI 

All-Power Al 

Astro-Sol   A4.A8 

Chlorinated  Foaming  Cleaner  Al 

Chlorinated  Machine  Dish  Wash  Com- 
pound        Al 

Citra  Crystals  CI 

Coil-Max  PI 

Control  256  Dl 

CX-90    CI 

DL-44  Multi-Purpose  Acid  Cleaner- 

Delimer  A3 

E  C  C  Multiple  Purp.  Boiler&Fdwtr 

Trtmnt  G6 

E.C.C.  Antibacterial  Handwash  Sanitizer  E2 

E.C.C.  Rat  Bait  F3 

E-C  66  Chain  &  Cable  H2 

Envirophene  Disinfectant  Deodorant   ..    CI 
Envirophene  Plus  Hospital  Dsnfctnt 

Deod C2 

EC  78  PI 

EC-10  Solvent  Degreaser  K2 

EC-14  Silicone  Spray   HI 

EC-202 F2 

EC-21 2  Dri  Mist  Insect  Killer   Fl 

EC-54  Belt  Dressing  PI 

EC-75  Invisible  Skin  Shield  Cream  E4 


ECC  Skin  Sanitizer  E4 

Formula  007  Multi-Purpose  Degreaser  CI 

Formula  44    Al 

Formula  76    D2 

Freeze  Kleen   A5 

General  Purpose  Powdered  Detergent  Al 

Grease  Gun   HI 

Hand  Lotion  Dishwash  Al 

Heavy-Duty  Floor  Cleaner  CI 

Hot  Tank  Degreaser    A2 

Industrial  Max  CI 

Kleen-N-Flush  Bowl  Cleaner  C2 

LLD Bl 

M-122  Stainless  Steel  Cleaner  &  Polish  CI 

Med  H.D.  Lotion  Hand  Cleaner  El 

Mint  Magic   CI 

MX-30  Al 

Natural  50   CI 

Nature's  Army  CI 

Nax  CI 

Neutra-Kleen  CI 

01'  Softie  Lotion  Hand  Cleaner   El 

Pine  Magic  Disinfectant   CI 

Pine  Tree  Foaming  Disinfectant  Cleaner  CI 

Pink  Lotion  Dishwash  Al 

Quick  Foam  Al 

Sanitizing  Rinse    D2 

Spare  Industrial  Hvy  Dty  Clnr  Dgrsr 

Deo  Al 

SR-22  Sanitizing  Rinse  D2.Q3 

Task  A3 

Techsol  500  A4 

Thix   C2 

Ultra-Kleen  with  Pumice  Hand  Cleaner  E4 

Ultra-Kleen  Hand  Cleaner  (Cherry)  E4 

White  Food  Grade  Grease  Gun    HI 

Wipe  Out  Creme  Cleanser    A6 

X-Out  Vandalism  Mark  Remover  Kl 

Environmental  Chemicals,  Inc. 

XR-1000    Al 

Environmental  Control  Systems, 
Inc. 

E  C  Solidbar  (Green  Label)  CI 

E  C  Solidbar  (Pink  Label)    CI 

E  C  Solidbar  (Red  Label)  CI 

E  C  Solidbar  (Yellow  Label)  CI 

End  Run  Al 

EC  Granules    CI 

ECS  Delimer  A3 

ECS  120    Al 

HR2    Al 

OBC  Bowl  Cleaner  C2 

SOP  17    CI 

Environmental  Control  Systems, 
Inc. 

Fosforon  Blend   G6 

Environmental  Insect  Control 
Systems  Inc 

InsectAway  Multi-Purpose  Insecticide  II  Fl 

Environmental  Marketing  Services, 
Ltd. 

AF-50 G5.G7 

BW491    G6 

BW  501   G6 

BW  535  G6 

BW8129  G6 

BW  842  G6 

BW-494  G6 

BW-520  G6 

BW-524  G6 

BW-534  G7 


BW-675  G6 

BW-676  G6 

BW-718  G6 

BW-826  G5.G6 

BW-841    G6 

BW-843  G6 

BW-844  G6 

BW-845  G6 

BW-895  G6 

CW  1715  G5.G7 

CW  1716  G5.G7 

CW2292  G5.G7 

CW-116  G5.G7 

CW-228  G5 

CW-229  G2.G5 

CW-230  G5 

CW-231   G2.G5 

CW-302  G5.G7 

CW-309  G5.G7 

CW-320  G5 

CW-332  G5 

CW-356  G5.G7 

CW-366  G5.G7 

CW-367  G5.G7 

CW-391    G5 

CW-393  G5.G6 

CW-394  G5.G6 

SM-107P   G5.G7 

SM-15P   G7 

SM-42P   G5.G7 

SM-45P   G5.G7 

WW-938    G6 

392  G5 

8107  G6 

8109  G6 

8110  G6 

8111   G6 

8112  G6 

8113  G6 

8114  G6 

8115  G5.G6 

8116  G6 

8117  G5.G6 

8118  G5.G6 

8119  G5.G6 

8125  G6 

8126  G6 

8127  G6 

8128  G6 

8130  G6 

8131   G6 

8132  G6 

8133  G6 

8134  G6 

8135  G6 

8136  G6 

8137  G5.G7 

8140  G6 

8141   G6 

8143  G6 

8144  G6 

8150  G6 

8151   G6 

8152  G6 

8555  G6 

Environmental  Services,  Inc. 

ECA  Fogging  Concentrate  5628 Fl 

Environmental  Technologies 

Bio  Safe  Al 

Environmental  Technology 

RB  Degreaser    Al 

Environmentally  Selected  Products 
Citra-Solv    CI 
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Orange  Roughie E4 

Safety  Solvent  K2 

Envirosafe  Cleaning  Products 

Ail-Purpose  Cleaner/Degreaser C! 

Envirosafe  Solutions  International 

ESI-1000   Al 

Envirosolv,  Inc. 

Re-Entry  ES  Solvent  Degreaser  CI 

Re-Entry  KNI  Solvent CI 

Re-Entry  KNI  Solvent-2000  K2 

Re-Entry  RFS  Solvent    CI 

EnviroKare  Products  Company 

V-Lube HI 

EnviroKem  Inc. 

Citrus  Super-Solv  15  CI 

Glass  Cleaner CI 

Hand  Dishwash  Liquid  507    Al 

Liquid  Laundry  Detergent  207  Bl 

Mulu-Purpose  Cleaner    CI 

Power-Kleen    Al 

Super-Kleen  CI 

Enzyme  Industries  of  the  USA,  Inc. 

Grease-GO   A1.L1 

Sanzyme A1.L1 

Enzymes  Plus  Division/ 
Anderson  Affiliates,  Inc. 

Enzyme  Activated  Cleaner  UBIX  No. 

0077    Al 

EnClean  Specialty  Chemicals,  Inc. 

Alphachem  1352  Detergent    Al 

Alphachem  1358  Detergent    Al 

Alphachem  1368  Detergent    Al 

Cesco  Ad  A2 

Cesco  Alclean  #4    Al 

Cesco  Chloro-Clean    Al 

Cesco  Dry  Det  Al 

Cesco  E-2000G    Al 

Cesco  Freezer  Cleaner    A5 

Cesco  Neutralizer  No.  1   Al 

Cesco  ND-205  A4 

Cesco  ND-205-PH A4 

Cesco  ND-224-P  A4 

Cesco  ND-226  Al 

Cesco  ND-251  Al 

Cesco  ND-255  Al 

Cesco  ND-255-BC    A4 

Cesco  ND-255-X  A4 

Cesco  ND-255C    A4 

Cesco  ND-260A    Al 

Cesco  ND-278  Al 

Cesco  ND-278-BC    A4 

Cesco  ND-278-BCT   A4 

Cesco  RS-IOO   A2 

Cesco  S-711  K2 

Cesco  S-716 K2 

Cesco  Saf-Steam  Al 

Cesco  Steam  Clean  Al 

Cesco  Steam  Power A2 

Cesco  Steam  Terg  Al 

Cesco  Super  Lube  H2 

Cesco  20-A   A3 

Cesco  30-P A3 

Cesco  680   D2 

Cesco  707    A2 

Cesco  707-S  A2 


Cesco  740    A8 

Cesco  740-R    A2 

Cesco  746    A2 

Cesco  771    A8 

Cesco  778    Al 

Cesco  778  BA  A4 

Cesco  778-BC  A4.A8 

Cesco  778-1  A4 

Cesco-751    A4.A8 

1013  Detergent    A4 

1018  Cleaner  A4 

1028  Detergent    Al 

1187  Steam  Cleaner    Al 

Epic  Chemical  Sales  Corp. 

Bacti-Scrub  Lotion  Hand  Soap  El 

Breakthrough  Al 

Chlor-O-Foam  Al 

CP  205  Low  Foam  Lube    H2 

CP31  F  A4 

CP  57  F  A3 

CP- 1 3 1  A4 

CP-149  Al 

CP-150  Al 

CP-155  A4 

CP-21-NJ  A2 

CP-26  Al 

CP-26-NJ  Al 

CP-29-NJ  Al 

CP-31-NJ  A4 

CP-33  NJ  Al 

CP-35  Al 

CP-37-NJ  Al 

CP-41-NJ  Al 

CP-55  A3 

CP-57-NJ  A3 

CP-59-NJ  A3 

Detergent  Cleaner-Disinfectant  Dl 

Epic  Antiseptic  Liquid  Hand  Lotion    ....  El 

Epic  Antiseptic  Liquid  Hand  Soap  El 

Epic  Antiseptic  Liquid  Hand  Soap  Cone.  El 

Epic  Conveyor  Lube  Concentrate H2 

Epic  CP  29    Al 

Epic  CP  29-S  Al 

Epic  CP  31    Al 

Epic  CP  33-F A4 

Epic  CP  349    A2 

Epic  CP  41    Al 

Epic  CP  57  FA   A3 

Epic  CP  57  H    A3 

Epic  CP  57-N    A3 

EpicCP57-N    A3 

EpicCP57-NF   A3 

Epic  CP  59  HF   A3 

EpicCP59-N    A3 

Epic  CP  59-NF  A3 

Epic  CP-21    Al 

Epic  CP-57    A3 

Epic  CP-59    A3.Q2 

Epic  EP  106 A3 

Epic  EP  128 Al 

Epic  EP  133 A2 

Epic  EP  142 Q1.Q2 

Epic  EP  142-NJ  Al 

Epic  EP  169 Al 

Epic  EP  29 Al 

Epic  EP  33 A2 

Epic  EP  42 Al 

Epic  EP  44 A4 

Epic  EP  46  Laundry  Detergent  B  Bl 

Epic  EP  60-NJ  Al 

Epic  EP65 Al 

Epic  EP  73  HT  A2 

EpicEP73LF    A2 

Epic  EP76 Al 

Epic  EP  84 Al 

Epic  EP  86 Al 

Epic  EP87  P  Al 

Epic  EP  89 A2.Q1 

Epic  EP  91  A1.Q1 

Epic  EP  93 A2 


Epic  EP  94 A2 

Epic  EP  99 A2 

Epic  EP-110 A1.Q1 

Epic  EP-122 A2 

Epic  EP-125 A2 

Epic  EP-16 Al 

Epic  EP-73  A2 

Epic  Liq  Conv.  Lube  No.  2  H2 

Epic  Liquid  Hand  Soap El 

Epic  Solvent  A    C3 

Epic's  Skid  Rid   A4 

Epizyme-I    Al 

Epizyme-II  Al 

EP  122  F  A2 

EP  136  Al 

EP33-FB  Al 

EP39  A1.Q1 

EP60  Al 

EP  87  Al 

EP-110-NJ   Al 

EP-111   Dl 

EP-114  A2 

EP-122-NJ  A2 

EP-125-NJ  A2 

EP-128-NJ  Al 

EP-133-NJ  A2 

EP-140  A2 

EP-140-NJ  A2 

EP-150  A2 

EP-150-NJ  A2 

EP-16-NJ  Al 

EP-166  Al 

EP-172  Al 

EP-175  A2 

EP-19  A3 

EP-2  Al 

EP-2-NJ  Al 

EP-20-NJ  Al 

EP-22  C2 

EP-22-NJ  C2 

EP-23  Al 

EP-25  LI 

EP-25-NJ  LI 

EP-29-NJ  Al 

EP-33-NJ  A2 

EP-37-NJ  Al 

EP-39-NJ  Al 

EP-4  Al 

EP-4-NJ  Al 

EP-42  Al 

EP-42-NJ   Al 

EP-5-NJ  Al 

EP-65-NJ  Al 

EP-73-NJ  A2 

EP-74-NJ  A2 

EP-76-NJ  Al 

EP-81   Al 

EP-81-NJ  Al 

EP-83-NJ  Al 

EP-84-NJ  Al 

EP-87-NJ  Al 

EP-89-NJ  A2 

EP-91-NJ  Al 

EP-93-NJ  A2 

EP-98  A2 

EP-98-NJ  A2 

EP-99-NJ  A2 

Food  Plant  Solvent   HI 

Fortified  Pine  Odor  Disinfectant    CI 

Heavy  Duty  Breakthrough    Al 

Liquid  Conveyor  Lube    H2 

Liquid  Detergent-0  Al 

Liquid  Detergent-0   Al 

Liquid  HD  Circ  R  A2 

Oven  &  Grill  Cleaner  A8 

Refinish  Plus  Al 

Skid  Rid  C Al 

Super  Chlor-O-Foam  Al 

Epic  Industries 

#1 1  Dare  Concentrated  Degreaser 
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Cleaner    CI 

=  "  Focus  Concentrated  Gl  &  Plst  Clnr  CI 
J55  \  jnet>  Concentrated  Odor 

Cntractnt  CI 

#66  ProDeem  Cone  Multi-Acid  Rstrm 

Clnr  C2 

#88  End-Germ  RE  Cone  Hospital  Disnf 

Clnr  Dl 

The    Emulsifier  CI 

pH  7+  Pink  Lotion  Hand  Cleaner    E2 

Alkakleen  Floor  Cleaner  A4 

All  Purpose  Lime  O  Scale  Remover   ..  A3 

Bake  Pan  Cleaner        A- 

Bar  Foam  Glass  Washing  Powder  Al 

Bar  Foam  Liquid  Detergent    Al 

Bio-Kill    D2 

Blade    HI 

Breach  Chlorinated  Detergent Al 

Chillie  Willie  Freezer  Cleaner  A5 

Choice  Powdered  Detergent  Al 

Coronet  Fabric  Softener   B2 

Coronet  Liquid  Fabric  Softener   B2 

Coronet  Liquid  Laundry  Sour  Bl 

Coronet  Oxygen  Bleach    Bl 

Coronet  White  Laundry  Deter Bl 

Dandy  Soft  Pink  Lotion  Hand  Dishwshg 

Del U 

Dare  Degreaser   \4 

Del-Mar  Synthetic  Detergent   Al 

Deluxe  Pink  Hand  Dishwashing  Com- 
pound      Al 

Dical  Disnf  Santzr  Fungicide  Deodor- 
izer      D2 

Drainace  CI 

E-Z  Suds    Al 

Econo  All  Purpose  Beads  Al 

End-Germ  Concntrtd  Disinf.  Clnr Dl 

Epic  Concentrated  Liq.  Steam  Clng. 

Cmpd Al 

Epic  CIP    A2 

Epic's  Attack  Deep  Fat  Fry  Cleaner   ...  A2 

Episuds  Laundry  Detergent  (Powdered)  Bl 

Episuds  Liquid  Laundry  Detergent  Bl 

Epitame  Liquid  Laundry  Sour    B2 

Epitrol  Fabric  Softener   B2 

Epitrol  Liquid  Fabric  Softener  B2 

Fairway  Pine  Oil  CI 

First  Rate  CI 

Five  Way  Al 

Floor  Kleen   CI 

Formula  15 Al 

Fury  Instant  Spray  Cleaner  A4 

Garage  Floor  Cleaner   CI 

Germicidal  Q-Lab  Spray  Cleaner  CI 

Glide  Concentrated  Liquid  Cleaner  Al 

Grade  "A"  Liquid  Hand  Soap El 

Guard-All  CI 

Happy  Hands  Powdered  Hand  Soap    ..  C2 

Like  Magic    A4 

Liquid  Bingo  Laundry  Detergent  Bl 

Lo  Suds  with  Phosphates    Bl 

Multi-Purpose  Cleaner    Al 

One  Time  H  D  Cement  Floor  Cleaner  CI 

Pride  of  the  Kitchen  Liquid  Detergent  Al 

Prime  Cut    Al 

Rid  D2 

Sapphire  Liquid  Laundry  Detergent  ....  Bl 

Snap  Concentrated  Bowl  Cleaner  C2 

Sunbright  Al 

Swell  Ammoniated  All  Purpose  Clnr  ..  A4 

Swell  Borax  Powdered  Hand  Soap    ...  C2 

Swell  Grill  Oven  &  Fat  Fry  Cleaner   ..  Al 

Swell  Low  Foam  Laundry  Detergent  ..  Bl 

Swell  Pink  Suds  Lotionized  Detergent  A4 

Swell  Sanitizing  Tablets  D2 

Swell  Stainless  Steel  Cleaner  A7 

Swell-X    CI 

Tops  Pink  Detergent  Al 

Treasure  Terrazzo  Cleaner   A4 

Triple  Action  Water  Base  Stnls  Stl  Clnr  A7 

Tuff-E-Nuff  A3 

V-8  Chlorinated  Machine  Dishwashing 


Cmpd Al 

VA  All  Purpose  Cleaner&Floor  Condi- 
tioner    A4 

Waltex  All  Purpose  Beads    Al 

Walus  Hand  Dishwashing  Compound  Al 

Waltis  No.  7  Chlorinated    Al 

Waltis  Opal  Machine  Dishwashing 

Compound  Al 

Waltis  Pot  &  Pan  Cleaner Al 

Waltis  89  CI 

305  Heavy  Duty  Liq.  Mach.  Dshwshing 

Det Al 

Epic  Supply  Co. 

Epiclean  Hand  Cleaner  E4 

Epoleon  Corporation  of  America 

Cleaner  NnZ    Al 

Epoleon  n-100-p   CI 

Epoleon  A-2    CI 

Epoleon  Deodorizer  RF(N-NZ)    CI 

Epoleon  Er-10-p    CI 

Epoleon  ER-10   CI 

Epoleon  ER- 10  Gel  CI 

Epoleon  G-100    CI 

Epoleon  G-100-NZ  CI 

Epoleon  Gel  N- 100  G  CI 

Epoleon  HP  CI 

Epoleon  IMP  CI 

Epoleon  LM CI 

Epoleon  N-NZ  CI 

Epoleon  N-100    CI 

Epoleon  N- 1 00  Gel  CI 

Epoleon  N-2    CI 

Epoleon  NZ  CI 

Epoleon  N3C  Type   CI 

Epoleon  N7C  CI 

Epoleon  S  NZ   CI 

Epoleon  S-2  CI 

Epoleon  SS    CI 

Epoleon  T   CI 

Eppert  Oil  Company 

AL-9 A4 

Eppco  Hydrolube  #500  H2 

Whit-Kleen#7  Al 

Epsilon  Chemicals  Ltd. 

E-Chem  A.P.  Cleaner  Non-Butyl 

Cleaner   Al 

E-Chem  Acidcleaner  A3 

E-Chem  CIP.  Cleaner  Al 

E-Chem  Chlor-Clean  A2 

E-Chem  Clean-Foam  Cleaner-Degreaser  A 1 

E-Chem  E-Foam  Cleaner-Degreaser     .  Al 

E-Chem  Foam-Chlor  Al 

E-Chem  H  D.  Alkaline  Cleaner   A2 

E-Chem  H.D.  Circulation  Cleaner  A2 

E-Chem  Liquid  Alkali  Plus    A2 

E-Chem  Liquid  Chlorinated  Cleaner 

N.F Al 

E-Chem  Liquid  CIP  Cleaner Al 

E-Chem  Liquid  Hook  &  Trolley  Cleaner  A2 

E-Chem  Liquid  Smokehouse  Cleaner  A8 
E-Chem  Powdered  Hook  &  Trolley 

Cleaner   A2 

E-Chem  Powerbrite  A3 

E-Chem  Powerfoam    Al 

E-Chem  Powerfoam  Plus   Al 

E-Chem  Tracklube  Q    H2 

Equipment  Trade  Service  Co.,  Inc. 

Formula  Fast  Break  Al 

Formula  Photo  Finish   Al 

Formula  Power  Play   Al 

Intercept  Al 


Silver  Medal    Al 

Tackle    Al 

Equity  Laboratories 

LD-200ElSol  K2 

LD-200  ElecSol  K2 

LD-202  Enersol  CI 

LD-202  Genersol  CI 

LD-222  F.P.  Sol    Al 

LD-222  Husk Al 

LD-230Acidex   A3 

LD-230  Scale  X    A3 

LD-235  Acidex  Dry    A3 

Equity  Laboratories,  S.A. 

Equity  LD-222 Al 

LD-200 K2 

LD-202 CI 

Eratek,  Inc. 

Bnte  Stainless  Steel  Cleaner A7 

De-Scale A3 

Deo  Solve    CI 

Era-Det A4 

Eralube  HI 

EOC-40   CI 

Foam-Sol  A4.A8 

Fog  Sect  Insecticide    Fl 

Germ  X-Mint  CI 

Glasseen  CI 

H-D-C    A4.A8 

Hydro  Solve Al 

Lube  Gun  H2 

LDS   Al 

Omnidet  A4 

Rid  F2 

Sanilube-C  H2 

Sewer  Pipe  Cleaner  LI 

Single  Step    Al 

Unclog  LI 

Wax-Emulse    A4.A8 

Erbrich  Products  Company 

Epco  Bowl  Cleaner  C2 

Linco   B1.D1 

SX-3  D2,G4,B1 

Erickson  Chemical  Company 

Amine  Condensate  Treatment-72-PF  ..  G6 

Amine  Condensate  Treatment-74  G6 

Amine  Condensate  Treatment-75  G6 

Amine  Condensate  Treatment-76  G6 

Amine  Condensate  Treatment-77  G7 

Boiler  Water  Treatment  #164  G6 

Boiler  Water  Treatment  #294  G6 

Boiler  Water  Treatment  #863  G6 

Boiler  Water  Treatment  #877  G6 

Boiler  Water  Treatment  Foimula-#864  G6 

Boiler  Water  Treatment  Formula-#876  G6 

Boiler  Water  Treatment  Formula- 197  G7 

Boiler  Water  Treatment  Formula-279  G7 

Boiler  Water  Treatment  Formula-888  G6 

Boiler  Water  Treatment  Formula-892  G6 

Boiler  Water  Treatment  866-FG G6 

Cooling  Water  Treatment  #250   G7 

Cooling  Water  Treatment  #452    G7 

Cooling  Water  Treatment  Formula  760  G7 

Cooling  Water  Treatment  Formula- 252  G7 

Cooling  Water  Treatment  Formula-450  G7 

Cooling  Water  Treatment  451    G7 

Formula-Ethylene  Glycol    G7 

Water  Treatment  #303    G7 

Water  Treatment  #72    G6 

Water  Treatment  #857    G6 

Water  Treatment  #870    G6 

Water  Treatment  Formula  -  #187  G2 
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Water  Treatment  Formula-1 91   G2 

Water  Treatment  Formula- 196  Gl 

Erin-America  Ltd. 

Enviro-Star  Stainless  Cleaner/Degreaser  A3 

Erie's  Janitorial  Supply  Co. 

Brite  CI 

Fresh  Scent    CI 

Super  Scent  CI 

Ersint,  Inc. 

OrganEx  L2 

Esco  Process 

BWT-E  10  G6 

BWT-E11   G6 

BWT-E  12  G6 

BWT-E  13  G6 

BWT-E  14  G6 

BWT-E  15  G6 

BWT-E  16  G6 

BWT-E  17  G6 

BWT-E  18  G6 

BWT-E-19  G7 

Espial  Inc. 

BathBrite   CI 

Ecopure   CI 

Essential  Industries,  Inc. 

All  Purpose  Cleaner    CI 

All  Purpose  Degreaser    CI 

All  Purpose  Spray  &  Glass  Cleaner  ....    CI 

Antiseptic  Hand  Soap  E4 

Blue  Concentrate  CI 

Blue  Lotion  Soap    E4 

Blue  Window  Cleaner CI 

Citrus  Cleaner/Degreaser    B1.C1 

Citrus  Degreaser   CI 

Clinging  Shower,  Tile  &  Porcelain  Clnr  C2 

Coco-Castile  Hand  Soap  El 

Conclean    A4 

D-Limer  A3 

Drain  Opener  LI 

Drain  Pipe  Opener LI 

Food  Service  Degreaser   Al 

Glass  Cleaner  Concentrate   CI 

Heavy  Duty  Industrial  Clnr  &  Steam 

Clnr  A4 

Heavy-Duty  All  Purpose  Cleaner  CI 

Heavy-Duty  Spray  Cleaner  CI 

Hi  Power  Degreaser   Al 

Lime-Rid  C2 

Liquid  Detergent  CI 

Liquid  Hand  Dish  Wash  Al 

Low  Suds  Laundry  Detergent Bl 

Machine  Dishwash    Al 

Meatroom  Cleaner  Al 

Micro-Digestant  CI 

Mild  Tile,  Grout  &  Fixture  Cleaner  ....    CI 

Neutral  Cleaner  CI 

Non-Acid  Bowl  and  Fixture  Cleaner  ..    C2 

Non-Butyl  Cleaner/DegTeaser  CI 

Non-Butyl  Cleaner/Degreaser-MR  Al 

Non-Butyl  Degreaser Al 

Nu-Tral  Cleaner CI 

Nutral  Q  CI 

Orange  Essence  #1    CI 

Orange  Essence  #2   CI 

Pearl  Lotion  Soap   E4 

Porcelain,  Stainless  Steel  &  Tile  Clnr      C2 

Powdered  Hand  Cleaner  E4 

PM  2070  Visco  Pine  Clinging  Cleaner     CI 
PM  2323  Heavy  Duty  Machine  Dshwsh. 


Pwdr Al 

Quat  Rinse  D2 

Quat  256  Detergent/Disinfectant    D2 

Quat  42    D2 

Quat  44    CI 

Quat  44  Cherry   CI 

Quat  44  Floral  CI 

Quat  44  Lemon  CI 

Quat  44  Mint  CI 

Quat  44  Pine  CI 

Quick  Suds    Al 

R-T-U  Citrus  Spray  CI 

Readiquat  C2 

Restroom,  Tile  and  Tub  Cleaner    C2 

Sof-Tutch  Liquid  Dish  Wash   CI 

Sof-Tutch  Lotion  Soap  E4 

Spray  Cleaner    C2 

Super  Garage  Floor  Cleaner  CI 

Superbase  400  CI 

Superbase401   A4.C1 

Superbase  410  CI 

Superbase  458  Al 

Superbase  9011   El 

Trust  Liquid  Laundry  Detergent  Bl 

Ultra  Laundry  Detergent  Bl 

Wipe-Out  CI 

Xtra-Duty  Stripper A4 

1 1    Supercon  Floor  Care  Neutral 

Cleaner   CI 

1 1 80  Degreaser  CI 

340  Liquid  Hand  Soap  Concentrate  El 

502  Economy  Concentrate   CI 

Essential  Service  &  Supply,  Inc. 

Prepainted  Panel  Cleaner  Blast 

Off A4.A8.A8 

201  Cleaner-Stripper-Degreaser  Al 

Esso 

Bayol  52    HI 

Bayol  82    HI 

Gear  Oil  FM  150 HI 

Gear  Oil  FM  220 HI 

Gear  Oil  FM  320 HI 

Hydraulic  Oil  FM32   HI 

Hydraulic  Oil  FM46   HI 

Hydraulic  Oil  FM68   HI 

Marcol  122    HI 

Marcol  172    HI 

Plastol  135  HI 

PlastoI545  HI 

Primol  262  HI 

Primol  352  HI 

Primol  542  HI 

Etowah  Chemical  Sales  &  Service 

Arrow  High  Alkaline  Cleaner Al 

GS  125  Al 

MC-20   Al 

MD-126  Al 

OC-55    A8 

PC-250  Al 

Super  Chief  AF-86   CI 

Super  Chief  Lemon  313   CI 

Super  Chief  San-305  D2 

SC-10  Al 

Etterman  Enterprises 

Anti-Seize  Compound  H2 

Cutting  Tool  Coolant    K2 

Dry  Slide  H2 

Electric  Contact  Cleaner  K2 

Industrial  Glass  Cleaner   CI 

Premium  E-600  Dry  Film  Mold  Release  H2 

Slip  Shot  II    H2 

Solvent  Cleaner  &  Degreaser  Kl 


Euclid  Chemical  Company,  The 


Eugene  Linen  &  Overall  Supply 

Laundry  Detergent Bl 

Eureka  Chemical  Company 

Fluid  Film  -  FG  HI 

Fluid  Film  Rst  &  Corro  Prvnt,  Pntr 
&Lubr  CI 

Eureka  Laboratories,  Inc. 

Con-Mist   A4 

Green  Solv  CI 

Hand  Soap  El 

Heavy  Duty  General  Purpose  Cleaner      A4 

Insecticide  #923 Fl 

Liqui-Act  LI 

Liqui-Drain    LI 

New  Spray  Foam  Cleaner  A4.A8 

No.  200  Super  Butyl  Cleaner  A4 

Powdered  Hand  Soap   C2 

Sana-Clene  Concentrate    CI 

Stainless  Steel  Cleaner  And  Polish    ....    A7 
Super  Pot  n  Pan  Concentrated  Cleaner    A I 

Total-Clean    Al 

Zip-100  All  Purpose  Cleaner   Al 

201  Heavy  Duly  Cleaner    Al 

Eve  Incorporated 

All  Purpose  Cleaner    A4 

Blitz  Al 

Cleaner  &  Degreaser A4 

Cleaner  Degreaser  Al 

Demon  A4 

Diamond  Glass  Cleaner    CI 

Ex-Cell  Manufacturing,  Company, 
Inc. 

Ex-Cell  5000  Al 

Excaliber  Group,  The 

Acid  Bowl  Cleaner   C2 

Alkaline  Drain  Opener   LI 

Antiseptic  Hand  &  Body  Soap  El 

Dishwashing  Detergent  Al 

Foaming  Cleaner  Al 

Freezer  Cleaner  A5 

Glass  Cleaner CI 

Glass  Cleaner CI 

Goof  Proof  AP  Cleaner A4 

Heavy  Duty  Cleaner-Degreaser    ....    A4.A8 

Lemon  Disinfectant-Cleaner  C2 

Oven  &  Griddle  Cleaner A8 

Ready-To-Use  Hand  Soap    El 

Sanitizer-Disinfectant    D2.E3 

Viscous  Bowl  Cleaner C2 

Excel  Chemical  Company,  Inc. 

Add    Al 

Alkalinity  Adjust  G6 

Aluminum  Chiller  Cleaner   Al 

AFS-512    D2 

Blast  Al 

Blitz  Al 

Block-Aid    LI 

Brick-Klenz  A3 

BWT-1000  G7 

BWT-2000  G6 

C-200  G7 

Cherry  Deodorant  Spra  w/Exclsv 

SP+Stblzr   CI 

Chlor-Ex    D2 

Citrisolv  CI 
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Citrisolv  Emulsion    CI 

Citrisolv  Gel    CI 

Citrisolv  Hand  Soap   E4 

Citrisolv  Hand  Soap  with  Grit   E4 

Citrisolv  100   CI 

Clinger  C2 

Condensate  Corrosion  Inhibitor   G6 

Contract  F2 

Corrosion  and  Scale  Inhibitor  G6 

CCL-750    Al 

CCP-100    Al 

CIP  Acid  Cleaner    A3 

CIP  Cleaner  Al 

CL-4600 A1.Q1 

CST-1     G7 

CST-2    G7 

CWT-1000  G7 

CWT-2000  G7 

Excel  Freezer  Cleaner  A5 

E\cel  Kloro-Klean  Al 

Excel  L-451   Al 

Excel  L-7 10  Tray  Cleaner    Al 

Excel  L-749  Chlorinated  Cleaner  Al 

Excel  Slik    H2 

Excel  3DVF Dl 

EL-350  A4 

Formula  L-243 Al 

Formula  960    Al 

FA-550  Foaming  Acid  Cleaner    A3 

G-4400  A1.Q1 

G-480  Al 

Genteel  Al 

Iodo  1  to  75  D2 

Jet  Clean    Al 

Kleenzit   A3 

L-572  Cleaner  Al 

L-581  Freezer  Cleaner    A5 

Lectri-Sol  K2 

Lift  CI 

Lightning   Al 

Liquid  Hand  Soap  El 

LC-600  Al.C? 

LPH  Freezer  Cleaner A5 

NR-10    D2 

NT   A4 

Odo-Go    CI 

One  For  All  CI 

Phos-Clene  A3 

Pine-O-Dis  CI 

Plus  25  A4 

PC  Porcelain  Cleaner   A3 

Quatramine  B    D2 

Quatriclene  CI 

Regal    C2 

Resin  Cleaner    PI 

Sani-Derm   E2 

Sani-Hand    E2 

Sam-Sol  E3   E3 

Seabreeze  CI 

Stuff  A4 

Sudzy  Ammonia   CI 

Super  Bowl    C2 

SPI  Fl 

T&  S  Hand  Soap  El 

Triple  K  Al 

Trolley  Lube   HI 

XL  Suds  Al 

XL-200 Al 

Z-2100  A4 

Zeolite  Regenerator  PI 

921  Hot  Dip  Tank  Cleaner  A2 

Excel  Chemical  Enterprises,  Inc. 

VR-125    CI 

Excel  Supply  Company 

CIP  Caustic  Cleaner   A2 


Excel  Supply  Corp. 

Top  Flight   CI 

Excel-Mineral  Company 

Absorbs-It    Jl 

Clean  Dri  Jl 

Quick-Sorb Jl 

Excelex  Corporation,  The 

Excelex  Bleach    Bl 

Industrial  10  Bleach    Bl 

Liqui-Chlor    B1,C2,D2.Q4 

Excelon,  Inc. 

Food  Industry  Sanitizing  Soap  E2 

Excelsior  Varnish  &  Chemicals 

Boiler  Sludge  Conditioner  Code  9350  G6 

Boiler  Treatment  Liquid  Code  9300    ..  G6 

Boiler  Treatment  Liquid  Code  9340  ..  G6 
Boiler  Treatment  Liquid  Stndrd  Code 

9320    G6 

Heavy  Duty  Cleaner-Degreaser  No. 

2120    A4.A8 

Liquid  Boiler-Chelate  No.  9444  G7 

Liquid  Boiler-Htg  High  Makeup  No. 

9330    G7 

Liquid  Boiler-Process  Steam  No.  9333  G7 
Liquid  Cleaning  Compound  Code  No. 

3920    A4 

Liquid  Domestic  Water  Treatment  G2 

Liquid  Oxygen  Scavenger  No.  9359  ..  G6 
Odor  Conteractant  Water  Soluble 

R-664-W  CI 

Odor  Counteractant  Oil  Soluble 

R-665-0    CI 

Odor  Counteractant  Surface  Trt. 

R-667-0  CI 

Oxygen  Scavenger  Powder  Code  9430  G6 
Powdered  Drain  Opener  Fast  Acting  V 

252    LI 

Powdered  Drain  Opener  Slow  Acting  V 

253    LI 

Rack  Wash  601   A2 

Steam  Line  Treatment  Code  9370  G6 

Exotic  Chemical  Company,  Inc. 

Conlube  11    H2 

Maxim   Bl 

PC-VL  CIP  Cleaner    A2 

PC-50  CIP  Cleaner  A2 

SE  Chlor  Plus   Al 

Expert  Products 

Expert  Concentrated  Cleaner  &  De- 
greaser  CI 

Express  Chem 

Assault  A4 

Bio-Chem    CI 

Descale-Plus    A3 

Express  Clean   Al 

Guardian    Dl 

Speed-Out    LI 

Steam-Magic   Al 

Express  Formulated 
Chemicals&Systems  Inc 

Cool  Clean  CI 

Mean  Clean  A4 

Truck  Wash  Al 


Exsel  Industries,  Inc. 

Contact  &  Circuit  Board  Cleaner  K2 

Disco  Lemon  Disinfectant  Cleaner  .  CI.A4 

EI-220    A4.A8 

Multi-Power  Cleaner  Degreaser  A4 

Pink  Rainbow  Liquid  Dishwash  Con- 
centrate     Al 

Proven  Oven  &  Grill  Cleaner  A8 

Safe-Conduct  CI 

Tar-Off  Concentrated  Emulsifying 

Dgrsr  Kl 

XL-98 Al 

Exsl/Ultra  Labs,  Inc. 

Booster  Laundry  Break  A1.B1 

Boss  Al 

Cal  Can  Cleaner  RC-5    A2 

Cal  Can  Cleaner  1  A2 

Cal  Can  Cleaner  2  A2 

Cal  Can  Cleaner  4  Al 

Chlorglo  Powder  Al 

Citrus-Kleen CI 

Cleaning  Gem   A4 

Deep  Fat  Fry  Cleaner   A2 

E-San  205    D2 

E-Z  Kleen    A4 

Exslite  Controlled  Suds  Shroud  CI.     AI.B1 

Exslite  Fluff Al 

Exslite  Hand  Soap  El 

Exslite  Laundry  Compound    B2 

Exslite  LF-EMR    A3 

Exslite  LST  461     A4 

Exslite  LST  465    Al 

Exslite  Multi  51     Al 

Exslite  Powdered  Hand  Soap  C2 

Exslite  Rapid  Rinse  Al 

Exslite  Sulfamic  Acid  A3 

Exslite  Super  Kleen  Al 

Exslite  WOW-75  A2 

Exslite  438  HD   A2.B1 

Extra  Heavy  Duty  Steam  Cleaning  Liq- 
uid     Al 

Freezer  Locker  Cleaner  A5 

Hi-White  Bleach   Bl 

Lime  Gone  A3 

Liquid  Organic  Concentrate   El 

Liquid  Tray  Wash  Al 

Mildew  Remover  CI 

Misty  Fabric  Conditioner   Bl 

Modified  Orthosilicate    Bl 

MDW  A2 

Nu-White  Laundry  Compound  B2 

Power  Gem    Al 

Power  Plus  Al 

Premloob71G  H2 

Premsteem  1006    Al 

PL-40  Al 

PL-500  Al 

Red  "I"  Al 

Rosette  CI 

Safe-T-Steam  Al 

See  Ready-To-Use  CI 

Shine  and  Glow  Al 

Stainless  Steel  Cleaner   CI 

Suds  Up  CI 

The  Cleaning  Gel    Al 

Traction   \: 

Tri-Power  2000  Bl 

Whiter  Than  Ever   Bl 

Wiz  A I 

XL-300 Al 

Exsorbet  Industries,  Inc. 

Exsorbet  CI 
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Extraction  Systems,  Inc. 

Daily  No-Slip    A4 

Heavy  Duty  Degreaser  &  Cleaner  302     A4 

Exxon  Company,  U.S.A. 

Alert  M  275  H2 

Andok  260  H2 

Aviation  Oil  EE  100  H2 

Aviation  Oil  EE  80  H2 

Bayol  72    HI 

Bayol  90    HI 

Bayol  92    HI 

Beacon  Q  2   H2 

Beacon  325    H2 

CaloriaHT43  H2 

Carum  330  HI 

Coray  100   H2 

Coray  15    H2 

Coray  150    H2 

Coray  22    H2 

Coray  220    H2 

Coray  32    H2 

Coray  320    H2 

Coray  46    H2 

CylessticTK  1000 H2 

Cylesstic  TK  460 H2 

Cylesstic  TK  680 H2 

Enmist  EP  100    H2 

EnmistEP150    H2 

Enmist  EP  220    H2 

Enmist  EP  320    H2 

Enmist  EP  460    H2 

Esstic  150    H2 

Esstic  32    H2 

Esstic  68    H2 

Estan  I  H2 

Estan  2  H2 

Exxsol  D  110 HI 

Exxsol  D  80 HI 

Faxam  15  H2 

Faxam  22  H2 

Faxam  46  H2 

Foodrex  FG  1    HI 

Isopar  M    HI 

Isopar  V  HI 

Lidok  EP  1    H2 

Lidok  EP  2    H2 

Marcol  100    HI 

Marcol  130    HI 

Marcol  145    HI 

Marcol  52    HI 

Marcol  62    HI 

Marcol  70    HI 

Marcol  72    HI 

Marcol  82    HI 

Marcol  87    HI 

Marcol  90    HI 

Marcol  97    HI 

Millcot  K  220   H2 

Nebula  EP  0    H2 

Nebula  EP  1    ..    H2 

Norpar  12 HI 

Norpar  15  HI 

NutoHlOO  H2 

Nuto  H  150   H2 

Nuto  H  32   H2 

Nuto  H  46   H2 

Nuto  H  68   H2 

NUTO  FG  100    HI 

NUTO  FG  32    HI 

NUTO  FG  46    HI 

NUTO  FG  68    HI 

Primol  185  HI 

Primol  205  HI 

Primol  325  HI 

Primol  355  HI 

Ronex  EP  1    H2 

Ronex  MP   H2 

Spartan  EP  100  H2 

Spartan  EP  1000  H2 


Spartan  EP  150   H2 

Spartan  EP  1500  H2 

Spartan  EP  220  H2 

Spartan  EP  2200  H2 

Spartan  EP  320   H2 

Spartan  EP  3200  H2 

Spartan  EP  460  H2 

Spartan  EP  68   H2 

Spartan  EP  680  H2 

Spinesstic  10   H2 

Synesstic  68  H2 

Telura417  H2 

Telura  619  H2 

Teresstic  FG  150  HI 

Teresstic  100  H2 

Teresstic  150  H2 

Teresstic  220  H2 

Teresstic  32  H2 

Teresstic  320  H2 

Teresstic  33   H2 

Teresstic  46  H2 

Teresstic  460  H2 

Teresstic  68  H2 

Teresstic  77  H2 

Turbo  Oil  2380  H2 

Unirex  N2   H2 

Univis  Special  B  2200    H2 

Univis  Special  B  320    H2 

Univis  Special  B  320  A   H2 

Univis  Special  EP  220   H2 

Univis  Special  LV  32  HI 

Univis  Special  LV  46  HI 

Univis  Special  LV  68  HI 

Univis  Special  Mist  EP  100  HI 

Univis  Special  Mist  EP  220  HI 

Univis  Special  Mist  EP  320  HI 

Univis  Special  Mist  EP  460  HI 

Univis  Special  Mist  EP  68  HI 

Univis  Special  Mist  32  H2 

Univis  Special  22    H2 

Univis  Special  32    H2 

Univis  Special  46    H2 

Univis  Special  68    H2 

WS2821  H-l  HF32 HI 

WS2822H-1  HF46 HI 

WS2823  H-l  HF68 HI 

WS  2824  H-l  HF22 HI 

XD-3  30 H2 

Zerice  N  22  H2 

Zerice  N  46  H2 

Zerice  N  68  H2 

Zerice  22  H2 

Zerice  46   H2 

Zerice  68   H2 

Zero-Pol  S  220   HI 

Zero-Pol  S  68    HI 

3119  EP  Gear  Oil  320    H2 

3125  EP  Gear  Oil  460    H2 

3126  EP  Gear  Oil  220    H2 

3138  EP  Mist  Oil  68  H2 

3139  EP  Mist  Oil  220  H2 

3140  EP  Mist  Oil  320 H2 

3141  EP  Mist  Oil  460 H2 

3151  EP  Mist  Oil  100 ..    H2 

3152  EP  Mist  Oil  150 H2 

3153  EP  Mist  Oil  680 H2 

3154  EP  Mist  Oil  1000 H2 

Ezzy  Clean-Up,  Inc. 

Ezzy  Way  "E-2"  Hand  Soap E2 

Grease  Gone    A4.A8 

F  &  E  Distributing 

Glass  Cleaner CI 

F  &  H  Chemicals 

Acid  Detergent    A3 

Acigen  2012    A3 


Lime  Scale  Remover  A3 

Sanitize    £>] 

F  &  H  Food  Equipment  Co. 

Silicone  Spray  Food  Grade  HI 

F  &  S  Supply  Co.,  Inc. 

Acid  Bowl  C2 

Acid  Power   A3 

Air  Fresh   C2 

Air  Freshener  Pine    CI 

Bio  Scrub  E4 

Boiler  Cure    G6 

Bug  Kill  Fl 

Butcher  Blaster   Al 

Butcher  Bug  Kill  Fl 

Chain  Lube    H2 

Chlorine  Clean Al 

Clean  Up  CI 

Clear  Vu    CI 

Crawling  Bug  Kill  F2 

D.  Clean  L LI 

Dish  Clean  L Al 

Disinfectant  Deodorant  II   A4 

Disinfectant  Deodorant  III    D2 

Double  Duty    Kl 

Dr.  Rapid  DDC  CI 

Drain  Maintainer  LI 

Dry  Cover   A4 

Dry  Power  Al 

Dual  Kill   F2 

Dump  D  CI 

Easy  Do  A8 

Easy  Kill  Mutli-Purpose  Insecticide  Fl 

Eliminator    CI 

Enzyme  8  L2 

Fessco  Hi  Alk  Cleaner  F    Al 

Fessco  Hi  Alk  Cleaner  NF  Al 

Foam  Kill    Al 

Freezer  &  Locker  Cleaner    CI 

Fresh  Up  Orange  CI 

Glimmer  A7 

Grease  Blaster  Al 

Gum  Off    CI 

Hand  Scrub   E4 

Hercules  A8 

Hi  Alk  Cleaner    Al 

Hi  Alk  Non  Foaming  Cleaner    Al 

Hi  Power  K2 

Hi  Tech  I  Contact  &  Circuit  Board  Clnr  K2 

HDC  Disinfectant  Cleaner    CI 

Lemon  O   CI 

Low  Suds  P Bl 

Low-Temp  A5 

Machine  Dish  P Al 

Magic  Blue  Glass  &  Plastic  Cleaner  ..    CI 

Magic  Green  Disinfectant  CI 

Magic  Orange  Degreaser/Cleaner  CI 

Magic  Pink  All  Purpose  Cleaner   ....  A4.C1 

Mint  Disinfectant CI 

Mint  O  CI 

Mortar  Mover  II    A3 

Mr.  General  CI 

Mr.  General  Foam  CI 

Neutra  Clean   A4 

Neutra  Clean  II   A4 

No  Smudge   CI 

No  Spot  Dry  Clean  Kl 

Odor  Neutralizer  Bayberry  CI 

Odor  Neutralizer  Bouquet CI 

Over  Easy    HI 

P&PPower  H2 

Penetrator  Al 

Pine  Oil  Disinfectant  CI 

PorCon  A3 

PorCon  C2 

Por  Con  Foam  C2 

Pure  Power    Al 

Purple  Power  A4.A8 

Red  Shot  Lube  H2 
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RemoveO&S   LI 

S&L A3 

S  &  L  Blaster   A3 

Safe  Solve   K2 

Safety  Power  Kl 

Shine  &  Clean  CI 

Sister  Suds  Al 

Steam  L-l    Al 

Super  Red  Cleaner    Al 

Super  Solve  Kl 

Super  Suds  Al 

Sure-Open   LI 

Total  Odor  Counteractant  CI 

Vertical  Power  0  Kl 

Vision  EZE   CI 

Wonder  Kleen  Al 

Zyme  Time    CI 

15%  Hand  15 El 

20%  Hand  20 El 

30%  Hand  30 El 

40%  Hand  40 El 

401E K2 

FAB  Maintenance  Supply 
Corporation 

Wipe-Out  A4.A8 

F  D  Sterling  Chemical  Company 

Spray  &  Wipe  Cleaner  Degreaser    Al 

F  F  Industrial  Service  &  Supplies, 
Inc. 

Quick  Drain  LI 

Safe    Al 

FMC  Corporation 

Belclene  200   G5.G6 

Belclene  283   G5.G7 

Bellacide  325  G5.G7 

Beilacide  329 G7 

Dipotassium  Phosphate  G7 

Disodium  Phosphate   G1.G6 

Hexaphos  G6.G1 

Monosodium  Phosphate    A3.G1 

Phosphoric  Acid    A3 

Potassium  Tripolyphosphate  Al 

Soda  Ash  Oense  160  G6.G1 

Soda  Ash  Grade  100  G6.G1 

Sodium  Bicarbonate    Al 

Sodium  Bicarbonate-Industrial  Grade    ..  PI 

Sodium  Sesquicarbonate  Gl 

Sodium  Tripolyphosphate  A1.G6.G1 

Teirapotassium  Pyrophosphate  Granular  Al 

Tetrasodium  Pyrophosphate   A1.G6.GI 

Trisodium  Phosphate  A1.G6.GI 

VigorOx  Liquid  Sanitizer  D2 

F  P  C  Metro 

Filmex   Al 

JM40  Natural  Degreaser  CI 

JW-26  Natural  Pressure  Washer  Deter- 
gent    CI 

Pure-Gold CI 

RMS-36  Al 

F  R  M  Chem,  Inc. 

Cir-Clean  Al 

Gain  S.V.P A3 

Hy  Test  45  A2 

Hy  Test  95  A2 

Laundry  Break  N/P  Bl 

Laundry  Break  W/P    BI 

Laundry  Detergent Bl 

Laundry  Soft/Sour  B2 

Liquid  Laundry  Sour B2 


Multi  Brite  A4 

O-D-R    L2 

Steri-Dine  Disinfectant  D2 

Super  8 Al 

30/30   A2 

F  S  M  Corporation 

Genii  110  CI 

F.A.B.,  Inc 

Ant  &  Roach  Killer F2 

Hying  Insect  Killer  Fl 

FA-1007  Pink  Liquid  Detergent  A4 

FA-707  Green  Liquid  Detergent Al 

Glass  and  Surface  Cleaner   CI 

Lemon  Furniture  Polish    A7 

Meat  Room  Cleaner   Al 

Oven  and  Grill  Cleaner A8 

F/M  Chemical  Co. 

Cleaner  304  C  A2 

Cleaner  403A Al 

Paint  Lok  Metal  Conditioner  1  A3 

WT-17   G6 

WT-6   G6 

WT-6   G6 

WT-7E  G6 

WT-77   G7 

WT-8   G7 

WT-9  G7 

Faden  Bayes  Corporation 

Break-Thru Al 

Fadler  Co.,  Inc. 

Quick-Foaming  Fat  &  Grease  Cleaner     A I 

Fain  Chemical  &  Paper 

Acid  Bowl  Cleaner  C2 

Blue   A4 

Neutra  Clean  A4 

Non  Acid  Bathroom  Cleaner    CI 

Pink  Hand  Soap E4 

Release  A4 

Sani-Brite  CI 

Shop  Plus A4.A8 

Valmont  Best  Bet   A6.C2 

Visions  CI 

3D  Lemon  CI 

3D  Pine    CI 

Fairfield  International  Corp. 

Enviro  Solv  Odor  Control  Liquid  #315    LI 

Enviro  Solv  Oven  &  Grill  Cleaner A8 

Enviro-Bac  L2 

Enviro-Solve   Al 

Quat  Disinfectant Dl 

Falcon  Chemical 

The  Wright  Solution   CI 

Falcon  Formulators 

Bio-Ten    D2 

Falco-1015  G6 

Falco-1030  G6 

Falco-25  LI 

Formula  FF-1 10    Fl 

Formula  FF-130    Fl 

Formula  FF-135    F2 

Formula  FF-1 40    F2 

Formula  FF-200    F2 


Falcon  Laboratories,  Inc. 

Appeal  (Aerosol)  CI 

Citn-Solv  CI 

Clean  and  Thaw    A5 

Clear CI 

Cling    CI 

Cutz-It  Oven  Cleaner    A8 

De-Grease-It    CI 

Double  Action  F2 

Four  Barrell  PI 

Liqui-Lube  H2 

Open  LI 

Polish  CI 

Power  Foam C2 

Protect    A7 

See  Safe  CI 

Super  Sheen  C2 

T-N-T  Tough  and  Tender  E4 

Uni-Solv  (Aerosol)   K2 

Unstuck   P! 

Vand-Off  CI 

Falcon  Supply 

Freezer  Cleaner  A5 

Falls  Chemicals,  Inc. 

Boiler  Treatment  Additive  10  G6 

Boiler  Treatment  10    G6 

Family  Enterprises 

Industrial  Bowl  Cleaner    C2 

Mild  Bowl  Cleaner   C2 

Famous  Lubricants,  Incorporated 

Fasol  A-180  White  Oil  HI 

Fasol  A-200  Certified  HI 

Fasol  A-340  Certified  HI 

Fasol  A-70  White  Oil  HI 

Food  Machinery  Lubricant  HI 

Food  Machinery  Lubricant  No.  0  HI 

Orange  FM  Lubricant  No.  0  HI 

Orange  FM  Lubricant  No.  2  HI 

Farmacy,  Inc.,  The 

Maintain  Plus    CI 

Farmers  Oil  Company 

Laundry  Detergent Bl 

Farmers  Union  Central  Exchange, 
Inc. 

C.L.S.  Lubricant    H2 

Cenex  Food  And  Machinery  E.P.  #2  ..  HI 

Cenex  Food  Grade  Hydraulic  #46  HI 

Cenex  White  Machine  AFP.  15  HI 

Cenlube  ISO-VG  100  H2 

Cenlube  ISO-VG  150  H2 

Cenlube  ISO-VG  22  H2 

Cenlube  ISO-VG  32   H2 

Cenlube  ISO-VG  46  H2 

Cenlube  ISO-VG  68   H2 

Cenlube  RO-AW  ISO-VG  220 H2 

Cenlube  RO-AW  Sub-Zero H2 

E-Z-Flo  Lithium    H2 

Econex  SAE  10W  H2 

Econex  SAE  20W  H2 

Econex  SAE  30  H2 

Econex  SAE  40  H2 

Econex  SAE  50  H2 

Fluid  Open  Gear  H2 

Glide-A-Matic  Dexron-IIE   H2 

Golden  D  SAE  10W  H2 

Golden  D  SAE  10W-40   H2 
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Golden  D  SAE  30  H2 

Golden  D  SAE  5W-30   H2 

Heat  Transfer  Oil    H2 

ML  365  Grease  H2 

MP  Gear  Lube  SAE  80W-90  H2 

MP  Gear  Lube  SAE  85W-140  H2 

Superlube  518  SAE  10W   H2 

Superlube518  SAE  15W-40    H2 

Superlube  518  SAE  20W   H2 

Superlube  518  SAE  30  H2 

Superlube  518  SAE  40  H2 

SM  Gear  Lube  SAE  140 H2 

Turbine  Oil  ISO-VG  100   H2 

Turbine  Oil  ISO-VG  32   H2 

Turbine  Oil  ISO-VG  68   H2 

TO-4/C-4  Fluid  H2 

Vacuum  Pump  Oil H2 

Way  Lube  300 H2 

Farmland  Industries,  Inc. 

Double  Circle  10W  H2 

Double  Circle  20W-20   H2 

Double  Circle  30  H2 

Double  Circle  40  H2 

Double  Circle  50  H2 

Indol  ISO  100  H2 

Indol  ISO  150  H2 

Indol  ISO  22   H2 

Indol  ISO  220  H2 

Indol  ISO  32   H2 

Indol  ISO  46  H2 

Indol  ISO  460  H2 

Indol  ISO  68   H2 

Indol  Oil  No.  35   Kl 

LS  Multigear  Lube  SAE.  80W-90  ....  H2 

LS  Multigear  Lube  S.A.E.  85W- 140  ..  H2 

Super  HTB  H2 

Universal  Dexron  II    H2 

White  Packer  Oil  HI 

Farnam  Companies,  Inc. 

Farnam  Just  One  Bite  Rat  and  Mouse 
Bait  F3 

Farnam  Just  One  Bite  Rat&Mouse  Bait 
Bar F3 

Farnam  Overkill  10  F2 

Farris  Chemical  Company,  Inc. 

Alka-Aid    G6 

BAF-10   G7 

BAF-15    G7 

BAF-150    G7 

Cond-Trol    G6 

No-Scale  #400  G6 

PolySurLH    G6 

Poly-Sur  G6 

Scale-Trol  L G6 

Vap  Adjust G6 

VapTrol    G6 

Void-Ox  G6 

Fast  Products 

Fast  Laundry  Detergent Bl 

Power  Cleaner  A4 

Faultless  Starch/Bon  Ami  Company 

Bon  Ami  Cleaning  Cake  A6 

Bon  Ami  Cleaning  Powder A6 

Bon  Ami  Polishing  Cleanser    A6 

Kleen  King  For  Copper  &  Stnlss  Steel  A6 

Fayette  Chemical  Company 

Power  Clean    A4 


Feagle  Chemical  Company,  Inc. 

Wonder  Clean   \-i 

Fearing  Corp. 

Equine  Hard  Surface  Sanitizer/Disinf.  D2 

Federal  International  Chemicals 

"Solv-Kwik"    CI 

Acidulade  A3 

Blue  Concentrate  Detergent  Cleaner  A4 

Capture A4 

Citrus  Degreaser   CI 

Clean-All  A4.E1.A8 

De-Odor  Kwik  CI 

Dyno-Might  A4 

Fast  Dry  Safety  Solvent   K2 

Foam-Kwik   Al 

Front  Line  Concentrated  Detergent    ....  CI 

Hi  Pressure  Wash    A4 

High  Pressure  Cleaner A4 

Mark  VIII  Plus    A4 

Mark  VIII  Spray  Cleaner   A4 

Power-Solv    K2 

Power-Solv  Safety  Solvent  K2 

PC-40  Heavy  Duty  Degreaser    Al 

PC-41  Solvent  Cleaner  CI 

PC-42  Acid  Conditioner  A3 

PC-43  Nonflammable  Sealer  Remover  C3 

PC-43  Wash  Off  C3 

Quatrol  256   A4 

Quatrol  64   Al 

Spruce    CI 

Super  Con-Treat    A3 

Task  Force  Industrial  Degreaser  A4 

Vanquish   A8 

Wash  Off  Remover  C3 

WP-15  Waterless  Cleaner  CI 

Federal  Process  Company 

Free  All  Deep  Penetrating  Oil   H2 

Thred  Gard  Anti-Seize&Lubr  Cmpd 
Non-Mtlc  PI 

Feed-Rite  Controls,  Inc. 

FR-5-Liquid  G2 

Feedwater  Treatment  Systems,  Inc. 

FTS-B71    G6 

FTS-OH1  G6 

FTS-OH3  G6 

FTS-XE1    G6 

FTS-10  G6 

FTS-11  G6 

FTS-12  G6 

FTS-20F G6 

FTS-318  G7 

FTS-319  G7 

FTS-45  G6 

FTS-57  G6 

FTS-58  G6 

FTS-62  G6 

FTS-65  G6 

FTS-68  G6 

FTS-81  G6 

FTS-85  G6 

FTS-89  G6 

FTS-90  G6 

FTS-924  G7 

Fel-Pro  Chemical  Products,  L.  P. 

Clover  Silicon  Carbide  Grs  Mix  C  Grt- 

220    PI 

C5-A    H2 

Food  Grade  Anti-Seize  HI 


Food  Grade  Grease   HI 

Food  Machinery  EP  Grease  (Aerosol)  HI 

Moly  Paste  H2 

Nickel  Anti-Seize    H2 

Fellers,  A.  C.  Corporation 

Grease  Hunter  Al 

Lustr-Grill    Al 

Power  Plus  A4.A8 

Power  Plus-9  Al 

Femco,  Incorporated 

All  Purpose  Cleaner   Al 

Deo-Zyme   CI 

Dishwashing  Liquid    Al 

Double  Action  F2 

Femco  F-33  Bowl  Cleaner   C2 

Femco  F-64  Neutral  Germicidal  Cleaner  Dl 
No-Lime A3 

Fermented  Products/ 

Div.  of  International  Whey  Technics 

Ltd. 

Biomaster  Industrial    L2 

Fernco  Pump  Service,  Inc. 

Fernco    L2 

Fernco  Liquid    L2 

Ferret  Laboratories,  Inc. 

Ferret  Rodenticide  F3 

Fidelity  Products  Co. 

Stop  Odor  Cherry  Scent  CI 

Stop  Odor  Green  Apple  Scent   CI 

Stop  Odor  Orange  Scent  CI 

Film-X  Inc. 

Film-X  C2 

Fina  Oil  and  Chemical  Company 

Cutting  Oil  Grade  310    H2 

Cylan  Compound  Oil  ISO  220  H2 

Eolan  Compressor  Oil  ISO  100  H2 

Eolan  Compressor  Oil  ISO  150  H2 

Eolan  Compressor  Oil  ISO  220  H2 

Eolan  Compressor  Oil  ISO  32  H2 

Eolan  Compressor  Oil  ISO  320  H2 

Eolan  Compressor  Oil  ISO  46   H2 

Eolan  Compressor  Oil  ISO  68   H2 

Fina  Conveyor  Chain  Oil   H2 

Fina  Cylan  Cylinder  Oil  K2 

Fina  Cylan  Steam  Cylinder  Oil  ISO  680  H2 

Fina  Dexron  II  ATF   H2 

Fina  Drip  Oil  H2 

Fina  Synolan  1000  ISO  100  H2 

Fina  Synolan  1000  ISO  32  H2 

Fina  Synolan  1000  ISO  68  H2 

Fina  Synolan  3000  ISO  220  H2 

Fina  Synolan  3000  ISO  32  H2 

Fina  Vestan  Mineral  White  Oil  NF  100  HI 

Fina  Vestan  Mineral  White  Oil  NF  55  HI 

Fina  Vestan  Mineral  White  Oil  NF  70  HI 

Fina  Vestan  Mineral  White  Oil  NF  85  HI 

Fina  Vestan  Mineral  White  Oil  USP  190  HI 

Fina  Vestan  Mineral  White  Oil  USP  210  HI 

Fina  Vestan  Mineral  White  Oil  USP  350  HI 

Fina  Vestan  Mineral  White  Oil  75-T    .  HI 

Fina  Vestan  Mineral  White  Oil  85-T  ..  HI 

Fina  Vestan  Mineral  White  Oil  95-T  ..  HI 

Hydran  Oil  ISO  100  H2 

Hydran  Oil  ISO  150  H2 
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H\dran  Oil  ISO  32   H2 

H>dran  Oil  ISO  46  H2 

Hydran  Oil  ISO  68   H2 

ISO  100  Ammonia  Compressor  Oil  ....    H2 

ISO  100  Finaroc  Oil  ..    H2 

ISO  150Pontonic  N  H2 

ISO  220Artac  Way  Oil   H2 

ISO  220  Pomonic  N   ....  H2 

ISO  320  Pomonic  N  H2 

ISO  46  Ammonia  Compressor  Oil  H2 

ISO  46  Vulcan  Oil    H2 

ISO  460  Fina  Pomonic    N  ..    H2 

ISO  68  Ammonia  Compressor  Oil  H2 

ISO  68  Artac  Way  Oil  ..    H2 

ISO  68  Finaroc  Oil   H2 

ISO  68  Hydraulic  AW  Oil  ..    H2 

ISO  68  Vulcan  Oil    ..    H2 

ISO  680  Pomonic  N   .  H2 

Kappa  XHD  15W40  Universal  Motor 

Oil  H2 

Marson  E.P.L.No.  2    H2 

Marson  Liplex  Grease  H2 

Marson  Lithium  H2 

Marson  Moly  H2 

Merkan  F.M HI 

Merkan  Industrial    H2 

Outboard  Motor  Oil    H2 

PF&  F#l  Oil  H2 

Quenching  Oil  500   H2 

Quenching  Oil  600   ..    H2 

Refrigeration  Oil  150  SUS  H2 

Refrigeration  Oil  300  SUS  H2 

Soluble  Oil  Grade  294   ..    H2 

SAE  140  Pomonic  Pure  Mineral    H2 

SAE  20  TBD-MIL-B  Motor  Oil H2 

SAE  30  Chain  Oil  H2 

SAE  30  TBD-MIL-B  Motor  Oil H2 

SAE  40  TBD-MIL-B  Motor  Oil H2 

SAE  5W-20  Diekan  Oil  H2 

SAE  50  Universal  Motor  Oil   H2 

SAE  80W-90  Pomonic  MPX  ..    H2 

SAE  90  Pomonic  Pure  Mineral    H2 

Tech  Spray  Oil  ISO  10  H2 

Textile  Oil  Grade  263  ..    H2 

Vestan  AW  ISO  32  HI 

Vestan  AW  ISO  46  ...  HI 

Vestan  AW  ISO  68  HI 

80W- 140  Pomonic  MPX  ...  ..    H2 

85W-140  Pomonic  MPX  ...  .    H2 

Finally  Natural  Care  Corporation 

Norisc  Rinseless  Antimicrobial  Liq. 
Soap    E4 

Fine  Organics  Corporation 

Envirosolv  2074    CI 

Envirosolv  2192    CI 

F.O.  253  Rust  &  Stain  Remover  A3 
F.O.  328-C  Heavy  Duty  Concrete  De- 
greaser  Al 

F.O.  385-A  Detergent-Sanitizer- 

Cntrodmt  A4 

FO  389  Phos-Free  A4 

F.O.  497  Heavy  Duty  Steam  Cleaner  .    Al 

F.O.  500  Special-Tee  Solvent  Kl 

F.O.  506E-Mulse   Kl 

F.O.  537  Heavy  Grease  And  Oxide  Re- 
mover        A4 

F.O.  545  Freezer-Cleaner  A5 

F.O.-128  Safe-Tee  Solvent  Kl 

F.O.-328-B  Heavy  Duty  Concrete  De- 
greaser  A4 

FO  1002  Heavy  Duty  Cleaner  Al 

FO  1003  Heavy  Duty  Steam  Cleaner  .    Al 
FO  1004  Heavy  Duty  Mulit  Purpose 

Cleaner   Al 

FO  1005  Solvent  Emulsifying  Degreaser  Kl 

FO  1006  Solvent  Degreaser  K2 

FO  190 A3 


FO  2085  Al 

FO  2183  Al 

FO  446  Heavy  Duty  Alkaline  Degreaser  A4 

F0  446NP   A4 

F0  464  Al 

F0  465A   C2 

F0  497  HF    Al 

F0  534  Al 

F0  552 Al 

F0  554  A4 

FO608  Al 

FO704  Al 

FO  705  A2 

FO  750 ci 

F0  75I  ci 

FO850 Al 

F0  851  A4 

F0  852  A2 

F0  853  A2 

F0  854  A2 

FO-703  A2 

Megapower  "3  in  1"  Super  Al 

Megapower  Multi-Purpose   Al 

Megapower  Redi-Kleen  #1 1   CI 

Megapower  Redi-Kleen  #12  CI 

Omega  #809    G7 

Finger  Lakes 

Finger  Lakes  2-22  D'Limonene 
Based(Bulk)    ci 

Finger  Lakes  Chemicals,  Inc. 

Finger  Lakes  2-22  D-Limonene  Based     CI 

Finger  Lakes  3-D  Degreaser  CI 

Finger  Lakes  3-D  Terpene  Based  CI 

Firestone  Paper  &  Supply,  Inc. 

Custodial  Pine  Oil  Disinfectant    CI 

Non-Butyl  Cleaner    Al 

First  Medica 

MedaSpra  Baby  Powder  Scent  Di- 

sinf.-Deod  CI 

MedaSpra  Regular  Scent  Disinf-Deodrnt  CI 
Medica  Plus  Hospital  Disinfectant  Deod.  C2 
Medica  20  Lemon  Scent  Disinfectant 

Deod C2 

Medica  20  Mint  Scent  Disinf.  Deodrnt    CI 

First  U.S.  Chemical  Company 

BWTDe-Ox-D   G6 

BWTSTP    G6 

BWT212-D G6 

BWT7A    G6 

BWT-AB-K  G6 

CWT-7  G7 

First  U.S.  Microbiocide  15  G7 

First  U.S.  PWT  Potable  Water  Treat- 
ment      G2 

Microbicide  10-M  G7 

Fischer-Lang  &  Company,  Inc. 

F-L  Heavy  Duty  Germicidal  Cleaner   .    CI 

F-L  Liquid  Hand  Soap   El 

Insecticide  #26 Fl 

Last  Quat  Germicidal  Cleaner   Dl 

Liquid  Heavy  Duty  Detergent    Al 

Recon  Conditioner-Cleaner Al 

Syn-X  A4 

Fish,  A.  J.  Oven  Company- 
Oven  Lubricant   H2 


Fisher  Bros.  Paper  Co. 

Porcelain  and  Tile  Cleaner  C2 

Fiske  Brothers  Refining  Co. 

Evap  Oil p] 

Fiske's  BHF-46  H2 

Fiske's  Cut-N-Cool   H2 

Fiske's  Kling  Gear  Oil  85W-140   H2 

Fiske's  Kling  Gear  Oil  90  H2 

Fiske's  No.  716  Grade  No .  1    H2 

Fiske's  R  &  O  Hydraulic  Oil  32    H2 

Fiske's  R  &  O  Hydraulic  Oil  46    ..     ..    H2 

Fiske's  R  &  O  Hydraulic  Oil  68    H2 

Fiske's  R  &  O  Hydraulic  Oil  68R    H2 

Fiske's  R  &  O-20R  Hydraulic  Oil   ..  ..    H2 

Lubri-Plate  AC-0 H2 

Lubriplate  Aero  H2 

Lubriplate  Air  Tool  Lubricant    H2 

Lubriplate  Auto-Guard  (Aerosol)  H2 

Lubriplate  Auto-Guard  (Bulk)    H2 

Lubriplate  Auto/Marine-Lube  A  H2 

Lubriplate  AC-1    H2 

Lubriplate  AC-2    H2 

Lubriplate  AC-2A   H2 

Lubriplate  AC-3    H2 

Lubriplate  AC-4    H2 

Lubriplate  APG  80W-140  ....  .    H2 

Lubriplate  APG  80W-90 H2 

Lubriplate  APG-140   H2 

Lubriplate  APG-250   ..    H2 

Lubriplate  APG-75    H2 

Lubriplate  APG-80   H2 

Lubriplate  APG-90   H2 

Lubriplate  AS- 148  H2 

Lubriplate  Ball  Bearing H2 

Lubriplate  Chain  &  Cable  Fluid  H2 

Lubriplate  Chain  &  Cable 

Fluid(Aerosol) H2 

Lubriplate  Chain  &  Cable-Heavy  H2 

Lubriplate  CFL  Oil  H2 

Lubriplate  CP-7  H2 

Lubriplate  CP-8  H2 

Lubriplate  CP-8A    H2 

Lubriplate  DS-ES    H2 

Lubriplate  EMB  Grease    H2 

Lubriplate  Formula  345  Motor  Oil H2 

Lubriplate  FGL-CC  HI 

Lubnplate  FGL-0    HI 

Lubriplate  FGL-00    HI 

Lubriplate  FGL-000    ..    HI 

Lubnplate  FGL-1     HI 

Lubriplate  FGL-1  (Aerosol)   HI 

Lubnplate  FGL-2    ..    HI 

Lubnplate  FMO  350  Spray HI 

Lubriplate  FMO- 11 00-AW  HI 

Lubriplate  FMO- 1100- AW-GG    ..        .    HI 

Lubriplate  FMO-1700-AW  HI 

Lubriplate  FMO- 1700- AW-GG    HI 

Lubriplate  FMO-200  HI 

Lubriplate  FMO-200-AW HI 

Lubnplate  FMO-200-AW-GG    HI 

Lubriplate  FMO-2400  HI 

Lubnplate  FMO-2400-AW  HI 

Lubriplate  FMO-2400-AW-GG    ..       ..HI 

Lubriplate  FMO-350  HI 

Lubriplate  FMO-350-AW  ...  HI 

Lubriplate  FMO-350-AW-GG    ..         .    HI 

Lubnplate  FMO-350-AW-R  HI 

Lubriplate  FMO-3800-AW HI 

Lubriplate  FMO-3800-AW-GG    .        ..    HI 

Lubriplate  FMO-45  HI 

Lubriplate  FMO-500  ...  HI 

Lubriplate  FMO-500-AW  HI 

Lubriplate  FMO-500-AW-GG    HI 

Lubriplate  FMO-85  HI 

Lubnplate  FMO-85- AW  ..    HI 

Lubnplate  FMO-85-AW-GG    ..  HI 

Lubriplate  FMO-900  HI 

Lubriplate  FMO-900-AW  HI 

Lubriplate  FMO-900-AW-GG    HI 
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Lubriplate  FMO-900-AW-R  HI 

Lubri plate  FP- 150  HI 

Lubriplate  FP-150L  HI 

Lubriplate  Gear  Shield   H2 

Lubriplate  Gear  Shield  Extra  Heavy    ..    H2 
Lubriplate  Gear  Shield  Extra  Hvy  (Aer.)  H2 

Lubriplate  Gear  Shield  Heavy    H2 

Lubriplate  GR-132    H2 

Lubriplate  Heat  Transfer  Oil    H2 

Lubriplate  Heat  Transfer  Oil  Extra  Light  H2 
Lubriplate  Heat  Transfer  Oil  Light    ....    H2 

Lubriplate  High  Temp H2 

Lubriplate  Hydraulic  Oil  HO-32    H2 

Lubriplate  Hydraulic  Oil  HO-46    H2 

Lubriplate  Hydraulic  Oil  HO-5    H2 

Lubriplate  Hydraulic  Oil  HO-68    H2 

Lubriplate  HO-0    H2 

Lubriplate  HO-1    H2 

Lubriplate  HO-2    H2 

Lubriplate  HO-2A  H2 

Lubriplate  HO-2R  H2 

Lubriplate  HO-3    H2 

Lubriplate  HO-4    H2 

Lubriplate  Low  Pour  Hydraulic  Oil  ....    H2 
Lubriplate  Low  Pour  HDS  Motor  Oil 

SAE30  H2 

Lubriplate  Low  Pour  HDS  Motor  Oil 

SAE10W  H2 

Lubriplate  Low  Pour  HDS  Motor  Oil 

20-20W  H2 

Lubriplate  Low  Temp  H2 

Lubriplate  Low  Temp  Gear  Shield H2 

Lubriplate  Marine-Guard  (Aerosol)   ....    H2 

Lubriplate  Marine-Guard  (Bulk) H2 

Lubriplate  Metal  Working  Fluid H2 

Lubriplate  Minus  70  Hydraulic  Oil    ....    H2 

Lubriplate  Mist  Oil   H2 

Lubriplate  Mol-Tex  800  H2 

Lubriplate  Multi-Lube  A H2 

Lubriplate  MAG-00 H2 

Lubriplate  MAG-1  H2 

Lubriplate  MO-Lith  No.  2    H2 

Lubriplate  MV-Hydraulic  Oil  H2 

Lubriplate  No.  0   H2 

Lubriplate  No.  1    H2 

Lubriplate  No.  105    H2 

Lubriplate  No.  107    H2 

LubriplateNo.llO   H2 

Lubriplate  No.  115    H2 

Lubriplate  No.  1240   PI 

Lubriplate  No.  1242    H2 

Lubriplate  No.  130-A   H2 

Lubriplate  No.  130-AA  H2 

Lubriplate  No.  1444   H2 

Lubriplate  No.  161    H2 

Lubriplate  No.  163    H2 

Lubriplate  No.  164   H2 

Lubriplate  No.  166    H2 

Lubriplate  No.  2   H2 

Lubriplate  No.  3    H2 

Lubriplate  No.  3-V   H2 

Lubriplate  No.  4   H2 

Lubriplate  No.  5555    H2 

Lubriplate  No.  630-A   H2 

Lubriplate  No.  630-AA  H2 

Lubriplate  No.  630-AAA   H2 

Lubriplate  No.  630-2 H2 

Lubriplate  No.  70   H2 

Lubriplate  No.  707    H2 

Lubriplate  No.  730-0 H2 

Lubriplate  No.  730-1  H2 

Lubriplate  No.  730-2 H2 

Lubriplate  No.  8    H2 

Lubriplate  No.  914  Oven  Chain  Lubri- 
cant       HI 

Lubriplate  No.  930-A   H2 

Lubriplate  No.  930-AA  H2 

Lubriplate  No.  930-AAA   H2 

Lubriplate  No.  930-AAA-S    H2 

Lubriplate  No.  930-2 H2 

Lubriplate  No.1241    PI 

Lubriplate  ND  Motor  Oil  SAE  10W   .     H2 


Lubriplate  ND  Motor  Oil  SAE  20W-20  H2 

Lubriplate  ND  Motor  Oil  SAE  30  H2 

Lubriplate  ND  Motor  Oil  SAE  40  H2 

Lubriplate  ND  Motor  Oil  SAE  50  H2 

Lubriplate  Oil  Well  in  a  Bottle    H2 

Lubriplate  Oven  Chain  Lubricant  H2 

Lubriplate  Pure  Rush   HI 

Lubriplate  Pure  Tac HI 

Lubriplate  PCO-750   HI 

Lubriplate  PM-500   HI 

Lubriplate  Special  Low  Pour  Hydraul. 

Oil  H2 

Lubriplate  Spray  Lube  'A' H2 

Lubriplate  Sup  Lo-Hi-VisMtrOil 

SAE10W-30  H2 

Lubriplate  Sup  Lo-Hi-VisMtrOil 

SAE10W-40  H2 

Lubriplate  Sup 

Lo-Hi-VisMtrOilSAE20W-50   H2 

Lubriplate  Sup.LO-HI-VISMtrOil 

SAE10W-40   H2 

Lubriplate  Super  Chain  Oil  H2 

Lubriplate  Super  FML-0    HI 

Lubriplate  Super  FML-1  HI 

Lubriplate  Super  FML-2  HI 

Lubriplate  Super  FML-2  (Aerosol)    ....    HI 
Lubriplate  Super  GPO  Motor  Oil  SAE 

30    H2 

Lubriplate  Super  GPO  Motor  Oil  SAE 

40    H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

10W-30  H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

I5W-40  H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

15W-40  H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

10W H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

30    H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

40    H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

50    H2 

Lubriplate  Super  HDS  Motor  Oil 

SAE20-20W   H2 

Lubriplate  SC-9O0-AW-E  HI 

Lubriplate  SFGO- 100  HI 

Lubriplate  SFGO-32   HI 

Lubriplate  SFGO-46   HI 

Lubriplate  SFGO-68  HI 

Lubriplate  SFL-1  HI 

Lubriplate  SPO  233 H2 

Lubriplate  SPO  288 H2 

Lubriplate  SPO-MG    H2 

Lubriplate  SPO-222 H2 

Lubriplate  SPO-244 H2 

Lubriplate  SPO-255 H2 

Lubriplate  SPO-266 H2 

Lubriplate  SPO-277 H2 

Lubriplate  SPO-299 H2 

Lubriplate  STO-FG  HI 

Lubriplate  STO-4    H2 

Lubriplate  UTF  C-3    H2 

Lubriplate  UTF  C-4    H2 

Lubriplate  Wheel  Bearing  H2 

Lubriplate  WDL-250 H2 

Lubriplate  1200-2   H2 

Lubriplate  72-C  Peeler  Oil  H2 

Lubriplate  78  Oil  H2 

Magic  Soluble  Oil  H2 

Stamping  Oil  7    PI 

35  Soluble  Oil  H3 

Fitch  Dustdown  Company,  The 

Fido  Brand  Steric    Al 

Fido  Dishwash  Al 

Pink  Lotion  Hand  Soap    El 

Satin-Wash  Hand  Soap  El 


Fitzpatrick  Bros.  Inc. 

Cleanser  with  Chlorine  Bleach  A6 

Kitchen  Klenzer A6 

Kitchen  Klenzer  Disinfects  As  It  Cleans  A6 
Kitchen  Klenzer  Industrial  Strength  ....    A6 

Five  Flags  Co. 

Glass  Cleaner CI 

Neufloor  Cleaner  CI 

Rose-Bowl  C2 

SSC  Stainless  Steel  A7 

Five  Star  Chemical  Corp. 

APC  Al 

TW-1    Al 

Five  Star  Corporation 

Acid  Cleaner  No.  1   A3 

Acid  Cleaner  No.  2  A3 

Acid  Cleaner  No.  3  A3 

Acid  Cleaner  No.  4  A3 

Acid  Cleaner  No.  5  A3 

Acid  Cleaner  No.  6  A3 

All  Purpose  Cleaner  #2  A2 

All  Purpose  Cleaner  No.  1    Al 

Best  Cleaner  #1  Al 

C.C.C.  No.  1    Al 

C.C.C.  No.  2   Al.QI 

C.M.C.  No.  1  Al 

Circulation  Cleaner  No.  1  A1.Q1 

Easy  Hand  Sanitizer  Solution  E3 

Floor  Cleaner A4 

Foam  No.  1   Al 

Foam  No.  2  Al 

Fryer  Cleaner A2 

Galaxy  Disinfectant  D2 

H.D.  Caustic  No.  1    A2 

H.D.  Caustic  No.  2  A2 

H.D.  Caustic  No.  3   A2 

lo-Star  Sanitizer D2 

Kobe  Cleaner  No.  1    Al 

Liquid  Circulation  Cleaner  #1    A2 

Lube  H  H2 

Powder  Acid   A3 

PBW    Al 

Quantum    D2 

Quasar  Detergent/Disinfectant    D2 

Quick  Detergent/Disinfectant   D2 

Sanitizing  Hand  Soap   E2 

Sparkle  Al 

Star  Con  A2 

Star  Line    Al 

Star  Super  CIP A2 

Star-Brite  Bl 

Star-Chlor    D2.Q4 

Starsan  Acid  Sanitizer  D2 

Five  Star  Distributors 

Orange  Grease  Digester    CI 

Flagship  Industries,  Inc. 

Flagship's  Super  Solv  #2    A4.A8 

Fleet  Industries 

Grease  Gun  In  A  Can  H2 

Fleming  Chemical  Co.  Inc. 

Fly  Swatter    F2 

Flexabar  Corporation 

Liquid  Germicidal  Cleaner  A4 
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Flexible  Steel  Lacing  Company 

Alligator  Plastic  Rivet  Lube  PRL4    ....    H2 

Flint  Cleaning  Supplies 

AceptiSilk    E4 

Flitz  International  Ltd. 

Flitz  Metal  Polish  &  Fiberglass  Cleaner  A7 

FZ  Liquid  Metal  Polish    CI 

Polier  Hard  Surface  Protector CI 

Flo-Cem  Chemicals 

Formula  721    A4 

Flo-Kern,  Incorporated 

AT.  Cleaner  0961  Al 

Acid  Sanitizer  6552 D2 

Acid  Sanitizer  9036 D2 

Alkaline  Cleaner  1732    A4 

Alkaline  CIP  Cleaner  2798  A2 

All  Purpose  Cleaner    Al 

All  Purpose  Cleaner  Concentrated   A4 

All  Purpose  Cleaner  0410  Al 

All  Purpose  Cleaner  072 1  Al 

All  Purpose  Liquid  1093    Al 

AL  Mold  Cleaner  1991  Al 

A  P  Degreaser  0849  Al 

APC  Cone  5158    CI 

Blast  A8 

Blue  Paste  Cleaner   CI 

Boiler  Water  Treatment  5000  G6 

Boiler  Water  Treatment  5393  G6 

Boiler  Water  Treatment  5427  G6 

Boiler  Water  Treatment  5441  G7 

Bottle  Wash  0437   A2 

Bottle  Wash  7367   Al 

BT  Condensate  Neutralizer  3560  G7 

Case  Wash  2338  Al 

Caustic  Additive  2075 Al 

Caustic  Chlor  Cleaner  2019   Al 

Caustic  Chlor  CIP  3071    A2 

Caustic  Cleaner  3710   Al 

Caustic  CIP  Cleaner  7556  ..    A2 

Caustic  Floor  Cleaner  0018    A4 

Caustic  Spray  Clnr  0648  A2 

Chemguard  145  G7 

Chemquest  201    G7.P1 

Chemquest  202   G7.P1 

Chemquest  203   G7 

Chemquest  204    G7 

Chemquest  205    G7.PI 

Chemquest  600   G7 

Chlor  Caustic  Foam  55 1 2  Al 

Chlor  Caustic  Foamer  3500   Al 

Chlor  Caustic  Foaming  Clnr  2902  Al 

Chlorinated  CIP  Cleaner  1039   Al 

Chlorinated  CIP  Cleaner  1117  A 1 

Chlorinated  CIP  Cleaner  5345   ..  A I 

Chlorinated  Egg  Wash  0718  Ql 

Chlorinated  NF  Caustic  Cleaner  0962      Al 

Circulation  Cleaner  0873    A2 

Citra  Fresh  RTU  6822    ..    CI 

Citrus  Fresh  Econo   CI 

Citrus  Fresh  6109   CI 

Cleaner  Degreaser  53 1 9   Al 

Cleaner  1495   A8 

Clear  Hand  Dish  Wash  Detergent    CI 

Clingee  CI 

Coconut  Liquid  Hand  Soap  15%   El 

Condensate  Neutralizer  5425    G6 

Condensate  Neutralizer  5426    G6 

Conveyor  Chain  Lubricant  3387    H2 

Conveyor  Lubricant  9045  H2 

Cooker  Cleaner  1027    A2 

Cooling  Tower  Treatment  6700  G7 

Cooling  Water  Treatment  5402  G7 


Cooling  Water  Treatment  5469    G7 

Cooling  Water  Treatment  5522    G7 

Cooling  Water  Treatment  5624    G7 

Cooling  Water  Treatment  7012    G7 

Cooling  Water  Treatment  7154    G7 

Cooling  Water  Treatment  8479  G7 

Corrosion  Control  5675    G7 

Cream  Clean    CI 

CIP  Cleaner  01 13    A2 

CIP  Cleaner  8126   ..    A2.Q1 

CTT  Corrosion  And  Scale  Inhibitor 

5552    G7 

CTT  Corrosion  And  Scale  Inhibitor 

6012    G7 

CTT  6850    G7 

Degreaser  KWX  3781  Al 

Degreaser  7548   Al 

Dry  Chlorine  Bleach  A1.B1 

Egg  Cleaner  3311    Ql 

Egg  Wash  0717  Ql 

Egg  Wash  6142  Ql 

Egg  Wash  6970  Ql 

Egg  Wash  6976  Ql 

Enerex  202  Boiler  Water  Treatment    ..    G6 
Enerex  300  Boiler  Water  Treatment    ..    G6 

Flo  Lite  0019  Al 

Flo-Away  Cleaner  A4 

Flo-Dine  Disinfectant    D2.E3 

Flo-Gel  0711   Al 

Flo-Kern  M.T.C PI 

Flo-Kern  PAA  A3 

Flo-Kern  9-90  Cone.  Fogging  Insecticide  Fl 
Flo-Kern  9-95  Ant&RoachSpyResid 

w/Dursban  F2 

Flo-Kling  Hvy  Dty  Prcln,  Tile.&Bowl 

Clnr  CI 

Flo-Out  Drain  Opener  LI 

Flo-Quat  ..    D2 

Flo-San  Sanitizer  D2 

Flo-Sect  Aqueous  Insecticide  F2 

Flo-Zyme  L2 

Flokem  G-C-29  Al 

Floor  Clean  3631  ..    CI 

FloKem  Acidet    A3.Q2 

FloKem  Defoamer  Q5 

FloKem  Egg  Wash    Ql 

FloKem  Flo-AC    A3 

FloKem  Flo-Con  A4 

FloKem  Flo-Crete  Al 

FloKem  Flo-Kleen  57  A2 

FloKem  Flo-Klor Al 

FloKem  Flobac   A2 

FloKem  Flobrite    A2 

FloKem  Flodet    Al 

FloKem  Flomatic    Al 

FloKem  Flopower  A2 

FloKem  Flosan    A3 

FloKem  Flosheen    Al 

FloKem  Flosheen  HD  A2 

FloKem  Floterg  Al 

FloKem  Flothru  Al 

FloKem  Foamzall    Al 

FloKem  FosDet  31    ...  .    A3 

FloKem  Fos-Klor    Al 

FloKem  Fosbrite   A3 

FloKem  FA-21     ..    A3 

FloKem  FGC  Al 

FloKem  FK  204  Al 

FloKem  FK  913    ..    A3 

FloKem  Kleener  96  A2 

FloKem  Klorshine  D  A1.Q1 

FloKem  Laundry  Compound    Bl 

FloKem  MC-100  Al 

FloKem  PC-61    ...  Al 

FloKem  PC-95    ....  Al 

FloKem  Spray  Wipe  90  ..    Al 

FloKem  Spraykleen  X  A2 

FloKem  TC#I    ..    A2 

Foaming  AP  Degreaser  1267   Al 

Foaming  Caustic  Cleaner  3229 A2 

Foaming  Chlorinated  Caustic  Cleaner 
4890    Al 


Foaming  Cleaner  0469   Al 

Foaming  Cleaner  0726   A8 

Foaming  Cleaner  0776   Al 

Foaming  Degreaser  3010    A4 

Forty-4  Germicidal  Cleaner    D2 

Freezer  Locker  Cleaner A5 

Freezer  Locker  Cleaner  2826  A5 

Freezer  Locker  Cleaner  3495  A5 

Freezer  Locker  Cleaner  7842  A5 

FKL  Lotion  Soap    E4 

FKL-80  Lotion  Soap  El 

General  Cleaner  0712  Al 

General  Purpose  Cleaner  0690  Al 

General  Purpose  Cleaner  1021   A4 

Germ  Wipe    CI 

Glass  Cleaner  Concentrate    CI 

Granular  Deodorant  9040  CI 

Hand  Dip  E3 

Hand  Wash    E2 

Heavy  Duty  Degreaser   A4 

Hi  Alk  AP  Degreaser  3888 Al 

Io-Dis  Disinfectant    D2.Q6.E3 

Laundry  Break  3530  Bl 

Laundry  Detergent  0107  Bl 

Laundry  Soft-N-Sour  3532  B2 

Lime  Descaler  A3 

Liquid  Acid  Cleaner  1013    A3 

Liquid  Acid  Cleaner  1032    A3 

Liquid  Conveyor  Chain  Lube  H2 

Liquid  Laundry  Detergent  3531   Bl 

Liquid  Steam  Cleaner  0931    Al 

Low  Foam  Cleaner  0735    Al 

Low  Suds  Cleaner  A4 

Lube  Soap  1615    H2 

Lube  Soap  1860    H2 

Lube  Soap  2265    H2 

Lube  Soap  3376    Al 

Lube  Soap  3393    H2 

Lube  Soap  7460A  H2 

Manual  Chlorinated  Foaming  Cleaner 

0737    Al 

Manual  Foaming  Cleaner  0714    Al 

Manual  Foaming  Cleaner  8327  A I 

Milkstone  Remover  0539   A3 

Milkstone  Remover  8913   A3 

Mold  Cleaner  6917   Al 

Multi-Purpose  Boiler  Water  Treat.  5548  G7 
Multi-Purpose  Boiler  Water  Treat.  5549  G6 

Neutra-Bnte  CI 

Neutral  Cleaner  CI 

Non  Chlorinated  Egg  Wash  0725  Ql 

One- 1 1  Detergent/Disinfectant   CI 

Oven  Brite  398   A8 

Oven  Cleaner  1141    A8 

Paste  Conveyor  Chain  Lube  H2 

Pink  Paste  Cleaner    CI 

Pot  &  Pan  Detergent  1024  Al 

Quaternary  Germicidal  Cleaner  \4 

Royal  Rinse  Cleaner  &  Sanitizer  D2 

RMC  All  Purpose  Cleaner   ....  ..    CI 

Siege  Emulsifiabel  Insecticide  Cone  F2 

Smoke  House  Cleaner  A2 

Solvent  Cleaner  6474   K2 

Spot  Remover  0492  ..    G5 

Spray  &  Wipe  Cleaner-Degreaser  Al 

Stainless  Steel  Cleaner  &  Polish    A7 

Steam  Cleaner  0079    .....  CI 

Thirty-3  Germicidal  Cleaner  CI 

Tnple-2  Germicidal  Cleaner  A4 

Water  Base  Degreaser Al 

Wax  Remover  0522    Kl 

358  Glass  Cleaner  (Ready  to  Use)  CI 

707  Cleaner/Degreaser  A4 

999  Odrls  Concntrtd  Insecticide  Spray      Fl 

Floor  Care  Supply 

Break  Thru  Al 

Floors  &  Courts  Inc. 

Clean  and  Clear  CI 
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Double  Trouble  Flying  &  Crawling 

Insctcd F2 

Lube  All H2 

Plexi-Clean    CI 

Target  Degreaser  Cleaner  Al 

Floortech  Building  Service 
Management 

Eliminate  256    Dl 

Instant    C2 

Rescue  C2 

Revive   C2 

Florachem  Int. 

F.C.  Moli-Lube  Multi-Purpose  Grease     H2 

Flore-Chemie  GmbH 

Flamil  Konvekt   A8 

Florida  Chemical  Co.,  Inc. 

D-Limonene  Food  Grade    CI. PI 

Florida  Chemical  Supply,  Inc. 

FCSI  Formula  #550    Al 

FCSI  Formula  #567    Al 

FCSI  405  CI 

Florida  Water  Works,  Inc. 

NoDor   CI 

Floridin  Company 

Flor-Kleen   JI 

Florco-X Jl 

Florex  LVM Jl 

Floyd  Peacock  Company,  Inc. 

Detergent  502    Al 

Detergent  503    Al 

Liquid  Detergent  #517    Al 

Fluoramics,  Inc. 

Chem-8    H2 

Fly  Control  Systems,  Inc. 

FCS-104  Fl 

FCS-104-1    Fl 

FCS-105  Insecticide    Fl 

Foam  Spray  Industries 

"Champion  Supreme"   A4 

"Champion"   Al 

Foley  Janitor  Supply  &  Service  Co. 

Acid  Bright    A3 

Excel    Al 

Foothill  Specialties,  Inc. 

Abzorbit  CI 

Foresight  Inc. 

Foresight  F-101   Al 

Foresight  Industrial  Products 

Bacteria  Brigade   CI 

Mean  Keen    A4 


Neutral  Cleaner  A4 

Top  Gun CI 

True  Blue  Concentrate    A4 

Foresight  Of  Omaha,  Inc. 

"Beats-All"  Bl 

F-101    Al 

F-804  Heavy  Duty  Industrial  Cleaner  A4 

Forge 

CH-12  Grease   HI 

Ezz  H2 

Film  Free  K2 

Polysiloxane  Release  Agent   HI 

Remove   CI 

Slick  H2 

Sol-30    Kl 

Solve  All  CI 

Volcan  Hand  Cleaner   E4 

Form-A-Chem,  Inc. 

Brigade  Cleaner-Degreaser  A4 

C.C.D.  Chemical  Cleaner  and  Deoxi- 

dizer    A3 

DCI  Window  Cleaner  CI 

Pro  Care  PC  #64  Cleaner-Deodmt- 

Dsnfctnt  A4 

Sparkle  C2 

Super  M  Multi  Purpose  Cleaner  A4 

Formax,  Inc. 

Slicer  Head  Oil  P/N  702293  HI 

Formula  Corp. 

Actuate  Al 

All  Purpose  Cleaner    A4.A8 

Brite  Bl 

Brite  16   Bl 

Brute    Al 

Buster  Al 

Chlor  Clean  Al 

Citra  Punch    CI 

Clean  n'  Brite    CI 

Coconut  Oil  Soap   El 

Delete  A4 

Delete  FG    Al 

Derma  Fresh    E4 

Descale-It  A3 

Dishwash  Liquid  D  A4 

Disinfectant  Q-10    D2 

Disinfectant  RTU    CI 

Eagle  1  A4.CI 

Essence    CI 

Excel  All  Purpose  Cleaner  Degreaser  CI 

Extra-Merit    Bl 

Formula  AC  A3 

Formula  ACB    A3 

Formula  D  CI 

Formula  D2  A4 

Formula  FP   Al 

Formula  FP-CL  Al 

Formula  FP2   Al 

Formula  FP2-CL  Al 

Formula  FP3    A2 

Formula  FP3  HD A2 

Formula  HT  Al 

Formula  I  Al 

Formula  II   A4 

Formula  TA  CI 

Formula  130    G6 

Formula  91     Al 

Gel  Punch    CI 

Gentle  Castile  Soap  El 

Industrial  5000 Al 

Laundry  Builder    Bl 

Lift  A4 


Liquid  Dishwash  Al 

Liquid  Suds  CI 

Magnum  Al 

Magnum  III   Al 

Medi-Clean    E4 

Merit    Bl 

Mildew  228  CI 

No  Rinse  No  Streak    CI 

NL-20 CI 

Orange  Fresh  CI 

Oven  &  Grill  Cleaner  A8 

Oxybrite  Bl 

Phosphate  Free  Extra-Merit    Bl 

Phosphate  Free  Merit    Bl 

Pine  Clean  D  CI 

Pine  Clean  D25  CI 

Pink  Lotion    E4 

Power  Spray    CI 

Power  Spray  II    CI 

Q-10  Hand  Sanitizer  E3 

Remove  Concrete  Cleaner    A2 

RTS  Punch    CI 

Sanitizer  I    D2 

Sanitizer  Q-75  D2 

SeaMaster    Al 

Spring    Al 

Sprite   D2 

Steam  Cleaner  Al 

Stop  Odor  Bubblegum    CI 

Stop  Odor  Lemon   CI 

Target  DQ  64    CI 

Tolerance  Bl 

Zap  Al 

50/50  Punch  CI 

Formula  Marketing  Co. 

C-4  Steam&Pressure  Clng  Compound  Al 

Formulations 

Moisturaine  II  Sanitizing  Hand  Soap  ....  E2 

Neutra-Foam  Skn  Cleanser  El 

Powdered  Skin  Cleanser  C2 

PH  6  El 

S-75  Lotion  Soap    El 

Fort  Bend  Services,  Inc. 

BH-I30I    G7 

DM  101    G7 

DM  102  G7 

DM103  G7 

DM106  G7 

DM107  G7 

DM108  G7 

DM109  G7 

DM110  G7 

DM201   G7 

DM202  G7 

DM203  G7 

JD-I500  G6 

JD-1501   G6 

JD-1502  G6 

JD-1503  G6 

JD-1505  G6 

JF-3000   G6 

JF-3010   G6 

JF-3020   G6 

JF-3035    G6 

JF-3040   G6 

JF-3045    G6 

LL-1403  PI 

OL-1600 G6 

OL-1602 G6 

PD-1250  G6 

PD-1252  G6 

Fort  Dodge  Laboratories,  Inc. 

Nolvasan  Solution  Dl 
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Fort  Union  Supply  &  Trading  Co. 

Assurance  256  Neutral  pH  Germicidal 


Det 

Fortech  Products 


A4 


Acid  Sanitizer   D2 

Actuate Al 

Brite  Bl 

Bnte  16% Bl 

Brute    Al 

Brute  +  Al 

Delete  A4 

Delete  A4 

Delight  A4 

Derma  San  E2 

Descale-It Al 

Disinfectant  Q-10    D2.Q3 

Disinfectant  RTU    CI 

Dynamite  CI 

Essence    CI 

Excel  All  Purpose  Cleaner  &  Degreaser  CI 

Extra-Ment    Bl 

Gentle  Castile  Soap  El 

Germicide  HG  D2 

Hot  Shot    Al 

Hot  Tank  Compound Al 

Liquid  Live   L2 

Liquid  Suds  CI 

Medi-Clean    E4 

Merit    Bl 

Mildew  228  CI 

Neutral  64   Al 

Nutra  Clean  CI 

NL-20 CI 

Oven  &  Grill  Cleaner  A8 

Oxybrite  Bl 

Phosphate  Free  Merit    Bl 

Pine  Shine   CI 

Pink  Lotion   E4 

Power  Spray    CI 

Remove  Concrete  Cleaner    A2 

Spring    Al 

Stop  Odor  Bubblegum    CI 

Stop  Odor  Lemon   CI 

Stop  Odor  Strawberry  CI 

Tak-All CI 

Tank  50/50 Al 

Target  DQ  64    CI 

Tolerance  Bl 

TBI  D2.E3 

Zap  Al 

Forto  Chemical  Corporation 

Dish  Control  F-40  Al 

DDG CI 

F-100  A8 

Hy-Foam   Al 

Hydrosol    Al 

Neutron    CI 

OS  D  Mechanic's  Hand  Soap  El 

Open-Up  Drain  Opener  LI 

Pink-Tone    El 

Spectrum   D2.Q3 

Terge   A4.CI 

Fortress  Chemical  Co. 

All  Purpose  Cleaner   A4 

Creme  Cleanser  A6 

Detergent  Thickened  Bowl  Cleaner  ....    CI 

Foaming  Degreaser  Al 

Fortress  Bacterial  Digestant-Deodorant     CI 
Fortress  Citrus  Plus  Spray  N'  Wipe  Clnr  CI 

Fortress  Damp  Mop  Cleaner CI 

Fortress  Food  Industry  Sntzng  Lotion 

Sp    E2 

Fortress  Lime  Odor 


Digestant/Counteract CI 

Fortress  Maxi-Blend  Degreaser  Cleaner  CI 
Fortress  Maxi-Blend  Glass  &  Plastic 

Clnr  CI 

Fortress  Mild  Acid  Quarry  Tile  Reno- 
vator     C2 

Fortress  Uric  Acid  Eradicator  CI 

Frtrs  Maxi-Blend  Rstrm  & 

Multi-SurfDsfnt    CI 

Germicidal  Cleaner  CI 

Heavy  Duty  Foaming  Degreaser    Al 

Industrial  Degreaser  Butyl  Cleaner    ....  CI 

Low  Acid  Toilet  Bowl  Cleaner    C2 

Mint  Disinfectant  Cleaner  CI 

Non-Acid  Bowl  and  Bathroom  Cleaner  C2 

Quat256    CI 

Rinse-Free  Floor  Stripper  CI 

Soft-Lotion  Dishwashing  Concentrate  Al 

Super  Toilet  Bowl  Cleaner  C2 

Fortunate  Corporation 

Fortunate  Home  APS    A6 

Fortunate  Home  CSC    A4 

Household  Organic  Cleaner   A4 

Fortune  Chemical  Company  Inc. 

X-It  Plus  Concentrate   Al 

X-rT5    Al 

Fosroc  Inc. 


Foster  Products  Corporation/ 
H.  B.  Fuller  Company- 


Foster,  R.  A.  &  Son  Co. 

O.G.S   Oven.  Grill  &  Smokehouse 

Cleaner   A8 

Super  Solv  #1    A4 

Four  Seasons  Chemical  Corporation 

"Orange-Ade"    CI 

Food  Locker  and  Freezer  Cleaner  A5 
Four  Seasons  Cleaning  Compound  and 

Dgrsr  A4 

Four  Seasons  Heavy-Duty  Floor  Cleaner  CI 

Mix-Up    A4 

Four  Star  Chemical 

"FSL"  HI 

"118"  Fluorocarbon  Lubricant    H2 

"910"  Contact  Cleaner    K2 

Amps  Blaster  CI 

Boiler  Treat  G6 

Chain  &  Cable  Lube  H2 

Citrus  Power   CI 

Citrus  Solvent    CI 

Citrus  Solvent  Supreme    CI 

D-Ox    A3 

Dio-Tronic  K2 

Double  Duty  32  A4 

DD-32   A4 

Grip   PI 

H.D.  Power   Al 

H.D.  Steam  Soap  A2 

Hydraulic  Oil  A-W  H2 

Industrial  Gear  Oil    H2 

J-224    CI 

Kwik    H2 

LB-36  H2 

Residual  Roach  and  Ant  Killer F2 

Return  Line  Treat    G6 

Safety  Sol    K2 

Safety  Sol  Plus    K2 

Scale-Away   PI 


Simple  Simon  Green  A4 

Solve-Il  The  Answer  CI 

Star  Clean    Al 

Star  Power  Al 

Super  Penetrant    CI 

SS  201    K2 

SS-500  K2 

SS-500Plus  K2 

Tower- Treet  Concentrate    G7 

Tower- Treet  Super  Concentrate   G7 

Tronic  Kleen  K2 

Two  Way  Insecticide  Fl 

Vy-Ser-Eze    H2 

421  Silicone  H2 

421  Silicone  Spray  HI 

Four  State  Maintenance  Supply  Inc. 

Destroyer  Heavy  Duty  Cleaner-De- 

greaser  ....     A4.A8 

Foural  Enterprises 

Fourfecta   D2 

Fowler  Wholesale  Distributing 

AH  Purpose  Scale-X   A3 

Fox  Packaging,  Inc. 

Fox  Chlor  Plus  D2 

Fox-Chlor  D2.Q4 

Fox-Chlor  Concentrate    D2 

Fox  Valley  Chemical  Co. 

FVC  Liquid  660  CI 

622  Dry   L2 

Foxco 

Foam-Away  Al 

Framar  Industrial  Products  Inc. 

Dynamic A4.A8 

Spray  Fog    ....  Fl 

Franchise  Services,  Inc. 

FSI  Ammoniated  All  Purpose  Cleaner  A4 
FSI  Liquid  Hand  Dish-Wash&Hand 

Soap  Cone Al 

FSI  Ready-To-Use  Glass  Spray   CI 

Institutional  Liq  Dm  Pipe  Opnr  &  Maint  LI 

Frank  Miller  &  Sons,  Inc. 

Coil  Brite  PI 

Concentrated  Inhibited  Chemical  Clnr.  A3 

Condensate  Line  Conditioner  G6 

Deo-Gran  CI 

Disinfectant-Sanitizer-Deodorizer  Cone  D2 

Emulsifiable  Spray  Concentrate   Fl 

Germicidal  Cleaner  A4 

Heavy-Duty  Floor  Cleaner   CI 

Hospital  Type  (Mint)  Disinf.  &  Clnr.  CI 

Insecticide  (With  Residual  Control)  F2 

Insecticide  Concentrate  Fl 
Liquid  Steam  Cleaning  Compnd. 

H.D.Form Al 

Lotionized  Hand  Soap El 

Lubricant-Coolant  H2 

Mira-Pel  A7 

Mr.  Melt    CI 

Multiple  Purpose  Boiler  &  Feedwtr 

rreal   G6 

Paint  Stripper    C3 

Pine  Odor  Disinfectant   CI 

Powdered  Cleaning  Compound    A4 
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Powdered  Hand  Soap   C2 

Sunshine    CI 

Virucide  Dl 

Franklin  Oil  Corp.  (Ohio)/ 
Rocol  Division 

Spindraulic  150  H2 

White  Chain  &  Drive  Spray  HI 

While  Food  Grease   HI 

Franks  Research  Labs,  Inc. 

Franks  Alkaline  Cleaner-Degreaser     ...  Al 

Franlynn,  Incorporated 

Citrosene  10 CI 

Formula  12  FF  12  Al 

Formula  28  Mr.  Steam  FF  28 Al 

Lynnpol  No.  96  Concentrate    Al 

Fred  H.  Williams  Co. 

Textile  Grade  Dry  Silicone  Spray    HI 

Frederick  Gumm  Chemical  Co.,  Inc. 

Stero  24  Al 

Freedman,  S.  &  Sons,  Inc. 

Cutter  Al 

Jewel    El 

Palm  Liquid  Hand  Soap   EI 

SFS  Grill  &  Oven  Cleaner  A8 

SFS  Liquid  Hand  Dishwash   Al 

Freeport  Manufacturing  Company 

Freeport  Waterless  Hand  Cln.  Knuckles 
Up  E4 

Freitas  Enterprises 

New  Non  Butyl  Degreaser  Al 

Fremar  Corporation 

Lemon  Disinfectant  C2 

Fremont  Industries,  Inc. 

#190F  Al 

#2025  Acid  Cleaner    A3 

#3015  A2 

#304F  El 

#3045  General  Maintenance  Cleaner  ..  Al 

#913  G6 

#922  G2 

#930  G6 

#932  G2 

#942  G2 

#953  Boiler  Water  Treatment  G6 

#960  Collodial  Oxygen  Scavenger  G6 

#9904  Municipal  Water  Treat G3 

Fremont  2015  Low  Foam  Acid  Cleaner  A3 

Fremont  752  Low  Temp.  Cleaner    Al 

Fremont  753  Low  Temp  Cleaner    Al 

Fremont  8583  Steam  Line  Treatment  ..  G6 

Fremont  9010  Inservice  Descaler  G6 

Fremont  921  Water  Conditioner  G2 

Fremont  927  Water  Conditioner  ....    G2.G6 

Fremont  942  Water  Conditioner G2 

Fremont  9927  Microbiocide  G7 

Fremont  9980  Liquid  Caustic  G6 

4072  General  Purpose  Detergent   Al 

8014  Laundry  Detergent  Bl 

8505  Steam  Line  Treatment  G6 

851 1  Steam  Line  Treatment  G6 


8515  Steam  Line  Treatment  G6 

8517  Steam  Line  Treatment  G6 

8530  Steam  Line  Treatment  G6 

8536  Steam  Line  Treatment  G6 

8540  Steam  Line  Treatment   G6 

8542  Steam  Line  Treatment  G6 

8555  Steam  Line  Treatment  G6 

8561  Steam  Line  Treatment  G6 

8565  Steam  Line  Treatment   G6 

8567  Steam  Line  Treatment  G6 

8570  Steam  Line  Treatment  G6 

8580  Steam  Line  Treatment   G6 

8582  Steam  Line  Treatment  G6 

8802  Resin  Cleaner  PI 

8807  Descaling  Acid  PI 

8810  Polymeric  Sludge  Cond G6 

8826  Boiler  Antifoam  G6 

8840  Cooker/Cooler  Sequestrant    G5 

8850  Cooker/Cooler  Sequestrant    G5 

905  Boiler  Water  Treatment  G6 

9107  Corrosion  Inhibitor  Additive  G7 

9170  Cooling  Water  Treatment    G7 

91 70WR  Cooling  Water  Treatment   ....  G7 

9171  Cooling  Water  Treatment    G7 

9173  Cooling  Water  Treatment    G7 

9173WR  Cooling  Water  Treatment   ....  G7 

9174  Cooling  Water  Treatment    G7 

923  Boiler  Water  Treatment  G6 

929  Boiler  Water  Treatment  G6 

930  Boiler  Water  Treatment  G6 

939  Boiler  Water  Treatment  G6 

9510  Ultra  Series  Dispersant  Concen- 
trate    G6 

9520  Ultra  Series  Boiler  Water  Treat- 
ment      G6 

9525  Ultra  Series  Boiler  Water  Treat- 
ment      G6 

9530  Ultra  Series  Boiler  Water  Treat- 
ment      G6 

9540  Ultra  Series  Steam  Line  Treatment  G6 

9560  Ultra  Series  Oxygen  Scavenger  ..  G6 
9575  Ultra  Series  Cooling  Water  Trtmnt  G7 

964  Oxygen  Scavenger  G6 

977  Steam  Line  Treatment  G6 

983  Boiler  Treatment   G6 

9907  Descaling  Acid PI 

9920  Closed  System  Treatment   G7 

9950  Combination  Boiler  Water  Treat- 
ment      G6 

9951  Combination  Boiler  Treat G6 

9953  Combination  Boiler  Treatment    ..  G6 
9959  Combination  Boiler  Water  Treat- 
ment      G6 

9962  Liquid  Oxygen  Scavenger  G6 

9977FG    Q5 

Fresh  Mark  Corporation 

Canquat  110 Dl 

Fresh  Base  10   A2 

Fresh  Clean  X  A3 

Fresh  Lube  18  H2 

Sani-Fresh  10 D2 

Fresh  Products,  Inc. 

Big  Blue  Automatic  Bowl  Cleaner C2 

Fresh  Bowl  Blocks  Cherry  CI 

Fresh  Bowl  Blocks  Floral  CI 

Fresh  Bowl  Blocks  Lemon  CI 

Fresh  Bowl  Blocks  Lemon  CI 

Fresh  Bowl  Blocks  Pine  CI 

Fresh  Conqueror  103  Baby-Powder  ....  CI 

Fresh  Conqueror  103  Cherry    CI 

Fresh  Conqueror  103  Citrus   CI 

Fresh  Conqueror  103  Floral   CI 

Fresh  Conqueror  103  Green  Apple    ....  CI 

Fresh  Conqueror  103  Lemon   CI 

Fresh  Conqueror  103  Mint  CI 

Fresh  Conqueror  103  Pine    CI 

Fresh  Conqueror  103  Springtime   CI 

Fresh  Conqueror  103  Tutti-Frutti  CI 


Fresh  Flush  II  Cherry   C2 

Fresh  Flush  II  Green  Apple    C2 

Fresh  Flush  II  Lemon  C2 

Fresh  Linen  Gel  Deodorant  Air  Fresh- 
ener    CI 

Fresh  Saniscreen  "Cherry"    C2 

Fresh  Saniscreen  "Green  Apple"    C2 

Fresh  Saniscreen  "Lemon"   C2 

Fresh  Urinal  Blocks  Cherry    CI 

Fresh  Urinal  Blocks  Floral   CI 

Fresh  Urinal  Blocks  Lemon   CI 

Fresh  Urinal  Blocks  Pine    CI 

Fresh  Wall  Blocks  Cherry    CI 

Fresh  Wall  Blocks  Floral    CI 

Fresh  Wall  Blocks  Pine    CI 

Hand  Sanitizer  E4 

ReFresh  Gel  Deodorant  Cherry    CI 

ReFresh  Gel  Deodorant  Citrus  CI 

ReFresh  Gel  Deodorant  Green  Apple  CI 

ReFresh  Gel  Deodorant  Lemon    CI 

ReFresh  Gel  Deodorant  Mint  CI 

ReFresh  Gel  Deodorant  Spice    CI 

ReFresh  Gel  Deodorant  Vanilla  CI 

Synergy  Non  Acid  Restroom  Cleaner  C2 

Synergy  Odor  Eliminator    CI 

Terminator  CI 

Urinal  Sentry  Cleaner  Blocks  Cherry  ..  C2 
Urinal  Sentry  Cleaner  Blocks  Green 

Apple C2 

Urinal  Sentry  Cleaner  Blocks  Lemon  C2 

Urinal  Sentry  Para  Blocks  Cherry    CI 

Urinal  Sentry  Para  Blocks  Roral   CI 

Urinal  Sentry  Para  Blocks  Lemon   CI 

Urinal  Sentry  Para  Blocks  Pine    CI 

101  Super  Concentrated  Deod  (Grn  Ap- 
ple)      CI 

101  Super  Concentrated  Deod  (Peppe- 
rmint)      CI 

101  Super  Concentrated  Deod.  (Cherry)  CI 
101  Super  Concentrated  Deod.  (Cinna- 
mon)     CI 

101  Super  Concentrated  Deod.  (Citrus)  CI 

101  Super  Concentrated  Deod.  (Neutra)  CI 
101  Super  Concentrated  Deodorant 

(Lemon)    CI 

Frick  Company 

Frick  #1 1  Oil  HI 

Frick  #9  Oil  H2 

Frick  Oil  #2A    H2 

Frick  Oil  #5  H2 

Refrigeration  Machine  Oil  No.  4   H2 

Fried  Industries,  Inc. 

Stericlean  Granular   A1.Q1 

Stericlean  Liquid  A1.Q1 

Friendly  Systems,  Incorporated 

All  Gonel  CI 

Armor  Guard  Al 

Assist  A3 

Avenger  Al 

Breakthru  A8 

Charade    CI 

Citra  Force  Aerosol  CI 

Citra-Force  CI 

Clenforize    D2 

Concen-Spray    FI 

Enviroderm    E4 

Friendly  Force  II  F2 

Friendly  Suds    E4 

Friendly  Zyme  L2 

FAS-Hand   El 

Gear  Train  Plus  (Aerosol) H2 

Geartrain    H2 

Ice-Melting  Pellets    CI 

It's-A-Natural  CI 

Let-Go  H2 
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Magic  Cling  ..  C2 

Magic  Mop            CI 

Moist-Out  (Aerosol)   K2 

Moist-Out  (Bulk)  K2 

Move-On                                    Kl 

Natural  Safety  Solvent    CI 

No  PrisonersI  L.O F2 

No-Scrub     A8 

Orange  Flush  CI 

Pine-Point    CI 

Problem  Solver  (Aerosol)  K2 

Problem-Soher  Kl 

Pure  Hands    E4 

PC-400  (Aerosol)    A7 

Right-Spot   \4 

Single-Step    Al 

Slush  &  Flush   CI 

Spice-Sation  CI 

Steam  Chisel   Al 

Stride  H2 

Submit   Al 

Super  Strip  C3 

Surround  SAE  80W-90  H2 

Surround  SAE  85W-140  H2 

Touche     CI 

Trail-Blazer  F2 

Vi-Rid  DC  A4 

Friess  Equipment,  Inc. 

"SOB1"  Blast  Media   Al 

Frigoscandia  Food  Process  Systems 
Inc. 

Frigoscandia  Formula  410    HI 

Frigoscandia  Formula  410  (Aerosol)  ..  HI 

Frito-Lay,  Incorporated 

F.L.  Acid  Cleaner  A3 

F.L.  Caustic  Cleaner  A2 

F.L.  Equipment  Cleaner   Al 

F.L.  Gel  for  Acid  Spray  PI 

Frontier  Chemical  Technology,  Inc. 

Drain  Clean  A/Way  CI 

Engine  Cleaner  No.  9  CI 

Formula  No.  1  Al 

High  Performance  Emulsifier  No.  10  A4.A8 

Mighty  Clean  Al 

Orange  Formula  #6  CI 

Orange  Magic   CI 

Frosty  Acres  Brands  Inc. 

Frosty  Acres  All-Purpose  Cleaner   A4 

Frosty  Acres  Floor  and  Concrete 

Cleaner   A4 

Frosty  Acres  Hand  Dishwashing  Deter- 
gent    Al 

Frosty  Acres  Kitchen  Degreaser  Al 

Frosty  Acres  Liquid  Hand  Soap  E4 

Frosty  Acres  Oven  and  Grill  Cleaner  .  A8 

Frosty  Acres  Brands,  Inc. 

Quick-Foaming  Fat  &  Grease  Cleaner  Al 

Stainless  Steel  Cleaner  and  Polish  CI 

1005-1  Liquid  Hand  Dish  Wash Al 

1090-1  Inst.  Liquid  Drn  Pipe  Opnr  & 

Mntr    LI 

330-X50  Machine  Dish  Wash  Com- 
pound      Al 

335  Institutional  Deep  Fat  Fryer  Cleaner  A8 
341-X50  Supreme  Low  Suds  Laundry 

Det Bl 

345-X10  Concentrated  Dry  Bleach    ....  Bl 
920  Heavy  Duty  General  Purpose 

Cleaner   Al 


925-1  Ammoniated  All  Purpose  Cleaner  A4 

940-1  Bowl  Cleaner    C2 

945  Alkaline  Degreaser  &  Oven  Cln 

Cone   A8 

950  Extra  Heavy  Duty  Degreaser  ..  A4.A8 
955-1  Ready-To-Use  Glass  Spray    CI 

Ft.  Lauderdale  Paper  & 
Supply  Co.,  Inc. 

#1  Heavy  Duty  All  Purpose  Cleaner  ..    A8 
Blue  Devil  Cleaner-Dgrsr  &  Wax  Strip- 
per      A4 

Special  #1  All  Purpose  Cleaner  A4 

Fuchs  Mineraloelwerke  GMBH 

Renogel  7 HI 

Fuel  Activator  Chemical 
Corporation 

Boilercare  PCA  G6 

Fuller  Brush  Commercial  Products/ 
Division  of  The  Fuller  Brush 
Company 

Ammoniated  Glass  Cleaner    CI 

Concur  CI 

CFC  Concrete  Floor  Cleaner    CI 

Formula  933  Foaming  Cleaner  &  De- 
greaser      Al 

Formula  937  Liquid  Steam  Clnr Al 

Formula  939    A4 

Fullclean  All  Purpose  Cleaner   A4 

Fullguard  2  Sanitizer/Disinfectant    D2 

Fullpower  Food  Processing  Plant 

Cleaner   A4 

Fullpower  Heavy  Duty 

Cleaner/Degreaser Al 

Fullsan  A4.C1 

Fullsan  128  Neutral  Germicidal  Cleaner  Al 
Fullscrub  Floor  Scrubbing  Detergent  ..  A4 
Fullscrub  General  Purpose  Detergent  ..    A4 

Fullscrub  High  Pressure  Wash  A4 

Fullscrub  Neutral  Cleaner  A4 

Fullsparkle  Heavy  Duty 

Cleaner/Degreaser A4 

Fullsparkle  Window  Cleaner    C2 

Fullspeed  Wax  Stripper CI 

Fullsuds  All-Purpose  Cleaner/Degreaser  A4 

Fullsuds  Kitchen  Degreaser    A4 

Fulrrunt  Detergent  Deodorizer   CI 

HC100  Liquid  Hand  Cleaner   E4 

HC200  Liquid  Hand  Cleaner   E4 

HC300  Liquid  Hand  Soap    E4 

Industrial  Insect  Spray  II    Fl 

Neutra-Scrub   Al 

O.D.C.  Organic  Drain  Cleaner  CI 

Oven  Cleaner  A8 

Porcelain  and  Tile  Cleaner  CI 

Spray  'n  Away  All  Purpose  Cleaner  ..  CI 
Spray  n  Shn  Stnls  Stl  Clnr/Pol/Prtctnt     A7 

Spray  n  Sparkle  Glass  Cleaner    CI 

Stainless  Steel  Cleaner   A7 

Fuller  Brush  Company,  The 

Formula  938    CI 

Full-Hand  Waterless  Hand  Cleaner  Lo- 
tion      E4 

Fullbrite  Non-Acidic  Aluminum  Cleaner  Al 
Fuller  Drain  Line  &  Septic  Tank 

Cleaner   CI 

Fullsan  A4.C1 

Fulsol  All-Purpose  Degreaser  A4 

HC500  Liquid  Hand  Soap    E4 

HC600  Waterless  Hand  Cleaner  Lotion    E4 

Industrial  Insect  Spray  II    Fl 

Industrial  Insect  Spray  III  Fl 


Multi-Purpose  Cleaner    CI 

Neutra-Sheen  Hard  Surface  Cleaner  ....  CI 

Penetrating  Lubricant    H2 

Silicone  Lubricant  H2 

Silicone  Spray  H2 

Fuller  Engineering  Incorporated 

B-101   G6 

B-104  G7 

B-310  G6 

Fuller-O'Brien  Paints 


Fuller,  H.  B.,  Company 


Fuller,  H.  B.,  Company/ 
Monarch  Division 

Acid  Cleaner  Concentrate  A3 

Additive  G  Al 

Advantage    D2 

Alumite  12  Al 

Anti-Foam  #10    Q5 

Antical  1404    A4 

Antical  35    Al 

Antical  35-X    Al 

Antifoam  MG    Q5 

Antisoil  301  Al 

Antisoil-HF   Al 

Aqua  Force    A1.Q1 

Bac'cide   D2 

Balance  Cleaner Al 

Biocide  100  G7 

Blend  4    A3 

Bromicide  Tablets  G5.G7 

C-I-P  Acid  Cleanser   A3 

Chain  Clean  100  H2 

Chelate  A1.G5 

Chelated  Alkali  #5    A2 

Clean'n  Coat    Al 

Clear  Clean   A2 

Conserve    Al 

CL-14 D2,E3,Q4 

CLX  D2.Q4 

COS  200    G5.G6 

CWT    G7 

D-Press Al 

Defoamer  S   Al 

Eagle  Shine   A3 

Edge  Al 

Enquat   D2.E3 

Escort  Lube  H2 

Evapo-Shine  S  A3 

EOS  220    G6 

Fabric  Softener    B2 

Filtra  Pure  10-4  PI 

Filtrapure  Desulf  PI 

Flo  Brite  H.D A2 

Flo-Kleen  Liquid  Cleanser  A2 

Foam  Force   Al 

Foam  X-tra    Al 

Foam-Brite  A3 

Foam-Flex   Al 

Foam-Zyme  10   Al 

Foam-Zyme  20   Al 

Foamitize  Al 

Forcit  Cleaner   A2 

Fryer  Cleanser  A2 

Ful-Bac    D2.G4.Q4 

Ful-Zyme  Al 

FullSan  02    D2 

FC-100  A2 

FC-200  Acid   A3 

GPC#20   Al 

H.D.  1400    A2 

H-T  Cleanser  Al 

Han-San  E2   1  2 

Handmate  Cleaner  Al 
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Heat  Treat  OSC-1   G6 

Heat  Treat  OSC-2  G6 

Heat  Treat  ST- 11  G6 

Heat  Treat  ST-22 G6 

Heat  Treat  ST-33 G6 

Heat  Treat  300 G6 

Heat  Treat  305 G6 

Heat  Treat  310 G6 

Heat  Treat  315 G6 

Hot  or  Cold  Bl 

HDAlgistat90    G5.G7 

HD  Floor  Cleaner  NP  A4 

I-P-C  Cleanser  (F) Al 

I-P-C-X  Cleanser Al 

Liquid  Filtra  Pure  120    PI 

Liquid  Fry-Clean  SK  1765  A2 

Liquid  HD-325    A1.Q1 

Liquid  Power  A1.Q1 

Lubricide  G5.G7.P1 

LubriClean  H2 

Luminate   Al 

LB  2959-62  A3 

LB  4216-13  General  Purpose  Cleaner      Al 

LB  4216-31    Q5 

LB  4725-38  G5 

LOSMP  20    G6 

Membrane  Acid  23  A3 

Membrane  Soak  40  A3 

Mon-O-Dine    D2.Q6 

Monacid  NP A3 

Monacid-250  A3.B2 

Monarch  Acid  Clean  A3 

Monarch  Acid  Rust  Remover  A3 

Monarch  Acid  Sanitizer  200  D2 

Monarch  Alkali  #6    A2.L1 

Monarch  Biostat    E2 

Monarch  Boot  Wash  Dl 

Monarch  Bottleshine  A2 

Monarch  BW-5   A2 

Monarch  BW-90   A2 

Monarch  C.l.P.  Acid  A3 

Monarch  C-S  D2 

Monarch  Chain  Clean  H2 

Monarch  Chloro-Shine    A2 

Monarch  Circ  Brite  A2 

Monarch  Conquest    A2 

Monarch  Degreaser  A1.B2 

Monarch  Egg  Wash  Compound  Ql 

Monarch  Egg  Wash-RO  Ql 

Monarch  Evapo-Shine  A3 

Monarch  Foam-Klor  Al 

Monarch  Germicidal  Hand  Scrub  E2 

Monarch  GPC  #10    Al 

Monarch  HD.  325    A2.Q1 

Monarch  H.D.C.  No.  3  A2 

Monarch  H.S. -Chain  Lube   H2 

Monarch  Heavy  Duty  Floor  Cleaner   ..    A4 

Monarch  Hypo-Chlor    D2 

Monarch  I-Bac  Sanitizer  D2.Q4.E3 

Monarch  I-P-C  Cleanser  (F)  Super  Fine  A2 
Monarch  Industrial  Laundry  Detergent     Bl 

Monarch  K-6  Chain  Lube  HI 

Monarch  K3-Chain  Lube    H2 

Monarch  Laundry  Bleach  Powder   Bl 

Monarch  Laundry  Sour  Bl 

Monarch  Liquid  Industrial  Laundry  Del.  Bl 

Monarch  Liquid  Sep-Ko  Al 

Monarch  Liquid  Super  Ream  A1.Q1 

Monarch  Lotionized  Hand  Cleaner    El 

Monarch  Low  Foam  Iodophor  Ger- 
micidal Del  D2.Q6 

Monarch  Monoklor  Liquid  D2.Q4 

Monarch  MP-2  Acid  A3 

Monarch  MSR-50   A3 

Monarch  Oxygen  Bleach    Bl 

Monarch  Peri  Bl 

Monarch  Phosphate  Rust  Inhibitor  PI 

Monarch  Renu  Acid    A3 

Monarch  Sep-Ko  Al 

Monarch  Sep-Ko  BTC    Al 

Monarch  Shell  White    A1.Q1 

Monarch  Silicate  Rust  Inhibitor  PI 


Monarch  Silicone  Defoamer  A1.Q5 

Monarch  Special  Caustic  Additive  A3 

Monarch  Super  Kabon    D2,E3,Q3 

Monarch  Super  Ream  Al 

Monarch  U.F.  Low  Foam  Al 

Monarch  Water  Conditioner    A1,G6,G2,G5 
Monarch  WT-12  Water  Condi- 
tioner   G7.G2.G5 

Monarch  1313-SD  A1.Q1 

Monarch  1325  A2 

Monarch  1330  Al 

Monarch  1350  A2.Q1 

Monarch  1351   A2.B2.Q1 

Monarch  1352  A2 

Monarch  1353  A2 

Monarch  1360  A8 

Monarch  1465  A2 

Monarch  1538  A3 

Monarch  2010K A2.Q1 

Monarch  400  Sanitizer   D2 

Monarch  55-5    A3 

Monarch  800  A3 

Monarch  855  Acid    A3 

Monarch  870  A3 

Monarch  880  A3 

Monoklor  D2 

MSR-200Acid    A3 

MTX-100  PI 

Outshine  Acid  A3 

Phos  Free  Acid   A3 

Phos-Enquat D2 

Power  Gel    Al 

Power  Glide  Concentrate    H2 

Preserve  Al 

PT-50  Acid  Cleaner    A3 

PVL  Conveyor  Lubricant   A1.H2 

QT-lOOAcid  A3 

RO  Cleaner  115  Al 

RO  Enzyme  Cleaner  DDS    Al 

RO  Enzyme  Cleaner  70    PI 

RO  Enzyme  Cleaner  96    Al 

Saneze   D2 

Sparkle  NP Al 

Speedy  Lube   H2 

Super  Glide  Lube    H2 

Sustain  Cleaner  Al 

SPL  190  Cleaner  A4 

SW  Treat  70   G7 

Tower  Treatment  #1    G7 

Variclean  A4 

Vat  Paste   Al 

Zango  A2 

Zing  Al 

Fulton  Paper  Co. 

All  Purpose  Cleaner   A4 

Antiseptic  Lotion  Soap  El 

Clinging  Bowl  Cleaner  C2 

Concrete  Cleaner  CI 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)   CI 

Heavy  Duty  Cleaner-Degreaser    ....    A4.A8 

Lemon  Disinfectant  C2 

Low  Foam  Cleaner  and  Degreaser  A4 

M-Sol  Disinfectant  Bowl  Cleaner    C2 

Ready  To  Use  Coco  Soap El 

Spray  Does-It A8.C1 

Will-Do  Sanitizer    D2 

Fumico,  Incorporated 

Liquid  Hydrocyanic  Acid  F4 

Furbish  Chemical  &  Supply  Co. 

Bio  Fresh  CI 

Clean-Out LI 

Dry  Chlorine  Bleach  A1.B1 

Filter  Kleen   Al 

Glass  Kleen  CI 


Kitchen  Floor  Cleaner  Al 

Kleen-Off A4 

Liquid  Alive  Bacteria  CI 

Pink  Zip  A4 

Suds  Break Q5 

Furst-McNess  Company 

Degreaser  Concentrate    CI 

McNess  Crystal  Cleanser   Al 

McNess  Waterless  Hand  Cleaner  E4 

Futty  Company/ 

A  Division  of  Plumbmaster,  Inc. 

Grease-Off  Al 

Future  Compounding 

Acid  Cleaner  F-83  A3 

Future  Attack  CI 

Future  Bull  Dog    CI 

Future  Floor  and  Track  Cleaner  A4 

Future  Golden  Pine  CI 

Future  Heavy  Duty  Cleaner   Al 

Future  HF-44  Al 

Future  Odorless  Concrete  Cleaner  A4 

Future  Supply  Corporation 

Bay  Breeze    CI 

Citrexx  CI 

D-Germ   C2 

Formula  530    Al 

No  Equal  Natural  All  Purpose  Cleaner  CI 

Orange  Peel  E4 

Orange- 1  All  Natural  Citrus  Cleaner    .  CI 

Future  Trend  Industries 

FT1  ZWOI  Liquid  Siloxane  Lubricant  HI 

FTI  ZW02  Silicone  Mold  Release  Aer- 
osol     HI 

FTI  ZW04  Thrust  HI 

FTI  1 183H  Ind.  Oven  Roller  Chain  Lub.  H2 

FTI  1301  Food  Machinery  Grease- 
White  HI 

FTI  1302  Food  Machinery  Grease-Clear  HI 

FTI  600-100  Food  Gr.  Hydraulic  FL 

SAE30  HI 

FTI  600-150  Food  Gr.  Hydraulic  FL 

SAE40  HI 

FTI  600-32  Food  Gr.  Hydraulic  FL. 

SAE  10  HI 

FTI  600-46  Food  Gr.  Hydraulic  FL 

SAE  20  HI 

FTI  600-90  Food  Grade  Gear  Fluid  SAE 

90    HI 

FTI600-100SP  Food  Gr  Compressor  FL 

SAE30 HI 

FTI600-46SP  Food  Gr  Compressor  FL 

SAE  20  HI 

G  &  B  Enterprises  Inc. 

GB-60    CI 

G  &  G  Chemical  Corp. 

Softy    E4 

Tuff-Grit  Hand  Cleaner E4 

G  &  G  Oil  Co.  of  Indiana,  Inc. 

G&G  FG  Grease  EP  No.  0  HI 

G&G  Ind.  GO.  100    H2 

G&G  Ind.  GO.  150    H2 

G&G  Ind.  G.O.  220    H2 

G&G  Ind.  G.O.  320    H2 

G&G  Ind.  G.O.  460    H2 

G&G  Ind.  G.O.  68    H2 
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G&G  Ind.  GO.  680    H2 

G&GLCEPO   H2 

G&G  LC  EP1    H2 

G&GLCEP2   H2 

G&G  LS  EP1    H2 

G&G  LS  EP2    H2 

G&G  LS  Red  EP  I   H2 

G&G  LS  Red  EP  2  H2 

G&G  LS-3  H2 

G&G  Open  Gear  Grease  H2 

G&G  Pep  2  H2 

G&G  Royal  Hyd  Oil  22  H2 

G&G  Royal  Hyd  100   H2 

G&G  Royal  Hyd  150   H2 

G&G  Royal  Hyd  220   H2 

G&G  Royal  Hyd  32   H2 

G&G  Royal  Hyd  46   H2 

G&G  Royal  Hyd  68   H2 

G  &  G  Oil  Company 

G&G  F.G.  Gear  Oil  220  HI 

G&G  F.G.  Gear  Oil  320  HI 

G&G  F.G.  Gear  Oil  460  HI 

G&G  FG.  Gear  Oil  68  HI 

G&G  F.G.  Grease  EP  No.2    HI 

G&G  F.G   Hydraulic  Oil  100  HI 

G&G  FG  Hydraulic  Oil  150 HI 

G&G  F.G.  Hydraulic  Oil  32  HI 

G&G  FG.  Hydraulic  Oil  46  HI 

G&G  F.G.  Hydraulic  Oil  68  HI 

G&G  Royal  R&O  10   H2 

G&G  Royal  R&O  100   H2 

G&G  Royal  R&O  15    H2 

G&G  Royal  R&O  150    H2 

G&G  Royal  R&O  22    H2 

G&G  Royal  R&O  220   H2 

G&G  Royal  R&O  32   H2 

G&G  Royal  R&O  320   H2 

G&G  Royal  R&O  46   H2 

G&G  Royal  R&O  460   H2 

G&G  Royal  R&O  68    H2 

G&G  Royal  R&O  680   H2 

G  &  L  Supply  Company 

Em-U-Sol  A4.A8 

Foam  &  Kleen  CI 

Orange  Peel  Degreaser  CI 

G  &  W  Distributing 

Clean  Power  All  Purpose  Cleaner   Al 

GAD  CO 

Enviroclean    CI 

Labelift  Blue   K3 

PMC  Precision  Machine  Cleaner  Kl 

G  B  Industrial  Products 

Grime  Buster                                        ....  E4 

G  C  Electronics 

Dry  Kleen    K2 

Fluorocarbon  Release  Ageni  and  Lubri- 
cant    HI 

Heavy  Duty  General  Purpose  Clnr  & 

Dgrsr  K2 

Industrial  Strength  Dri-Kleener  &  Dgrsr  K2 

G  F  C  Chemical  Co.,  Inc. 

Real  Kleen  Al 

Ship  Shape  APOD/NK-3  Formulation  Al 

G  J  Products 

Ricam  SRL    Al 


G  M  A  R  A  Industrial  Services 

Bowl  Cleaner  (Heavy  Duty  400)   C2 

Bowl  Cleaner  (Mild  430)   CI 

Creme  Scour  (530)   A6.C2 

Hand  Cleaner  (Pink  Lotion  910)    E4 

Hand  Cleaner  (Scrub  Lotion  940)    E4 

Scum  Remover  (510)    A3 

G  M  K  Products  Corp. 

Grill  And  Oven  Cleaner  A8 

G  N  R  Corporation 

Poly-Clean  Al 

G  O  A  Company 

"Micro-Plate"  Moly  EP H2 

G  P  Chemical  Co. 

Vent  Hood  Cleaner  Degreaser   Al 

GPS  Industries 

Pro-San    Q4 

Sani-Clor  Sani-Pure D2 

G  T  Sales  &  Manufacturing  Inc. 

Concentrated  Miracle-Klean  II  Al 

G  W  T  Global  Water  Technology, 
Inc. 

GWT-1000 G7 

GWT-1000  Boiler  Water  Treatment  ....  G6 

GWT-1000B    G6 

GWT-1009  G6 

GWT-11  G3 

GWT-12  G2 

GWT-200E    G7 

GWT-207  G7 

GWT-25  G2 

GWT-2500 G6 

GWT-300 G7 

GWT-300 G7 

GWT-3500 G6 

GWT-600 G6 

GWT-700 G6 

GWT-700 G6 

GWT-710 G6 

GWT-800 G6 

GVvT-855  G6 

GWT-900 G6 

GWT-900  Boiler  Water  Treatment G6 

GWT-900B    G6 

G.  T.  Industries 

Dawnsol  II  A4.A8 

G-C  Lubricants  Company 

FM  619  Lubricating  Oil  #1    HI 

FM  619  Lubricating  Oil  #2    HI 

FM  619  Lubricating  Oil  #3    HI 

FM  619  Lubricating  Oil  #4    HI 

FM  619  Lubricating  Oil  #5    HI 

FM  619  Lubricating  Oil  #6    HI 

FM  619  Lubricating  Oil  #7    HI 

FM  619  Lubricating  Oil  #8    HI 

FM  619  Lubricating  Oil  #8A  HI 

FM  754  Lubricating  Oil  #2  HI 

FM  754  Lubricating  Oil  #3    HI 

FM  754  Lubricating  Oil  #4  HI 

FM  754  Lubricating  Oil  #5  HI 


FM  754  Lubricating  Oil  #6    HI 

FM  754  Lubricating  Oil  #7    HI 

FM  754  Lubricating  Oil  #8    HI 

FM  754  Lubricating  Oil  #8A  HI 

FM  754  Lubricating  Oil  No.  1  HI 

Heat  Transfer  Oil  15  H2 

Notox375    HI 

Pure  Lube  180-S24  H2 

Pure  Lube  180-12   H2 

Silicone  Release  Food  Grade   HI 

White  Mineral  Oil  #9   HI 

White  Mineral  Oil  190  USP  HI 

G-Y  Products,  Inc. 

Big  "G"    Al 

Big  Blast   Al 

Cocoanut  Oil  Hand  Soap    El 

Concrete  Cleaner  CI 

Contact  Cleaner  K2 

Dual-27    Dl 

Grip   PI 

GPC-24    A4 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

Lemon  Tree  CI 

Mr  Brite  Porcelain  Cleaner   C2 

Oven  Cleaner  A8 

Remuv-Ox  A3 

Skin  Shield  Cream    E4 

SSC  Stainless  Steel  Metal  Polish  A7 

Thrift  Detergent A4 

Touch-Up  CI 

Vita  Pine  Phenol  Coefficient  5  CI 

Vita-Pine   CI 

Gabriel  Service  &  Supply  Corp. 

Boiler  Compound    G7 

Disappear  CI 

Fast  1-2-3 A4.A8 

Steam  Line  Treatment  G7 

WCS  Water  Tower  Treatment    G7 

Gage  Equipment  Co. 

Degreaser  A4 

Super  HPW   A4 

Triple  XXX   A4 

Gainesville  Janitor  Supply  Co. 

TC-3  H  D  Degreaser/Cleaner A4 

Gala  Chemical  &  Supply  Co.,  Inc. 

Giant    Al 

Super  Cleaner    Al 

Super  Cleaner  II  Al 

110  Boiler  Treatment  G6 

1 20  Boiler  Treatment    G6 

135  Oxygen  Scavenger  G6 

150  Steamline  Treatment    G6 

800  Cleaner  A2 

Galaxy  Chemical  Corp. 

Blast-Plus  A4.A8 

Dishwash  Concentrate  Al 

Insect  Spray  Fl 

Liquid  Dishwash  Al 

Neulro    CI 

Wipe-Away  Lemon  Spray  Cleaner CI 

300  Blast  Industrial  Degreaser  & 
Clnr  A4.A8 

Galaxy  Industries,  Inc. 


Super  Blue  Power  Stripper.  Clnr  & 
Degrsr  


A4 


11-195 


Galer  &  Hults 

Fast  Break   Al 

Slam  Dunk  El 

Gallant  Industries 

Grea-s-olve    A4 

Gamco,  Inc. 

Con-Brio    A4 

Hy-Foam   Al 

Hyper-Tergo  HP   Al 

Iodine  Sanitizer  D2 

Super-Tergo  Chlor  MSL  Al 

Gamecock  Chemical  Company 

A-153  Atomic  Action  A4 

H-280  Egg  Wash  Ql 

Lil  Pee  Wee  CI 

Sunshine  Citrex  CI 

Sunshine  Silicone  Spray   HI 

Garden  of  Eden 

H.D.  Borax    C2 

H.D.  2000  Powdered  Cleaner  A2 

Low-Foam  S-O-B  Cleaner-De- 

greaser A4.A8 

Trolly  Cleaner  #1    A2 

Gardner  Denver  Machinery  Inc. 

AEON  PD-FG  HI 

AEON6000FG   HI 

Gardner  Supply  Co.,  Inc. 

Cleaner  &  Degreaser  A4 

Pro-Line  Clean  Trucks   Al 

Pro-Line  Foamy  B  &  D   C2 

Pro-Line  GS-200  A4 

Pro-Line  Safe  Mop   A4 

Pro-Line  Tough  Job    CI 

Garfield  Maintenance  Supply 

Alkaline  Emul  El  Diablo  Indus  Strnth 

Cln  Al 

Heavy  Duty  Cleaner  Degreaser    Al 

Garman  Company,  Incorporated 

APC  All  Purpose  Cleaner  CI 

HP  Cleaner    PI 

Plus    PI 

Vapco  Belt  Dressing  PI 

Vapco  Blowout   PI 

Vapco  Ice  Machine  Cleaner  A3 

Vapco  Nickel-Guard  Ice  Machine 

Cleaner   A3 

Vapco  Sanitizer  D2 

Garnet  Laboratories,  Inc. 

B-l  Boiler  Feedwater  Treatment    G6 

B-1024  Boiler  Feedwater  Treatment    ..  G6 

B-1024A  Boiler  Feedwater  Treatment  G6 

B-l 024 AB  Boiler  Feedwater  Treatment  G6 

B-l  1  Boiler  Supplement   G7 

B-l  1A  Boiler  Supplement G7 

B-2  Boiler  Feedwater  Treatment    G6 

B-7  Oxygen  Scavenger  G6 

C-l  Closed  System  Treatment   G7 

C-2  Closed  System  Treatment   G7 

S-3  Steam  Line  Treatment   G6 

S-4  Steam  Line  Treatment   G6 


T-4  Corrosion  Inhibitor  G7 

T-5  Corrosion  Inhibitor  G7 

Garo  Enterprises 

Pump  Flushing  Oil    PI 

Garon  Products,  Inc. 

Garratt-Callahan  Company 

Adjunct  C    G6 

Adjunct  LC   G6 

Adjunct  T G6.G1 

BZ  8200-L  ..  ..    CI 

Formu 

Formu 

Formu 

Formu 

Formu 

Formu 
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a  #43    G6 

a#43A  G6 

a  #455    G6 

a  #48  FAL  G6 

a  A   G6 

a  Number  644   G2.G5 

a  Organic  SS  Cat G6 

a  101    G6 

a  10ICF  G6 

a  1151    G6 

a  1152    G6 

a  1154    G5.G6 

a  1156    G6 

a  12-L G7 

a  150    G6 

151    G6 

a  153    G2.G5.G6 

a  156K  G6 

a  16    G6,G5,G3 

a  17    G7 

a  202    G6 

a202KC G6 

a  21    G2 

a21CC  G6.G1 

a22-L G7 

a222-L G5 

a  242    A3 

a  245    A3.G7 

a  246    G7 

a  247    Al 

a  250    PI 

a  251    G6 

a  270    G6 

a  271    G5 

a  290    G6 

a  291    G5.G6 

a30-A    G7 


a  303 
a  32 
a  35 
a  435 
a  44 
a  445 
a  475 
a  48 
a  485 
a  49 


G6 
G7 
G7 
G6 
G6 
G6 
G6 
G6 
G6 
G7 


ila  55    A1.G7 

ila  58-A    G5 

ila  60    G7 

la  60-B    PI 

ila  610    Gl 

ila  65    G6 

la  65-B    PI 

ila  80    G6 

la  80L   G6 

ila  82    G6 

Ia93-L G6 

la  94    G6 

ila  95-L G6 

G.  C.  Formula  156    G6 

G.  C.  Formula  271    G6 

G.C.  Formula  #47  G6 

G.C.  Formula  50  G6 

Garratt-Callahan  Formula  314-T    ..    G5.G7 


1153  G6 

1160  G6 

226-L  G5.G7 

Gast,  P.B.  &  Sons  Company 

Break  Down  Al 

Circle  Cleaner   A4 

Clear  Lite  Glass  Cleaner CI 

Drainflo   LI 

E-Z-Wipe  CI 

Hand-i-Work  Smooth  Hand  Cleaner    ....  E4 

Kleen-All  C2 

Kleen-Cut  Creme  Cleanser  A6 

Laundry  Detergent  Bl 

Liquid  Dishwash  Al 

Mean  Green  Concentrate    A4 

MRC2000  Al 

Pink  Lotion  Hand  Cleaner    El 

Porcelain-Grout-Tile-Bowl  Cleaner   ....  C2 

Qual  Rinse  D2 

Sof-Tutch  Liquid  Dishwash    Al 

Sparkle  Glass  Cleaner  CI 

Spec  C2 

Stainless  Steel   A7 

Tile  Klenz  Cleaner  Concentrate  C2 

True  Blue  Al 

Wipe  Out  CI 

Gateway  Chemical  Co.,  Inc. 
See  Gateway  Chemical  Co. 

Gateway  Chemical  Company 

Gatecide  C  Al 

Gatecide  Cleaner  Disinfectant    A4 

Hispeed   Al 

Zoome   C2 

Gateway  Chemicals  Inc. 

Big  Brute  Hand  Cleaner  El 

Brite  Clean  Detergent  Al 

Chain  &  Cable H2 

Gate-Ox  A3 

Hercules  A4 

Houndog  Concrete  Cleaner  and  De- 
greaser      CI 

Insect  Spray  Fl 

Jet  Clean    A4.A8 

Lemon  Drop  Disinfectant  A4.C1 

Lo-Foam    A4 

Mirror-Shine  Glass  &  Mirror  Cleaner      CI 

Nu-Flash  Foam  Action  Cleaner   CI 

Pine-Odor  Cleaner CI 

Power  A4.A8 

Removes    A4.A8 

Stainless  Steel  and  Metal  Polish    A7 

Strip-It   C1.A8 

Super-Kleen  A4 

700  Degreaser  A4 

Gateway  ProClean,  Inc. 

P-C-D  CI 

Pro  201  Disinfectant   D2 

Pro-Quat  103  D2 

Sanitizing  Hand  Soap  E2 

Soft/San  Commercial  Fabric  Sftnr/Sntzr  B2 

Gateway  Supply,  Ltd. 

Penetrating  Oil  H2 

Gator  Chemical  Co. 

Anti-Slip  Premium  Floor  Cleaner    CI 

Conveyor  Lubricant H2 

Econoclean  Readu  To  Use  CI 

Grease  Cutter  153  Al 

Heavy  Duty  Clean  Up Al 
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Lift-It  A4 

Sparkle  Cleaner  &  Polish  CI 

Gator  Sales,  Inc. 

Gaior  Flash  #135  Al 

Gator  Foam  Cleaner   Al 

Gatorflash  Concentrate   Al 

Gaylord  Industries,  Inc. 

Energy  Plus  L2 

Formula  G-510   Al 

Gecor,  Inc. 

Gecor  103    LI 

Gecor  200   Al 

Gecor  2001  Al 

Gecor  201    A8 

Gecor  2011  Al 

Gecor  2061  CI 

Gecor  2101  F2 

Gecor  211  Safety  Solvent  K2 

Gecor  212   L2 

Gecor  214  Insecticide  Fl 

Gecor  2141  Aquacide    Fl 

Gecor  216  Pine  Disinfectant CI 

Gecor  2161 CI 

Gecor  220  Neutral  Cleaner  A4 

Gecor  2201  A4 

Gecor  2221  A2 

Gecor  223    LI 

Gecor  244  Scone  Remover  A3 

Gecor  247  Defoamer  Al 

Gecor-550   H2 

104  Disease  Protection  System-Phase  II  CI 

110  Resistant  Roach  &  Crawling  Insect  F2 

410  Frozen  Parts  Release  System H2 

Geen  Industries  Inc. 

Boiler  Water  Treatment  1101   G6 

Boiler  Water  Treatment  1102  G6 

Boiler  Water  Treatment  1103  G6 

Boiler  Water  Treatment  1 104  G6 

Boiler  Water  Treatment  1107  G7 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1201   G6 

Boiler  Water  Treatment  1202  G6 

BWT-1102A    G6 

BWT-1127  G6 

BWT-1131  G6 

BWT-1135  G6 

Chain  Lubricant  6109  H2 

Closed  System  Treatment  4102    G6 

Cooling  Water  Treatment  2101    G7 

CST-4104    G7 

CST-4107    G6 

Domestic  Water  Treatment  4103   G2 

Freezer  Floor  Cleaner  6108    A5 

General  Cleaner  6106  CI 

1105  Boiler  Water  Treatment  G6 

1 108  Boiler  Water  Treatment  G6 

1110  Boiler  Water  Treatment  G6 

1121  Boiler  Water  Treatment  G6 

2120  Cooling  Water  Treatment    G7 

4108  Closed  System  Treatment   G7 

Gehrke  Technology  Group 

AL-315 G6 

IL-240   G6 

SL-105  G6 

Gelstar  Inc. 

Gelstar  2000  FG    H2 

Spray-Lube    H2 

Synthetic  Lube H2 


Gem  Chem 

"P"  Eliminator  CI 

Bull-It    Al 

Right-Away  CI 

Gem  Chemical  Company,  Inc. 

Coconut  Oil  Liquid  Hand  Soap   El 

Gem  Chemical  Specialties 

Rough  &  Tumble    E4 

Gem  Group 

SPB-999 A4 

Gem  Marketing 

Quick-Cut    Al 

Gemini  Chemicals,  Incorporated 

Blue  Suds    Al 

Bo  Pan  Al 

Glide  Bars   H2 

Star  Kleen  Plus  393    A3 

Star  Shine  211  Al 

Star  Suds   Al 

Star  Terg   A4 

217  Jet  Off A4 

218  Strip  Off  A2 

317  Luster  Plus  Al 

320  De  Lux  Al 

323  Super  Chlor   Al 

324  All  Klor    Al 

326  Blast  Off A2 

328  Star  AC Al 

329  Star  HD    A2 

332  Star  Chlor  Al 

380  Supreme  Performance   Al 

381  D-Terg    Al 

394  Star  Kleen A3 

397  Cid   A3 

519  Chem  Terg  Al 

537  Raise  CI 

Gemini  Environmental  Inc. 

BioGrease.USDA    L2 

Gemini  Supply  Corporation 

All  Clean  Concentrated  A4 

Gemini  Safe  Guard  Detergent  Sanitizer  D2 

Mint  Disinfectant CI 

Pine  Odor  Disinfectant  No.  5  CI 

Rapid  Heavy  Duty  Cleaner  &  Degreaser  Al 

Gemtek  Products 

SC- 1000  Cleaner  Al 

SC-2000  Cleaner  Al 

SC-4000  Cleaner  Al 

Genchem,  Inc. 

ABC  Degreaser  A4 

Multiclean    A4 

Gene  Labs,  Inc. 

Paint  and  Varnish  Remover   C3 

General  Bionomics  Corp. 

AquaBond    G2 


General  Chemical  And  Supply 

Attack  Steam  Cleaner  Al 

General  Chemical  Corporation 

Alum    Gl 

Bnner's  Grade  Calcium  Chloride  CI 

Decharacterized  Cat  Sodium  Sulfite 

"A" G6 

Decharacterized  Cat.  Sodium  Sulfite 

"B"    G7 

Decharacterized  Sodium  Sulfite  G6 

Hake  Calcium  Chloride  77%  CI 

Liquid  Alum    ....  Gl 

Snowfine   Al 

Snowflake  Crystals   Al 

Soda  Ash  Dense    A1.G1 

Soda  Ash  Light  A1.G1 

Super  Rake  Anhydrous  Calcium  Chlo- 
ride      CI 

General  Distrubution  Co.  Inc. 

Glass  Shine    CI 

General  Electric  Company 

AF72    Q5 

AF75    Q5 

AF9010    Q5 

AF9020  Silicone  Antifoam  Emulsion  Q5 

SF18-350  HI 

SF96-350  HI 

General  Enterprises,  Inc. 

AWH-I0    H2 

AWH-30    H2 

AWH-40    H2 

AWH-60    H2 

EG    HI 

FGA-159   HI 

FGA-43    HI 

FGA-48   HI 

FGA-54   HI 

FGA-62   HI 

FGHT-2  HI 

FMO-70  HI 

Ge-i-Lube  WH-2  H2 

GP    H2 

HS    H2 

KA  HI 

1032  H2 

80-90   H2 

90-140   H2 

General  Environmental  Science 
Corp. 

LLMO  Liquid  Live  Micro-Organisms  ..  L2 

General  Grinding  Service,  Inc. 

Food  Equipment  Lubricant  HI 

General  Industrial  Supply  Co. 

GI-4  Liquid  Compound  Stm  &  Prs  Clnr  Al 

General  Maintenance  Chemical  Inc. 

Conquest   Al 

Envirokleen   Al 

GMC-1  Al 

GMC-600  Al 

Orange  Kleen  CI 

Super  Steam  Kleen   Al 

Truck  Wash  Al 
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General  Maintenance  Products 

Ammoniated  Kreme  Kleanser A6 

Assassin  F2 

Auto-Glide  HI 

Clean  All  CI 

Deep  Strip  A4 

Degreaseall    Kl 

Dehydrolube    H2 

Enhance  A4 

Enviro  Kleen   CI 

Foam  Away  Surface  Renovator  CI 

Gall  Stop   H2 

Gear  &  Chain  Penetrating  Lubricant   ..    H2 
Germaclean  Germicidal  Spray  &  Wipe 

Clnr CI 

Glass  Shine   CI 

Glide    H2 

Grease-Solv  CI 

Gum  Lift   CI 

GMP  Punch  CI 

Hand  &  Body  Shield    E4 

Hydrosolve  Cleaner  A4 

Industrial  Utility  Cleaner    CI 

Lan-O-Clean    E4 

Liquid  Organic  Digester  LI 

Mega-Power  Oven  &  Grill  Cleaner  ....    A8 

Metalex  Stainless  Steel  Cleaner  A7 

Multi  Spray   Fl 

Multi-Purpose  Insect  Killer Fl 

Non-Porous  Surface  Cleaner C2 

Odor-Out  T.D.  Bayberry  CI 

Odor-Out  T.D.  Lilac  CI 

Odor-Out  T.D.  Lime  CI 

Painless  Stainless    A7 

Penetrating  Lubricant    H2 

Power  Up  Belt  Dressing  PI 

Residual  Anti  Crawl   F2 

Residual  Anti-Crawl  Insect  Killer   F2 

Restore  CI 

Sani-Air  T.D  Lime  Fragrance   CI 

Sani-Air  T.D  Mint  Fragrance    CI 

Slay  Residual  F2 

Spot  Remover   Kl 

Super  Stripper-Degreaser    A4 

Sure  Lube    H2 

Surface  Disinfectant  Deodorant   CI 

Vandalism  Mark  Remover   CI 

Voltex  Contact  &  Circuit  Board  Clnr.      K2 

Wasp  &  Hornet  Killer F2 

25,000  Safety  Solvent  K2 

General  Paint  &  Chemical  Co. 

All  Purpose  Cleaner  CC- II    CI 

General  Pest  Control  Co.,  The 

Mystic  Food  Plant  Spray    Fl 

General  Specialties,  Inc. 

Orange-All  CI 

General  Supply  Inc. 

GSI  100  Al 

GSI  105  Al 

GSI  110  Al 

GSI  125  Al 

GSI  250  Acid  Cleaner  And  Scale  Re- 
mover      A3 

GSI  400  Chlorinated  Dishwashing 

Cmpd Al 

GSI  4000  Live  Micro-Organisms  CI 

GSI  455  Al 

GSI  5000  Chain  &  Conveyor  Lubricant  H2 

GSI  635  Commerical  Fabric  Sftnr/Sntzr  B2 

GSI  700  Bl 

GSI  705  Bl 


GSI  705  Laundry  Detergent  Bl 

GSI  706  Bl 

GSI  710  Bl 

GSI  715  Bl 

GSI  720  Bl 

GSI  725  All  Fabric-All  Color  Laund. 

Blch  Bl 

GSI  800  CI 

GSI  800  Pine  Cleaner  Disinfectant    ....  CI 

GSI  810  CI 

GSI  820  Disinfectant D2 

GSI  821    D2 

GSI  825  Disinfectant CI 

GSI  900  Heavy  Duty  High  Alkaline 

Dtrgnt   Al 

GSI  9004  Chelated  Caustic  Cleaner  ....  A2 
GSI  9006  Heavy  Duty  Wax  &  Grease 

Remover   Al 

GSI  9010  Foam  Additive  and  Detergent  Al 

GSI  9012  Foam  Additive  and  Detergent  Al 

GSI  9400  Chlorinated  Alkaline  Cleaner  Al 
GSI  9402  Chlorinated  Foaming  Alkln 

Clnr  Al 

GSI  9404  Self  Foaming  Alkaline 

Cleaner   Al 

GSI  9406  Hi-Alkaline  Liquid  Cleaner  Al 
GSI  9408  All  Purpose  Cleaner  &  De- 
greaser  Al 

GSI  9410  Multi-Purpose  Dtrgnt  &  Dgrsr  Al 
GSI  9412  Hi-Alkaline  All  Purpose 

Dtrgnt   Al 

GSI  9455  Hi-Sudsing  Manual  Cleaner  Al 
GSI  9470  Hi-Alkaline  Powder  Deter- 
gent    Al 

GSI  9480  Chlorinated  General  Purp 

Clnr  Al 

GSI  9481  Chlorinated  Multi  Purp. 

Dtrgnt   Al 

GSI  9490  Chlorinated  Hi-Alkaline 

Cleaner   Al 

GSI  9491  Non-Foaming  Hi-Alkaline 

Cleaner   Al 

GSI  9499  Solid  Egg  Detergent  Ql 

GSI  9500  Non  Foaming  Acid  Cleaner  A3 

GSI  9502  Self  Foaming  Acid  Detergent  A3 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Generation  3 

Industrial  Dry  Absorbent    CI 

Geneva  Products 

"Amazing"  Lotion  Hand  Cleaner  & 

Condtnr  El 

Amazing Al 

Genlabs 

Advanage  Colorless Al 

Advanage  II  Al 

Advanage  II  Colorless Al 

All  Purpose  Cleaner    A4 

Anti-Static  All  Purpose  Cleaner  CI 

Auto-Scrub  Low  Suds  Cleaner  A4 

APC  CI 

Blue  Degreaser   CI 

Blue  Magic    C2 

Bowl  Brite  C2 

Bowl  Cleaner C2 

Break   Al 

Break  Away  Al 

Carbonex   PI 

Caustic  Concrete  Cleaner  A4 

Caustic  Drain  Opener  LI 

Citrus  Alkaline  Degreaser  CI 

Citrus  Degreaser   CI 

Citrus  Power   CI 

Citrus  Solvent  Degreaser    CI 

Citrusolve    CI 
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Cleaner/Degreaser  30    A8 

Crawling  Insect  Killer  Residual   F2 

Creme  Cleanser  CI 

Double  Duty  Degreaser A4 

Freezer  Cleaner  A5 

Gen-Zyme   CI 

Grill  Brite    A8 

Grill  Shine  A8 

Heavy  Duty  Non-Butyl  Degreaser  Al 

Heavy-Duty  Degreaser   A4 

Hi  Power  Low  Suds    CI 

Ice/Tech  A3 

Incredible  Blue    Al 

Institutional  All  Purpose  Cleaner  CI 

Kitchen  Brite  A4 

Lemon  Clean  CI 

Len-Phene    CI 

Lime  Away   A3 

Liquid  Lotion  Waterless  Handsoap    E4 

Mildew  Stain  Remover  CI 

Miracle  All  Purpose  Cleaner    A4.C1 

Myra-Cyn CI 

MB-745  CL  H2 

Neutral  Cleaner  A4 

Non  Butyl  Emulsifying 

Degreaser/Cleaner A I 

Non-Acid  PTC CI 

Orange  Degreaser   A4 

Oven  Cleaner A8 

P.V.C  Cleaner CI 

Paint  &  Fabric  Wall  Cleaner   A4 

Pine  Odor  Cleaner  #10  CI 

Pine  Odor  Cleaner  #70  CI 

Pine  Odor  Disinfectant   CI 

Pine  Odor  10  CI 

Pine  30 CI 

Pink  Lotion  Handsoap El 

Porcelain,  Tile  &  Chrome  Cleaner  C2 

Power  Foam A8.C1 

Power  Mite    A4 

Protects  All    CI 

PUY  Al 

Quat.  Cleaner A4 

Ready  To  Use  Glass  Cleaner  CI 

Sanitizing  Hand  Soap   E2 

Scale  Remover C2 

Shower  Power  C2 

Spray  N  Polish    CI 

Stainless  Steel  Cleaner   A7 

Strike  Bac  Antibacterial  Sanitzng 

HndWsh    E2 

Strike  Bac  Aqueous  Roach,  Ant&Flea 

Spray  F2 

Strike  Bac  Detergent/Disinfectant  .5  oz    CI 

Strike  Bac  Disinfectant  Dl 

Strike  Bac  Gen  Purp  Aqueous  Insecti- 
cide     Fl 

Strike  Bac  Industrial  Spray  Fl 

Strike  Bac  Lemon  Odor  Disinfectant  ..  CI 
Strike  Bac  Lemon  Odor  Disinfectant  2.5  CI 
Strike  Bac  Spearmint  Odor  Disinfectant  CI 

Strike  Bac  Step  One  Disinfectant  DI 

Strike  Bac  20%  Acid  Bowl  Cleaner  ....    CI 

Strike-Bac    C2 

Sulphuric  Drain  Opener    LI 

Super  Hand  &  Body  Shampoo  El 

Super  Heavy  Duty  Degreaser  Al 

Super  Porcelain,  Tile  &  Chrome  Cleaner  C2 

Synthetic  Handsoap  15%    El 

T.S.P CI 

Thick  Oven  Cleaner    A8 

Tub  Scrub   C2 

Waterless  Hand  Soap  (Cream)  E4 

Waterless  Hand  Soap  with  Pumice    E4 

01  Degreaser  Al 

10%  Quat  Rinse    D2 

23%  Emulsion  Bowl  Cleaner  C2 

23%  Thick  Acid  Bowl  Cleaner    C2 

31%  Bowl  Cleaner   C2 

9.5%  Thick  Bowl  Cleaner    C2 


Gent-L-Kleen  Products,  Inc. 

AJ\.intace    E4 

Citrus  Hand  Cleaner  E4 

Citrus  Lotion  Hand  Cleaner  E4 

Gent-L-Kleen  Hand  Cleaner  El 

Grime  Grabber E4 

Medi-Kleen    El 

Power  Wipes  Hand  Cleaner  Towels    CI.E4 

Premium  Blue  Liquid  Hand  Soap    El 

Pumicized  Advantage   E4 

Pumieized  Citrus  Hand  Cleaner  E4 

Pumicized  Citrus  Lotion  Hand  Cleaner     E4 

Pumicized  Gent-L-Kleen  E4 

Pumicized  Gnme  Grabber    E4 

Gentle  Ben  Cleaning  Systems,  Inc. 

GB  111  A4.A8 

Gentle  Choice,  Inc. 

All  Purpose  Cleaner  Concentrated  CI 

Mild  Gentle  Cleaner  Concentrated  CI 

Gentry  Products 

Troy  Concentrated  Multi-Purpose 
Cleaner   Al 

Genuine  Parts  Company 

NAPA  Premium  Oil  Absorbent    Jl 

Geo.  A.  Hormel  &  Company 

Formula  H-200  Special  Alkali  Cleaner    A2 
Formula  H-400  Chlorinated  Gen  Purp 
CI  Al 

Geo.  Pfau's  Sons  Co.  Inc. 

EWS  Lard  Oil  H3 

George  A.  Jeffreys  &  Co.,  Inc. 

BPS  Blend  L2 

BPS  Concentrate  L2 

GTE-X  CI 

HE  1 100  L  (Natural) Al 

Liquid  Grease  Trap  Formula    L2 

NS  10-20  L2 

NS  20 L2 

NS20L  L2 

NS  20-20  L2 

NS  50-20  L2 

Saniflo  CI 

SC  1500  L  L2 

VC440L L2 

George  Mann  &  Co.,  Inc. 

Wilclor-2  D2 

George  S.  Coyne  Chemical 
Company,  Inc. 

Sodium  Hypochlorite  Solution  D2 

George  T.  Johnson  Co.,  The 

Johnson  Fortified  Pine  Odor  Disinfec- 


Cl 


Georgia  Chemical  Equipment  Co., 
Inc. 

Sani-Foam   Al 


Georgia  Correctional  Industries 

All  Purpose  Cleaner  Concentrated  CI 

Ammoniated  Cleaner  &  Degreaser CI 

Concrete  Cleaner  Granular  A4 

Hand  Dishwashing  Powder  Al 

Heavy  Duty  Grease  Solvent  A4 

Industrial  Strength  Cleaner  (Liquid)  ....  CI 
Machine  Dishwashing  Compound  Chlo- 
rinated    Al 

Georgia  Florida  Cleaning  Systems 

Absolute  Magic  Al 

Georgia-Pacific  Corporation 

Cormatic  Aire  Ultima  Aire  Cherry-Al- 
mond      CI 

Cormatic  Aire  Ultima  Aire  Citrus- 
Lemon  CI 

Cormatic  Aire  Ultima  Aire  Fresh-Floral  CI 
Cormatic  Aire  Ultima  Aire  Orange- 
Spice  CI 

Cormatic  Aire  Ultima  Aire  Powder- 
Fresh  CI 

Cormatic  Aire  Ultima  Aire  Winter-Mint  CI 
Cormatic  Food  Processing  Hand  Wash  E2 
Cormatic/Ultima  Antiseptic  Hand  Soap    El 

Handi-Scrubb  E4 

Pink  Pearl  Lotion  Hand  Soap  E4 

S8401  Head  &  Body  Shampoo    E4 

S8601  Frosti-Lemon  General  Purp.  Soap  E4 

Georgia-Tennessee  Mining  & 
Chemical  Co. 

Inst-A-Sorb  Super  Jl 

Instant-Dri   Jl 

Whiz-Zorb  Jl 

Ger  Chem  Industries 

Extra  Strength  Hvy  Dty  Water  Soluble 
CI  Al 

Geritrex  Home  and  Hospital  Supply 
Corp. 

Geri  Dyne    D2 

Germiphene  Corporation 

Gobble  Plus  CI 

Gerrish  Bearing  &  Industrial 
Supplieslnc 

Silicone  Spray  HI 

Gerrus  Maintenance,  Inc. 

Gerrus#1320  A4 

Gerson  Corporation 

EkcellOl    G6 

Ekcell04    G6 

Ekcell08    G6 

EkceI109    G5.G6 

EkcelllO   G6 

Ekcel203    G6 

Ekcel207    G6 

Ekcel208    G6 

Ekcel320    G6 

Ekcel321    G6 


Gessco  Chemical  Division/ 
Gulf  Engineering  Co.,  Inc. 

Gessco  Zeoclean   PI 

Gessco  1023    G6 

Gessco  1033    G6 

Gessco  1043    G6 

Gessco  1053    G6 

Gessco  107    G6 

Gessco  108    G6 

Gessco  109    G6 

Gessco  1105    G6 

Gessco  1123    G6 

Gessco  117    G6 

Gessco  1403    G6 

Gessco  153    G6 

Gessco  1613    G6 

Gessco  1623    G6 

Gessco  1705    G6 

Gessco  1713    G6 

Gessco  1803    G6 

Gessco  1903    G6 

Gessco  2003    G6 

Gessco  202    G6 

Gessco  208    G7 

Gessco  208-B    G7 

Gessco  209    G7 

Gessco  210    G7 

Gessco  2103    G6 

Gessco  2203    G6 

Gessco  225    G6 

Gessco  250    G7 

Gessco  551    G6 

Gessco  6133  Super  Squeaky  Clean   ....  Al 

Giant  Cleaning  Systems,  Inc. 

Citru  Big  Orange  CI 

Citru  Konkrete  Kleener  AFM  A4 

Citru  Mean  Kleen   A4.A8 

Citru  Safe  Kleen  A4.A8 

Citru  Tuff  Job  CI 

Vat  3300  WC    Al 

Giant  Services,  Inc. 

Giant  Mirror  Stainless  Steel  Clnr  &  Pol  CI 
Giant  Streak  Proof  Mirror  &  Glass  Clnr  CI 
Giant  TackIe-32  Germicidal  Foaming 

Clnr  C2 

Giant  Vandal-X  Mark  Remover  CI 

Gibson  Products  Co. 

Gib-Foam  Al 

Gibson-Homans  Company 


Gil  Manufacturing 

Spray  Cloud Fl 

Gilbert,  G.  T.  Company,  Inc. 

Space  Spray  Insecticide    FI 

Gilby  Soap  and  Chemical  Co.,  Inc. 

Steam  Soap  LS-96 Al 

Viro-Tec  LS-600  Al 

Gilliam  and  Associates 

JW  Concentrate  Al 

Gillis  Chemicals,  Inc. 

G-Brite  Lemon  Scented  Stnlss  Steel 
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Clnr 
G222 


A7 
Al 


Gilmer  Industries,  Inc. 


A  Super  Chlor Dl 

Acid  Cleaner  A3 

Acid  Cleaner  Sanitizer  D2 

Acid  Rinse A3 

Alka-Terge    Bl 

All  Purpose  Concentrate  CI 

Alum-X   Al 

Benefit  Al 

Bigger  Dog  Al 

Bio-Solv    CI 

Blitz  Al 

Boil  Away  A2 

Boost  Bl 

Bowl  Cleaner    C2 

BriteWash    Bl 

Brite  Wash  2  Bl 

BV-20A  A3 

C.S.  Lube    A1.H2 

Can-Tort   Al 

Caustic  CIP  A2 

Caustic  Plus    A2 

Cherry  Mask  Wild  Cherry  Deodo- 

nt    CI 

Chlor  Foam  Al 

Chlor  G.P Al 

Chlor  Hi-Suds  Al 

Chlor  Kleen  Al 

Chlor  Machine  Wash   Al 

Chlor  Suds    Al 

Chlor  Suds  Heavy  Duty  Al 

Chlor  12.5  II  D2.G4 

Chlor-W Al 

Chlorinated  COP Al 

Chlorinated  Liquid  Egg  Wash   Ql 

Clean  Al 

Clean  Aid    Bl 

Concrete  Cleaner A4 

Contact    Al 

Conveyor  Lubricant    A1.H2 

Cosmo-Terge  CI 

Deep  Clean   A2 

Deep  Clean  A2 

Defoam  FG  A1.Q5 

Defoam  FGE  A1.Q5 

Derm-O-San  Hand  Soap  E2 

Dermal  Kare   El 

Dri-Brite    Al 

Dyna-San  D2 

E-ZRide   ALH2 

E-2  Sanitizing  Hand  Soap    E2 

Egg  Wash   Ql 

Extra  Bigger  Dog   A2 

F.G.  Lube   HI 

F.P.  Liquid  Cleaner    Al 

Foam-A-Cide  A3 

Foam-Ade   Al 

Foam-Ade  2    Al 

Food  Grade  White  Grease    HI 

Freeze  Kleen  A5 

G.P.  Liquid  Al 

Grease  Trap  Maintainer   CI 

Grease-Odor  Control  CI 

Grime-Away   A2 

H.D.  Steam  Powder   A2 

Handy-All   A1.E1 

Handy-San  E2 

Heavy  Duty  Cleaner  A2 

Heavy  Duty  Clnr,  Dgrsr  &  Wax 

Al 

Heavy  Duty  CIP  Cleaner  Al 

Hifoam  Acid  A3 

HD  Cleaner  A2 

HDL Bl 

Insect  Spray Fl 

Iodine  Hand  Soap  E2 

Jel    Al 

L.DO.C LI 


Gil  L.S.  Boil-Out    A2 

Gil  Lemon  Deodorant  CI 

Gil  Lift  Bl 

Gil  Liquid  Brite  Wash    Bl 

Gil  Liquid  CIP    Al 

Gil  Liquid  Power Al 

Gil  Liquid  Spray  Al 

Gil  Liquid  Spray  2    Al 

Gil  Lubricant  Penetrant  H2 

Gil  Lubrikleen  SN  A1.H2 

Gil  Luster A3 

Gil  L25    Al 

Gil  Metal-Brite    A3 

Gil  Mikro-San  D2 

Gil  Neutron  C  B2 

Gil  Non-Butyl  Degreaser    Al 

Gil  Organic  Energizer  CI 

Gil  Organo-Chlor    Dl 

Gil  Oven  Cleaner    A8 

Gil  Oxy-B    Bl 

Gil  PR.  Acid  A3 

Gil  Peel-Away  Al 

Gil  Perform   A3 

Gil  Pest-X  Insecticide  Fl 

Gil  Pink  Bowl  Cleaner  C2 

Gil  Powdered  CIP  Al 

Gil  Powdered  CIP  And  Spray 

Cleaner   Al.QI 

Gil  Press  Kleen  Al 

Gil  Prolong    Al 

Gil  PR  Acid  2  A3 

Gil  Quatrocide  D2.E3 

Gil  Quick  Clean    A4 

Gil  Rapid  Dry   G5 

Gil  Safety  Solvent  Motor  Dgrsr&Equip 

Cln  K2 


Strp 


Sani-Dip    E3 

Sani-Oil  HI 

Sanicide  D2 

Secure   A3 

Shackle  Klean  and  Lube AI.H2 

Silicone  Spray  All  Purp  Dry  Lubrcnt  HI 

Smokehouse  PF    A2 

Soft  'N'  Fresh    B2 

Soft  Suds  Al 

Speedy  Cleaner  Concentrate Al 

Speedy  Cleaner  2   Al 

Speedy  II  Al 

Spray  Cleaner  Al 

Spray  Foam  Chlorinated  Al 

Spray  Off A4 

Strip-Away    Al 

Sud-Z-Wash    Al 

Super  CIP   A2 

Super  Deo  CI 

Super  Slide   AI.H2 

Super  Space  Spray  2 Fl 

Tray  Wash  LF Ql 

Ultra  CIP  A2 

Ultra  Foam  Cleaner    Al 

Wildcat    Al 

100+  Drain  Pipe  Opener    LI 

333  LI 

•Acid  Cleaner  LF  A3 

■Activate  Al 

■Bacti  Derm  Hand  Cleaner  Lotion    ..  El 

•Chlor  San    D2 

■Chlor  12.5  D2.G4 

CW3001    AI.G6 

•D-Scale    A3 

■Ice  Melt  CI 

■Iocide  D2 

Liquid  Tray  Wash  Al 

O-Dine  LF D2 

■O-Fact  D2.E3 

Quat-Kleen    D2 

Quatsan  C   D2 

•San-C D2 

•Super  Chlor  D2.Q4 

■Tray  Wash  Al 

2000-F  G6 

•2001-F  G6 


Gil-2002-F  G6 

Gil-2003-F  G6 

Gil-2050-F  G6 

Gil-2051-F  G6 

Gil-2052-F  G6 

Gil-2053-F  G6 

Gil-2060-F  G6 

Gil-2061-F  G6 

Gil-2062-F  G6 

Gil-2063-F  G6 

Gil-2070-F  G6 

Gil-2071-F  G6 

Gil-2072-F  G6 

Gil-2100-F  G6 

Gil-2110-F  G6 

Gil-2112-F  G6 

Gil-2130-F  G6 

Gil-2131-F  G6 

Gil-2132-F  G6 

Gil-2133-F  G6 

Gil-2180-F  G6 

Gil-2181-F  G6 

Gil-2182-F  G6 

Gil-2220-F  G6 

Gil-2310-F  G6 

Gil-2320-F  G6 

Gil-2330-F  G6 

Gil-2340-F  G6 

Gil-2350-F  G6 

Lubricant  Penetrant  H2 

Oven  Cleaner  A8 

Safety  Solvent  K2 

Ginn  Chemical  Company 

Big  "G"    Al 

Chain  &  Cable H2 

De  Aqua  Lube  H2 

Hi-P  Contact  Cleaner    K2 

Red  Spray  Grease   H2 

Slick  HI 

Girard  Chemical  Co 

GCC  5122  Potable  Water  Treatment  ..  G3 

Glanct  &  Associates 

Glanet  Concentrate  440 A4 

Glanet  Multi-Use  Cleaner  A4 

Glasby  Maintenance  Supply 
Company 

"Satin  Glo"  Stnlss  Steel  CI  &  Polsh 

Cone    A7 

VMR    CI 

Glasco  Industries,  Inc. 

Chemtronic    Al 

FZ-3  Al 

Grill-0  A8 

Tough  Touch  El 

Glastec  Products  Co. 

No-Waste  Heavy  Duty  Cleaner-Dgrsr. 

Cone CI 

Glazer  Chemical  Corporation 

C-25  Ice  &  Snow  Melter   CI 

C-26  Laundry  Soap  Powder  Bl 

C-3  All  Purpose  Cleaner  Al 

C-39  Interior  Exterior  Cleaner   Al 

G-13  Glazer  Sparkle  CI 

G-15  Glazer  Disinfectant  Soap  Pine    .  CI 

G-21  Glazer  Pow  Granules  A4 

G-3  Glazer  All-Purpose  Cleaner A4 

G-3  Glazer  Chem-All  200    A4 
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G-30  Giazer  Grime  Clean  Al 

G-32  Giazer  Hydro  Clean  LI 

G-38  Giazer  Odor  Mask  CI 

G-4  Giazer  Grease  Gone  Kl 

G-40  Skale  Remover A3 

G-41  Giazer  Tar  Gel  Kl 

Go  Giazer  SS K2 

G-6  Giazer  Degreaser  A4.A8 

G-67  Giazer  Sewer-Pel  LI 

G-92  Giazer  Zyme  3  Kl 

Glass  Cleaner CI 

Grease  Gun   H2 

Nuts  Off H2 

Quat-Clean  A4 

Soft  Touch  E4 

Gleem  Industries.  Inc. 

Jolt  \4,A8 

Gleitmolybdan  Schmierstoffe 
GmbH 

gleitmo  580-1    HI 

gleitmo  580-2    HI 

Glidden  Company,  The 


Glissen  Chemical  Co.,  Inc. 

Nu-Foam   D2 

Glo  Chem  Corp. 

"Glo-Crete"    A4 

A8 

Pino  Aroma  CI 

Titan  CI 

Glo-Marr  Products,  Inc. 

Parvo-Lan  128  Al 

Global  Biotechnologies,  Inc. 

Enviroclean  2000 Al 

Microsan  MP  E2 

Global  Distributors  Inc. 

Global  Distributors  Boiler  Descaler  ...  A3 

Global  Distributors  Boiler  Rush  Out  ....  PI 

Global  Distributors  Corrosion  Inhibitor  G7 

Global  Diversified  Products 

DiversiClean  8000  Al 

Globe  Chemical  Company,  Inc. 

"Globe  Wash-Up"                               ....  E2 

Reverend  Dan's  Acid  Cleaner"   A3 

A-161  Sof  T  Suds  Al 

A-230  Chlomate   Al 

A-231  Brillant  Al 

A-235  Accent    Al 

Accent   Al 

Alto  Pine  CI 

B.W.T.  100   G6 

B  W.T.  300   G7 

Barrier  Creme   E4 

C.  F  R A3 

CD.  Lubricant  H2 

Chain  Lube    H2 

Combat    CI 

Cream-O-Septic  El 

Creme-O-Stat A6.C2 

Digestizyme  CI 

Dyne  Germicide  Concentrate  D2 


Economy  Electro  Kleen  Solvent K2 

Five  Day  Clean  Sweep  CI 

Formula  #200  Sanitizer  Disinfectant   ..  D2 

Formula  A-R  Al 

Formula  146L   Al 

Formula  344-Hi-Foam Al 

Formula  915  Caustic  Soap  A2 

Freezer  Locker  Cleaner  A5 

FZ-3  Al 

G-12  A4 

Germ  Purge  Dl 

Globan  CI 

Globe  Eggcondition Ql 

Globe  Eggcondition  No.  2    Ql 

Globe  MVP  Freezer  Locker  Cleaner  ..  A5 

Globe-San  Formula  21    Dl 

Globe-Sol  C2 

GL  Concentrate  A4 

GM  Concentrate    A4 

GM  Concentrate-Odorless  Al 

Hospital  Disinfectant  Deodorant C2 

Johnny  Brite    C2 

Kleans-It  Concentrate   A4 

Kleen-O  Brite    Al 

KleerView    CI 

Lab-Kleen    CI 

M- 157  Yellow  Cat    CI 

Malathion  Fly  Bait  with  DDVP  F2 

New  Day   CI 

Odor  Control  100    CI 

Olemay CI 

Orange  Blossom   CI 

Power-Pac  Detergent A4 

Pyrenone  Insecticide  Fl 

Red  Hot  Sewer  Solvent LI 

Sani-Foam  Al 

Skat    D2 

Sparkle  CI 

Starbrite  A7 

Super  500  Thermal  Fog  Spray  Fl 

Thermal  Fog  Roach  Spray   Fl 

Tiger  Spray    L2 

Triple  T  Al 

Waterless  Hand  Cleaner  E4 

Wilzey  Special Al 

Wonder    CI 

Globe  Sanitary  Products  Co. 

Essence    CI 

Formula  550    Al 

Formula  550  H.D Al 

Grease-Away  Kl 

Globe  Services 

Chemi-Jel  CI 

Floor  Syn  A4 

Qat  1000   D2 

123  Spray  Cleaner A4 

15%  Liquid  Hand  Soap El 

20%  Liquid  Hand  Soap                       ....  El 
40%  Concentrate  Liq.  Hand  Soap    El 

Gloss  Galore,  Inc. 

Fast  Break   Al 

Fastbreakll   A1.B1 

Kwik  Kill  D2 

Roundy's  Meatroom  Cleaner    AI.B1 

Glossmaster  Car  Care  Products 

Pro-View   CI 

Gloucester  Co.,  Inc. 

Gojo  Industries,  Inc. 

Antimicrobial  Lotion  Soap  El 
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Cleansing  Sanitizer  E2 

Dermalite  Scrubbing  Soap    E4 

Dermapro  Body  &  Hair  Shampoo   E4 

Dermapro  Food  Ind.  Santzng  Lotion 

Soap    E2 

Dermapro  Hand  Sanitizer  Food  Proc. 

Form E2 

Dermapro  Lime  Multi-Duty  Hand 

Cleaner   E4 

Dermatech  E-3  FS  Formula  Hand  Sani- 
tizer    E3 

Dermatech  Lime  Multi-Duty  Hand 

Cleanser    E4 

Dermatech  SF  Heavy  Duty  Hand 

Cleaner   E4 

Dermatech  SF  HD  w/Crushables  Hand 

Clnr F.4 

DermaPro  Enriched  Lotion  Soap   E4 

DermaPro  Lotion  Skin  Cleanser  E4 

DermaPro  Moisturizing  Hand  Cream       E4 

DermaPro  Spa  Bath  E4 

DermaPro  Ultra  Mild  Antimicrobl  Ltn 

Soap    E4 

DermaTech  Advnc  Form  Lot  w/Crush 

Skn  Cln  E4 

DermaTech  Body  Bath  &  Hair  Shampoo  E4 
DermaTech  E-l  Antiseptic  Lot.  Hand 

Soap El 

DermaTech  Spa  Bath  Bdy  Bath&Hair 

Shampoo  E4 

E-2  Sanitizing  Soap E2 

E2  Food  Industry  Sanitizing  Soap   E2 

Freeze  Dried  Scubbing  Soap 

w/Crushables E4 

Go-Jo  w/Fine  Italian  Pumicel  Hand  Clnr  E4 
Go-Jo  Heavy  Duty  Hand  Soap  E4 

Go-Jo  Hnd  CI  w/Deep  Scrub  Fine  Italn 

Pum  E4 

Go-Jo  HD  w/Crushables  Hand  Cleaner     E4 

Go-Jo  HD  Hand  Cleaner E4 

Go-Jo  Lotion  Soap  Food  Ind.  Santzng 

For E2 

Go-Jo  Original  Formula  Hand  Cleaner     E4 

Go-Jo  Paint  &  Stain  Hand  Cleaner    E4 

Go-Jo  Shower  Up  Shower  Soap  and 

Shampoo  E4 

Go-Jo  Skin  Care  Formula  E4 

Go-Jo  Supro  Hand  Cleaner E4 

Go-Jo  SFC  Heavy  Duty  Hand  Cleaner     E4 
Go-Jo  SFC  Heavy  Duty  Hand  Clnr 

w/Crush E4 

Industrial  Hand  Care  Fdlnd  Inst  Hd 

Sntzr   E2 

IHC  Food  Industry  Sanitizing  Soap  E2 

IHC  Performance  Lotion  Soap  El 

IHC  Shower  Up  Shower  Soap  and 

Shampoo  E4 

Lemon  Go-Jo  with  Pumice  Hand 

Cleaner   E4 

Lemon  Go-Jo  Hand  Cleaner  El 

Lemon  Go-Jo  Hand  Cleaner  Lotion 

Type  E4 

Lemon  Go-Jo  W/Pumice  Hand  Clnr  Ltn 

Type    E4 

Liquid  Protective  Skin  Coat  E4 

Lotion  Cream  Soap  El 

Medicated  Skin  Lotion   E4 

Multi  Green  Hand  Cleanser   E4 

Orange  Gojo  With  Pumice  Ltn  Hand 

Cleaner   E4 

Orange  Hand  Cleaner   E4 

Orange  Hand  Clnr  w/Fine  Italian  Pumice  E4 

Plus  Hand  Cleaner El 

Power  Gold  Hand  Cleaner  E4 

Power  Gold  Hand  Cleaner  with  Crusha- 

bles  E4 
Pumice  Plus  Hand  Cleaner  E4 
Purel  Antibacterial  Lotion  Soap  E4 
Purel  Hand  Sanitizer  Food  Proc.  For- 
mula                                            ...  E4 

Purel  Low  Alcohol  Hand  Saniuzer-Pink  E4 
Purell  Instant  Hand  Sanitizer 


Rich  Pink  Antibacterial  Lotion  Soap  ....  E4 

Shower  Spa   El 

Solvent  Resistant  Barrier  Lotion    E4 

Water  Resistant  Barrier  Lotion  E4 

1800  Series  All  Purpose  Hand  Soap  ....  E4 
1800  Series  E-2  San  One  Step  Skin 

Clnsr  E2 

1800  Series  Ltn  Soap  Thick  Pink  Anti- 

sep  El 

Gold  Coast  Chemical  Products/ 
A  Division  of  Dora  Industries 

All  Purpose  Heavy  Duty  Neut  Liq  Det 

Cone   CI 

Anti-Crawl  Residual  Insecticide  F2 

Anti-Seize  Lubricant  H2 

Apple  Delite    CI 

Baby  Blue  Hand  Soap E4 

Big  Red  Multi  Purpose  Grease  H2 

Biological  Odor  Destroyer   CI 

Coco  Hand  Soap  El 

Concentrated  Water  Soluble  Odor 

Cntract CI 

Concrete  Cleaner  CI 

De  Limer  C2 

Descaler  A3 

DeSmoke  Al 

Dri  Mol  Lubricant  H2 

Fast  Strip  C3 

Rash  Safe    K2 

Floor  Scrub   CI 

Floor  Soap  CI 

Formula  89    A4 

Grease  Strip  A4 

Grease  Strip  2   AI 

Ice  Machine  Cleaner  A3 

Iron  Guard  A3 

Laundry  Detergent Bl 

LiftOff    PI 

Liquid  Magic  Clean    E4 

M.P.C.  Lemon  CI 

M.P.C  Pine  CI 

Magic  Clean    E4 

Mr.  Grime   A4 

Orange  Aide    CI 

Orange  Bloom  CI 

Orange  Degreaser  Gel  CI 

Orange  Magic  Clean  with  Pumice  E4 

Orange  Supreme   CI 

Oven  Nu  Oven  Cleaner A8 

Piranha  CI 

Premier  99  Al 

T.F.E.  Lube  Dry  Lubricant  H2 

Tackle  Liquid  Laundry  Detergent    Bl 

Vandalex  Mark  Remover   Kl 

Wax  Buster   CI 

Wizard  One-Shot  Drain  Opnr  w/Odor 
Blnkt  LI 

Gold  Kist,  Incorporated 

B-401  Boiler  Treatment    G6 

B-402  Boiler  Treatment    G6 

B-403  Boiler  Treatment   G6 

B-500  Boiler  Treatment   G6 

Concrete  Cleaner  Al 

CIP  Cleaner  Al 

General  Purpose  Cleaner Al 

Gold  Kist  B-102  Boiler  Treatment G6 

Gold  Kist  B-104  Boiler  Treatment G6 

Gold  Kist  B-105  Boiler  Treatment  G6 

Gold  Kist  B-106  Chelated  Boiler  Treat.  G6 

Gold  Kist  B-200   G6 

Gold  Kist  B-300   G6 

Gold  Kist  B-301    G6 

Gold  Kist  B-303  Chelated  Boiler  Treat.  G6 

Gold  Kist  B-310  Chelated  Boiler  Treat.  G6 

Gold  Kist  Defoamer   G6 

Gold  Kist  NTA   G6 

Gold  Kist  Quat-Sanitizer D2 


Hi-Foam  Al 

Liqui-Foam    Al 

Liquid  Caustic  Concentrate A2 

Liquid  Detergent  Al 

Liquid  Tray  Wash  Al 

Powdered  Caustic  Cleaner  I  A  A2 

Powdered  Caustic  Cleaner  II  A   A2 

TT  Cleaner Al 

Gold  Medal  Products  Co. 

Old  Soak   Al 

Gold  Par  Corp. 

All-Purpose  Cleaner  Blue  A4 

Aluminum  &  Stnls  Steel  Clnr  & 

Brightner  A3 

Block  Buster  Clnr  Stripper  &  Dgrsr 

Blue  CI 

Compactor  and  Kitchen  Aqueous  Spray  Fl 
Concrete  Remover  &  Masonry  Cleaner   A3 

Deodorant  Granules CI 

Dishwashing  Liquid  (Hand)   Al 

Drain-Flo  LI 

Flo-Go  308    CI 

Germicidal  Cleaner  CI 

Heavy  Duty  Cleaner  CI 

Heavy  Duty  Dgrsr  Tar  &  Asphalt  Rmo- 

ver  Kl 

Heavy  Duty  Emulsifiable  Degreaser   ..    Kl 

Liquid  Air  Freshner CI 

Liquid  Hand  Soap  El 

Pine  Oil  Disinfectant  CI 

Powdered  Heavy  Duty  All  Purpose 

Cleaner   Al 

Quaternary  Cleaner  &  Disinfectant    ....    DI 

Refuse  Cleaner    CI 

Safety  Solvent  Kl 

Sewer-Treatment  LI 

Silicone  Lubricant  H2 

Steam  Cleaner  Pressure  Wash  Clear   ..    Al 

Synthetic  Cleaner    A4 

Xtra  Heavy  Duty  All  Purpose  Cleaner 

Pink  A4 

Golden  Bell  Products  Inc. 

Bell  Super  Digest  205  L2 

Golden  Circle  Chemicals,  Inc. 

FZ-3  Al 

Mighty  Mike  Concentrate  Al 

Golden  Eagle  Industries,  Inc. 

Perfect  10 CI 

Golden  Gem  Growers,  Inc. 

Dirt  Squad  E4 

Dirt  Squad  Waterless  Hand  Cleaner  Lo- 
tion     E4 

Golden  Pride/Rawleigh,  Inc. 

Nature's  Answer    CI 

Golden  Products 

Glass  Brite  CI 

Golden  Products,  Inc. 

Oil-Out Al 

Golden  Shield  Laboratories,  Inc. 

Floor/Wall  Detergent A4 

Lemon/Lime  Detergent  Al 


Golden  Technologies  Company, 

Inc./ 

BioChem  Systems  Division 

BioT  CI 

Bio  T  Max  CI 

Good  Life  Products 

Heavy  Duty  Concentrate  A4 

Goode  Chemical  Co.,  Inc. 

Pink  Magic    Al 

Goodyear  Labs,  Inc. 

Ail-Purpose  Cleaner  (Butyl)  A4 

Aluminum  Brightner  Concentrate  A3 

Arctic  Clean A5 

Asphalt  and  Tar  Remover Kl 

Clean  It-All  Purpose  Cleaner  Al 

Concrete  Floor  Cleaner  CI 

Emulsifiable  Degreaser  Kl 

Enzymes  for  Sewage  Systems    L2 

Foam  Kleen  Al 

Heavy  Duty  Alk.  Clnr  &  Safe  Dgrsr. 

Cone CI 

Heavy  Duty  Miracle  Kleen  A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Ice  &  Snow  Melt CI 

Miracle  Kleen   Al 

Miracle  Kleen  with  Deodorizer    CI 

Miracle  Kleen  Plus   A4 

Odor  Control  Granules   CI 

Packing  House  Cleaner  Al 

Purge  Sewer- Treatment  LI 

Safety  Solvent  Kl 

Synthetic  Cleaner    A4 

Gordon  Food  Service 

Acid  D-Lime  A3 

Break  Bl 

Break   Bl 

Built  Detergent    Bl 

Calibre  Al 

Combo  Bl 

Deep  Fry  Cleaner    A2 

Destainer   Bl 

Drain  Clean  LI 

Floor  Clean   A4 

Freezer  Cleaner  A5 

GFS  All  Purpose  Citrus  Spray  and  Wipe  CI 
GFS  All  Surface  Glass  &  Plastic 

Cleaner  Al 

GFS  Bac  Attack    CI 

GFS  Bac  Attack  Plus    CI 

GFS  Clean  Power  E4 

GFS  Heavy  Duty  Grease  Release  ....  A4.C1 

GFS  High  Acid  Toilet  Bowl  Cleaner  ..  C2 

GFS  High  Dilution  Quaternary  Dsnfcnt  CI 

GFS  Jewel  II  Detergent    Al 

GFS  Low  Acid  Bowl  &  Porcelain 

Cleaner   C2 

GFS  Mild  Scrub  Creme  Cleanser  A6 

GFS  Mint  Fragrance  Fresh  Disinfectant  CI 

GFS  Neutral  Floor  Cleaner CI 

GFS  Quaternary  Neutral  Disinfectant  Dl 
GFS  Thickened  Non  Acid  Bwl  &  Bthrm 

Clnr  C2 

GFS  Tuberculocidal  Phenolic  Disinfec- 
tant      CI 

Hand  Maid  E4 

Laundry  Pre-Spotter    Bl 

Legend  A4.A8 

Liquid  Laundry  EM-1   Bl 

Liquid  Silver  PreSoak  Al 

Oxygen  Bleach    Bl 

Pot  n  Pan  Green  Suds  Al 
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Pol  n  Pan  Pink  Suds  Al 

Powder  Destainer    Al 

Powder  Pan  Cleaner   Al 

Power  Grease  Release  A4 

Power  OvenClean  A8 

Power/2   Al 

Quat-San    D2 

Soft    B2 

Softener  Bl 

Sour  -N  Soft B2 

Stainless  Steel  Cleaner  CI 

Suds  Bl 

Super-D  Al 

Taskmaster  A2 

16%  Chlorine  Bleach    Bl 

Gorm  Inc. 

Aqua  Neu  Neutral  Cleaner  A4 

Break  Away  Cleaner-Degreaser  A8 

Clear  Blue  Glass  Cleaner  CI 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  N.B.D Al 

Pine  Fresh  10  Pine  Odor  Cleaner CI 

Power  Bowl  Cleaner  C2 

Power  Kleen  Bowl  Cleaner    C2 

Sparkle  Porcelain  Tile  Cleaner  C2 

Wonder  Bright  A4.C1 

Gotham  Technologies,  Inc. 

Formular  CST  G7 

Formular  LP    G7 

Formular  P67L    G6 

Formular  P67L-C    G6 

Formular  P67P    G6 

Formular  P67P-C    G6 

Formular  P67P-1   G6 

Formular  170  L  G6 

Formular  175  G6 

Gothamine   G6 

Gothamine  A  G6 

Molytreet  G7 

Molytreet  CST G7 

Oxy-Solve  P-l  G6 

Oxysolve  L-3  G6 

Polycor  BWT-CF1    G6 

Polycor  BWT-S1  G6 

Polytreet  300  G7 

Polytreet  300-1    G7 

Polytreet  400-N  G7 

Polytreet  400-1    G7 

Scale  Solve  FE-P A3 

Scale-Solve  L    A3 

Sludge  Gon   G6 

Sludge  Gon-C   G6 

Tower  Cleaner  A  G7 

Tower  Cleaner  B  G7 

Grace  Dearborn  Limited 

Daraclean  125   Al 

Daraclean  779  A3 

Grace  Dearborn/ 

W.R.  Grace  &  Co.  -  Conn. 

Alkafilm G7 

Alkatrol  2025 G5.G6 

Alkatrol  2027 G6 

Aqua- Sen  B-212 G6 

Aqua-Serv  B-214 G7 

Aqua-Serv  B-217 G6 

Aqua-Serv  B-222 G6 

Aqua-Serv  B-224 G6 

Aqua-Serv  B-226 G6 

Aqua-Serv  B-227 G6 

Aqua-Serv  B-265  G7 

Aqua-Serv  B-267 G6 

Aqua-Serv  B-269 G6 

Aqua-Serv  B-270 G6 


Aqua-Serv  B-3206 G6 

Aqua-Serv  B-3290 G6 

Aqua-Serv  BC-45   G7 

Aqua-Serv  BC-88   PI 

Aqua-Serv  C-312 G3 

Aqua-Serv  C-319 G2.G6 

Aqua-Serv  C-360 G7 

Aqua-Serv  C-361  G7 

Aqua-Serv  C-370  Cool.  Water  Trtmnt     G7 

Aqua-Serv  C-373 G7 

Aqua-Serv  C-376 G7 

Aqua-Serv  RD-96  Special  A3 

Aquafloc  2413  LI 

Aquafloc  405  LI 

Aquafloc  406  LI 

Aquafloc  407  LI 

Aquafloc  408  Gl 

Aquafloc  412  LI 

Aquafloc  414  LI 

Aquafloc  450C    LI 

Aquafloc  452C    LI 

Aquafloc  454C    LI 

Aquafloc  456C    LI 

Aquafloc  460  LI 

Aquafloc  477  LI 

Baseline  653    G6 

Baseline  654   G6 

Baseline  655    G6 

Baseline  665    G6 

BaseLine  660 G6 

Captrol749   G5.G7 

Dearborn  Aqua-Serv  A-l  11    G7 

Dearborn  Aqua-Serv  B-102    G5.G6 

Dearborn  Aqua-Serv  B-225    G6 

Dearborn  Aqua-Serv  B-266    G5.G6 

Dearborn  Aqua-Serv  B-271    G6 

Dearborn  Aqua-Serv  B-273    G6 

Dearborn  Aqua-Serv  B-282    G6 

Dearborn  Aqua-Serv  C-353    G5 

Dearborn  Aqua-Serv  C-377    G5.G7 

Dearborn  Aqua-Serv  C-378    G5.G7 

Dearborn  Aqua-Serv  C-381    G5.G7 

Dearborn  Aqua-Serv  C-386    G5.G7 

Dearborn  BW-1495  G6 

Dearborn  BW-1945  G6 

Dearborn  BW-1946  G6 

Dearborn  13  G6 

Dearborn  152  G6 

Dearborn  154  G6 

Dearborn  155  G6 

Dearborn  157  G6 

Dearborn  17 G6 

Dearborn  19  Al 

Dearborn  200 G3 

Dearborn  206  G6 

Dearborn  218  G6 

Dearborn  221  G6 

Dearborn  232 G6 

Dearborn  244  G2.G6 

Dearborn  258  G6 

Dearborn  278 G6 

Dearborn  502  G6 

Dearborn  519  G7 

Dearborn  521  G7.G5 

Dearborn  527  G5.G7 

Dearborn  545  G5.G7 

Dearborn  604  G6 

Dearborn  63  G6 

Dearborn  64  G5.G6 

Dearborn  688  G6 

Dearborn  692 G6 

Dearborn  693  G6 

Dearborn  694 G6 

Dearborn  726 G5.G7 

Dearborn  728  G7 

Dearborn  73  G5.G6 

Dearborn  740  G5 

Dearborn  741  G7 

Dearborn  81  G6.G2 

Dearborn  840  Gl 

Dearborn  841  G6.G2 

Dearborn  842  G2,G5,G7 


Dearborn  846  Gl 

Dearborn  851  G2 

Dearborn  853  G5.G2.G6 

Dearborn  863  Cooling  Water 

Treatment    G5.G7.L1 

Dearborn  865  G5.G7.L1 

Dearborn  870  G5.G7 

Dearborn  872  G7 

Dearborn  874  G5.G7 

Dearborn  876  G7 

Dearborn  878  G7 

Dearborn  904 G7 

Dearborn  945  G5.G7 

Dearborn  995  G7 

Dearcide  702   G7 

Dearcide  709  .    G7 

Dearcide  716  G7 

Dearcide  717   G7 

Dearcide  722  G7 

Dearcide  723   G7.P1 

Dearcide  733  G5.G7 

Dearcide  735  G5.G7 

Dearfloc  4485    LI 

Dearkem  2511   Gl 

Dearmeen  2029  G6 

Dearmeen  2031   G6 

Dearsol  105   Al 

Dearsol  133   CI 

Dearsol  186  A3 

Dearsol  45   G7 

Dearsol  54  A2 

Dearsol  92  K2 

Dearsol  94  Al 

Deartek  2405  LI 

Deartek2410  LI 

Deartek  2417  LI 

Deartek  2425  LI 

Deartek  2460  LI 

Deartek  2512  LI 

Deartreat  1050  PI 

Deartreat  1052  PI 

Deartreat  1055  G7 

Deartreat  1061   PI 

Deartreat  1072  PI 

Deartreat  1074  A3 

Deartreat  1076  PI 

Deartreat  1079  A3 

Deartreat  1091  PI 

Deartrol  4852 G6 

Deartrol  4861  G6 

Deartrol  4862  G6 

Deartrol  4866 G6 

Ecogard  2033 G5.G6 

Ecomeen  2035  G5.G6 

Ecomeen  2037  G6 

Ecomeen  2039  G6 

Ecomeen  2041  G6 

Endcor4515    Gl 

Endcor  4574    G6 

Endcor4613    G7 

Endcor  4623    G5 

Endcor  4660    G7 

Endcor  4708    G7 

Endcormeen  4909   G6 

Endcormeen  4925   ....    G6 

Endcormeen  4931    G6 

Exfoam440  LI 

Exfoam  442  G7 

Exfoam443  G7 

Ferroquest    G7 

Ferrosol  Neutralizer  335  G6 

Ferrosol  331  G7 

Ferrosol  332 G7 

Ferrosol  345 Al 

Klar-Aid  2400  LI 

Klar-Aid2403  LI 

Microbiotreat  6270   G7 

Neutrox  51  G5.G7 

Neutrox  53  G5.G7 

Neutrox  58  G5.G7 

Neutrox  59 G5.G7 

Poly-Tec  2475  G7 
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Polymate  158  G6 

Polymate  159  G6 

Polymate  160  G6 

Polymate  661  G6 

Polymate  908  G7 

Polymate  910  G7 

Polymate  926 G7 

Polymate  928  G7 

Polymate  980  G5.G7 

Polymate  981  G5.G7 

Polymate  982  G5.G7 

Polymate  983  G5.G7 

Polymate  985  G5.G7 

Polymate  986  G5.G7 

Polymate  987  G5.G7 

Polymate  988  G5.G7 

Polyphos  67  G2.G6 

Polyquest  682    G6 

Polyquest  683    G6 

Polyquest  684    G6 

PolyElpH  4694    G7 

PolyElpH955    G5.G7 

PolyElpH  956    G5.G7 

PolyElpH  970    G5.G7 

PolyElpH  975    G5.G7 

PolyElpH  976    G5.G7 

Resin  Cleaner  223  PI 

RL-70 G6 

Scale-Cleen   A3 

Sludgtrol  651  G7 

Steamate  2001   G5.G7 

Steamate  2004  G5.G7 

Steamate  2005  G7 

Steamate  2007  G7 

Steamate  2009  G7 

Stensafe  CW-1735    G5 

Sterisafe  5603    G5 

Stensafe  5605    G5 

Sterisafe  5607    G5 

Sterisafe  5610   G5 

Super  Filmeen  14    G6 

Grace-Lee  Products,  Inc. 

All-Purpose  Cleaner-Degreaser Al 

Aquamatic  2B   Al 

Chain  Lube    H2 

Con-Kleen   A4 

Controlled  Suds  A4.B1 

Controlled  Suds  with  Bleach    Bl 

Cream  Cleanser  C2 

Deep  Fatfry  Cleaner   A8 

E-M  Hand  Soap C2 

Enzyme  Drain  Deodorizer  &  Maintainer  CI 

Enzyme-Matic   L2 

F-348  Acid  Cleaner A3 

F-360  Safety  Cleaner    A4.A8 

Feet    Al 

Film  Free  CI 

Formula  N.F Al 

Formula  16    Al 

G/L  Liquid  Cleanser  A4 

G/L  Syntrate    A4 

G/L  62  A2 

Glo  Suds    Al 

Grace-Lee  Blue  E4 

Green  Micro  Grit E4 

H  D  Hand  Soap  C2 

Heavy  Grease  Detergent  Al 

Heavy  Weight   Al 

Knock  Out  A4 

Lab  Formula   Al 

Lab  Formula  4 Al 

Laundex  Iron  Control   Bl 

Laundex  System  Break  Bl 

Laundex  System  Spotter  Bl 

Lid-128    Al 

Lime  Clean    A3 

Liquid  All  Purp  A4 

Liquid  All  Purp  (Low  Suds)  Al 

Lustre  Stainless  Steel  Cleaner  &  Polish  A7 
Ph  D  Surgical  Hand  Soap  El 


Pink  Velvet  Lotion  Hand  Soap El 

Plus  One    A3 

Reet  Bowl  Cleaner    C2 

Sanifor  D2 

Sanitizer  D2.E3 

Scale  Remover A3 

Super  Det  A4.A8 

Super  Mada  A4.A8 

Synetic  Suds    Al 

Tripl  Duti  A4 

Tripl-Duti  Low  Suds  A4 

Waterless  Hand  Cleaner  E4 

225-Kleener(Odorless)    A4 

611  Degreaser  A4 

Gradwohl  Chemical  Co.  Inc. 

EK-100 Al 

Grainger,  VV.  W.,  Inc. 

2W751A  Stainless  Steel  Cleaner  &  Pol- 
ish     CI 

Grant  Industries 

Citrizyme  L2 

Graphite  Products  Corporation 

LS-2624  H2 

Grasmick  Co.,  Inc. 

Grasmick  440    A4 

Graymills  Corp. 

Super  Agitene   Kl 

Grease  Catch  Corp. 

Grease  Catch  Concentrate  Al 

Great  Atlantic  &  Pacific 
Tea  Co.,  Inc.,  The 

A  &  P  Cleaner-Sanitizer  Dl 

A  &  P  Lotionized  Hand  Soap    El 

A&P  Supermarket  Floor  Cleaner  A4 

Sparkle  Cleaner-Sanitizer  D2 

Great  Lakes  Associates,  Inc. 

BPA-600   G7 

BPA-640    G7 

G-900  G6 

GAN-5070  G6 

GAN-6061   G6 

GAN-8050  G6 

GAN-8080  G6 

GAN-8081   G6 

GC-80    G6 

GCF-6886    G6 

GCL-25    G6 

GCP-962    G6 

GL-350 G7 

GLTD G6 

GML-60  G2 

GML-77  G2 

GML-84  G2 

GMP-80  G6 

GOX-200D    G6 

GP-70 G6 

GSC-600   G6 

GSC-600W    G6 

GSC-640    G6 

GSC-694    G6 

GSC-800   G6 

GSC-840   G6 


GSC-840W    G7 

GWL-0500  G6 

GWL-7000X   G6 

GWL-7008  G6 

GWL-7070  G6 

GWZ-3002  G6 

GWZ-5000  G6 

GWZ-5007  G6 

GWZ-5008  G6 

Great  Lakes  Biochemical  Co.,  Inc. 

Meta-Phos    G6.G2 

Great  Lakes  Chemical  Corporation 

Bromicide  Granules G5.G7 

Bromicide  Tablets  G5.G7 

BromiCide   G5.G7 

IWT  BCDMH  Granules   G5.G7 

1WT  BCDMH  Tablets G5.G7 

Liquibrom  3800 G5.G7 

Liquibrom  4000  G5.G7 

Liquibrom  4300  G5.G7 

Meth-O-GasQ  F4 

Meth-O-Gas  100   F4 

WTA  Sodium  Bromide  G5.G7 

Great  Lakes  Cleaning  Systems 

Super  Kleen  A4.A8 

Super  Kleen  Plus  A4 

Great  Lakes  Distributing,  Inc. 

Activate  Al 

Great  Lakes  Laboratories,  Inc. 

All  Purpose  Cleaner   Al 

All  Purpose  Prepaint  Degreaser   A I 

Clean  N  Etch    A3 

Cleaner/Degreaser  Code  #1202    Al 

Extra  Muscle  Prepaint  Cleaner  Al 

Great  Lakes  #13158    Al 

Great  Lakes  #192    Al 

Great  Lakes  #1921    Al 

Great  Lakes  #705    Al 

Great  Lakes  670   A4 

No  Rinse  Prepaint  Cleaner  Al 

Power  Scrubber  Floor  Cleaner  A4 

Great  Lakes  Specialties 

Great  Lakes  Specialties  Foam-It CI 

Great  Lakes  Treatment  Corporation 

GL-402 G6 

GL-407 G6 

GL-410 G6 

GL-413 G6 

GL-414 G6 

GL-417 G6 

GL-418 G6 

GL-419 G6 

GL-434 G6 

GL-435 G6 

GL-4402 G6 

GL-4407 G6 

GL-4410 G6 

GL-4413 G6 

GL-4414 G6 

GL-4417 G6 

GL-4418 G6 

GL-4419 G6 

GL-443 G6 

GL-4434 G6 

GL-4435 G6 

GL-4443 G6 

GL-4445 G6 
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GL-445  G6 

GL-4452 G6 

GL-4474 G6 

GL-4488 G6 

GL-4489 G6 

GL-4495  G6 

GL-4497 G6 

GL-452 G6 

GL-4553 G6 

GL-4571  G6 

GL-4573   G6 

GL-4624 G6 

GL-4625  G6 

GL-4626 G6 

GL-4641  G6 

GL-4644 G6 

GL-4662 G6 

GL-4663 G6 

GL-4664 G6 

GL-4665 G6 

GL-4666 G6 

GL-4690 G6 

GL-4697 G6 

GL-4698 G6 

GL-4699 G6 

GL-4701  G2 

GL-4732 PI 

GL-474 G6 

GL-4780 G3 

GL-488 G6 

GL-489 G6 

GL-4899 G6 

GL-495 G6 

GL-497 G6 

GL-5402 G6 

GL-5407 G6 

GL-54I3 G6 

GL-5414 G6 

GL-5418 G6 

GL-5435 G6 

GL-5443 G6 

GL-5445 G6 

GL-5452 G6 

GL-5474 G6 

GL-5488 G6 

GL-5489 G6 

GL-5495 G6 

GL-5497 G6 

GL-553 G6 

GL-5553 G6 

GL-5571  G6 

GL-5573 G6 

GL-5624 G6 

GL-5625 G6 

GL-5626 G6 

GL-564I  G6 

GL-5644 G6 

GL-5662 G6 

GL-5663 G6 

GL-5664 G6 

GL-5665 G6 

GL-5666 G6 

GL-5690 G6 

GL-5697 ..    G6 

GL-5698 G6 

GL-5699 G6 

GL-5701  G2 

GL-571  G6 

GL-573 G6 

GL-5732 PI 

GL-5780 G3 

GL-5899 G6 

GL-624 G6 

GL-625 G6 

GL-626 G6 

GL-641  G6 

GL-644 G6 

GL-662 G6 

GL-663 G6 

GL-664 G6 

GL-665 G6 

GL-666 G6 


GL-690 G6 

GL-697 G6 

GL-698 G6 

GL-699 G6 

GL-701  G2 

GL-732 P! 

GL-780 G3 

GL-899 G6 

555  G6 

Great  Northeast  Corp. 

Cedar  All  CI 

Great  Plains  Chemical  Company 

AB-808    G7 

BT-870 G6 

BW-101    G6 

BW-102  G6 

BW-104  G6 

BW-105  G6 

BW-106  G6 

BW-107  G6 

BW-108  G6 

BW-109  G6 

BW-110  G6 

BW-112  G6 

BW-113  G6 

BW-113-B  G6 

BW-114  G6 

BW-115  G6 

BW-115  G6 

BW-1I6  G6 

BW-1I6-B   G6 

BW-117  G6 

BW-118  G6 

BW-118-S   G6 

BW-119  G6 

BW-125  G6 

BW-130  G7 

BW-130  G6 

BW-131   G6 

BW-133  G6 

BW-134  G7 

BW-135  G6 

BW-136  G6 

BW-141   G6 

BW-I44  G6 

BW-200  G6 

BW-202  G6 

BW-203  G7 

BW-204  G6 

BW-205  G6 

BW-206  G6 

BW-208  G6 

BW-210  G6 

BW-218  G6 

BW-221   G6 

BW-222  G6 

BW-223  G6 

BW-224  G6 

BW-225  G6 

BW-225  G6 

BW-240  G6 

BW-245  G6 

BW-247  G6 

BW-249  G6 

BW-301    G6 

BW-303  G6 

BW-304  G6 

BW-305  G6 

BW-306  G7 

BW-308  G6 

BW-308-C  G6 

BW-310  G6 

BW-312  G7 

BW-314  G7 

BW-315  G6 

BW-320  G6 

BW-322  G6 

BW-323  G6 


BW-324  G6 

BW-328  G6 

BW-329  G6 

BW-330  G6 

BW-331    G7 

BW-332  ..    G6 

BW-332-B  ..    G7 

BW-335  G6 

BW-336  G6 

BW-340  G6 

BW-341    G6 

BW-341-N  G6 

BW-342  ..    G6 

BW-343  G6 

BW-344  G6 

BW-345  G6 

BW-348  G7 

BW-349  G6 

BW-362  G7 

BW-364  G7 

BW-365  G7 

CA-864    LI 

CS-650  G7 

CS-652  G7 

CS-662  G7 

CT-400  G6 

CT-401  G6 

CT-402  G6 

CT-403  G6 

CT-404  G6 

CT-405  G6 

CT-406  G6 

CT-407  G6 

CT-408  G6 

CT-409  G6 

CT-410 G6 

CT-411  G6 

CT-412  G6 

CT-413  G6 

CT-414  G6 

CT-415  G6 

CT-416  G6 

CT-416-A  G6 

CT-443  G6 

CT-444  G6 

CT-445  G6 

CT-446  G6 

CT-448  G6 

CT-450 G7 

CT-451  G6 

CT-461  G6 

CT-466  G6 

CW-500  G6 

CW-501   G7 

CW-501-LC  G7 

CW-501-P   G7 

CW-501-S    G7 

CW-501L  G7 

CW-502  G7 

CW-503  G7 

CW-504  G7 

CW-505  G7 

CW-506  G7 

CW-508  G7 

CW-512  G7 

CW-513  G7 

CW-514  G7 

CW-516  G7 

CW-518  G7 

CW-520  G6 

CW-523  G7 

CW-524  G7 

CW-525  G7 

CW-530  G7 

CW-532  G7 

CW-535  G7 

CW-536  G7 

CW-537  G7 

CW-538  G7 

CW-539  G7 

CW-590  G7 

FL-979  G6 
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PW-710   G4 

PW-711    G4 

PW-714   G2 

PW-715    G2 

PW-716   G2 

PW-718   G2 

PW-720   Gl 

PW-722   G3 

PW-723   G2 

PW-724   G2 

PW-750   Gl 

RR-880    PI 

SD-517  G6 

SD-520  G6 

SD-534 G6 

SD-540 G6 

SD-542 G6 

SR-842  A3 

SR-843  PI 

Great  Salt  Lake 
Minerals&Chemicals  Corp. 

GSL  Coarse  Salt  P1.P1 

GSL  Extra  Coarse  Salt  PI. PI 

GSL  Feed  Mixing  Salt   P1.P1 

GSL  Fine  Salt   PI 

GSL  Salt  Pellets    P1.P1 

Great  Scottl  Services,  Ltd. 

Glass  Cleaner CI 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   A7 

Vandalism  Remover   CI 

Great  Southwest  Paper  Co.,  Inc. 

Sun-Glow  Pink  Lotion  Antiseptic  Hnd 
Soap    El 

Great  Western  Chemical  Co. 

Alak-469    A3 

Alas-478 A3.D2 

Alka-556    A2 

Alkaline  Cleaner-553    A2 

Apex-574  Al 

Atak-554    A2 

Base-511    Al 

Belt  505  A6 

Bolt-569  Al 

Break  Out  514  CI 

Brite  Tank-513    Al 

Case-545    Al 

Causti-I-Foam  618 Al 

Chemax  228-SP  G6 

Chemax  268 G6 

Chemax  481  G7 

Chemax  483  G7 

Cipsolv-519  Al 

Clean  Line-544   Al 

Cut-414    Al 

CAL-OX  447  G5 

CFC-141     A2 

CIP-541    Al 

CIP-542   Al 

D-Foam-477 Q5 

D-Foam-657 Al 

D-Foam-677  Al 

D-Stain-421    Al 

D-Stone  597 A3 

Dash-609   Al 

Draw-476  D2 

Dusk-557  A1.E1 

Easy-516    Al 

Evac-571    A3 

Famic-568   A3 

Final  Rinse  709  D2 

Flash-550  A2 

Floor  Brite  142    CI 


Floor  Sheen  143    A4 

Foam  Clean-546    Al 

Foam  Jack-559    Al 

Foam-A-Chlor  577    Al 

Foam-846  Al 

Foam-849 Al 

Fold-522    A2 

Fomcid-563   A3 

FAC-517    Al 

G.W.  Sani-Clean  D2,G4,Q4 

Halt-510  Al 

Hand  Dip  603    E3 

Jack-570 Al 

Jet-592  Al 

Key-547  A1.E4 

Kick  551    A2 

Latch-515  A1.E1 

Lino-576    Al 

Liquid  Caustic  Soda  50%  A2.G5.L1 

Lubrex-886    H2 

LCA-616   Al 

LCA-616-LWH  Al 

LCA-617   Al 

LCA-619   Al 

LCA-621    Al 

LCC-582  F    A2 

LCC-582-A   A2 

LCC-582-B    A2 

LCC-582-E    A2 

LCC-582C  A2 

LCC-582D  A2 

LCH-583A  Al 

LCH-583B  Al 

LCH-583C  Al 

LCH-583D  Al 

LCH-583E  Al 

LCH-583F  Al 

LMR-660  A3 

Mild-499   El 

Nulube-885    H2 

Ovaclean  589  A1.Q1 

Ovaclean  590 A2.Q1 

Ovaclean-589Ll    Ql 

Ovaclean-589L2    Q5 

Oxyclean  Neutralizer-734  Al 

Oxyclean-733 A2 

P-Lube882    H2 

P-Lube882CVX    H2 

P-Lube-882    H2 

Part-560  A3 

Phos-Clean-575  A3 

Phostex-561   A3 

Procid-573  A3 

Product  151   G6 

Product  158  G6 

Product  161    G6 

Product  162  G6 

Product  166   G6 

Product  167   G6 

Product  168   G6 

Product  169  G6 

Product  174  G6 

Product  177   G6 

Product  193  G6 

Product  194  G6 

Product  198  A2 

Product  229  G6 

Product  241    G6 

Product  242  G6 

Product  243  G6 

Product  270  G6 

Product  278  G6 

Product  285  G6 

Product  380  G3 

Product  490  G5 

PBW-548  A2 

PD-951  Al 

Quat-479    D2 

Rise-580  Al 

Run-888  H2 

Saf-T-Green  Al 

Sani  Brite-457  D2 


Sani-Dyne  470  D2.G5 

Sanibac  386  D2 

Sanifoam-633  Al 

Sanisolv  754    K1.K2.K3 

Slick-887  H2 

Smoke-Out-536  A8 

Snap-564   A3 

Solo-578    Al 

Span-562   A3 

Sparkle-600   A2 

Splash-518  Al 

Stay-498  Al 

Sting-552  A2 

Super  Cleaner-543  A2 

SSB-567  A3.PI 

Tart  Clean  Plus   A2 

Tart-Clean-760 A2 

Tuf-Smoke  537   A8 

Tuflube  889  H2 

Wasco  Brite  Tank  Al 

Wasco  Cleanline   Al 

Wasco  Darimac  Al 

Wasco  Dishwashing  Detergent  Cone  A I 

Wasco  Dry  Bleach    Bl 

Wasco  Dry  Bleach  16%   Bl 

Wasco  Hvy   Dty.  Detergent 

Cleaner(D-491)  Al 

Wasco  Key    Ai 

Wasco  Laundry  Detergent    Bl 

Wasco  LMR  Lime  and  Scale  Remover  A3 

Wasco  Rinse  Aid G5 

Wasco  Sanital  11    D2 

Wasco  Sparkle  A2 

Wasco  Super  Cleaner   A2 

Wasco  Wasaclor   D2.G4 

WISP-535    Al 

Zaquat    Dl 

164  G6 

165  G7 

172  G6 

187  G7 

227  G7 

228  G6 

234  G6 

250  G6 

263  G7 

273  G6 

279  G6 

447  G2.G5 

489  G7 

Green  &  Green  Corporation 

LC-5000  A4.A8 

Green  Country  Laboratories 

Country  Clean  Degreasing  Detergent  CI 

Country  Clean  Orchid  Deodorant  CI 

Green  Label  Products,  Inc. 

Green  &  Fresh  Multi-Purp  Deodrzr 

Cncntrt    CI 

Green  &  Fresh  Multi-Purp  Deodrzr  R- 

T-U   CI 

2000  Technical  Deodorizer  Concentrate  CI 

2000  Technical  Deodorizer  Ready  To 

Use    CI 

Greenland  Corporation 

Greenplus  ES  Gear  Oil  H2 

Greenplus  ES  Grease    H2 

Greenplus  Hydraulic  Fluid  ES   H2 

Greenway  Chemical  Co. 

Super  Foam  On  Al 

Super  Green  All  Purpose  Cleaner    CI 

Super  Quat  Disinfect  D2 
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Super  Red  1  AI 

Super  Red  2  Al 

Greenwood  Chemical  Co.,  Inc. 

Greenwood-  100-C  CI 

Improve   Al 

Klor-Klene  Al 

Liquid  Mildsuds    Al 

Saniryze  72   Dl 

Shine-C    Al 

Sudsy-C  Bl 

Grenada  Paper  &  Janitorial  Supply 

Cutter  Heavy  Duty  Cleaner-De- 
greaser A4.A8 

Greyhound  Chemical 

Strike  Al 

Griffin  Bros.,  Incorporated 

All  Purpose  Cleaner  Degreaser Al 

Auto-Magic   Al 

Blu  Blazes  C2 

Bowl-San  Emulsion    C2 

Brand-Y  CI 

Cleaner  Disinfectant   CI 

Clear  Mop   CI 

Diamond  Liquid  Soap  El 

Disinfectant  Cleaner   A4 

Fresh-Ette CI 

Glass  Cleaner CI 

Glass  NThings  Plus   CI 

Griff-N-Off   Al 

Griffin  I  O  San  Sanitizer    D2 

Griffin's  Fasfoam  Al 

GB  300    A4 

GSS  One  Swipe  Stainless  Steel  Cln 

Polish    A7 

Heavy  Duty  Ammon.  Glass  Cleaner   ..    CI 

Heavy  Duty  Griffin-Suds   CI 

Heavy  Duty  Pot  N  Pan  Al 

Hypine-8    CI 

IO-Klenz    D2.E3 

Jolt  A4 

Liqua-Suds  Al 

Lobacten  Sanitizer D2.Q3 

Low  Foam  Floor  Scrub A4 

Non-Scents CI 

Opal  40  Liquid  Soap  El 

Red-Hot  Stripper  CI 

Sani-Hands  E2 

Spring    E4 

The  Klinger  CI 

Var  Brite  Cleaner    CI 

Griffith  Company,  Inc.,  The 

Griffith  Klensolv-W.S- 1  Al 

Griffith  Regal  Super  Concentrate  Al 

Hy-Det  Liquid  Al 

Hydro  Flow  Al 

Hydrosteam  (Green  Label)  Al 

Hydrosteam  (Red  Label)  Al 

Hydrosteam  A.P.  Powdered  Compnd  Al 

Hydrosteam  No.  50  Al 

Power  Wash  Liquid  Concentrate   Al 

Powerwash  P  Al 

Gripper  Products 

G2000  Cleaner  Degreaser  A4.A8 

Grizzly  Corporation 

Industrial  Cleaner  GA  2100   Al 


Groves  Consultants 

CWT-442  G7 

SBT-601P    G6 

Grow  Consumer  Products 

Calpro  Concentrated  Sntzr  Dsnfctnt 

Deod   D2 

Grow  Group,  Inc. 

Dab Bl 

Dish  Clean  Chlor.  Mach.  Dish  Wash 

Cmpd Al 

Du-Rite    Bl 

Gusto  Oven  &  Grill  Cleaner A8 

H.D.  50  Extra  Heavy  Duty  Liq  Laun. 

Det Bl 

Industrial  Bleach  Bl 

LC-114  Laundry  Detergent  A4.B1 

LC-141  Chlorinated  Machine  Dish  Wsh 

Cmpd AI 

LC-142  Non-Phos  Cntrld  Suds  Laundry 

Det Bl 

LC-145  Dry  Chlorine  Laundry  Bleach  Bl 

LC-53  Heavy  Duty  Laundry  Detergent  Bl 

MP.  Concentrate  A4 

Pink-Luster  Pink  Lotion  Detergent Al 

Punch  Chlorinated  Ware- Washing  De- 
tergent    Al 

Rid  Detergent    A4.B1 

Rite  Chlor  Dry  Chlorine  Bleach  Bl 

Rite  Kleen   Al 

Rite-Hand  Powdered  Hand  Cleaner 

w/Borax C2 

Rite-Soft  Extra  Cone  Fabric  Softener  B2 

Rose  Magic  Hand  Dishwashing  Beads  Al 

Special  "A"    Bl 

Super  Rite-Off  Concrete  Cleaner  A4 

Super  Safe  All  Fabric  Bleach  Bl 

Super-Chlor  D2.G4 

Tru-Rite  Bleach  D1.B1 

Wnght  20%  Dry  Bleach  Bl 

Guaranteed  Water  Treatment 

Boiler  Compound  #100 G6 

Guard  Products,  Inc. 

#203  Acid  Cleaner    A3 

#207  R.O.  Lubricant  H2 

#210  Chain  Lubricant  H2 

#21 1  Chain  Lubricant  H2 

#212  Synthetic  Chain  Lubricant  H2 

#213  H.D.  Cleaner    A3 

#215  General  Purpose  Cleaner  Al 

#218  Chlorinated  Cleaner  Al 

#219  Chlorinated  Foamer  Al 

#226  XDM  CI 

#231  Multi-Cleaner  CI 

#234  Chlor  Clean    Al 

#235  Chlor  Clean  LF Al 

#236  Chlor  Clean  Foamer Al 

#250  BW  C.I.P.  Cleaner  Al 

#255  H.D.  Low  Foam  Cleaner  Al 

#404  Extra  Chlorinated  Cleaner  A2 

#405  Chlorinated  Cleaner  Al 

#405  H  F  Chlorinated  Cleaner  Al 

#406-Y  CIP/Bottle  Compound  Al 

#412  Cleaner                     A2 

#416  H  D  Jet  Cleaner A2 

#422  Jet  Cleaner  L.F Al 

#425  Heavy  Duty  Steam  Compound   ..  A2 

#428  Hot  Tank  Compound  A2 

#430  Alkalinity  Booster   Al 

#68  General  Cleaner  Al 

Guard  #209  H-l  Chain  Lubricant HI 

Guard  #217  Soap Al 


Guard  #4 1 8  General  Purpose  Cleaner  A 1 

Guardfoam  #233   Al 

Guardian  Chemical  Company 

Concentrated  Liquid  Toilet  Soap   El 

Conta   A2 

EKTA  A2 

Guardex  A4 

H.D.  Cleaner  Al 

Liquid  Toilet  Soap    El 

Nuthin'  A4 

Release  HI 

Skin-It-Kleen  A8 

Squirt  CI 

Guardian  Chemical  Specialties 
Corp. 

Foam  Off  Al 

Grease-B-Gone    A4 

Guardian  1150  A3 

Guardian  5003  G6 

Guardian  5101  G6 

Guardian  5221  G6 

Guardian  5311  G7 

Guardian  5313  G7 

Guardian  5342  G6 

Guardian  5375  G6 

Guardian  5401  G6 

Guardian  5402  G6 

Guardian  5511  G7 

Guardian  5621   G6 

Guardian  5623  G6 

Guardian  5702  G6 

Guardian  5708  G6 

Guardian  5709  G6 

Guardian  5810  PI 

Guardian  5820  PI 

Guardian  6104  G7 

Guardian  6202  G5.G7 

Guardian  6203  G7 

Guardian  6204  G7 

Guardian  6205  G7 

Guardian  6301   G7 

Guardian  6311  G7 

Guardian  6312  G7 

Guardian  6410  G6 

Guardian  Laboratories 

Bounce  Back  Floor  Cleaner  &  Opt 

Brtnr CI 

Simply  Clean  Concentrated  Cleaner  ....  CI 

Guardian-IPCO,  Inc. 

Formula  DL- 1543   G7 

Formula  DL- 1546  G5.G7 

G-I  #  360  Closed  System  Treatment  ..  G7 
G-I  #310  Closed  System  Treatment  ....  G7 
Guardian-lpco  #1 16  Cooling  Wtr  Treat- 
ment      G7 

Guardian-lpco  #130  Cooling  Water 

Treat G7 

Guardian-lpco  #1370  Boiler  Treatment  G6 
Guardian-lpco  #181  Cooling  Water 

Treat G7 

Guardian-lpco  #214  Dispersant    G6 

Guardian-lpco  #235  Antifoulam  G7 

Guardian-lpco  #262  Dispersant    G6 

Guardian-lpco  #410  Drain  Cleaner    LI 

Guardian-lpco  #420  Drain  Cleaner    LI 

Guardian-lpco  #499  Rust  Remover     ...  G7 
Guardian-lpco  #621  Oxygen  Scavenger  G6 
Guardian-lpco  #730  Steamline  Treat- 
ment      G6 

Guardian-lpco  #743  Steamline  Treat- 
ment      G6 

Guardian-lpco  #746  Steamline  Treat- 
ment      G7 
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Guardian-Ipco  #87  Algaecide  G7 

Guardian-Ipco  #910  Threshold  Treat- 
ment        G2 

Guardian-Ipco  #915  Threshold  Treat- 
ment        G2 

Guardian-Ipco  #920  Threshold  Treat- 
ment        G6 

Guardian-IPCO  #500  Boiler  Water 
Trtmnt G6 

Guardian-IPCO  #510  Boiler  Water 
Trtmnt G6 

Guardian-IPCO  #520  Boiler  Water 
Trtmnt G6 

Guardian-IPCO  #530  Boiler  Water 
Trtmnt G6 

Guardian-IPCO  #561  Boiler  Water 
Trtmnt G6 

Guardian-IPCO  #623  Oxygen  Scaven- 
ger      G6 

Vulcan  #88    G7 

Guest  Paper  Company 

GP  Cleaner  Degreaser  Al 

GP  Fabric  Softener  B2 

GP  Glass  Cleaner    CI 

GP  Lemon  Disinfectant C2 

GP  Liquid  Laundry  Bl 

GP  Machine  Detergent   Al 

GP  Non  Phosphate  Laundry  Detergent     Al 
GP  Phosphate  Laundry  Compound    ....    Bl 

GP  Pine  Odor  Disinfectant  CI 

GP  Pink  Lotion   El 

GP  RTU  Hand  Soap  El 

Pink  Lotion    Al 

Gulf  Coast  Chemical 

Enviro-Safe  LD-10   Al 

Gulf  Coast  Paper  Co.,  Inc. 

Bleach    BI.D2 

Gulf  Maintenance  Systems,  Inc. 

Gulf  Clean  Al 

Gulf  Oil  A  Div.  of  Cumberland 
Farms  Inc. 

Gulf  Synthetic  Food  Grade  100  HI 

Gulf  Synthetic  Food  Grade  32  HI 

Gulf  Synthetic  Food  Grade  46  HI 

Gulf  Synthetic  Food  Grade  68  HI 

Gulf  Oil  Corporation 

Gulf  Automatic  Transmission  Fl.  Type 

F    H2 

Gulf  Automatic  Transmission  Fl  Dexron 

II   H2 

Gulf  E.P.  Lubricant  HD  100 H2 

Gulf  E.P.  Lubricant  HD  150 H2 

Gulf  E.P.  Lubricant  HD  220 H2 

Gulf  E.P.  Lubricant  HD  32  H2 

Gulf  E.P.  Lubricant  HD  320 H2 

Gulf  E.P.  Lubricant  HD  460 H2 

Gulf  E.P.  Lubricant  HD  68  H2 

Gulf  E.P.  Lubricant  HD  680 H2 

Gulf  Endurance  14    H2 

Gulf  Endurance  150   H2 

Gulf  Endurance  19    H2 

Gulf  Endurance  9    H2 

Gulf  Harmony  HVI  26  AW   H2 

Gulf  Harmony  HVI  46  AW   H2 

Gulf  Harmony  100    H2 

Gulf  Harmony  115    H2 

Gulf  Harmony  150    H2 

Gulf  Harmony  150  AW    H2 

Gulf  Harmony  150D  H2 


Gulf  Harmony  22    H2 

Gulf  Harmony  220   H2 

Gulf  Harmony  32    H2 

Gulf  Harmony  32  (TA)  H2 

Gulf  Harmony  32  AW    H2 

Gulf  Harmony  46    H2 

Gulf  Harmony  46  (TA)  H2 

Gulf  Harmony  46  AW    H2 

Gulf  Harmony  68    H2 

Gulf  Harmony  68  (TA)  H2 

Gulf  Harmony  68  AW    H2 

Gulf  Harmony  78  E.P H2 

Gulf  High  Temperature  Grease    H2 

Gulf  Legion  150   H2 

Gulf  Mineral  Seal  Oil  H2 

Gulf  Multi-Purpose  Gear  Lubrant 

85W/140  H2 

Gulf  Multi-Purpose  Gear  Lubricant 

80W/90  H2 

Gulf  Multipurpose  Gear  Lubmt 

SAE80W/140   H2 

Gulf  Paramount  100   H2 

Gulf  Paramount  150   H2 

Gulf  Paramount  22    H2 

Gulf  Paramount  32    H2 

Gulf  Paramount  46   H2 

Gulf  Paramount  68   H2 

Gulf  Plastic  Petroleum  B    H2 

Gulf  Plastic  Petroleum  E    H2 

Gulf  Precision  Grease  No.  1    H2 

Gulf  Precision  Grease  No. 2    H2 

Gulf  Premium  Lubcote  E.P.  No.  0  H2 

Gulf  Premium  Lubcote  E  P  No.  1  H2 

Gulf  Premium  Lubcote  E.P.  No.  2  H2 

Gulf  Security  100   H2 

Gulf  Security  100  AW    H2 

Gulf  Security  115   H2 

Gulf  Security  180M    H2 

Gulf  Security  20   H2 

Gulf  Security  32   H2 

Gulf  Security  32  AW   H2 

Gulf  Security  320M    H2 

Gulf  Security  46   H2 

Gulf  Security  46  AW    H2 

Gulf  Security  460M    H2 

Gulf  Security  68   H2 

Gulf  Security  68  AW    H2 

Gulf  Senate  320  D    H2 

Gulf  Senate  375 H2 

Gulf  Senate  400  D    H2 

Gulf  Senate  460 H2 

Gulf  Senate  680 H2 

Gulf  Seneca  100   H2 

Gulf  Seneca  150   H2 

Gulf  Seneca  180   H2 

Gulf  Seneca  22   H2 

Gulf  Seneca  32   H2 

Gulf  Seneca  46   H2 

Gulf  Seneca  68   H2 

Gulf  Stoddard  Solvent Kl 

Gulf  Super  Duty  Motor  Oil  SAE  I0W  H2 
Gulf  Super  Duty  Motor  Oil  SAE 

20W/20  H2 

Gulf  Super  Duty  Motor  Oil  SAE  40   ..  H2 

Gulf  Super  Duty  Motor  Oil  30  H2 

Gulf  Super  Duty  Plus  Motor  Oil 

SAE15W/40   H2 

Gulf  Synfluid  Technical  White  Oil  2  cSt  HI 

Gulf  Synfluid  Technical  White  Oil  4  cSt  HI 

Gulf  Synfluid  Technical  White  Oil  6  cSt  HI 
Gulf  Synfluid  Technical  White  Oil  8 

CST  HI 

Gulf  Synfluid  White  Oil  2cs HI 

Gulf  Synfluid  White  Oil  4cs HI 

Gulf  Synfluid  White  Oil  6cs HI 

Gulf  Tacky  Grease    H2 

Gulf  Transgear  Lubricant  E.P.  220    ....  H2 

Gulf  Transgear  Lubricant  E.P.  460    ....  H2 

Gulf  Transgear  Lubricant  E.P.  680    ....  H2 

Gulf  Transgear  Lubricant  E.P.  800    ....  H2 

Gulf  Transmission  Oil  140  H2 

Gulf  Transmission  Oil  250  H2 


Gulf  Transmission  Oil  90  H2 

Gulfcrest  32  H2 

Gulfcrown  EP  Special  H2 

Gulfcrown  Grease  E.P.  No.  0  H2 

Gulfcrown  Grease  E.P.  No.  1  H2 

Gulfcrown  Grease  E.P.  No.  2  H2 

Gulfcrown  Grease  E.P.  No.3    H2 

Gulfcrown  Grease  No.O    H2 

Gulfcrown  Grease  No.l    H2 

Gulfcrown  Grease  No. 2    H2 

Gulfcrown  Grease  No.3    H2 

Gulfgem  Grease H2 

Gulflex  Moly  E.P H2 

Gulflex  Poly    H2 

Gulflex-Al   H2 

Gulflube  Motor  Oil  H.D.  10W  H2 

Gulflube  Motor  Oil  H.D.  20W/20   H2 

Gulflube  Motor  Oil  H.D.  30  H2 

Gulflube  Motor  Oil  H.D.  40  H2 

Gulflube  Motor  Oil  H.D.  50  H2 

Gulflube  Motor  Oil  X.H.D.  SAE 

10W/30  H2 

Gulflube  Motor  Oil  X.H.D.  SAE 

15W/40  H2 

Gulflube  Motor  Oil  X.H.D.  10W  H2 

Gulflube  Motor  Oil  X.H.D.  30  H2 

Gulflube  Motor  Oil  X.H.D.  40  H2 

Gulflube  Motor  Oil  X.H.D.  50 H2 

Gulflube  Motor  Oil  10W    H2 

Gulflube  Motor  Oil  20W/20  H2 

Gulflube  Motor  Oil  30   H2 

Gulflube  Motor  Oil  40   H2 

Gulflube  Motor  Oil  50   H2 

Gulflube  MOtor  Oil  X.H.D.  20W/20  ..  H2 

Gulfpride  Premium  SAE  10W/30 H2 

Gulfpride  Premium  SAE  10W/40 H2 

Gulfpride  Single-G  20W/20  H2 

Gulfpride  Single-G  30 H2 

Gulfpride  Single-G  40 H2 

Gulfpride  Super  Premium  SAE  10W/40  H2 

Gulfspray  Ant  Roach  Killer  Formula  17  F2 
Synthetic  Wide  Temperature  Grease- 

E.P H2 

Gulf  Seal  Specialties,  Inc. 


Gulfport  Paper  Company,  Inc. 

Seashine  CI 

Gurney  Engineering  Corporation 

Formula  BR-1595-T   G5.G7 

Formula  DL-1543   G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546   G5.G7 

Gurtler  Chemicals  Inc. 

Action    Bl 

Alka  Suds    Bl 

Alka-Bilt    B2 

Alka-Bilt  I/C   B2 

Assure    Bl 

Attract    B2 

Automate  Bl 

BWT-100  G6 

BWT-110  G6 

BWT-200  G6 

BWT-202  G6 

BWT-210  G7 

BWT-300  G6 

BWT-400  G6 

Citrisolv  II  B2 

Cloud  9    B2 

Command    Bl 

Complete  Bl 

Confirm   Bl 

Confirm  NP  Bl 

Control  Suds    Bl 
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Dyna-Bleach    Bl 

Dyna-Clor    Bl 

Dyna-ClorP/F  Bl 

Dyna-Clor  20 Bl 

Dyna-Size    B2 

Dyna-Soft B2 

Dynaphos  Bl 

Dynomite  Bl 

Dynomite  P/F    Bl 

Elegance B2 

For  Sure  B2 

For  Sure  P/F    B2 

For  Sure  100  B2 

Gentle Bl 

Gurtler  Green B2 

GLS  Sour/Soft  B2 

HDL  Detergent   Bl 

Industrial  Mix  310 Bl 

Instant  Starch  B2 

Lemon  Brite Bl 

Lemon  Brite  P/F  Bl 

Liquid  Guardian    B2 

Mat  Detergent   Bl 

Maxi-Suds   Bl 

Maximate  Bl 

Mint  Disinfectant CI 

NDT  Alkali   Bl 

NDT  Bleach Bl 

NDT  Bleach  Plus    Bl 

NDT  Brite-Det Bl 

NDTCondet    Bl 

NDT  Conditioner Bl 

NDTConsoft  B2 

NDT  Detergent   Bl 

NDT  Detergent  Oil  Bl 

NDT  Dispatch  Bl 

NDT  Endorse B2 

NDT  Enviro-Zyme    Bl 

NDT  Liquid  Dynomite   Bl 

NDT  Liquid  Dynomite  PF   Bl 

NDT  Lubriterge  Bl 

NDTLFS-1   Bl 

NDTMeta-Sil   Bl 

NDT  Neutra  Clor    Bl 

NDT  Neutralizer  Plus  Bl 

NDT  Oxy-Bleach    Bl 

NDT  Oxy-Bleach  Plus    Bl 

NDT  Power-Solv  B2 

NDT  Pulse  Bl 

NDT  Rescind Bl 

NDT  Softener    B2 

NDT  Softener/Lemon   B2 

NDT  Solvate   B2 

NDT  Sour  Plus   Bl 

NDT  Sour/Softener  B2 

NDTSuper-Sil Bl 

NDT  Super-Sil  #100  Bl 

NDT  Supra-Solv   Bl 

NDTSyndetOil    Bl 

NDT  Victory  Bl 

NDT  Victory  P/F Bl 

Ortho-Plus   Bl 

Orthosilicate Bl 

Perform    B2 

Prevail   CI 

PLB-15    Bl 

Reclaim  Alkali Bl 

Resolve    Bl 

Rydette  Bl 

Rydette  Special   Bl 

RLT-100    G6 

RLT-I05    G6 

RLT-110    G6 

RLT-200    G6 

Saf-Fab Bl 

Supra-Suds  Bl 

Sure-Solv  Bl 

Trend   Bl 

Ultra-Zyme    Bl 


Gycor  International  Ltd. 

Sanitizing  Hand  Soap   E2 

GP66  Chemical  Corp. 

GP66  Miracle  Cleaner Al 

H  &  B  Industries,  Inc. 

HB-1  Electro  Solv  K2 

HB- 122  Dynomite  LI 

HB-1 26  Super  Bowl   C2 

HB-13  Clean  Up  E4 

HB-15  Tune-Up PI 

HB-29  Kool  It  PI 

HB-3  Quik  K2 

HB-31  Clear  View    CI 

HB-32  De  leer CI 

HB-33  Nut  Buster  H2 

HB-40  Mechanics  Friend    H2 

HB-41  Dry  Out  H2 

HB-43  Current  CI 

HB-45  De  Solve  Gel  CI 

HB-65  Pen-Lube  H2 

HB-66  Dry  Moly  Lubricant    H2 

HB-67  Tacky  Lube  H2 

HB-70  Belt  Dressing  PI 

HB-90  Slick  HI 

H  &  H  Chemical  Company 

"Germ-X  Plus"  Disinfectant/Deodorant  CI 

"Mr.  Foam"   CI 

"System  III"  CI 

Emulsion  Bowl  Cleaner    C2 

Glass  Cleaner CI 

Super  Bowl  "3"  CI 

H  &  H  Industrial  Products,  Inc. 

Lithoplex  5700    H2 

Lithoplex  5701     H2 

Lithoplex  5702    H2 

S(AA)fety  Lube  No.  472    HI 

S(AA)Fety  Lube  No.  470  HI 

S(AA)Fety  Lube  No.  471   HI 

H  &  H  Products 

Antiseptic  Hand  Soap  E2 

Delimer   A3 

H  &  H  Sales  &  Service 

Kleen  Hands    E4 

Krystal  Kleer  CI 

H  &  S  Chemicals  Division 

CHG  E-2  Sanitizing  Hand  Cleanser E2 

CHG  E2  Sanitizing  Scrub  E2 

Formulation  HS  210-15    D2.Q3 

Formulation  HS-1210  Disinfectant/Sntzr  D2 
Formulation  HS-1210 

Disnf./Sntzr(  14.08%)   D2 

Formulation  HS-1210  Dsnf/Sntzr 

(3.85%)  D2 

Formulation  HS-128Q  Germicidal  De- 
tergent      D2 

Formulation  HS-138D  G7 

Formulation  HS-256Q  Germicidal  De- 
tergent      D2 

Formulation  HS-32Q 

(Colorless&Odorless)  A4 

Formulation  HS-33A  D2 

Formulation  HS-3328   D2 

Formulation  HS-3328  (Red)  D2 

Formulation  HS-64Q  A4 

Formulation  HS-64Q  (NDP)  A4 


Formulation  HS-69D  G7 

Formulation  HS-8451  (Red)  D2 

Formulation  HS-8451P  D2 

Formulation  HS2 10-20    .  ..    D2.Q3 

Formulation  HS210-37   D2.Q3 

Formulation  HTA-64  Disinfectant   D2 

Formulation  H6-29    D2 

Formulation  POQ  1210  CI 

Formulation  POQ  45 1  CI 

Formulation  POQ  451  (1-32)  ...  CI 

FMBGP  Cleaner A4 

H&S  Heavy  Duty  Detergent  (LF)    A4 

HH-652Q  Cleaner  Al 

HS  All  Purpose  Cleaner   Al 

HS  Degreaser Al 

HS-Chain  Lubricant    H2 

HS-Q  Germicidal  Concentrate    D2.Q3 

HS-210  Laundry  Mildew  &  Bacteriostat 

10%  B2 

HS-210  Mildew  Preventative   B2 

HS-420  Water  Treatment  Microbi- 

cide  (50%)    G5.G7 

HS-420  Water  Treatment  Microbicide 

10%  G5 

M-2205  Disinfectant/Sanitizer/Cleaner  D2 
M-2205  Farm  Disinfectant/Sanitizer  ,,  D2 
MTP  Phenolic  Germicidal  Detergent  .  A4 
PVP-lodine  E2  Sanitizing  Hand  Scrub  E2 
PVP-Iodine  Scrub  FE-814  (Stabilized)     E2 

SAK-64L  Cleaner  Al 

T  &  W  Concentrated  Dishwash  Liquid    Al 

Total  Body  Antibacterial  Shampoo    El 

Total  Body  Shampoo    El 

TB-A23  Disinfectant  Bowl  Cleaner  ....    C2 
WTM-1210  Water  Treatment  Mi- 
crobicide       G5.G7 

0.6%  PCMX  Scrub  El 

1%  PCMX  E-2  Sanitizing  Hand  Clean- 
ser     E2 

2/1  DEA  Lubricant   H2 

40%  Coconut  Soap   El 

H&S  Corporation 

Klear-Flo   G2 

Klear-FloClOO  G2 

H  &  W  Sales  Company,  Inc.    . 

De-Greasol  Al 

H  A  C  C  O,  Inc. 

Promar  Blox  All-Weather  Rodenticide      F3 

H  A  C  O,  Inc. 

"Pest  Rid  Brand"  .5%  Coated  Warfarin    F3 

Cygon  2-E  Systemic  Insecticide  F2 

Diphacin  110  F3 

Diphacin  120  F3 

Fly  Bait  Grits    F2 

Hopkins  Dibrom  RTU  Fly  &  Mosquito 

Spray  F2 

Malathion  57%  Emul.  Liq.  Insect.-B  ....  F2 

Pestrin  Fogging  Spray-C  I    Fl 

Promar  Rodntcd  Prfsnl  Rat&Mse  Kilr 

Prod F3 

Ramik  Brown    F3 

Ramik  Green  F3 

Ramik  Green  Bail  Packs  F3 

Rat  and  Mouse  Killer  with  Diphacinone  F3 

Rodex  Blox-1  Kills  Rats  and  Mice    F3 

Rodex  Pelleted  Bait  w/Coated  Warfarin   F3 

Vapona  Livestock  Spray  F2 

Vapona  Livestock  Spray  F2 

Warfarin  Plus  Anticoagulant  Concen- 
trate    F3 

Warfarin  Plus  Pellets  Rat  &  Mouse  Kil- 
ler           1  1 
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H  C  I  Chemtech  Distribution  Inc. 

Biomaxx  SCIOXB  L2 

Biomaxx  SC5XF-AP  L2 

Biomaxx  VC4XF-GT   L2 

Mineral  Oil  21-USP    HI 

Mineral  Oil  31-USP    HI 

Mineral  Oil  7-NF    HI 

Mineral  Oil  9-NF    HI 

White  Oil  8-T   HI 

H  D  America,  Inc. 

Antiseptic  Pumice  Hand  Cleaner   E4 

Antiseptic  Waterless  Hand  Cleaner   E4 

HDI 

De  Aqua  Lube  H2 

H  K  I  Fragrances  Division,  Inc. 

Dumpster  Fresh  (Orange  Spice)  CI 

H  M  R  Sales  &  Service 

HMR  Degreaser A4 

HMR  Double  Stength  Degreaser   \4 

HMR  Hi-Foaming  Degreaser  Al 

HMR  Hi-Power  Concentrate  Al 

HMR  Sur-Kill  Disinfectant/Sanitizer  ..    D2 
HMR  Sur-Kleen  Degreaser  Al 

H  P  I  Products,  Inc. 

HPI  2700  Acid  Cleaner A3 

H  P  Products  Corp. 

Big  Pine  Pine  Odor  Disinfectant    CI 

Brute  Force  Degreaser    A4 

Ezy  Oven  Cleaner  A8 

Foaming  Meatroom  Degreaser  Al 

General  Purpose  Cleaner A4.C1 

Heavy  Duty  Degreaser  Concentrate  ....    Al 

HP  Breakthru  D2 

HP  Clinging  Acid-Free  C2 

HP  Disinfectant  Cleaner  Plus  C2 

HP  Disinfectant  Creme  Cleanser   A6 

HP  Industrial  Absorbent  Jl 

HP  Lime-Off  A3 

HP  Liquid  Alive  Bacteria  CI 

HP  Mint  Bowl  Cleaner  C2 

HP  Porcelain  &  Shower  Cleaner   C2 

HP  Power  Bowl  Cleaner C2 

HP  Refresh  Bowl  Cleaner C2 

HP  Sunburst  Hand  Dishwash  Concen- 
trate      Al 

HP  TBC  Bowl  Cleaner  C2 

HP  Uric  Acid  Eradicator CI 

HP  Washroom  Cleaner  C2 

HP-38  A4 

Idosept  E2 

Medicated  Hand  Cleaner El 

No  Rinse  Sanitizer    D2 

Pink  Lotion  Hand  Soap    El 

Powerhouse  Spray  Cleaner  CI 

15%  Liquid  Coco  Soap  El 

40%  Coco  Soap  El 

H  P  W  Specialties,  Inc. 

MC-10  A4 

H  V  C,  Inc. 

C.K.  Chlorinated  Cleaner  Al 

C.K.  General  Purpose  Cleaner  Al 

C.K.  62  Cleaner A2 

Disperse  2110   G6 


Disperse  2150   G6 

Disperse  4100   G6 

ESP  3001  Cooling  Tower  Treatment  ..  G7 

Hi-Test  Sodium  Hypochlorite  B1.D2 

HVC  200  P    PI 

Liquid  Alum    Gl 

Liquid  Cleaner  Concentrate    A1.E1 

Premier  #151  Boiler  Water  Treatment  G6 
Premier  BH-40  Detergent  Clnr.  & 

Degrs A4 

Premier  Egg  Cleaner  2   Ql 

Premier  No  105  Cooling  Tower  Treat- 
ment      G7 

Premier  No.  1  Condensate  Treatment  G6 

Premier  No   10  Condensate  Treatment  G6 

Premier  No.  1 1  Condensate  Treatment  G6 

Premier  No.  12  Condensate  Treatment  G6 

Premier  No.  13  Condensate  Treatment  G6 

Premier  No.  14  Condensate  Treatment  G6 

Premier  No.  140  Microbiocide  G7 

Premier  No.  1 5  Condensate  Treatment  G6 
Premier  No.  155  Boiler  Water  Treat- 
ment      G6 

Premier  No.  16  Condensate  Treatment  G6 

Premier  No.  199  Water  Treatment  G6 

Premier  No.  2  Condensate  Treatment  G6 
Premier  No.  20  Condensate  Treatment  G6 
Premier  No.  21  Condensate  Treatment  G6 
Premier  No.  22  Condensate  Treatment  G6 
Premier  No  243  Boiler  Water  Treat- 
ment      G6 

Premier  No.  244  Water  Treatment  G7 

Premier  No.  245  Boiler  Water  Treat- 
ment      G6 

Premier  No.  246  Boiler  Water  Treat- 
ment      G6 

Premier  No.  247  Boiler  Water  Treat- 
ment      G6 

Premier  No.  248  Boiler  Water  Treat- 
ment      G6 

Premier  No.  249  Boiler  Water  Treat- 
ment      G6 

Premier  No.  250  Boiler  Water  Treat- 
ment      G6 

Premier  No.  251  Boiler  Water  Treat- 
ment      G6 

Premier  No.  269  Boiler  Water  Treat- 
ment      G6 

Premier  No.  270  Boiler  Water  Treat- 
ment      G6 

Premier  No.  3  Condensate  Treatment  G6 
Premier  No.  425  Boiler  Water  Treat- 
ment      G6 

Premier  No.  460  Boiler  Water  Treat- 
ment      G6 

Premier  No.  5  Condensate  Treatment  G6 
Premier  No.  518  Inhibitor  Solution    G6.G2 

Premier  No.  555  Water  Treatment  G6 

Premier  No.  57  Water  Treatment  G6 

Premier  No.  570  Inhibitor  Solution   ....  G2 

Premier  No.  58  Water  Treatment  G6 

Premier  No.  7  Condensate  Treatment  G6 

Premier  No.  8  Condensate  Treatment  G6 

Premier  No.  86  Water  Treatment  G7 

Premier  Tank  Cleaner  Acid    A3 

Smokehouse  Cleaner  II  A2 

Smokehouse  Cleaner  III   A8 

Sodium  Hydroxide  50%   A2.G1 

Utility  Cleaner  II  Al 

H  2  0  Treatment  Consultants 

Positrete  BTC  201  G6 

Positrete  CRL  661  G6 

Positrete  CT  322  G7 

H.O.P.  Pressure  Cleaning  Service 
Inc. 

Heavy  Duty  Concentrate  Al 
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H.Q.  Products 

H.Q.  Blue A4.C1 

H.Q.  Multi-Purpose  Al 

H.Q.  Power   Al 

H-O-H  Chemicals,  Inc. 

B-525  G6 

B-529  G6 

B-615  G6 

B-622  G6 

B-623  G7 

B-629  G6 

B-660  G6 

B-661   G6 

B-665  G6 

B-669  G7 

B-702  G6 

B-703S  G6 

B-708  G6 

B-709  G6 

B-717  G6 

B-725  G6 

B-750  G6 

B-785  G6 

B-786  G6 

C-311  PI 

Pur-Flo  987L  LI 

Pur-Flo  991L  LI 

Pur-Flo  993   LI 

Pur-Flo  995   LI 

SC-20  G6 

SC-24  G6 

SC-28  G6 

SC-32  G6 

SC-36  G6 

SC-40  G6 

SC-48  G6 

SC-62  G6 

SC-96  G6 

SCF-15  G7 

Haag  Laboratories,  Inc.,  The 

Chemi-Jel  Floor  Cleaner  CI 

Floor  Syn.  Concentrate  A4 

Foamanol  Liquid  Hand  Dishwash    Al 

GLD  A4 

Hi-Ho  El 

Idosept  E2 

K.O.K A8 

L  C  All  Purpose  Industrial  On  &  Dgrsr  Al 

Liquid  Coconut  Oil  Soap  40%  El 

Liquid  Conveyor  Lubricant H2 

Liquid  Conveyor  Lubricant  200  H2 

Liquid  Conveyor  Lubricant  300  H2 

Liquid  Power  Bl 

Liquid  Scrub  Soap CI 

Mapp  Concentrate  Al 

Medi-Soap  El 

Medi-Soap  Plus  El 

Pi-No-Germ  II  CI 

QAT  1000  D2 

Rapid-Clean  Plus  CI 

Sanquat    E3 

Scrub-It   Al 

Smart  n  Sassy   CI 

Solo   E2 

Super-Concentrate  Al 

1-2-3  Spray  Cleaner   A4 

15%  Liquid  Coconut  Oil  Soap  El 

20%  Liquid  Coconut  Oil  Soap  El 

80%  Vegetable  Oil  Jelly  Soap   A1.H2 

Haarmann  &  Reimer  Corp. 

Citric  Acid  Bl 


Hach  Company 

RoVer  Rust  Remover  &  Resin  Bed 
Cleaner   PI 

Hadco  East  Chemical  Corp. 

Air  Kleen  Compactor  Series  Citrus   ....  CI 

All-Kleen  HD    CI 

Butvlful  Blue  A4 

GCR  Grease  and  Carbon  Remover    ....  A8 

H-D321  CI 

Oven.  Grill  &  Fryalator  Cleaner    A8 

P-10  Return  Line  Treatment  G6 

P-lOOpH-Boost G6 

P-20  Return  Line  Treatment  G6 

P-250  Sludge  Conditioner  G6 

P-400A  Oxygen  Scavenger  G6 

P-500  Boiler  Water  Treatment  G6 

P-800  Boiler  Water  Treatment  G6 

P-850  Boiler  Water  Treatment  G6 

P-900  Boiler  Water  Treatment  G6 

P-900A  Boiler  Water  Treatment  G6 

P-950  Boiler  Water  Treatment  G6 

Super  Steam  Concentrate    Al 

Trap-Eze    CI 

511  Heavy  Duty  Cleaner-Degreaser  ....  A4 

Hadco-Denver  Chemical  Corp. 

"505"  Hand  Dishwashing  Detergent  ....    Al 

All-Kleen  HD    Al 

C.I.P.-80 A3 

Carbon  Strip    A4.A8 

Cling  &  Clean  Degreaser  II   A4.A8 

Correct  Germicidal  Detergent  Al 

Cove-Kleen   CI 

Descaler  A3 

Drum  Soak A8 

E-Z  Clean  II    A4.A8 

Force  II  Laundry  Detergent    Bl 

Freezer  &  Locker  Cleaner    A5 

Grill  Cleaner  and  Degreaser  A4.A8 

GPF-301     Al 

Hygienic  Sanitizing  Hand  Soap  E2 

Iodize  Cleaner/Sanitizer    D2 

Neutral  All  Purpose  Cleaner  Condi- 
tioner      Al 

Number  Two  Food  Plant  Cleaner Al 

NAB  C2 

Pina  Colada  Body  Shampoo  C2 

Quat  Amo  Disinfectant  &  Sanitizer  ....    D2 

Super  Bee  Blue  Butyl  Cleaner  Al 

Super  Steam  Concentrate  Degieaser    ..    Al 

5  Zyme  Liquid  Enzymes  CI 

511  Heavy  Duty  Cleaner-Degreaser   A4.A8 

Halbro  Control  Industries,  Inc. 

Aqua  Col  G6 

Bio-Aid   L2 

DKIoro    CI 

Dan   Al 

Dish  Kleen CI 

DPL  Demoisturizer  H2 

Extra  Point  CI 

Floor-Ward    CI 

Go-Go    A8 

Ko-Shan  El 

Neutron   CI 

Punch  Al 

Qtrol  CPL    D2 

Roach  and  Bug  Killer  F2 

Steam-O-Clean    CI 

Strike   A4 

Surge    Al 

Tee-Off   CI 

Triple  Play  CI 

TNT  A4 

White  Cloud    CI 


Hale  Sanitary  Supply  Co. 

H.D.C Al 

Hale  Eliminator  F2 

Hale's  Low  Suds  Laundry  Detergent  A4.B1 

Touch  &  Glo  CI 

Zymet  II  L2 

Hall  Industrial  Chemical 

All  Purpose  Cleaner    Al 

Hall's  Chemical  Products 

Combat    Al 

Command  Chlorinated  Automatic  Dsh 

Deter Al 

Derma  Clean  Sanitizing  Hand  Soap  E2 

Descaler  A3 

Dura-Bright  Glass  Cleaner  CI 

Dyno-Mite  Al 

Easy  Liquid  Dish  Detergent  Al 

Food  Lube  Sani-Lube  HI 

Gentle  Care  Lotionized  Deodorant  Soap  E4 
Gentle  Care  Lotionized  Hand  &  Body 

Soap    E4 

Gentle  Care  Pink  Lotion  Soap   El 

Gentle  Care  Spa  and  Bath  Shampoo   ...   E4 

HC-50    Al 

HC-75    Al 

Lemon  Fresh   Al 

Liquid  Laundry  Detergent Bl 

Low  Foam  Al 

Mighty  Foam  Al 

Prolong  II D2 

Quikee  CI 

Saf-T-Clean  K2 

Septi-Suds   Al 

Tackle    Al 

Hallberg  Manufacturing 
Corporation 

Surety  Pink  Lotion  Handsoap  El 

Surety  Sanitizing  Hand  Soap   E2 

Hallemite/ 

Lehn  &  Fink  Industrial  Products 

Division 


Hallsmith-Sysco  Corp. 

Heavy  Duty  Degreaser   Al 

Heavy  Duty  Floor  &  Multi-Surf  Cln 

w/Blch  Al 

Neutral  Pot  &  Pan  Cleaner  Al 

Sink  Sanitizer    D2 

Halox  Company,  The 

Halox  G7 

Halsen  Products  Company 

"Red-Lube"  Non-Flammable  Spr  Red 

SprGrs  H2 

Derma-Gard  E4 

Dry  Moly  Lube  H2 

Glass-Kleen  Glass  Cleaner  CI 

Halsen  Tile  &  Grout  Cleaner  C2 

Halsen  5000+  Drain  Pipe  Opener    LI 

HP  Co  Powdered  Hand  Soap    C2 

Royal  Rush  A3.C2 

Saf-Solvent  Motor  Degreaser  &  Equip 

Clnr  K2 

Super  Penetrate  De  Moisturant  Lubri- 
cates        H2 

Super  Royal  Flush  C2 

15%  Coconut  Oil  Liquid  Hand  Soap    ...  El 


20%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
40%  Coconut  Oil  Liquid  Hand  Soap  ....  El 

Halt  Products 

HP  10 Al 

HP  14  Dl 

HP-151  Spray  Cleaner-Degreaser  A4 

HP- 153  Detergent  Concentrate  A4 

HP-155  Quaternery  Cleaner  A4 

HP-203-Paint  &  Varnish  Stripper C3 

HP-402-Freezer  &  Locker  Cleaner A5 

HP-404  Safety  Solvent  Degreaser    K2 

HP-405  Water  Soluble  Dgrsrng.  Solvent  CI 

HP-406  Liquid  Steam  Cleaner  Al 

Hamilton  Soap  &  Oil  Products,  Inc. 

Concentrated  Mild  Detergent   Al 

Ham-Chlor  Al 

Ham-Klean  Al 

Parene    Al 

Parene  "D"  CI 

Pride  Chlorinated A2 

Hammer  Chemical  Company 

Acti-Blitz  A3 

Acti-Blitz  LF  A3 

Kloro  Blitz  Al 

Kloro  Blitz  Plus    Al 

Power  Blitz   Al 

Power  Blitz  LF   Al 

Pro  Blitz    Al 

Pro  Blitz  LF    A2 

Saf-T-Blitz  Al 

Saf-T-Blitz  Plus  Al 

Hammond  Limited 

All  Purpose  Cleaner    A4 

Dandy  Lime  CI 

De-Iron  A3 

Degreaser  Al 

Emulsifier    Bl 

Fine  &  Gentle   CI 

Glass  Cleaner.  Etc.  Hyperconcentrate  CI 

Grill  &  Oven  Cleaner  Al 

Heavy  Duty  Spray  Clnr  Hyperconcen- 
trate    CI 

Peptizer   Bl 

Quat  Rinse  D2 

Stain-Away    Al 

Stat  64   CI 

Stat  64  Hyperconcentrate   CI 

Total  Bl 

Tub  and  Tile  Cleaner  Hyperconcentrate  C2 

Hammond  Paint  &  Chemical  Co., 
Inc. 

Stainless  Steel  Cleaner  &  Polish    A7 

Hampel  Oil  Distr.  Inc. 

Amoco  Packers  Technical  Oil    HI 

Amoco  White  Mineral  Oil  No.  5-NF   .    HI 
Amoco  White  Mineral  Oil  No.  8-T  ....    HI 

Hampshire  Chemical  Division 

Hamp-Ene  100 G6 

Hampton  Chemical  &  Paper 
Products 

Hampton  700  A2 

Hampton  703  Al 

Hampton  704  Al 

Hampton  707  Al 
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Hampton  711  A2 

Hampton  712  Al 

Hampton  725  Al 

Hampton  730  L2 

Hampton  731  A4 

Hampton  735  Al 

Hampton  Research 

Hampton  FG/AW  Lubricant  HI 

Hamway,  D.S.  Company 

27-B  Bl 

Hanco  Manufacturing  Co.,  Inc. 

#575  Insect  Spray  Fl 

"200"    A4 

Attackl   CI 

Bole  Aire  C2 

Bowl  Sanitizer  C2 

Chain  Lube  101  H2 

Chain  Lube  202  H2 

CB-2  Heavy  Duty  Smokehouse  Cleaner  A4 

CB-6  Foamy    Al 

Deodorant  Blox  C2 

Deodorant  Cakes  C2 

Electro  HI    K2 

Foamy  999  Germicidal  Foaming 

Cleaner  C2 

Free  Flo  L2 

Glisten  Stainless  Steel  Cleaner  &  Polish  A7 

Grill  Magic    A8 

Grimex  El 

Grout  Cleaner    C2 

Hanco  CB-7  A3 

Hanco  Gleem  Glass  Cleaner CI 

Hanco  Klene-0   Al 

Hanco  Lube  H2 

Hanco  2425  A2 

Hanco  515  Fl 

Hanco  590  F2 

Hanco  940  D2 

Hanoenz  L2 

Hanosep  E2 

Hanozone  CI 

Hi  Purity  Contact  Cleaner K2 

Hi-Count  Hanoenz L2 

Hospital  Disinfectant  Deodorant C2 

HC  Concentrate  A4 

Improved  Oven  Cleaner   A8 

Lathe    El 

New  Power  Battery  Terminal  Clnr  & 

Protec    PI 

Non-Acid  Foaming  Bowl  Cleaner   C2 

Orange  Rough  Touch   E4 

Skin  Guard E4 

Slide  HI 

Star  Heavy  Duty  Cleaner   A4 

Sur-Grip  Belt  Dressing  PI 

SC-245  Al 

SC-250  Al 

211  Coil  Cleaner  Heavy  Duty    PI 

270  Paint  Remover  C3 

Handi-Clean  Products,  Inc. 

A.I.O.  1500  Concentrate  G6 

All  Purpose  Cleaner  Concentrated  A4 

Almost  Heaven  Space  Spray  and  Deo- 
dorant       CI 

AW-2  Multi-Purpose  Lubricant   H2 

Before  Mop  n  Kill F2 

Coil-ite  PI 

Concentrated  Bowl  Sanitizer    C2 

Concrete  Cleaner  Extra  Heavy  Duty 

Type   CI 

Double-D  Disinfectant-Deodorant    CI 

Drain  Pipe  Opener  &  Maintainer  LI 

Dry  Insect  Killer  Fl 


E-2  Sanitizing  Hand  Soap E2 

Eaters  III  Odor  Cntrlr  &  Waste  Degrader  L2 
Foam-O-Cide  Germ  Spy&Wipe 

Clnr&Surf  Deod  CI 

Formula  H4C  Industrial  Liquid  Deodo- 
rant       CI 

Formula  955-T CI 

Fresh  Cherry  Blossom  Space  Spray  Deo.  CI 

FG747  Food  Grade  Grease  HI 

General  Grant  Cleaner    A4 

General  Lee  Multi-Purpose  Cleaner  & 

Dgsr A4 

Handi-"G"    A4.A8 

Handi-Cide  Hospital  Disinfectant  Deo.     C2 

Handi-Way  Instant  Spray  Cleaner   CI 

Liquid  Hand  Soap  20% El 

Liquid  Steam  Cleaner  Al 

Lotionized  Hand  Soap E4 

Multi-Grade  Gear  Oil  SAE  85/140  ....  H2 
NuAir  All  Purp   Liq  Deo.  and  Air 

Frshnr   CI 

Pine  Fresh  Detergent/Disinfectant    CI 

Pine  Fresh  Disinfectant-Clnr-Fngcd- 

Deod CI 

Pine  Oil  Disinfectant  CI 

PQ  Cleaner  Concentrated  CI 

Red  Hot  Sewer  Solvent  Drain  Opener      CI 

Remuv-ox    A3 

RX  Orange  Drain  Treatment  Deodrzr 

Dgrsr CI 

Safety  Solvent  K2 

Silicone  Spray  HI 

Slick  Red  Spray  Grease    H2 

Soft  Mint  Detergent/Disinfectant   CI 

Soft  Mint  Disinfectant-Clnr-Fngcd- 

Deod A4.C1 

Soft  Touch  Hand  Soap   E2 

Stripper  Degreaser  A4 

Super  Chlorinated  Machine  Dishwsh 

Dtrgnt   Al 

Super  Force  Detergent/Disinfectant  ....    D2 

Super-Swat F2 

SST  Stainless  Steel  And  Metal  Polish     A7 

Thunder  Concentrate  Cleaner  Al 

Water  Displacer  &  Lube  H2 

Your  Choice  Insecticide   Fl 

Zapper  Multi-Use  Insecticide  F2 

7.5  Neutral  Cleaner  CI 

Hanlon  Chemical  Co.,  Inc. 

Berry  Foamy   CI 

Clean-All  CI 

Clinging  Pink  Bowl  Cleaner C2 

Orange  Stuff   CI 

Pink  Plus   E4 

Soft-Clean   E4 

Stay  Foam  CI 

Super  Clean  No.  6 CI 

Vibra-Clean  E4 

Vibra-Clean  with  Deep  Cleaning  Grit  ..  E4 

VC-128Q  D2 

VC-32Q  A4 

VC-64Q  D2 

Hansen  Sanitary  Supply 

Smokehouse  Cleaner  A8 

Hansley  Products 

Hand  Soap  El 

Hi  Pine  II  Deodorant CI 

Hanson  Chemical,  Inc. 

Natural  Force  CI 

Hanson,  R  G  Company,  Inc. 
AM  1 6  Multi-Purpose  Cleaner  Concen- 


trate      Al 

FPC    Al 

HD  36    A4.A8 

Liquid  Dyshwash Al 

Pre-Soak Al 

X-OX  A3 

Hantover  Incorporated 

Hantover  50010  All  Purpose  Degreaser 

Cln  Al 

Lubinol    HI 

Non-Slip-Absorbent  50000  Jl 

Premium  Blend  Trolley  Oil    H1.H3 

Red  Brand   El 

Sanex  101    E2 

The  Trolley  Doctor  Al 

Trollex  LQ  A2 

Trollex  PW    A2 

Harbor  Enterprises,  Inc. 

Commercial  Marine  Cleaner/Degreaser    A I 
Heavy  Duty  Marine  Industrial  De- 
greaser      Al 

Harbor  Master  Products,  Inc. 

Allen's  All  Purpose  Cleaner  &  De- 
greaser      Al 

Harbor  Master  Cleaner  Al 

Harchem  Water  Services 

HB-017  G6 

HB-038  G6 

HB-809  G6 

HB-864  G6 

Harcros  Chemicals  Inc. 

Antifoam  CM    CI 

Antifoam  HL  43   QI.Q2.Q5 

Freestyle  Calcium  Hypo- 
chlorite Gran.  65    D2,G4.G5.G7.Q4 

Muriatic  Acid  20  degrees  BE  A3 

Packers  Tech  Oil  HI 

Phosphoric  Acid  75%  A3.G7 

Sodium  Hypochlorite  Sol- 
ution      B1.D2.G4.Q4 

T  Det  AC  Al 

T  DET  EPO  61    Q1.Q2.Q5 

T  H  Antifoam  106 Q5 

T-DetN-12    Al 

T-Det  N-9.5  A1.H1 

T-H  Ice  Remover    A5 

T-H  Silicone  Antifm  8805  FG  A1.Q5 

T-H  Silicone  Antifoam  AF-10FG Q5 

T-H  Silicone  Antifoam  AF-100FG Q5 

T-H  Silicone  Antifoam  AF-30FG  Q5 

T-Lube500   HI 

TH  Silicone  Antifm  8810  FG  AI.Q5 

TH  Silicone  Antifm  8820  FG  AI.Q5 

TH  Silicone  Antifoam  8830  FG  ....    AI.Q5 

Hardcast,  Inc. 


Harley  Chemicals/ 

Div.  of  Concord  Chemical  Co.,  Inc. 

Activated  Pine  Type  Disinfectant  CI 

Banish  It  Q    A4 

Bar  Q  Disinfectant  Sanitizer  Deodorant   D2 

Blue  Vision   CI 

Con-Sen  Al 

Creamedic    El 

Dishtergent  Al 

Foam  Up   Al 

Green  Satin  Glove  C2 

Harco  Greas-Off  Kl 
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Harco  Tincture  of  Green  Soap  El 

Harco  162B  Conctd  Liq  Stm  Clng 

Cmpd Al 

Industrial  Creamedic  El 

Just  Askl  All  Surface  Kleaner  &  Dgrsr    CI 

Kleen  32    Dl 

Kooler  Kleen  A5 

Lemonee  8  Disinfectant   C2 

Mandarin  Magic    CI 

Ov-N-Kleen  A8 

Pearl-ee    El 

Pine  Jelly  Soap   CI 

Pine  Oil  Disinfectant  CI 

Pine  Scrub  Soap    CI 

Pink  Lotion  Hand  Soap    El 

Rinz-Free  CI 

Scourge    CI 

UBC  Un-Butyl  Cleaner  Al 

Wax  Off-Ez  Al 

Winta-Dis  Disinfectant  CI 

Zipper A4 

15%  Liquid  Hand  Soap El 

3-D  All  Purpose.  Hvy  Dty  Industrial 

Clnr  Al 

40%  Liquid  Hand  Soap El 

Harloti  Products  Corporation 

Formula  BH-5  for  Boilers  G6 

Harmon  Specialty  Products 

GoldC  Al 

Harold's  Chemical  Sales  &  Service, 
Inc. 

Degreaser  A2 

Giant  Red  Al 

Phos  Kote    A3 

Steel  Brite    A2 

Harold's  Giant  Cleaning  Systems 

Pink  Power    A4 

Vat  3300    A2 

Harper  Brush  Works 

Formula  #730    A4 

Harrill  Chemical  &  Paper  Supply, 
Inc. 

Big  Spike  Cleaner  Stripper  &  Degreaser  A4 

Dis-Solv  Al 

Harrill  Velva-Creme  El 

Harrill's  Silicone  Spray  H2 

Multi  Blue  All  Purpose  Cleaner  Cone      Al 
P38   A4 

Harris  &  Ford,  LLC 

HF-655  Cleaner  A2 

HF-790  Break   .  Bl 

HF-791  Detergent   Bl 

HF-792  Brightener    Bl 

HF-793  Brightener  Bl 

HF-794  Sour   Bl 

HF-900  Lubricant  HI 

Harris  Janitor  Supply  Co. 

Clear-Pane   CI 

D-Solv   Al 

Guard  C2 

X-33  Kl 


Harris,  P.  F.  Mfg.  Co.,  Inc. 

Harris  Famous  Roach  Tablets F3 

Harrisburg  Paper  Company 

Pink  Medicated  Hand  Soap    El 

Harry  Alter  Co.,  Inc.,  The 

Allclean  A4 

Coil  Clean   CI 

Metalclean  A4 

Scale-Clean   A3 

Spray  N'Wipe    CI 

Harry  Brown  Sales  Corp. 

Rough  Touch  w/Volcanic  Pumice  Hand 

Clnr E4 

Soft  Touch  Hand  Cleaner  E4 

Harry  Holland  &  Son,  Inc. 

Caltech80  HI 

Holland  AG  Oil  #6  NF  HI 

Holland  DCO  75  HI 

Holland  Trough  Grease  Spray  Type  ....  HI 

Holland  100  NF  White  Mineral  Oil  HI 

Holland  180  USP  White  Mineral  Oil  ..  HI 

Holland  210  USP  White  Mineral  Oil  HI 

Holland  350  USP  White  Mineral  Oil  HI 

Holland  55  NF  White  Mineral  Oil  HI 

Holland  70  NF  White  Mineral  Oil  HI 

Holland  80  Technical  White  Mineral 

Oil HI 

Holland  90  NF  White  Mineral  Oil  HI 

Harry's  Janitorial  Supply 

Aurora  1  Al 

LI 00  Degreaser  Al 

Orbit  Oven  Cleaner  A8 

Porcelain  Cleaner  Concentrate   C2 

Spray  and  Wipe  CI 

Super  Window  Cleaner  CI 

Window  Cleaner  Concentrate  CI 

140  Detergent  Concentrate  A4 

Hart  Laboratories 

Chain  Belt  Lubricant  Type  1    H2 

Hartford  Chemical  Corporation 

#227  Super  Neutral  Cleaner  Al 

Acid  Free  Ice  Melter  CI 

Enzymes L2 

Heavy  Duty  Cleaner   A4 

Safety  Solvent  Cleaner  &  Degreaser   ..  K2 

Super  Neutral  Cleaner  Al 

Tempered  Drain  Opener  LI 

Hartford  Chemical/ 

A  Div.  of  Hartford  Sales  Corp. 

Acid-Free  Ice  Melter  CI 

Air  Deodorizer  (Aerosol)    CI 

Aluminum  &  Chrome  Rust  Remover  A3 

Ammoniated  Heavy  Duty  Stripper  \4 

Ammoniated  Heavy  Duty  Stripper  A4 

Bowlex  C2 

Break-Thru  Powder  LI 

Cham  &  Cable  Lubricant  (Aerosol)  ....  H2 
Cone.  Cleanser  &  Barrier  Cream  (Aer- 
osol)                               E4 

Degreaser  and  Motor  Cleaner  (Aerosol)  Kl 

Descaler/Delimer  A3 

Emulsion  Degreaser  Kl 

Grease  Control  CI 


Heavy  Duty  All  Purpose  Clnr  &  Dgrsr 

Cone    A4 

Kitchen  C-D  Cleaner  Degreaser  A4 

Lemon  Disinfectant  Cleaner  A4 

Lift  Station  Cleaner  LI 

Liqui-Drain    LI 

Liquid  Scouring  Creme  CI 

Low  Temp.  Heavy  Duty  Cleaner  A5 

Mint  Odor  Disinfectant  Cleaner  CI 

Moisture  Barrier  &  Elec.  Lub.  (Aerosol)  K2 
Moisture  Barrier  &  Electrical  Lubricant  K2 

Natumate   L2 

Neutral  pH  Cleaner  Al 

No.  601  Odor  Control  Granules  CI 

Non-Aerosol  Air  Deodorizer    CI 

Non-Aerosol  Chewing  Gum  &  Tar  Re- 
mover       CI 

Non-Aerosol  Degreaser  and  Motor 

Cleaner   Kl 

Non-Aerosol  Moist.  Barrier  &  Elec. 

Lub K2 

Non-Aerosol  Plexiglass  Cleaner  &  Pol- 
ish     CI 

Non-Aerosol  Vandalism  Mark  &  Stain 

Remvr  CI 

Non-Butyl  Water  Base  Degreaser 

Cone A4.A8 

Oven  Cleaner  A8 

Paint  Stripper  C3 

Pine  Odor  Disinfectant  Cleaner   CI 

Pots  and  Pans  Cleaner A8 

Powdered  Caustic  Drain  Opener    LI 

Stainless  Steel  &  Metal  Clnr  &  Pol 

(Aer)   A7 

Super  Enzymes    L2 

Super  Neutral  Cleaner  Al 

Tempered  Drain  Opener  LI 

Tile  Klenz   C2 

Touch  of  Mink    E4 

Uni-Fresh  CI 

Unibol    C2 

I -Piece  Unitab  Screens  C2 

Harvard  Chemical  Research,  Inc. 

Blast-It  A4 

Break-Off Bl 

Choice    Al 

Concrete  Cleaner  CI 

Deep  Fat  Fryer    A8 

Descaler/Delimer  CI 

Extra Al 

Floor  Plus    CI 

Kitchen  Degreaser  A8 

Magic  Bowl  C2 

Neutral  Floor  Cleaner  CI 

Orange  Gel  Floor  Renovator    CI 

Oven  Gel   A8 

Oxygen  Bleach  (Liquid)  Bl 

Premium    Al 

Pronto    Bl 

Super  Blue  Al 

Ultra  Glo   A2 

Velvet E4 

Zip   Al 

Harvest  Chemical  Company 

HBWT-100    G6 

HD-354    G6 

Harvey  Universal,  Inc. 

ABC.  Metal  Cleaner  Al 
Dr  Harvey's  Bio  Thunder  All  Purpose 

On  CI 

Dr  Harvey's  Bio  Thunder  Glass  Clean  CI 
Dr  Harvey's  Organic  Power  All  Purp 

Cln CI 

Dr.  Harvey's  Organic  Power  Glass  Clean  CI 

Harvey's  Industrial  Cleaner               .....  Al 


11-213 


Harvey's  Industrial  Degreaser  Al 

Harvey's  Power  Grs.  &  Tar  Cutter 

Non-VOC  Al 

Hasa  Inc. 

HasaChlor B1.D2 

Multi-Chlor   B1.D2 

Hasco  Oil  Company  Inc. 

Hasco  Alaska  Aqualube  AW  32  HI 

Hasco  Alaska  Aqualube  AW  46 HI 

Hasco  Alaska  Aqualube  AW  68  HI 

Hasco  Alaska  Crystal  Clean  A4.A8 

Hasco  Alaska  Crystal  FM  1    HI 

Hasco  Alaska  Crystal  FM  2  HI 

Hasco  Alaska  Feed  and  Grain  Dust  Stop  HI 

Hasco  Alaska  FM  Chain  Oil  100  HI 

Hasco  Alaska  FM  Chain  Oil  220  HI 

Hasco  Alaska  FM  Gear  Oil  220  HI 

Hasco  Alaska  FM  Gear  Oil  460  HI 

Hasco  Alaska  FM  Gear  Oil  680  HI 

Hasco  Alaska  FM  Hydraulic  Oil  100  ..  HI 

Hasco  Alaska  FM  Hydraulic  Oil  32  ....  HI 

Hasco  Alaska  FM  Hydraulic  Oil  46  ....  HI 

Hasco  Alaska  FM  Hydraulic  Oil  68  ....  HI 

Hasco  Alaska  Syncom  FM  32    HI 

Hasco  Alaska  Syncom  FM  46   HI 

Hasco  Alaska  Syncom  FM  68    HI 

Hasco  Alaska  Synlube  FM  100   HI 

Hasco  Alaska  Synlube  FM  150   HI 

Hasco  Alaska  Synlube  FM  220   HI 

Hasco  Alaska  Synlube  FM  32   HI 

Hasco  Alaska  Synlube  FM  320   HI 

Hasco  Alaska  Synlube  FM  46    HI 

Hasco  Alaska  Synlube  FM  460   HI 

Hasco  Alaska  Synlube  FM  68   HI 

Hasco  Alaska  Synoil  FM  100 HI 

Hasco  Alaska  Synoil  FM  220 HI 

Hasco  Alaska  Synoil  FM  32 HI 

Hasco  Alaska  Synoil  FM  460 HI 

Hasco  Alaska  Synoil  FM  68 HI 

Hasco  Alaska  Syntherm  FM  32  HI 

Hasco  Alaska  Synthetic  Oven  Chain  Oil  H2 

Hasco  Alaska  Technical  White  Oil  100  HI 

Hasco  Alaska  Technical  White  Oil  70  HI 

Hasco  Alaska  1100  USP  H2 

Hasco  Alaska  20  USP HI 

Hasco  Alaska  24  USP  HI 

Hasco  Alaska  35  USP HI 

Hasco  Alaska  50  USP HI 

Hasco  Alaska  7  USP  HI 

Hasco  Alaska  9  USP  HI 

Hatchell  Oil  Company,  Inc. 

Moly  Gear  Oil  SAE  85W-140  H2 

Havatampa  Corporation 

BlastOff   A4 

Coco-Kleen  Hand  Soap El 

Emerald  Pine  CI 

Enviro  Kleen  C2 

Hava-Crete  CI 

Hava-Dine  Dl 

Steel  Glo   A7 

Haviland  Products  Company 

Acid  Cleaner  #138    A3 

Acid  Cleaner  #139    A3 

Cleaner  #124  BFG    A2 

Cleaner  L-San   Al 

Concrete  Cleaner  CI 

HavasanLB-12  D2 

Powdered  Delimer  A3 

Purple  Sparkle  Al 

Rust  And  Scale  Remover  #132    A3 

Swish  A4 


Hawkeye  Food  Systems  Inc. 

Super  Powder  Glass  Cleaner    CI 

Super  Power  Bleach     B1,D2,G4,Q1,Q2.Q4 

Super  Power  Grill  &  Oven  Cleaner  ....  A8 

Hawkins  Chemical,  Inc. 

Azone  D2,G4,G7.Q4 

Soda  Caustic  50%  Liquid  with  5%  Ad- 
ditive    A2 

Sodium  Hydroxide  Liquid    A2.G1 

Hawksley  Laboratories 

Series  104  Boiler  Water  Treatment   ....  G6 

Series  109  Boiler  Water  Treatment   ....  G6 

Series  1 10  Boiler  Water  Treatment   ....  G6 

Series  1 14  Boiler  Water  Treatment   ....  G6 

Series  1 19  Boiler  Water  Treatment   ....  G6 

Series  1 23  Boiler  Water  Treatment   ....  G6 

Series  1 24  Boiler  Water  Treatment   ....  G6 

Series  1 25  Boiler  Water  Treatment    ....  G6 

Series  127  Boiler  Water  Treatment   ....  G6 

Series  131  Boiler  Water  Treatment   ....  G6 

Series  135  Boiler  Water  Treatment   ....  G6 

Series  143  Boiler  Water  Treatment   ....  G6 

Series  145  Boiler  Water  Treatment   ....  G6 

Series  195  Boiler  Water  Treatment   ....  G6 

Series  197  Boiler  Water  Treatment   ....  G6 

Series  198  Boiler  Water  Treatment   ....  G6 

Series  199  Boiler  Water  Treatment   ....  G6 

Series  201  Return  Line  Treatment   G6 

Series  203  Return  Line  Treatment   G6 

Series  204  Return  Line  Treatment   G6 

Series  205  Return  Line  Treatment  G6 

Series  206  Return  Line  Treatment   G6 

Series  208  Return  Line  Treatment  G6 

Series  210  Return  Line  Treatment  G7 

Series  212  Return  Line  Treatment  G6 

Series  215  Return  Line  Treatment  G6 

Series  217  Return  Line  Treatment  G7 

Series  218  Return  Line  Treatment  G6 

Series  219  Return  Line  Treatment  G7 

Series  222  Return  Line  Treatment  G7 

Series  412  Boiler  Water  Treatment   ....  G6 

Series  415  Boiler  Water  Treatment   ....  G6 

Series  416  Boiler  Water  Treatment   ....  G6 

Series  418  Boiler  Water  Treatment   ....  G6 

Series  419  Boiler  Water  Treatment   ....  G6 

Series  420  Boiler  Water  Treatment   ....  G6 

Series  514  Colloidal  Boiler  Treat G6 

Series  580  Colloidal  Boiler  Treat   G6 

Series  581  Colloidal  Boiler  Treat G6 

Series  584  Colloidal  Boiler  Treat G6 

Series  588  Colloidal  Boiler  Treat G6 

Series  590  Colloidal  Boiler  Treat G6 

Series  601  Cooling  Water  Treatment  ..  G7 

Series  615  Cooling  Water  Treatment  ..  G7 

Series  616  Cooling  Water  Treatment  ..  G7 

Series  618  Cooling  Water  Treatment  ..  G7 

Series  622  Cooling  Water  Treatment  ..  G7 

Series  623  Cooling  Water  Treatment  ..  G7 

Series  629  Hydron  Corrosion  Control  G5 

Series  631  Cooling  Water  Treatment  ..  G7 

Series  632  Cooling  Water  Treatment  ..  G7 

Series  633  Cooling  Water  Treatment  ..  G7 

Series  636  Cooling  Water  Treatment  ..  G7 

Series  637  Cooling  Water  Treatment  ..  G5 

Series  705  Catalyzed  Sulfite  G6 

Series  706  Line  Treatment   G6 

Series  707  Sludge  Conditioner  G6 

Series  708  Caustic  Sludge  Conditioner  G6 

Series  710  Catalyzed  Sulfite  G7 

Series  714  Line  Treatment   G2.G6 

Series  716  Cleanout  Treatment G6 

Series  725  Liquid  Catalyzed  Sulfite  ....  G6 

Series  730  Liquid  Catalyzed  Sulfite  ....  G6 

Series  821  Boilout  Mixture    G6 

Series  823  Shutdown  Treatment  G6 


Hawthorn  Industrial 

Big  Boss    C2 

Reflections  CI 

Hayes  and  Company 

BC-623    G7 

BG-822    G6 

BP-121  G6 

CS-197  G7 

CS-33  G7 

SR-222  G6 

0-726   G6 

Haynes  Manufacturing  Company 

Haynes  Spray HI 

Lubri-Film  HI 

Lubri-Film  Spray  HI 

Health  Care  Products,  Inc. 

WipeOut  (with  Activator)  Dl 

Heartland  Chemical  Services 

Ensure    D2 

Force  1000 A2 

Heartland  Chemical,  Inc. 

GL-100 Al 

Lime  De-Zolv   A3 

Mid  San  D2.Q3 

Midwest  Degreaser  A4.A8 

Super  Foam  Al 

Heartland  Industries,  Inc. 

Auto-Mist  3  Concentrated  Insect  Killer    Fl 

Farm  &  Dairy  Insecticide  Fl 

Heartland  Insect  Fogger   Fl 

Heartland  Paper  Company 

Kleen  Surf  CI 

Purity  Enbac    L2 

Punty  Klear  Glass  CI 

Purity  Neutral  Disinfectant  Al 

Purity  Ruff-Neck  A4 

Purity  Sanitizer  D2 

Purity  Zippy    C2 

Sani-Kleen  CI 

Heat  Company,  The 
Div.  of  NCH  Corporation 

Derrick  El 

DR-200-I2  Fl 

DR-300-T G7 

DR-400-T  (Bulk) LI 

DR-625-L H2 

DR-825-L H2 

Roughneck  E4 

Rust  Bite   A3 

Heat-Power  Engineering  Co.,  Inc. 

#120  Water  Treatment  Compound  G6 

#190  Water  Treatment  Compound  G6 

#220  Water  Treatment  Compound  G6 

#230  Water  Treatment  Compound  G6 

#244  Water  Treatment  Compound  G7 

#245  Water  Treatment  Compound  G7 

#272  Water  Treatment  Compound  G7 

#280  Water  Treatment  Compound  G6 

#281  Water  Treatment  Compound  G6 

#283  Water  Treatment  Compound  G6 
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#410  Water  Treatment  Compound  G6 

#672  Water  Treatment  Compound  G7 

#673  Water  Treatment  Compound  G7 

#920  Water  Treatment  Compound  G6 

#930  Resin  Cleaner  PI 

Potable  Water  Treatment  #730  Gl 

Heatbath  Corporation 

Lab  Oil  72-D  H2 

Heck,  R.C.  Co.,  Inc. 

Formula  3103    A4 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner   C2 

M-RX  H2 

Super  77  Concentrate    Al 

Hedgetree  Chemical  Mfg.  Inc. 

L.O.C.C.  All  Purpose  Neutral  Clnr 

Cone Al 

U.N.L.O.C.C Al 

Heisler  Green  Chemical  Co. 

Antifoam  600 G6 

A24-4  Algae  Treatment    G7 

Boiler  Water  Softener  G6 

Boiler  Water  Treatment    G6 

Boiler  Water  Treatment  #160  G6 

Boiler  Water  Treatment  No.  163    G6 

Boiler  Water  Treatment  No   191    G6 

Boiler  Water  Treatment  110  G6 

BWT-195  G6 

B48-8  Algae  Treatment G7 

C-333  G7 

C-334  G7 

Condensate  No.  430   G6 

Condensate  No.  454   G6 

Condensate  No.  462   G6 

Condensate  No.  464   G6 

Condensate  No.  470   G6 

Condensate  469  G6 

Descale  300  G6 

HG-2300    G6 

HG-700   G6 

HG-830   G6 

L-236  Liquid  Terpolymer  Boil.  Wtr 

Trtmnt  G6 

No.  480  Condensate  Treatment    G6 

No.  485  Condensate  Treatment    G6 

Scale  Solve  #9  G7 

Sludge  Treet  184  G6 

Sludgetreet-185   G6 

Sludgtreet  180  G6 

Sulfuric  Acid  50% LI 

Heljo  Inc. 

Heljo700  Al 

Heller  B.  &  Company 

No-0130Grip    Jl 

Helsley  Supply  Co. 

Bleu  Max  A4.C1 

Storm  Al 

Henderson  Chemical  Co.,  Inc. 

Sure  &  Easy    CI 

Henderson  Eng.  Co.,  Inc. 

Mity-Dry    PI 

Mity-Dry-30  PI 


Henkel  Corporation 

Defoamer  NXZ  Al 

Monolan  2000  Surfactant   Q5 

Henkel  Corporation/ 
Emery  Group 

Emery  Syn  Comp.  Lubricant  32  (2990)  H2 

Emery  Syn.  Comp.  Lubricant  68  (2890)  H2 

Emery  Syn  Comprs.  Lubricant  100 
(2880)   H2 

Emery  2825  Synthetic  Ind  EP  Gear  Oil 
150    H2 

Emery  2826  Synthetic  Ind  EP  Gear  Oil 
220    H2 

Emery  2827  Synthetic  Ind  EP  Gear  Oil 
320    H2 

Emery  2828  Synthetic  Ind  EP  Gear  Oil 
460    H2 

Emery  2829  Synthetic  Ind  EP  Gear  Oil 
680    H2 

Emery  2840-A  Syn  Multi-Purp 
GrLubrISO150   H2 

Emery  2841 -A  Syn  Multi-Purp 
GrLubrISO220   H2 

Emery  2842-A  Syn  Multi-Purp 
GrLubrlSO320   H2 

Emery  2843  Syn  Multi-Purp 
andWrmGrOil460  H2 

Emery  2844  High  Temperature  Chain 
Lubr H2 

Emery  2845  Synthetic  R&O  Gear  Oil 
150    H2 

Emery  2846  Synthetic  R&O  Gear  Oil 
220    H2 

Emery  2847-A  Synthetic  R&O  Gear  Oil 
320    H2 

Emery  2848  Synthetic  R&O  Gear  Oil 
460    H2 

Emery  2849  Synthetic  R&O  Gear  Oil 
680    H2 

Emery  2876-U  Compressor  Lubricant      H2 

Emery  2877-U  Compressor  Lubricant      H2 

Emery  2879-B  Syn.  Comprs.  Lube  150   H2 

Emery  2881 -A  High  Temp  Chain  Lu- 
bricant      H2 

Emery  2891  High  Temperature  Lubri- 
cant       H2 

Emery  2944  PAO  Compressor  Lubri- 
cant      H2 

Emery  2947-A  Syn.  Comprs   Lube  ISO 
68    H2 

Emery  2948-D  PAO  Syn  Comp/Tur 
LubeIS032    H2 

Emery  2950-A  PAO  Syn   Comp  Lube 
ISO100   H2 

Emery  2992-U  Rotary  Vane  Compres 
Lube H2 

Emery  2993-A  Reciprocating  Compres 
Lube H2 

Emery  2994-E  High  Temp.  Chain  Lu- 
bricant      H2 

Emery  2997-A  High  Temperature  Lu- 
bricant      H2 

Emery  4040-X  H2 

Henkel-Ecolab  B.V. 

P3-trimeta  HC  A3 

Henny  Penny  Corporation 

Henny  Penny  Auto-Flush  Delimer  A3 

Henny  Penny  Foaming  Degreaser    Al 

Henny  Penny  Glass  Cleaner  Al 

Henny  Penny  Instant  Skin  Sanitizer  E4 

Henny  Penny  Oven  &  Grill  Cleaner  A8 

P-H-T  Dry  Powder  Cleaner    A2 

P-H-T  Liquid  Cleaner  Al 


Henry  A.  Petter  Supply  Co. 

Petter  AF/79    C2 

Petter  Forest  5  CI 

Henry  Kraft,  Inc. 

Assure    C2 

Crystal  Clear  (Aerosol)  CI 

Crystal  Clear  (Bulk)   CI 

Super  Foam-Away  C2 

Herbert  Webb  Co.,  Inc. 

Silicone  Spray  (Aerosol)  HI 

Hercules  Chemical  Co.,  Inc. 

Base  Hit  II  PI 

Boiler  &  Heating  System  Clnr 

w/Silicone  G7 

Boiler  Liquid  PI 

Clear  Cutting  Oil  PI 

Clobber    LI 

Dark  Cutting  Oil  PI 

Glug  Drain  Opener   LI 

R-D  Root  Destroyer    ...  LI 

Scout    G7 

Septic  Tank  and  Cesspool  Cleaner  LI 

Sizzle  A3 

Herculift  Inc. 

Herc-U-Clean  880  Heavy  Duty 
Cleaner   A4.A8 

Hereford  Janitor  Supply  Inc. 

Laundry  Break  Bl 

Mack's  Alive!!!    L2 

Mack's  Citrus  Chisel  A4.A8 

Mack's  Clear  Lemon  Disinfectant    C2 

Mack's  Clear  Reflections    CI 

Mack's  Foambnte    A3 

Mack's  Food  Grade  Silicone  HI 

Mack's  Fresh  &  Clean    CI 

Mack's  Fresh  &  Clean  Hosp  Type  Dsnf 

Deod   CI 

Mack's  HD-094  Extra  Heavy  Dty 

Clnr-Dgrsr  A4.A8 

Mack's  Laundry  Detergent  I  Bl 

Mack's  NC-085   Al 

Mack's  Oven  Jel    A8 

Mack's  Pinky  Al 

Mack's  Super  Low  Suds  Lndry  Cmpd 

w/Borax Bl 

Mack's  Winda  Shine  Glass  Cleaner  ....  CI 
Tallow  Brite Bl 

Heritage  Chemical  Co.,  Inc. 

Crystal  Klear  Al 

KC-124    A3 

KC-244    A2 

KC-344    Al 

KC-438    A5 

KC-49    Al 

KC-644    Al 

KC-708    A3 

KC-753    A4 

KC-924    A3 

MSR  Cleaner  A3 

Heritage  House  Supplies  LTD. 

Heritage  Foam  Al 

Heritage  Labs,  Inc. 

SW  1000  ..........    Al 


11-215 


Heritage  Paper  Company,  Inc. 

All  Purpose  Cleaner  Concentrate   A4 

Coconut  Hand  Soap    El 

Degreaser  Concentrate    Al 

Pine  Cleaner  312  CI 

Hernon  Manufacturing  Inc. 

Safety  Cleaning  Solvent  13    K2 

Hertron,  Inc. 

Economite  40 A4 

Hesco,  Inc. 

Spectrum  Heavy  Duty  Cleaner  De- 
greaser  Al 

Hess  &  Clark,  Inc. 

Capsul-Ban    F2 

Discan-256  A4 

Formula  66    Fl 

GermKill  256 A4 

lnsectrin  X  F2 

Iofec-20  Disinfectant  D2 

LD-44 Fl 

Poultry  Cleanout  Spray  F2 

Ramik  Green  Bait  Packs  F3 

10%  Permethrin  F2 

Hesse  Supply  Company 

Top  Gun  A4.A8 

Hewitt  Soap  Company,  Inc.,  The 

#6688  Green  Bar  Soap   H2 

Hi  Tech  Commercial  Services,  Inc. 

Foaming  Degreaser  Al 

Pot  &  Pan  Detergent  A4 

Hi-lex  Corporation 

Hi-lex  6-40  Disinfectant-Sanitizer   D2 

Hi-Brett  Chemical  Co.,  Inc. 

All  Purpose  Cleaner    Al 

Blue  Wonder  CI 

Blue  Wonder  C CI 

Boom  CI 

Citra-Clean  CI 

Deep  Fry  Cleaner    A2 

Drain  Solve  A  LI 

Drain-Solv  LI 

Dyna-Clean  Concentrate  Al 

Extra  Strength  Deep  Fry  Cleaner  A2 

Food  Grade  Silicone  Spray  HI 

Formula  BPC  Al 

Formula  X-115A  A4 

Formula  0-22  CI 

Formula  0-33  Al 

Formula  132    KI 

Formula  1409    A4 

Formula  1410    Al 

Formula  184    C2 

Formula  184    C2 

Formula  185    C2 

Formula  1881    D2 

Formula  220    A3 

Formula  220X  A3 

Formula  224    Al 

Formula  400    A4 

Formula  89    Al 

Formula  9180    Al 

Hi-Foam  Al 


Hook  Cleaner A2 

Jamboree    A4 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  Formula  #88  ....  A I 

Marathon  790    Al 

Neutra-Clean   A4 

Odor  Ban  CI 

Odorant  VA  CI 

P.D.Q CI 

P.S E4 

Ph.D Al 

Presto  Parts  Cleaner    KI 

Safety  Solvent  B  K2 

Safety  Solvent  C  K2 

Scour  Blue  A6 

Spartaclean  CI 

Spartan  All  Purpose  Cleaner Al 

Sweet-Air  CI 

Thor-L  Al 

Thor-XCIP  Al 

Whiz  Al 

Whiz  Special  \4 

1-2-3  Al 

Hi-Lite  Chemicals  Co.  Inc. 

Ad  Alk  25  Boiler  Water  Treatment  ...  G6 
Am-Tech  Tower  &  Condenser  Cleaning 

Kit  PI 

Ampicide  5    G7 

Ampicide  9    G7 

Belle-Air  Germicidal  Detergent   Dl 

Formula  BC-15   G6 

Formula  CCS-60  G7 

Formula  OL-45   G6 

Formula  OS-45    G6 

Formula  PP-30    G6 

Formula  RT-60   G6 

Formula  TT  61    G7 

Formula  TT  61  PM  G7 

Formula  35    G6 

Nitrex  L  G7 

So  Soft  Coconut  Oil  Liquid  Hand  Soap  El 

Hi-Tech  Assemblies  Inc. 

Nature-Prep   CI 

Odor-Wand    CI 

Hi-Tech  Chemical  Company,  Inc. 

Citra  Kleen    CI 

Hi-Tech  Distributors 

Wizzard  A4 

Hi-Valley  Chemicals,  Inc. 

Aqua  Ammonia  G6 

HVC  Boiler  Treatment  310    G7 

190  G6 

194  G6 

198  G6 

314-Boiler  Treatment    G7 

320  Boiler  Treatment    G6 

360  Boiler  Treatment   G6 

370  Boiler  Treatment    G7 

800  Dispersant  G6 

Hiawatha  Chef  Supply,  Inc. 

Chlorinated  Mechanical  Dishwash 

Compound Al 

Concentrated  Glass  Cleaner   A7 

Grease  Remover   CI 

Heavy  Duty  Chlorinated  Mech.  Dshwsh 

Cmpd Al 

Heavy  Duty  Concrete  Cleaner   A2 

Heavy  Duty  Floor  Cleaner  A4 

Laundry  Liquid  Builder    Bl 


Liquid  All  Purpose  Cleaner    CI 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Soft   B2 

Low  Foam  Lime  Remover   A3 

Multi-Purpose  Cleaner    Al 

Hiawatha  I  Supply 

Jell  Vandal  Mark  Remover  CI 

Hicks-Denver  Co. 

Safety  Cleaner  A4 

High  PSI  Ltd. 

Sludgehammer  A4 

SC-15  Al 

Highline  Industries 

Clean  Shine   CI 

Highside  Chemicals,  Inc. 

Hill  &  Markes  IncV 
Wholesale  Distributors 

Clear  Reflections  CI 

Stainless  Steel  Cleaner  with  Orange    ..  CI 

Hill  Manufacturing  Company,  Inc. 

#1147  Master  Foam    CI 

#1323  Ban-0  CI 

#226  Hilco-Tox  F2 

#2362  Foamer  Cone Al 

#2363  Alkaline  Additive  A2 

#2375  Dia-Con  Insecticide  Concentrate  F2 

#2501  Chloro-Kleen   Al 

#2637  Havoc  Al 

#3000  White  Knight   HI 

#5044  Lookin-Good    A7 

Anti-Foam  H- 1739    Al 

Anti-Seize    H2 

Bee  Wasp  And  Hornet  Killer  F2 

Brite-Kleen    A1.Q1 

CIA.  Hill  #2942    CI 

Chargel  PI 

Clean-All  A4 

Conveyor  Lubricant H2 

Cyclone   LI 

CK-341    A2 

De-Carbo  A8 

Double  Trouble  Flying  &  Crawling 

Insctcd F2 

Dry  Moly  Lubricant    H2 

Foamy  Bowl  Cleaner    C2 

Food  Grade  Phosphoric  Acid  A3 

Formula -381  Al 

Formula  707  Instant  Spray  Cleaner  ....  CI 

Grease  Gun  In-A-Can  H2 

H-D-45  Al 

Hi-Bowl  C2 

Hi-Kleen    Al 

Hilco  Belt  Grip   PI 

Hilco  Big  H  Cherry  CI 

Hilco  Contact  Cleaner  K2 

Hilco  No.  74  Roach  And  Insect  Spray  F2 

Hilco  San  D1.Q3 

Hilco-Scrub  A6 

Hilco-Suds  Al 

Hill  #1295  Touch  of  Spring  CI 

Hill  #1402  Holdup  2  A4 

Hill  #1409  Liquid  Steam  Cleaner Al 

Hill  #167  Universal  Boiler  Compound  G6 

Hill  #1704  Control  Liquid    Al 

Hill  #1732  Petroleum  Dispersant  Al 

Hill  #1785  Nitty  Gritty  E4 

Hill  #1850  Clinger    CI 
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Hill  #1965  AC  Coil  Bnte  PI 

Hill  #2103  Hilco-Lube   CI 

Hill  #215  Hilcobane  Insecticide  F2 

Hill  #2456  Sanitary  Spray  Lube  HI 

Hill  #2488  Hydraulic  Blue  H2 

Hill  #2670  Turbo  Industrial  Parts  Dgrsr.  Kl 

Hill  #2707  Brute   CI 

Hill  #2710  Hold  Up  1  Al 

Hill  #2711  Holdup  3  D2 

Hill  #2712  Chloro  Foam  Al 

Hill  #2735  Top  Gun   A4.C1 

Hill  #2749  Little  Brute  CI 

Hill  #2914  VapoMist  60  Fl 

Hill  »2942  CI.A CI 

Hill  #2964  Moly  Hi-Temp  Plus  H2 

Hill  #31 16  Super  Brite   PI 

Hill  #3143  Drain  Demons  L2 

Hill  #3172  Enviro  Al 

Hill  #3180  Alkaline  Cleaner  Al 

Hill  #3187  Grease  Buster-G  TO CI 

Hill  #3200  E  S.  Cleaner  CI 

Hill  #3220  Foaming  Oven  Cleaner    ....    A8 

Hill  #3246  Green  Hill    CI 

Hill  #3248  Hold-Up  4  A8 

Hill  #3254  Liquid  Concrete  Clnr  & 

Dgrsr  Al 

Hill  #3260  Foamer    Al 

Hill  #3281  Enviro  CI 

Hill  #3374  Healthy  Hands    E2 

Hill  #3456  Air  Line  Lubricant  H2 

Hill  #389  Wash  Kleen    Bl 

Hill  #44  Hilco  San    D2.Q3 

Hill  #5  SC-5  Hot  Vat  Stripper  A2 

Hill  #5012  P'Zazz  CI 

Hill  #5023  Safety-Solv  K2 

Hill  #5034  Chain  &  Cable   H2 

Hill  #5035  Hilco  Lube   CI 

Hill  #5040  Silicone  Spray  Release  HI 

Hill  #5041  Hilco  Glide  H2 

Hill  #5043  Cutting  &  Tapping  Oil  PI 

Hill  #5046  505  Lemon  Polish    CI 

Hill  #5084  Hilco  Lectric  K2 

Hill  #5170  Hilco-Lube    CI 

Hill  #5185  Signal  Valley  Fresh   CI 

Hill  #5187  Signal  Green  Apple    CI 

Hill  #5188  Signal  Mountain  Fresh  CI 

Hill  #5189  Signal  Orange  Citrus    CI 

Hill  #5202  Bee.  Wasp  &  Hornet  Killer    F2 

Hill  #5255  Air-Force K2 

Hill  #5257  Lube  It    CI 

Hill  #5257  Lube  It    CI 

Hill  #5259  Mink  Oil  Lube   CI 

Hill  #5300  Enviro  CI 

Hill  #5307  Air  Tool  Lube CI 

Hill  #5313  Speedy  Degreaser  K2 

Hill  #5314  K-Solv  CI 

Hill  #5315  Track  Lube  H2 

Hill  #909  Blue  Rash  Al 

Hy-Pine    CI 

KZ-555 H2 

Launder-Rite   Bl 

LC-65  Liquid  Steam  Cleaner  A2 

LC-65-X  Liquid  Steam  Cleaner  Al 

Mr.  Foam  Al 

No.  1033  Equipment  Cleaner  Al 

No.  121  Keep-Kleen  Al 

No.  1319  Condensate  Treatment    G6 

No.  134  Has  A4.A8 

No.  1366  Cherry  Masking  Compound      CI 

No.  1372  Hi-Lustre  A3 

No.  1397  Hilcotrol    CI 

No.  142  Scale-Solvent    C2 

No.  1430  Hill's  Dry  Bleach    Bl 

No.  1477  Mighty  Red  Al 

No.  1480Tuffy  El 

No.  1481  Foamer    Al 

No.  1482  Additive Al 

No.  1568  Foaming  Acid  Cleaner  A3 

No.  157  Pyneco  Disinfectant    CI 

No.  159Lemon-Cide    CI 

No.  1678  Mad  Dog  A4.C1 

No.  168  Shackle  Cleaner    A3 


No.  1953  Liquid  Enzymes    CI 

No.  197  Surgisep  El 

No.  1980  Alkaline  Degreaser  A4 

No.  200  Liquid  Hand  Soap  El 

No.  212  Fly  Bait  F2 

No.  2206  Chef  Grease  Cutter  Al 

No.  2222  Hilco  Strike  Fl 

No.  2511  Hy-Lyme  E4 

No.  2520  Lubricant  H2 

No.  2524  Grease  Buster  CI 

No.  2594  Improved  Stripper  Al 

No.  26  Sewer  Solvent  LI 

No.  304  Rust  Stripper  A2 

No.  306  Aluminum  Chiller  Cleaner  ....    Al 

No.  31  Flo-Thru  Sewer  Solvent  LI 

No.  388  Ice  Melt  CI 

No.  5031  Hilco-Tox  Aerosol  Insect 

Spray  Fl 

No.  5160  Mink  Oil  Lube   H2 

No.  85  Hilcotrol    CI 

No.  948  Hilco-Zyme  L2 

No.  959  Hilco-Solv  C2 

No.  972  Safety-Solv   K2 

No.1781  H.  F.  Detergent    Al 

No.1903  Lubricant    H2 

Odorless  Lotion-Kleen    El 

Odorless  Pink  Lotion  Kleen-Up  El 

Odortrol  CI 

OT-155  Deodorant    CI 

R.P.D.  No.  255    CI 

San-O-15   D2 

Sana-Dyne  E2 

Sanitary  Spray  Lubricant,  U.S.P HI 

See  Thru    CI 

Signal  Air  System  Insecticide Fl 

Silicone  Spray  HI 

Slap  Happy  Antiseptic  Hand  Cleaner  ....  E4 

Super  Con  "96"  CI 

Super-Chlor  84    D2.G4 

SC-1  Steam  Cleaning  Compound  A2 

SC-2  Steam  Cleaning  Compound  A2 

SC-3  Steam  Stripper  Compound    A2 

Vapo-Mist  "35"  Fl 

White  Knight  HI 

White  Tiger  HI 

WS-1291  Water  Soluble  Safety  Sol- 
vent      A4.K1 

WS-309  Water  Soluble  Safety  Solvent     A4 

101  Drain  Lax  LI 

1518  Sep-Guard El 

1733  Track  &  Bearing  Lubricant  H2 

5186  Hilco-Blast  ULV  Dry  Mist  Inset 
Kilr   Fl 

Hillcrest  Products  Inc. 

HP-10  Liquid  Acid  Cleaner   A3 

HP-20  Heavy  Duty  Cleaner   A2 

HP-21  Bottle  Wash  Alkali    A2 

HP-210  Chelated  Liquid  Caustic    A2 

HP-22  Trolley  Cleaner   A2 

HP-23  General  Cleaner  Al 

HP-29  Heavy  Duty  Cleaner   A2 

HP-30  General  Cleaner  Al 

HP-31  General  Cleaner  Al 

HP-33  General  Cleaner  Al 

HP-35  Chelated  General  Cleaner  Al 

HP-40  Chlorinated  CIP  Cleaner  A2 

HP-45  Chlorinated  CIP  Cleaner  A2 

HP-60  Self-Foaming  Alkaline  Cleaner  A2 

HP-72  Acid  Sanitizer  Cleaner    D2 

HP-73  Quaternary  Sanitizer  Deodorizer  D2 

HP-75  Conveyor  Lubricant  HI 

HP-76  Cryolubricant  HI 

HP-77  Conveyor  Lubricant  H2 

3030A  Chlorinated  Heavy  Duty  Cleaner  A2 

Hillside  Brush  &  Chemical  Co.,  Inc. 

H-555  A4.A8 

Hillco  Safety  Solvent    Kl 


Hillyard  Floor  Care  Supply 

Economy  Laundry  Powder  Bl 

Liquid  Laundry  Breaker   Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Sour  Bl 

Liquid  Oxygen  Bleach  Concentrate  ...  Bl 

Liquid  Pot  &  Pan  Detergent  Al 

Solv-Kwik  200    A4 

Hillyard  Industries,  Inc. 

#408  Dual  Action   F2 

#418  Dry  Contact  Pyrethrin  Insecticide  Fl 

Assurance A4 

Briten-Zit  A4 

Citrus-Scrub  CI 

Creme  Clean    A6 

CSP  Cleaner    A3 

Disinfectant-Deodorant  CI 

E-2  Plus  Food  Industry  Sntzg  Soap  #362  E2 

Extra  Strength  CSP  Cleaner  A3 

Foaming  Baseboard  Stripper  A4 

Food  Industry  Sanitizing  Lotion  Soap  ..  E2 

Food  Service  Cleaner/Degreaser Al 

General  Purpose  Cleaner A8 

General  Purpose  Foaming  Cleaner  C2 

Germicidal  Bowl  Cleaner  C2 

Germicidal  Foaming  Cleaner   C2 

Glass  Cleaner CI 

Graffiti  Remover  CI 

Gum-Go  CI 

H-101  D2 

Hil-Phene  II  A4 

Industrial  Degreaser/Cleaner  A4 

Jell  Baseboard  Stripper  CI 

Light  Acid  Bowl  Cleaner  C2 

Liquid  Enzyme    CI 

Liquid  Swabby  II    CI 

Mild  Bowl  and  Porcelain  Cleaner    C2 

MRD  2  Al 

Non-Acid  Bathroom  Cleaner    C2 

Nonbutyl  Cleaner/Degreaser  Al 

Oven  and  Grill  Cleaner A8 

Oven  Cleaner A8 

Pro-Line  Ammoniated  Cleaner/Stripper  A4 
Pro-Line  Disinfectant  Cleaner  128  ..  A4.C1 
Pro-Line  Disinfectant  Cleaner  256  ..  A4.C1 

Pro-Line  Disinfectant  Cleaner  64  CI 

Pro-Line  Extra  Strength 

Cleaner/Stnpper   CI 

Pro-Line  General  Purpose  Cleaner  CI 

Pro-Line  Heavy  Duty  Cleaner    Al 

Pro-Line  Industrial  Butyl  Cleaner    A4 

Q.T Al 

Re-Juv-Nal  165  CI 

Ready-To-Use  Citrus-Scrub   CI 

Renovator Al 

Shower  Foam CI 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   CI 

Super  Grease  Buster   Al 

Super  Hil-Aire  CI 

Super  Shine-All  A4 

Thickened  Non-Acid  Bathroom  Cleaner  C2 

Tile  and  Grout  Cleaner/Renovator  C2 

Top  Clean    A4 

Triple  Strength  Hilco  Cleaner A4 

Vindicator*    A4 

Hilti  Construction  Chemicals,  Inc. 

MC200  CI 

MC300  ..  .  CI 

MC400  E4 

Hilton  Davis  Co. 

Synat  Dual  12  Sanitizer  Dl 
Synat  10  Egg  Disinfectant/Sanitizer   D2.Q3 

Synat  210  Sanitizer    D2 
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Synerid  Egg  Wash  CL   Ql 

Synerid  Heavy  Duty  Egg  Destainer  ....  Q2 

Synerid  Synat  Dual  120   A4 

Synid  175  Disinfectant/Sanitizer    D2 

Hocking  International  Chemical 
Corp. 

"Citri-Solv  50"  CI 

"Citri-Solv"    CI 

"Citrus-Power"  CI 

"Formula  222"  Al 

"Grease  Away"    CI 

"High  Tech"  CI 

"Stainless  Steel"    CI 

"Super-Red"  Al 

Aluma  Brite  A3 

Bio-Sol  Concentrate    D2 

De-Foam   LI 

Fight  Bac  A4 

Grill  Shine  A8 

I-O-Clean  D2 

LP.  Boiler  Treatment  G7 

Super-Red  Plus   Al 

Hoffman  Chemical  &  Supply  Co. 
Inc. 

Concentrated  Special  Window  Cleaner     CI 

Liquid  Alive    CI 

San-I-Sol  Pink  Clinging   C2 

Hoffman  Maintenance  &  Supply 
Co. 

Anti-Septic  Lotion  Soap  El 

Hoffman,  J.  L.  Co.,  Inc. 

Degreaser  GC    A8 

Floor  Cleaner  CI 

General  Cleaner  A4.A8.C3 

Hoffmans's  IOBAC  D2 

Laundry  Detergent Bl 

Lime-R  A3 

Liquid  Chlor-Kleen.LT  Al 

Liquid  Chlorinated  Cleaner Al 

Non  Chlorinated  Liquid  Dishwashing 

Det Al 

Rainbow  Liquid  Laundry  Detergent  ....  Bl 

Skatt  A4 

Super-Kleen  Al 

Ware-Kleen   Al 

Ware-Shine    Al 

Window-Kleen CI 

Hofmann  Water  Technologies,  Inc. 

CX25-L  G7 

Formula  #692  FDA  G6 

1013  G6 

1015  G6 

1025  G6 

1054  G6 

1700  G6 

1802  G6 

1804  G7 

1805  G6 

1825  G6 

3283  G7 

695  AFP    G7 

698  G7 

698-AFP    G7 

800  G6 

810  G6 

812  G6 

817  G6 

819  G6 

820  G6 

825  G6 

832  G6 


834  G6 

838  G6 

855  G6 

949  G3 

Hohn  Manufacturing,  Inc. 

Dishwashing  Liquid    Al 

Ever-Flo  LI 

Fast-Clean   A4 

Halt    CI 

Heavy  Duty  Cleaner-Degreaser    Al 

Heavy  Duty  Liquid  Detergent    Al 

Pre-Soak Al 

Super  Red    A4.E1 

01 1  Boiler  Water  Treatment  G6 

220  Boiler  Water  Treatment  G6 

280  Boiler  Water  Treatment  G6 

301  Boiler  Water  Treatment  G6 

803  Condensate  Water  Treatment    G6 

Holchem,  Inc. 

Caustic  Soda  Sodium  Hydroxide 
50%  A2.G5.L1 

Holcomb,  J.I.  Manufacturing  Co. 

Aerosol  Woodvale  C2 

Big  Joe  Al 

Ceramic  Tile  and  Grout  Cleaner    CI 

Creme  Scour   A6 

Disinfectant  Deodorant  CI 

DF  5000  Gel   CI 

Eliminator  Insect  Killer Fl 

Enviropro  Anti-Bacterial  Hand  Soap  ....  El 

Enviropro  HG-220  Gel  L2 

Enviropro  HG-220  Gel  Concentrate  L2 

Enviropro  Stainless  Steel  Cleaner    CI 

Heavy  Duty  Degreaser  and  Cleaner 

Cone A4 

HG-200Gel  CI 

HG-200  Gel  Concentrate    CI 

Liquid  Dishine Al 

Med-Lot'  Medicated  Lotion  Skin  Clean- 
ser     El 

MT-350Gel  CI 

N-Dit  Concentrate  Dl 

N-Dit  3 A4.C1 

Oven  Cleaner Al 

QT-1  Al 

Sewage  Treatment  1000   LI 

Stainless  Steel  Cleaner  And  Protector      A7 

Super  Hoco-Zyme  L2 

Super  Hoco-Zyme  Gel    L2 

Surface  Cleaner  and  Disinfectant  CI 

SG-300Gel   CI 

ST/GT  Concentrate  L2 

White  Grease  II  H2 

Zen  C2 

1001  Concentrate A4 

Holland  Supply 

Glass  Cleaner CI 

Holland  Traders  of  Arizona,  Inc. 

Omega  Super  Concentrate  Liquid 
Cleaner   Al 

Hollow a\  House,  Inc. 

Holloway  House  Lemon  Oil  Furn.  Pol- 
ish       CI 

Holly  Farms  Poultry  Ind.  Inc. 

H.F.  C.I.P.  Cleaner   A2 

H.F.  D-Limonene    CI 

H.F.  Liquid  Caustic  Cleaner  A2 


H.F.  Liquid  Chlorinated  Cleaner    Al 

H.F.  Liquid  CIP  Cleaner  A2 

H.F.  Tub  Washer Al 

H.F.  10%  Chlorine    Al 

HF  Acid  Cleaner  A3 

HF  Ammoniated  Floor  Cleaner    CI 

HF  Caustic  Cleaner  A2 

HF  Chain  Lube   H2 

HF  Chain  Lube  Formula  226  H2 

HF  Clean  Hands   El 

HFCoil  Cleaner    PI 

HF  Foam  Cleaner   Al 

HF  Foam  Cleaner  II    Al 

HF  Foaming  Acid  Cleaner   A3 

HF  Foaming  Chlorine  Cleaner  Al 

HF  Glass  Cleaner   CI 

HFH-1C  Chain  Lubricant    HI 

HF  Hand  Soap  E4 

HF  Iodine  Sanitizer  El 

HF  Orange  Cleaner  A8.C1 

HF  Oven  Cleaner    A8 

HF  Smokehouse  Cleaner Al 

HF  Special  Oven  Cleaner  A8 

HF-E2  Hand  Cleaner E2 

Hollymatic  Corporation 

Gear  Reducer  Lubricant   H2 

Holly-Fluid    HI 

Holly-Lube  HI 

Holly-Multi-Lube    H2 

Holme  Commercial  Solvents 

Deep  Fat  Solvent  Al 

Holt  Distributors,  Inc. 

Kleen  All  Al 

Holt  Paper  &  Chemical  Co.,  Inc. 

Power  Plus  Al 

Quick  Drain  Pipe  Opener  LI 

Red  Horse  Brand  Toilet  Bowl  Cleaner  CI 

Homelite  Division  of  Textron 

Multi-Purpose  Soap  Al 

Surface  Prep  Soap  A4 

Honeywell  Incorporated 

Honeywell  HM-430 G6 

HM-454  G6 

HM-456  G6 

HM-457  G6 

HM-467  G6 

Hood  Chemical  Company 

BWT  14  G6 

BWT  18  G6 

BWT  180  G6 

BWT  217  G6 

BWT  226  G6 

BWT  227  G6 

BWT  2270  G7 

BWT  2640  G6 

BWT  269  G6 

BWT  278  G6 

BWT  319  G6 

BWT  450  A3 

BWT  603  G6 

BWT  73  A3 

BWT  753  G6 

BWT  7530  G7 

BWT  99  PI 

BWT-140  G6 

BWT-2170  G6 

BWT-2260  G6 
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BWT-2440  G6 

BWT-2540 G6 

BWT-2550  G6 

BWT-2690  G6 

BWT-2710  G6 

BWT-3190  G6 

BWT-36O0LM  G7 

BWT-3620  G6 

BWT-3660  G7 

BWT-3670  G7 

BWT-3680  G2 

BWT-3681  G7 

BWT-3683  G7 

BWT-3782  G7 

BWT-6030  G6 

BWT-6050  G6 

BWT-990  PI 

CST-3371LM    G7 

CWT634B    G7 

CWT6345B    G7 

CV.T  863  G7 

CWT874  G7 

CWT900  G7 

CWT920  G7 

CWT-108AF  G7 

CWT-3370LM  G7 

CWT-4000  G7 

CWT-4100  G7 

CWT-4200  G7 

CWT-4400  G7 

CWT-6340B    G7 

CWT-8740  G7 

CWT-9000  G7 

CWT-9200  G7 

CWT-9227  G7 

CWT-9228  G7 

CWT-9229  G7 

CWT-9230  G7 

CWT-9231  G7 

CWT-9232  G7 

CWT-9233  G7 

IAC-100  PI 

IAC-300  PI 

PWT-3190  G2 

Resin  Renew  II   PI 

RLT30    G6 

RLT40    G6 

RLT70    G6 

RLT75    G6 

RLT-300    G6 

RLT-400    G6 

RLT-700    G6 

RLT-750    G6 

Hoosier  Supply  Company 

K-500  Al 

Hope  Minerals  Company 

Oil  Pick-Up  Jl 

Horizon  Distributors  Inc. 

Glass  Cleaner  Plus    CI 

KillZ-Em    Fl 

Toro  D  Al 

Toro-Drain  LI 

Horizons  Marketing  Group  Inc. 

Protectacide  Liquid  CI 

Protectacide  Spray  C2 

Skin  Pro-Tec   E4 

Horizons  West 

Bio-D  Commercial  Strength  CI 

Bio-D  Industrial  Strength   CI 

Bio-D  Super  Concentrate    CI 

Bio-D+ Super  Concentrate   CI 


Horn-O-PIenty 

Blue  Grit    E4 

Dilemma  Solve   CI 

Grime  Gone  E4 

Hang  Time  Al 

Multi  Purpose  2400 Al 

Multi  Purpose  2500 Al 

Muscle  A4 

Red  Grit  E4 

Super  B    A4 

Homing's  Safety  Products  Co. 

Blitz  Al 

Four  Star  Plus  D2 

Homing's  256  Detergent/Disinfectant  D2 

Lotion  Soft    Al 

Oven  Plus  Oven  Grill  Cleaner  A8 

SMS  Duke    Al 

Horse  Health  Products,  Inc. 

Organic  Cleaner CI 

Organic  Cleaner  Concentrate   CI 

Tiger  Tuff   A4.A8.C1 

Hospital  Specialty  Company 

Bio-Enzyme  L2 

Hotsy  Bay  Area,  Inc. 

Super  XL  Liquid  Concentrate Al 

Hotsy  Corporation,  The/ 
Detergent  Division 

All  Purpose  Detergent Al 

Blue  Thunder Al 

Breakthroughl    Al 

Carbochlor  Al 

Carbon-Ate    Al 

Chlorinated  Detergent  Al 

Cloro  Clean  GP  Al 

Coil  Conditioner   PI 

Degreasing  Powder  Al 

Enviro-Clean  A4 

Golden  Car  Wash   Al 

Grafitti  Remover  A8 

GPL  3    Al 

GPL-1    Al 

GPL-2    Al 

Heavy  Duty  Degreaser   Al 

Heavy  Duty  Liquid  Detergent    A8 

Heavy  Duty  Vehicle  Cleaner   Al 

Hotsy  420    Al 

Hotsy  440    Al 

Hotsy  710    Al 

Liquid  Foamer  Al 

Miracle  Wizz  A8 

Nytro  Industrial  Detergent    Al 

Phos  Clean  A3 

Pow-R-Det  A2 

Pow-R-Ful  Al 

Power  Shine  Al 

Product  31    A4.C1 

Ripper  I   Al 

Ripper  II    Al 

Super  X   Al 

Super  XL  Al 

Toilet  Bowl  Cleaner   C2 

Touch  Free Al 

Truck  Wash  Detergent    Al 

Tub-Mate  Al 

TW  II  Al 

TW  III   Al 

Ultra  Power  Car  &  Truck  Wash Al 

Xtra  Power  Car  &  Truck  Wash  Al 


Hou-Tex  Specialty  Company 

Big  Boy  All  Purpose  Cleaner  Al 

Clear  and  Bright   CI 

Hough  Supply  &  Specialty  Co. 

Cream  Lotion  Hand  Soap  E4 

Husky  Activate    CI 

Husky  Blaster    A4.A8 

Husky  Bonus  Mint    C2 

Husky  Bowl  &  Urinal  Cleaner  C2 

Husky  Citm  Solv    CI 

Husky  Doz-It-All  A4 

Husky  Lemon  Fresh    CI 

Husky  Non  Acid  Bowl  Cleaner  C2 

Houghton  Chemical  Corporation 

Safe-T-Therm  Cone PI 

Houghton,  E.F.  &  Company 

Cosmolubric  HF-122  H2 

Cosmolubric  HF-130 H2 

Heat  Transfer  Fluid  2260-1 67-B    PI 

Houghto-Safe  250  H2 

Houghto-Safe  419-R  H2 

Houghto-Safe  620  H2 

Houghto-Safe  620-TY  HI 

Hydrolubnc  I20-B    H2 

Sta-Put350   H2 

House  of  Chemicals 

Absolute  CI 

Houston  Paper  &  Janitorial  Supply, 
Inc. 

Big  Dog  Concentrate  Cleaner  A4 

Mint-O-San   CI 

Hoveco  Products 

Premium  Degreaser  A4.A8 

Howard  Sanitary  Products  Co. 

Howco  Spearmint  Deodorant  Disinfec- 
tant      C2 

Howe  Chemical  Company 

Cleaner  L-130  Al 

Cleaner  L-145   A2 

Cleaner  L-403   A3 

Cleaner  P-101    Al 

Cleaner  P-103   Al 

Cleaner  P-l  12   A2 

Cleaner  P-114A  Al 

Cleaner  P-l  17    Al 

Cleaner  P-120   A2 

Liquid  Cleaner  No.  20    Al 

Liquid  Cleaner  No.  25    Al 

MS.R.  Acid  Cleaner      A3 

M  S.R  Acid  Concentrate    A3 

Hub  Chemical  Company 

Advance  128   A4 

All-Purpose  Non  Flammable  Safety 

Solvent    Kl 

Belt  Dressing  PI 

Bio-Kleen  Al 

Blazes V4 

Charge   A4 

Concentrated  Inhibited  Muriatic  Acid 

CI  \- 

De-Grease    Kl 
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Digestant  250 L2 

Disinfectant  Sanitizer  Deodorizer  D2 

Foams  Off  Al 

Graphite  Fast  Dry  Lube    H2 

Hub  Deo-Gran  CI 

Hub  Deodorizer  CI 

Hub  General  Purp.  Liquid  Clnr Al 

Hub  Germicidal  Cleaner  Dl 

Hub  Heavy  Duty  Floor  Cleaner  CI 

Hub  Liq.  Solvent  Non-Flam.  Clnr A4 

Hub  Liquid  Ice  Melt  CI 

Hub  Low  Pressure  Boiler  Comp G6 

Hub  Organic  Acid  Detergent   A3 

Hub  Porcelain  Cleaner   CI 

Hub  Powdered  Cleaning  Comp Al 

Hub  Rat  Bait  F3 

Hub  Spray  Fog    Fl 

HubThree-Gly    CI 

Hub  Window  Glass  Cleaner  Cone CI 

Hub  23%  Toilet  Bowl  Cleaner  C2 

Hub  9%  Toilet  Bowl  Cleaner  C2 

Jell   CI 

Lemon  Sewer  Sweetener CI 

Mint  Deodorant  CI 

Non-Acid  Lime  and  Scale  Remover    ..  CI 

Paint  and  Varnish  Remover   C3 

Penetrating  Oil  H2 

Precision  Instrument  &  Electronic  Pts 

CI K2 

Protector A4 

Ready-To-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Rust  and  Corrosion  Preventative    H2 

Shower  Room  Cleaner   A3 

Silicone  Lube HI 

Soft  Cleen   E4 

Stainless  Steel  Cleaner  And  Polish    ....  A7 

Super  Power    A4 

Super  Solv  #2    A4.A8 

Hub  States  Corporation 

Add  H20  Power  Pak  Al 

Barnmist  D-30  Insect  Killer  Fl 

Di-Tox  E  PI 

Duracide F2 

Kill  Mist  I  Cone  Aerosol  Insect  Killer  Fl 

Kill  Mist  S  F2 

Lethalaire  A-20  Fl 

Pro-Cide  All  Purpose  Insecticide  Fl 

Pro-Cide  III  Fl 

Secret  Treatment  F2 

Secret  Treatment  L/C  Low  Odor  Inset 

Cone   F2 

Tech-Mist F2 

Tower  of  Power Fl 

V  Clear-Out  Fl 

V  One    Fl 

V  Seventy-Four  All  Purpose  Insecticide  Fl 

V  Seventy-Three  Insecticide  Fl 

V  Thirty  Four   Fl 

V  Twenty-Three    Fl 

V  26  Professional  Insecticide  Fl 

V-l-23  (Waterbase)  Fl 

Virchem  Two  Thirty  Two  Aerosol  In- 
serted      Fl 

431  Odor  Neutralizer    CI 

Hubbard-Hall  Chemical  Co.,  The 

H-H  Lusterbrite  L-141    Al 

H-H  Lusterbrite  L-142    Al 

H-H  Lusterbrite  L-144    Al 

Huber  Inc. 

Huber  Dis-Solves-It  A4.A8 

Kill  M  Hying  &  Crawling  Insecticide  ..  F2 

Super  Huber  Pink  Dish-Lustre  Al 

40%  Liquid  Hand  Soap El 


Hubert 

Hubcote  Food  Equipment  Oil  HI 

Hubman  Chemical  Co. 

D.O.C A4 

Sanamax  M7   A4 

Somax  Delimer  (6102)  A3 

Somax  III  Al 

Huge'  Company,  Inc.,  The 

"Excelcide"  GPS  General  Purp.  Spra  #2  Fl 

"Excelcide"  Quadracide  #3  Fl 

"Excelcide"  Quadracide  #3  Fl 

Excelcide  Act  II  Residual  F2 

Excelcide  Cold  Fog  Fl 

Excelcide  Cold  Fog  #1   Fl 

Excelcide  Diazinon  4E  Insecticide  F2 

Excelcide  Dyna-Fog  Contact  Spra  Fl 

Excelcide  Enzyme  Treatment  L2 

Excelcide  General  Purpose  Spra  #6  Fl 

Excelcide  General  Purpose  Spra  No.  2  Fl 
Excelcide  GPS  General  Purp  Spra 

#2/Dairy    Fl 

Excelcide  Rodent  Bait  Cakes  F3 

Excelcide  Space  Spra   Fl 

Excelcide  Stay  Gone  F2 

Excelcide  3%  Ultra  Low  Dosage  Insec- 

ticde Fl 

Excelsan  Excelclean  No. 304  Super 

Cleaner   A4.A8 

Excelsan  Grade  A  Effective  Cleaning 

Cmpd Al 

Excelsan  Quat  Sanitizer   D2 

Excelsan  Sanitizer  D2 

Excelsan  Sub-Zero  Freezer  Cleaner  ....  A5 
Exelcide  Pyrethrin  Arsl  w/Dual  Syngsts.  Fl 

Hughes  Distributors 

Bowl  Maid  C2 

Hughes  Liquid  Creme  Cleanser  A6.C2 

Hughes  Enterprises 

Glass  &  Utility  Cleaner    CI 

Huish  Detergents,  Inc. 

Jobmaster  Bathroom  &  Bowl  Cleaner  CI 

Jobmaster  Cleaner-Degreaser  Al 

Jobmaster  Hand  &  Body  Soap  E4 

Jobmaster  Lemon  Scented  Disinfectant  CI 

Jobmaster  One  Step  Floor  Cleaner CI 

Jobmaster  Pink  Cleaner CI 

Vista  Concentrated  Laundry  Detergent  Bl 
Wintree  Concentrated  Laundry  Deter- 
gent    Bl 

Huls  America  Inc. 

Anderol  FGC-10  Synth.  Fd  Grd 

Comprsr  Oil   HI 

Anderol  FGC-20  Synth.  Fd  Gr  Comprs 

Oil  HI 

Anderol  FGC-30  Synth.  Fd  Grd 

Comprsr  Oil   HI 

Anderol  FGC-40  Synth.  Fd  Grd 

Comprsr  Oil    HI 

Anderol  FGH-100  Synth.  Fd  Gr  Hydrlc 

Oil  HI 

Anderol  FGH-32  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  FGH-46  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  FGH-68  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  Synthetic  Lubricant  FGL  10  ..    HI 


Anderol  Synthetic  Lubricant  FGL  20  HI 

Anderol  Synthetic  Lubricant  FGL  30  ..  HI 

Anderol  Synthetic  Lubricant  FGL  40  .  HI 
Anderol  3032  Synthetic  Compressor  Oil  H2 
Anderol  3046  Synthetic  Compressor  Oil  H2 
Anderol  3068  Synthetic  Compressor  Oil  H2 
Anderol  3100  Synthetic  Compressor  Oil  H2 
Anderol  3150  Synthetic  Compressor  Oil  H2 

Anderol  495  Synthetic  Lubricant  H2 

Anderol  496  Synthetic  Lubricant  H2 

Anderol  497  Synthetic  Lubricant  H2 

Anderol  500  Synthetic  Lubricant  H2 

Anderol  750  Synthetic  Lubricant  H2 

Anderol  782  HI 

AOS291    HI 

AOSyn  5000-1  Grease    H2 

AOSyn  5000-2  Grease    H2 

AOSYN-882B  H2 

AOSYN-892A  H2 

AOSYN-992A  H2 

PQ  AA  10  Food  Grade  Lubricant    HI 

PQ  A  A  140  Food  Grade  Gear  Lubricant  HI 

PQ  AA  20  Food  Grade  Lubricant    HI 

PQ  AA  30  Food  Grade  Lubricant    HI 

PQ  AA  40  Food  Grade  Lubricant    HI 

PQ  AA-40-0  Food  Grade  Grease  HI 

PQAA-40-1  Food  Grade  Grease  HI 

PQ  AA-40-2  Food  Grade  Grease  HI 

PQ  A A-90  Food  Grade  Gear  Lube    ....  HI 

PQC-105  H2 

PQC-300 H2 

PQ  C-303  H2 

PQC-304 H2 

PQ  Gear  Oil  AGMA  2  EP  H2 

PQ  Gear  Oil  AGMA  3  EP   H2 

PQ  Gear  Oil  AGMA  4  EP  H2 

PQ  Gear  Oil  AGMA  5  EP  H2 

PQ  Gear  Oil  AGMA  6  EP  H2 

PQ  Gear  Oil  AGMA  7  EP  H2 

PQ  Gear  Oil  AGMA  8EP  H2 

PQ  Trolly  Lube  HI 

PQ  100  Hydraulic  Oil  H2 

PQ  32  Hydraulic  Oil  H2 

PQ  4005-0  H2 

PQ  4005-1   H2 

PQ  4005-2  H2 

PQ  46  Hydraulic  Oil  H2 

PQ  68  Hydraulic  Oil  H2 

Hunter  Chemical  &  Formulating 
Co.,  Inc. 

Bowl-Brite  C2 

Breakaway  Heavy  Duty  Concrete 

Cleaner   CI 

Exstain  A4 

Food  Equipment  Cleaner    A2 

HDD CI 

H-40  A4 

Liquid  Amber   CI 

Liquid  Hand  Soap  20%  Coconut  Oil  ....  El 

Liquid  Hand  Soap  40% El 

Liquid  Steam  Cleaner  Al 

Low  Foam  Cleaner  A4.A8 

Oven  Cleaner A8 

Pink  Power    C2 

San-It-AII  D2 

Scale  Off  A3 

Scour-Brite A6 

Stainless  Steel  Cleaner  and  Brighlner  CI 

Steam  Plus  Liquid  Steam  Cleaner   Al 

Huntington  Lab,  Inc. 

Actichlor    Bl 

Destain  Extra  Bl 

Liquid  Breaker Bl 

Neutralizer  Bl 

Special  Presoak  Bl 
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Huntington  Laboratories,  Inc. 

Accent   E4 

Accent  Plus  Antibacterial  Skin  Cleanser  E4 
Accent  Plus  Total  Body  Shampoo  ...  E4 
Accent  Plus-1  Antibacterial  Skin  Lotion  E4 

Ascend  CI 

Asepti-zyme  CI 

Bacti-Stat  E4 

Beaucoup  CI 

Bingo  Beaded  Drain  Opener LI 

Blue  Blazes   CI 

Bowl  Buddy    CI 

ChloraSorb Jl 

CitruSolv  Non-Butyl  Degreaser 

Cleaner   A8.C1 

Clean  Up  Crew  Aerosol  Skin  Barrier  ..  E4 
Clean  Up  Crew  Deod.  Lotion  Skin  Clnsr  E4 
Clean  Up  Crew  H  D.  Lotion  Skin 

Cleanser    El 

Clean  Up  Crew  Heavy  Duty  PHS  with 

Borax C2 

Clean  Up  Crew  Heavy  Duty  Skin 

Cleanser    E4 

Clean  Up  Crew  Powdered  Hand  Soap      E4 

Clear  Creek  A4 

Compass    C2 

D.S  A-l  Degreaser  Cleaner  Al 

Derma  Soft    E4 

Derma-San  "MG"  II    El 

Derma-San  "MG"  Ready-To-Use  Hand 

Soap    E4 

Dyna-San  A-l  Degreaser  Cleaner    Al 

Dyna-San  Acid  Foam  Cleaner   A3 

Dyna-San  Alkaline  CI. P.  Cleaner   Al 

Dyna-San  Automatic  Warewashing  De- 
tergent      Al 

Dyna-San  C  IP.  Acid  Cleaner  A3 

Dyna-San  CLP.  Cleaner Al 

Dyna-San  Caustic  Liquid   A2 

Dyna-San  Caustic  Powder    A2 

Dyna-San  Chlorinated  C.I  P  Cleaner  ..  Al 
Dyna-San  Chlorinated  Foam  Cleaner  ..  Al 
Dyna-San  Concentrated 

Sanitizer/Cleaner D2 

Dyna-San  Deodorant  Lotion  Skin 

Cleanser    El 

Dyna-San  E-2  Sanitizing  Hand  Cleanser  E2 

Dyna-San  G.P.  Degreaser  Cleaner  A4 

Dyna-San  Heavy  Duty  Foam  Cleaner  II  Al 
Dyna-San  Heavy  Duty  Foaming  Cleaner  Al 
Dyna-San  Heavy  Duty  Skin  Cleanser  ..El 
Dyna-San  Hood.  Grill  &  Oven  Cleaner  A8 
Dyna-San  Lemon  Fresh  Pot  and  Pan 

Cleaner   A4 

Dyna-San  Lime  Remover  A3 

Dyna-San  Pot  and  Pan  Cleaner    Al 

Dyna-San  PCMX-1  E2  Hand  Wash  E2 

Dyna-San  Quat  Sanitizer D2 

Dyna-San  Sanitizing  Hand  Cleanser  ....  E2 
Dyna-San  Stainless  Steel  Maintnr 

w/Lemon  A7 

Dyna-San  TBS El 

Easy  Mop CI 

EXP  N-7-20  Foam  Cleaner Al 

Firing  Squad  Flying  Insect  Killer  Fl 

Firing  Squad  Residual  F2 

Firing  Squad  ULV  Spray  Insecticide  ...  Fl 
Firing  Squad  Wasp  &  Hornet  Spray    ....  Fl 

Fist  Disinfectant  Bowl  Cleaner C2 

Foam-Away  Extractor  Defoamer  A4 

Gamut  Sanitizer-Cleaner  D2 

Germa-Care  Lotionized  Skin  Cleanser  ..  El 

Germa-Medica  E4 

Germa-Medica  R  Ready-To-Use  Srgl. 

Soap    El 

H-Q  Germicidal  Concentrate    Dl 

Handi-Blend  Multi-Purpose  Cleaner    ..    A4 

Hi-Tor  Plus  Germicidal  Detergent  CI 

Hi-Tor  Poultry  House  Disinfectant A4 

HL  Foam  Cleaner  Al 


HQ-15  Farm  Sanitizer/Disinfectant  D2.Q3 
HQ-37  Farm  Sanitizer/Disinfectant     D2.Q3 

HQ-64II    A4 

H6-29L  Sanitizer-Cleaner  D2 

Instru-San  Instrument  Cleaner    Al 

Iodine  Farm  Sanitizer/Cleaner    D2 

J8-10P  Heavy  Duty  Degreaser 

Cleaner   A4.A8 

K-215  Degreaser.Cleaner.Stripper    Al 

K-331  A2 

Keen  A4 

Knox-Out  A4 

L.B.C  Liquid  Bowl  Cleaner  C2 

Lemonal  CI 

Light  Scrub   CI 

Liqua  San  C  A4.E4 

Liqua-San  "J"  Liquid  Hand  Soap    El 

Liquid  Bingo  Drain  Pipe  Opener  LI 

Louon  Skin  Cleanser E4 

MagiClean  Heavy  Duty  Hard  Floor 

Cleaner   CI 

MagiConditioner  CI 

Mariko  A4 

Matar  Germicidal  Detergent  CI 

Medi-Scrub    E4 

No.  1  Cleaner  Chemical  Acid  Cleaner  A3 
Online  Controlled  Evaporation  Solvnt 

Dgr    Kl 

Online  Dielectric  Solvent   Kl 

Online  General  Purpose 

Degreaser/Cleaner Al 

Online  Grease  Gun  In  A  Can  H2 

Online  Heavy  Duty  Cleaning  Crystals  CI 
Online  Heavy  Duty  Degreaser/Cleaner     A4 

Online  Industrial  Paint  Stripper   C3 

Online  Jell  Degreaser   Kl 

Online  Liquid  Hot  Tank  Stripper  A2 

Online  Penetrating  Oil  &  Moisture 

Remvr H2 

Online  Safety  Solvent  K2 

Online  Silicone  Lubricant  HI 

Online  Solvent  Degreaser  K1.K2 

Online  Solvent  Emulsion  Degreaser  ....    Kl 

Por-San  Porcelain  Cleaner    A6 

PVP  Iodine  Scrub  FE-814    E2 

PVP  Iodine  Scrub  FE-815    E2 

Q-Cide  CI 

Quanto  Germicidal  Detergent  CI 

S-505   Kl 

S-750  Kl 

Salt-Away    CI 

San  Pheno  X   C2 

Sana  Scrub  E2 

Sana-Derm  E2 

Sana-San  Bowl  &  Porcelain  Cleaner  .     C2 

Sanitate  Bowl  Cleaner C2 

Sedoc  CI 

Spa!  Concentrate  Al 

Super  Green  Liquid  Soap  Al 

T-33  A2 

T-33  Caustic  Powder A2 

Thunderbolt  A4 

Tor  A4 

Tor  II  CI 

Tor  II  Germicidal  Cleaner  &  Deodorant  A4 
TOR  Germicidal  Cleaner  &  Deodorant    CI 

Wade   C3 

Whiteout  Grout  Cleaner  &  Whitener  ..  CI 
Window-San  Glass  &  Ceramic  Cleaner 

Cone CI 

0.25%  Triclosan  Scrub  El 

Huntsman  Corporation 

Morpholine    G6 

Hurrisystems  Corporation 

101  General  Purpose  Cleaner  (Liquid)  Al 

201  General  Purpose  Cleaner  (Powder)  Al 
707  Heavy  Duty  Degreaser  Cleaner 

(Liq)    Al 


Hurst  Graphics 

No.  96  Silicone  Spray  HI 

Husk-Itt  Corp. 

Coolplex  Grease  Grade  No.  2    H2 

Coolube  Grease  Grade  No  2  H2 

Dyna-Mite  Red  Grease  H2 

Huvkey  Code-2  E.P  Food  Mach  Grease  HI 

Huskey  Enviro-Eez  H2 

Huskey  FG  300  Lube  Oil  HI 

Huskey  Hi-Lo  Series  Oil    HI 

Huskey  Hydro-Lube    HI 

Huskey  HLO  Series  Oil    H2 

Huskey  HTL-500  Grease    HI 

Huskey  HTL-500  Grease  Ultra  Low 

Grade  HI 

Huskey  HVS-100  Silicon  Grease  HI 
Huskey  Lube  "0"  Seal  Valve  Lube  Stck 

Grd    HI 

Huskey  LVI-50  NT  H2 

Huskey  15AI4  Lube  Oil  HI 

Huskey  2000  H2 

Huskey  725  Lube    H2 

Huskey  800  FM  Grease  H2 

Husky  Lube  "O"  Seal   HI 

Husky  LVI-50  HI 

HTS-2  Moly  Grease   H2 

Hy-Grade  Chemical  Company 

Super  Strip-Sol    A4 

Hy-Grade  Distributors  Inc. 

Gold  Line  Baseboard  Stripper    CI 

Gold  Line  Foaming  Germicidal  Clnr 

(Bulk)   C2 

Gold  Line  Foaming  Grmcdl   Clnr  (Aer- 
osol)      C2 

Gold  Line  Glass  Cleaner CI 

Gold  Line  Stainless  Steel   CI 

Gold  Line  Stainless  Steel  Cleaner  &  Pol  CI 

Hy-Shine   A7 

Kleer  Vue    CI 

Prime  Line  Glass  Cleaner  CI 

Prime  Line  Orange  Stainless  Steel  Clnr  CI 

Prime  Line  Vandalism  Mark  Remover  CI 

Problem  Solver   CI 

Safety  Solvent  K2 

Vandal  Mark  Remover   CI 

Hy-Speed  Products  Co.,  Inc. 

Stnpper  &  Degreaser    CI 

Hy-Test  Industries 

Acrylic  Cleaner  CI 

Action  Magic  Ice  And  Snow  Melter   ..  CI 

Al-Bnte  Aluminum  Brightner A3 

Clear  Liquid  Hand  Soap  El 

F.A.T.  Formula  2067    CI 

Formula  666    Al 

Freezer  Cleaner  A5 

Knock-Out  Drain  Opener   LI 

Lemon  Aid  CI 

Pine  Oil   CI 

Sparkle  Plenty  Dishwash  Concentrate  Al 
Sweet  Pea  Emulsion  Bowl  Cleaner   ....  C2 
46-J  Water  Soluble  Emulsifying  De- 
greaser    CI 

Hy-Test  303  Corp. 

Aqua  Gard  Boiler  Water  Treatment  ....  G7 
Black  Spot  Mold  And  Mildew  Remover  C2 

Rust  Buster   A3 
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Hyco  Chemical  Distributors 

Odo-Roul  Concentrate CI 

Hyco  Supply,  Inc. 

Freedom  C2 

Hyde  Park  Supply  Company,  Inc. 

HP  Combat  5  A4 

HP  Medic  C2 

HP  Merit    Al 

HP  Mintex  C2 

HP  Power A4 

HP  Silicone  Spray  H2 

HP  Thrust    A4 

Less-Suds  A4 

Hydra-Tone  Chemicals,  Inc. 

Amzo-500    G6 

Aqua-700  G2 

Aqua-720  G2 

Aqua-730  G2 

Dive-200    Al 

Dive-400    A2 

Dive-500    A2 

Flap    HI 

Flap-5  HI 

Isomeric  HT-203  Microbiocide    G7 

lsomeric-HT-5010  G6 

Isomeric-Ox-Scan    G6 

Sludge-Trol-C   G6 

VPC-SM    G6 

Hydrite  Chemical  Company 

Acid  Bright  No.  156  A3 

Acid  Concentrate  No.  152    A3 

Acid  Kleen  No.  180    A3 

Ad-Gel  No.  324 Al 

AktaKlorl5   G7 

AktaKlor7.5    G5.G7 

Alkali  L.F.  No.  257 A2 

Allbright  No.  179    A3 

Antiseptic  Hand  Soap  No.  456  El 

Appeal  No.  190  A3 

Aqua  Ammonia  Solution  26  Deg.       G6.G7 

Attack  No.  242    Al 

AP  No.  181    A3 

Bio  Clean  No.  368    Al 

Blend  1112    CI 

Bottle  Wash  No.  1    A2 

Bottlewash.  No.  2   A2 

Bottlewash,  No.  3   A2 

Bottlewash,  No.  4  A2 

Bottlewash.  No.  6   A2 

Bowl  Cleaner  No.  155    C2 

Bright  Cleanse  No.  321    Al 

Bright  Solve  Acid  No.  167  A3 

Bright  Solve  Plus  No.  172   A3 

Caustic  Cleaner  No.  202  A2 

Caustic  Soda  Liquid  50%  A2.G6 

Chelated  Caustic  MG    A2 

Chelated  Caustic  No.  256  A2 

Chelated  Defoamer  No.  555  Al 

Chlorbac  No.  416   D2 

Chloroclean  No.  269  AI.Q1 

Cir-Kleen  No.  265  Al 

Cling  No.  153   A3 

Complete  No.  362  Al 

Conquest  No.  370  Al 

Conveyor  Lube  No.  670  H2 

C1P  Acid  No.  171   A3 

Defoamer  No.  553  Al 

Descale  No.  556   Al 

Dissolve  No.  187  A3 

Dry  Bleach  No.  302    Bl 

Dura  Foam  No.  263    Al 

Dura  Klor D2.G7 


Duraclean  No.  210    Al 

Dyna-Chlor  No.  274   A1.Q1 

Ecochimie  Alcad  Al 

Ecochimie  Ecogel  AC  A2 

Ecochimie  Ecogel  ACS  Al 

Ecochimie  Ecogel  AL  Al 

Ecochimie  Ecogel  B   Al 

Eggwash  No.  306    Ql 

Encore  No.  264  Al 

Enviro-Acid  No.  175  A3 

Escort  No.  686    H2 

Excel  No.  272  Al 

F.G.  10.  No.  584  A1.Q5 

Filter  Clean  No.  275  Al 

Floor  Bright  No.  313    A4 

Foam  Brite  No.  377    Al 

Foam  Kil  No.  559  AI.Q5 

Foam  Kleen  No.  261  Al 

Focus  No.  383  Al 

Form  Rite  No.  279    Al 

Fury  No.  311   Al 

Gallant  No.  151  A3 

General  Cleaner  No.  365    Al 

Grease-X  No.  367  A1.B1 

Grenade  No.  203  A2 

H.D.  Foam  Kleen  No.  262  Al 

H.D.  Liquid  Alkali  No.  251    A2 

Hand-Chlor  No.  585  E3 

Hand-Quat  No.  575  E3 

Heavy  Duty  Caustic  Cleaner  No.  201       A2 

Heavy  Duty  Gallant  No.  158   A3 

Hydra-Sol  No.  259    A2 

Hydraglide  No.  684 H2 

Hydri-Zyme  No.  399 Al 

Hydristat  1400DX  G5.G7 

Hydristat  1407  G5.G7 

Hydrite  Blend  4509  CI 

Hydrite  Low  Foam  Cleaner   Al 

Hydrosheen  No.  352  Al 

Immense  No.  361    Al 

Impress  No.  372   Al 

Inhibited  Hydrochloric  Acid  PI 

Iodip  No.  577    E3 

IFC  Lube  No.  674  HI 

K-Foam  No.  266  Al 

Kick  No.  301  Al 

Liberate  No.  355  Al 

Liquaclean  No.  267  A1.Q1 

Liquid  Fury  No.  270  Al 

Liquid  Laundry  Builder  No.  268    Bl 

Liquid  Laundry  Suds  No.  364   Bl 

Liquitrol  Acid  No   160  A3 

Liquitrol  Alkali  No.  253  A2 

Liquitrol  Conditioner  No.  551    Al 

Listat  No.  475   D2 

Lube-It  No.  685  H2 

LPANo.  182  A3 

LV  Concentrate  No.  385 Al 

Membrane  Acid  No.  120    A3 

Membrane  Cleaner  No.  215   A2 

Membrane  Cleaner  No.  37 1    A4.L2.P1 

Membrane  Cleaner  No.  373   Al 

Membrane  Cleaner  No.  386  Al 

Membrane  Cleaner  No.  395   Al 

Metal  Guard  No.  501    Al 

Moderate  No.  305  Bl 

Multiquat,  No.  455   D2 

Muriatic  Acid  15.7%  PI 

Muriatic  Acid  20  Deg.  Inhibited    PI 

Neutra-Soft  No.  550   B2 

Nitric  Acid  38  Deg A3 

Nitric  Acid,  42  Deg A3 

Nitriclean  Acid  No.  161    A3 

Nitro  Foam  No.  184   A3 

NC  Concentrate  No.  387    A1.B1 

NP  Powder  No.  309    Al 

O-San  No.  445    D2 

Orbit  No.  363    Al 

Phosphoric  Acid-75%  A3 

Powerguard  No.  374  Al 

Pro-Tect  No.  154 A3 

Prohibit  No.  563   G5 


Q-San  No.  460    D2 

Radiant  No.  360    AI.B1 

Re-Di  Foam  No.  271     A8 

Re-New  No.  164  A3 

Recon  No.  208    Bl 

Refine  No.  178    A3 

Release  No.  159    A3 

Relief  No.  562  Al 

Resolve  No.  260   Al 

Restore  No.  206    Bl 

Revive  No.  397  PI 

Rifle  No.  157  A3 

Safechlor  No.  376  Al 

San  Det  Toilet  Bowl  Cleaner  C2 

San-I-King  No.  451       B1,D2.G4.G5.Q4,L1 

Sani-Pet  SW  No.  673   H2 

Saniphor  No.  450    D2 

Saniphor  No.  470    D2 

Sanitrac  No.  680  H2 

Scale  Control  No.  552    A1.G2 

Score  No.  312  Al 

Shell  Clean  No.  316   Ql 

Shine,  No.  166 A3 

Shurguard  No.  452    D2 

Sodium  Hypochlorite 

15%  D2.BI.G4.G5.L1.Q4 

Solve  It  No.  192   A3 

Special  Additive  No.  554   Al 

Special  Alkali  No.  7   A2 

Spectrum  No.  204  A2 

Spirit  No.  183   Al 

Sulfuric  Acid  66  Deg G1.G7 

Super  B  Kleen  No.  310    Al 

Super  Degreaser  No.  378   Al.BI 

Super  Quest  No.  278  A2 

Suppress  No.  390    Al 

Total  No.  207    A2 

Tri-Acid  No.  186 A3 

Tnmph  No.  384  Al 

Trolley  Lube  No.  681    HI 

Trolley  Wash  No.  245    Al 

Ultra  Clean  No.  354   Al 

Universal  Cleaner  No.  307  Al 

Vantage  No.  212  A2 

Wand  No.  308  Al 

WT583   G5 

l.l.l-Trichloroethane    Kl 

502  WE  CI.K2 

Hydro  Chem  Laboratories,  Inc. 

AC-1810    G6 

BOX-100  G6 

BP-1822  G6 

BP-1823  G6 

BSC-100    G7 

BSC-200    G6 

BSC-3820    G6 

BSC-3821    G7 

BSC-3822    G6 

BSC-3822N  G6 

BSC-3823    G7 

BSC-3830    G7 

BW-3880  G6 

COSL-10  G6 

HML-30  G6 

HMP-10  - G6 

HMP-1820  G6 

OX-2805    G6 

RLT-100    G6 

RLT-4840    G6 

RLT-6840    G6 

RLT-9840    G7 

Silicor    G6 

Hydro  Chemicals,  Inc. 

Alky-A  G6 

CWT702  G7 

CWT-710  G7 

OLC-20L  G6 

OS-34L    G6 
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OS-36P    G6 

PD-8001  G7 

PD-801A G7 

PD-802I  G7 

PD-850 G6 

SCP-200HP  G6 

SCP-245  G6 

SCP-250 G6 

SDB-201D  G6 

SR-40L    G6 

SR-42L    G6 

SR-49NF   G7 

SR-50F G7 

Hydro  Dynamics 

Hydro  Dynamics  101    G7 

Hydro  Dynamics  1 10   G6 

Hydro  Dynamics  1 1 1    G6 

Hydro  Dynamics  1 16    G6 

Hydro  Dynamics  122    G6 

Hydro  Dynamics  1 23    G6 

Hydro  Dynamics  131    G6 

Hydro  D>nanucs  3020    G7 

Hydro  Dynamics  502    G7 

Hydro  Dynamics  503    G7 

Hydro  Dynamics  506    G6 

HD561    G7 

HD562   G7 

100  G7 

102  G7 

115  G7 

151   G7 

152  G7 

153  G7 

181  G7 

3000  G7 

3022  G7 

3503  G7 

505  G7 

510  G7 

530  G7 

538  G7 

Hydro  Technologies,  Inc. 

HT-130 G7 

HT-150 G7 

HT-190 G6 

HT-20 G7 

HT-231  G6 

HT-290 G6 

HT-320 G6 

HT-35 G6 

HT-410 G7 

HT-425 G7 

HT-470 G7 

HT-490 G6 

HT-600 G7 

Hydro-Balance  Corporation 

Enviro-Coil  Concentrate  PI 

H.B  30  Liquid  Ice  Machine  Cleaner  ..  Al 

Hydro-Coil  Concentrate  PI 

Hydro-Kleen  Concentrate  PI 

Hydrox  PI 

Non  Acid  4X  Coil  Cleaner  Base   PI 

Super  H  D  Cleaner  Al 

Ultra-Max    G7 

3-D  Non-Acid  PI 

Hydro-Chem  Corporation 

H.C.  71    G7 

H.C-220    G6 

H.C-230    G6 

H.C-231    G6 

HC-110    G6 

HC-112    G6 

HC-114    G6 


HC-115    G6 

HC-210    G6 

HC-211    G6 

HC-212    G6 

HC-213    G6 

HC-214    G6 

HC-215    G6 

HC-410    G6 

HC-411    G6 

HC-412    G6 

HC-413    G6 

HC-440    G6 

HC-441    G6 

HC-442    G6 

Hydro-Kleen 

Kitchen  Kleen   A8 

Hydro-Therm  Industries 

B-40  G6 

B-41   G7 

B-42  G6 

B-4253  G6 

B-44  G6 

B-53  G6 

B-54  G6 

B-63  G6 

B-64  G6 

P-33    G2 

S-20  G6 

S-21    G6 

S-22  G6 

Hydrochem/ 

Div  of  Southeast  Water 

Laboratories  Inc. 

Formula  #747    Al 

Freezer  Clean  Anti-Freeze    A5 

Mildew  Stain  Remover  Al 

Hydroclean  Equipment,  Inc. 

HC-100SS    Al 

HC-125    Al 

HC-150    Al 

HC-175    Al 

HC-200    A4.CI 

HC-200    Al 

Hydron  Inc. 

Altafloc    LI 

Hydroplex  Chemical  Corp. 

Hydroplex-DFP  G6 

Hydroplex-FP    G6 

Hydroplex-FP  Steam  System  Treatment  G6 

Hydroplex  Chemical  Products 

Hydroplex  P-H    G6 

Hydroplex  SPP-1A   G6 

HydroPlexS/C2510  G6 

HydroPlex  SPD  G6 

HydroPlex  SPM    G6 

HydroPlex  SPP-2A   G6 

Hydrotec  Services,  Inc. 

SLT    G6 

Hydrotech  Chemical  Corporation 

Boiler  Treat  G6 

BWT600A  G6 

BWT600B  G6 


BWT6000  G6 

BWT604  G6 

BWT  610  FG G6 

BWT613  G6 

BWT  620  FG G6 

BWT  623  FG G6 

BWT  625  FG G6 

BWT  630  G6 

BWT  655  G6 

BWT  670  FG G6 

BWT  675  FG G6 

BWT  685  G6 

BWT  690  G6 

Hydrotex,  Inc. 

Deluxe  No.  507-R  HI 

Golden  Kleenz  Al 

Hy-Torque  Fluid   H2 

Lubrakleen  H2 

Moly-Plus  SAE  80W-140  M-Vis  Gr 

Lubw/Mly   H2 

Multi-Film  SAE  80W-140  M-Visc.  Gear 

Lubr H2 

MT-55  Acculube  H2 

MT-55  Acculube-Light  H2 

Natural  Citrus  Cleaner  &  Degreaser    ..    CI 
No.  101  Penetrating  Oil  &  Moist. 

Displcr H2 

No.  101  Penetrating  Oil  &  Moisture 

Rmvr H2 

No.  103  Non-Slip  Belt  Dressing    PI 

No.  105  Silicone  Spy  Lubrnt  &  Rels 

Agent  HI 

No.  1050  Concentrate  Water  Base 

Cleaner   Al 

No.  106  TeHon  Dry  Lub.  &  Release 

Agent H2 

No.  520  Synthetic  High  Temp.  Chain 

Lubr H2 

No.  555  White  Food  Machinery  Grease  HI 
No.  602  Perma-Temp  w/Moly  Medum     H2 

No.  670  Copr  Gear  Cote  H2 

No.  109  Synthetic  High  Temperature 

Grease  H2 

No.528  Deluxe  HiSpd  Chn.  Wr  Rp&Cbl 

Lubr H2 

Para-Syn  E.P.  Gear  Lube   H2 

Shaker  Pad  Lubricant   H2 

Shop  Hand  Pumice  Hand  Cleaner  E4 

Shop  Hand  Smooth  Hand  Cleaner  E4 

Syn-Air  Synthetic  Air  Comprsr  Lub  ISO 

32    H2 

Syn-Air  Synthetic  Air  Comprsr  Lub  ISO 

46    H2 

Syn-Air  Synthetic  Air  Comprsr  Lub  ISO 

68    H2 

Syn-Air  Synthetic  Air  Comprsr  Lub 

ISO100   H2 

Systems  I  ISO  10    H2 

Systems  1  ISO  100   H2 

Systems  I  ISO  150   H2 

Systems  I  ISO  22    H2 

Systems  I  ISO  220    H2 

Systems  I  ISO  32    H2 

Systems  I  ISO  46    H2 

Systems  I  ISO  68    H2 

Systems  5K  Air  Compressor  Oil  H2 

1 10  Heavy  Duty  Solvent  Degreaser  ...     Kl 
550  White  Food  Machinery  Grease   ...     HI 

560  Ultra-Kleen  Food  Machinery  Lu- 
bricant      HI 

561  Ultra-Kleen  Food  Machinery  Lu- 
bricant      HI 

562  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

565  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

566  Ultra-Kleen  Food  Machinery  Lu- 
bricant      HI 

71 1  SAE  80  Deluxe  SP  Multi-Lube  HD 
GrLb    H2 
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712  SAE  90  Deluxe  SP  Multi-Lube  HD 
GrLb    H2 

713  SAE  140  Deluxe  SP  Multi-Lube 
HDGrLb H2 

930  Industrial  Gear  Lubricant  ISO  100  H2 

931  Industrial  Gear  Lubricant  ISO  220  H2 

932  Industrial  Gear  Lubricant  ISO  320  H2 

933  Industrial  Gear  Lubricant  ISO  460  H2 

934  Industrial  Gear  Lubricant  ISO  680  H2 

Hydrus,  Inc. 

#310  G6 

#320  G6 

Hydrus  311    G7 

Hydrus  322    G7 

Hydrus  331    G6 

Hydrus  350   G6 

Hydrus  351    G6 

300  G6 

333  G6 

500  G7 

Hyge-Nex  Surgical  Systems  Inc. 

Hyge-Klenz  Antiseptic  Lotionized  Soap  El 

Hylon-Koburn  Chemicals,  Inc. 

Hy-Ko  Jet  Wite  C2 

Hysan  Corporation 

A.M.  Concentrate    A1.E1 

A-Plus    CI 

A-Plus  Grmcdl  Spr  &  Wipe  Cntry  Grdn 

Sent  CI 

A-40  Insect  Killer  F2 

Aero-Bol  Bowl  Cleaner    C2 

Aerodet    A4 

Aerodet  NB  Non-Butyl  Hvy-Dty  Clnr 

&Dgrsr    CI 

Alclear  CI 

All  Purpose  Cleaner  Concentrate  A4 

All  Purpose  Cleaner  Unscented    Al 

Always  CI 

Ambush  Insect  Killer   F2 

Aqua  Kill  Insect  Killer  Concentrate  F2 

Aqua  Sect  Concentrate   Fl 

Aqua-Sect  Insecticide   Fl 

Aquaban F2 

Aura  Multi-Purpose  Polish  CI 

AA  Fly  Spray    Fl 

B-U  Foam  Cleaner   CI 

Bafix  Germed  Spray  &  Wipe  Clnr&Surf 

Deod  CI 

Bendiocide  F2 

Bergamot  CI 

Big  Blast   F2 

Big  Blow  Fl 

Big  Fyte  C2 

Big  Red  LI 

Big  Shot F2 

Bio-Sect  Insect  Killer  F2 

Blue  Grotto   CI 

Bout  Airborne  For  Hying  Insects Fl 

Bout  Flying  Insect  Killer    Fl 

Bout  Liquid  Airborne  For  Flying  Insects  Fl 

Bout  Residual  For  Crawling  Insects F2 

Bout  Total  Release  Fogger  F2 

Bowl  Blocks    C2 

Bowlex  C2 

Box  O  Blocs  C2 

Brake  Cleaner  Brake  Parts  Cleaner   PI 

Brake  Parts  Cleaner PI 

C.I.K.  Roach'N  Ant  Killer    F2 

C-Spra  Baby  Powder  Scent    CI 

C-Spra  Disinfectant  Deodorant  CI 

C-Spra  Disinfectant-Deod  Cntry  Grdn 

Sent  CI 

C-Spra  Lemon  Scent  CI 


C-Spra  Spearmint  Scent   CI 

Can-I-San C2 

Chemulsol    Al 

Cherry  Blossom  C2 

Cherry  Blossom  Plokl  Insect  Killer  Fl 

Cherry  Klop  Fl 

Cherry  Konk   Fl 

Citrone  Disinfectant  Deodorant    CI 

Clean  &  Neat El 

Clean  Mint  Disinfectant  Deodorant  CI 

Cleaner  for  Deep  Fry  Kettles  A2 

Clear-Thru  CI 

Clinch  Hand  Cleaner  E4 

Concentrated  Insecticide  Fl 

Concentrated  Liquid  HandSoap   El 

Concept   C2 

Concrete  Cleaner  A4 

CIK  Crawling  Insect  Killer F2 

D.T.  Heavy  Duty  Cleaner  CI 

Dairy-San  D2 

Degreaser  Concentrate    A1.L1 

Dek  Concrete  Cleaner  CI 

Delicious  Apple  Air  Neutralizer  CI 

Deo-Quat  Lemon  Odor  A4 

Deo-Quat  Mint  Odor  CI 

Deo-Quat  Pine  Odor  CI 

Dirtex  Al 

Disinfectant  #3    CI 

Disinfectant  #7  Hospital  Disinf.  Deod.     C2 

Disinfectant  #8    CI 

Disinfectant  Iodine  Sanitizer Dl 

Do-Rite    LI 

Dragnet  Residual  Insecticide    F2 

Dri  Kil  Fl 

Dri-Kil  Fl 

Dri-Kil  Plus  Fl 

Driscent  CI 

Driscent  T   CI 

DB  Stainless  Steel  Polish  A7 

E-Lime-Inate   A3 

Early  Mist   CI 

Econo  Concrete  Cleaner  A4 

Electric  Motor  Cleaner   K2 

Enviro  Lite  All  Purpose  Detergent  CI 

Enviro  Lite  Cleaner/Degreaser  CI 

Enviro  Lite  Disinfectant/Deodorant  ....    CI 

Enviro  Lite  Drain  Maintainer  L2 

Enviro  Lite  Foam  Cleaner    CI 

Enviro  Lite  Glass  Cleaner CI 

Enviro  Lite  Neutral  Disinfectant  Dtrgnt   CI 

Enviro  Lite  Organic  Acid  Cleaner  CI 

Enviro  Lite  Stainless  Stl  Polish/Maim.     CI 

Ez-Kleen   CI 

Freon-Free  Contact  Clnr  Elec  Cntct  Clnr  K2 

Futron  25  Dl 

Fyte  "60"  CI 

Fyte  Bloc  20  Sewer  Bloc   CI 

Fyte  Hospital  Germ.  Detergent  CI 

Fyte  13  Hospital  Disinfectant  CI 

Fyte  7  Bacteriostat    CI 

FIK-20  Insect  Killer   F2 

FS-200  Sanitary  Spray  Lubricant  HI 

Gls  Clnr  LV  Gls  Clnr  Lw  Vltl  Orgn 

Cmpd CI 

Gly  CI 

Gly  Hnyskl  The  Glycol  Air  Frsh&Surf 

Deod  CI 

Gone A8.C1 

Grill  &  Fryer  Cleaner  A8 

H-28  Cleaner  A4 

Heavy  Duty  Solvent  Degreaser    CI 

Hexit  Insect  Killer  Fl 

Hint  Of  Mint  CI 

Hot  Rod  LI 

Hot  Stuff  CI 

Hy  Chrome    CI 

Hy-Action  Oven  Cleaner    A8 

Hy-Clear    CI 

Hy-Grip   PI 

Hy-Kil  Fly  &  Roach  Spray Fl 

Hy-O-Dine  Dl 

Hy-O-Lan  Super  Duty  Soap  C2 


Hy-Od-Abate  CI 

Hy-Slurp    J| 

Hy-Solv   K2 

Hy-Strip  A4 

Hy-Tef  H2 

Hy-Treat  Shower  Suds   E4 

Hyblast  F2 

Hycide   G7 

Hycreme  A4 

Hydene  A4 

Hydrang  Prilled  Drain  Opener   LI 

Hyfoam  Foaming  Cleaner/Degreaser  ..    Al 

Hyhex  Fl 

Hykil  Aerosol  Insect  Killer Fl 

Hyodine  Plus  D2 

Hyphen  256  CI 

Hypine  7    CI 

Hyron  Soothing  Soap   C2 

Hysan  Country  Garden  Air  Neutralizer    CI 
Hysan  Designer  Frag.  Female  Air 

Neutzr  CI 

Hysan  Designer  Fragrance  Male  Air 

Neutr CI 

Hysan  Hy-Dri  Insecticide  Spray  F2 

Hysan  Kalm  The  Essence  of  Tranquility  CI 

Hysan  Quat-Cide  D2 

Hysan  Risque  The  Essence  of  Romance  CI 
Hysan  Super  Insecticide  Concentrate  ....  Fl 

Hyshine    A7 

Hysil  NC  Silicone  Spray  Lubricant   ....    HI 

Hysil  Silicone  Spray  Aerosol  HI 

Hysilan  Barrier  Creme    E4 

Hyspray  77    CI 

Hytime  Metered  Insecticide  Aerosol   ...  Fl 

Hyzex  CI 

Hyzyme   L2 

HB1I  Wasp  and  Homet  Killer    F2 

HD  Alkaline  Cleaner  Concentrate    A2 

HDC  Degreaser  A4.A8 

HP-673  G6 

HP-88  Sewer  Solvent   LI 

HT  Degreaser  The  "New"  Safety  Sol- 
vent      K2 

HT  Liquid  Degreaser  The  "New"  Sfty 

Slvnt   CI 

HY-T  Metered  Insecticide  Aerosol    F2 

K  P  Degreaser  Al 

K.O.  Dose  Insect  Killer    Fl 

Keep  It  Simple    A I 

Kil-r-fog-r  Total  Release  Fog.  Insctcd.      Fl 

KO-40  Insect  Killer Fl 

L-624  K2 

L-865  A4 

Lemon  Hyshine  CI 

Lemon  20  Disinfectant  Deodorant  C2 

Liqui-Klenz   C2 

Liquid  Degreasing  Compound   Kl 

Liquid  Hand  Soap  El 

Liquid  Hyshine   CI 

Liquid  NuGloss  Al 

Liquid  Steam  Cleaning  Compound    ....    A I 

Liquify  CI 

Live  Battery  Saver    PI 

Lo-Sope  El 

Lube-TF  Dry  Spray  Lubricant   H2 

Ludene  C2 

Luscious  Peach  Air  Neutralizer   CI 

LC  Degreaser CI 

Magic  Mist  Apple  CI 

Magic  Mist  Peach   CI 

Magic  Mist  V.O.  One  Shot CI 

Mandarin  Orange  Air  Neutralizer CI 

Marco  #1    Al 

Marco  APC   CI 

Master-Kleer   LI 

Medicide    C2 

Medicide  Country  GrdnScnt  Hosp  Disf 

Deod  CI 

Medicide  Orange  Scent  Hosp.  Dsnfct 

Deod   CI 

Merit  SS  Cleaner CI 

Meter  Mist  Odor  Neutralizer   CI 
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Mint  Flor-Al    CI 

Mint  Glass  Cleaner  CI 

Mintene C2 

Monitor  4  Non-Acid  Toil 

BowI&WashRm  Clnr  C2 

Monitor  4  Toilet  Unit  C2 

MEM  Silicone  Lubricant  HI 

N  P  C  Non  Porous  Cleaner   Al 

N.R.  Electronic  Solvent  Degreaser K2 

Natural  Degreaser  Cleaner/Degreaser  ..  CI 
Neu-quat  64  Lemon  Neut  Dsnf  ClnrDe- 

odConc   CI 

Neu-quat  64  Pine  Neut  Dsnf  Clnr  De- 

odConc   CI 

Neu-Quat  64  Mint  Neut  Dsnf  Clnr  De- 

odConc    CI 

Neu-Quat  64  Neutral  Dsnf-Clnr-Deodz 

Cone    CI 

Neu-Quat  64L  Neut  Dsnf-Clnr-Deodrz 

Cone   CI 

Neu-Quat  64M  Neut  Dsnf-Clnr-Deodrz 

Cone  CI 

Neu-Quat  64P  Neut  Dsnf-Clnr-Deodrz 

Cone  CI 

New  Super  Smooth  Cleansing  Creme    ..  E4 

No  Fume   LI 

Non-Acid  Sys  3  Toilet  Bowl  & 

WashRm  Clnr  C2 

Nu  Air  Deodorant  CI 

Nu-Gloss  Beads  Al 

Number  One  Hosp.  Disinf  Deod  Aerosol  CI 

NAB  H2 

NAB  II  Nut  &  Bolt  Loosener  Penetrant  CI 
NAB  NC  Nut  &  Bolt  Loosener  Pene- 
trant      CI 

NC  Degreaser    K2 

Ocean  Breeze  Air  Neutralizer CI 

Odorless  Wildcat  Concrete  Cleaner  ..      A  4 

Opalium  Cleaner  Al 

Orchard  Fresh  Dr  Spr  Micro-Mst 

AirFrshnr CI 

OB-40  Insect  Killer Fl 

Pearl  Creme  A4 

Pest-Ban  Ant  &  Roach  Crawling  Inset 

Kill  F2 

Pine  Oil  Disinfectant  Coef.  3  CI 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pink  Hand  Soap El 

Pink  Magic  Concentrate   Al 

Plok!  Insect  Killer  Fl 

Poly-Zag    C2 

Porcelain  and  Metal  Cleaner  &  Bri- 

ghtener    CI 

Porex   A3 

Pow    LI 

Power  Foam  Plus    L2 

Powerfoam  L2 

Pumice  Soapcream    E4 

Pure  Glide   HI 

PS  75  Insect  Killer   Fl 

QB.  Hand  Cleaner   E4 

Quadra-Sept  Dl 

Quatcide  D2 

Quick  Wash  Bl 

Red  Pressure  Wash  Al 

S  K  Concentrate    Al 

S-Cleaner  C2 

Sac  K2 

Safeway  Bleach  Bl 

Saniwash-FF    E2 

Scrubicide    ..  E2 

Scrubicide  "0"   E2 

Scrubicide  E    E2 

Sewer  Solvent  LI 

Shear  Gel  CI 

Silicone  fg  II  Food  Grade  Silicone 

Sprav  HI 

Silicone  FG  Food  Grade  Silicone  Spray  HI 

Slash  A3 

Sleek  Germicidal  Cleaner  &  Deodorant  CI 
Sleek  Germicidal  Spray  Cntry  Grdn  Sent  CI 
Smite  25    ...  Fl 


Smite  35    Fl 

Smite  50    Fl 

Smooth  Waterless  Hand  Cleaner   E4 

Sno-Cleang    C2 

Soapcream  El 

Soapcream  Antiseptic  E4 

Soapcream  Heavy  Duty  Hand  Cleaner  ..  El 

Soapcream  Lotion  E4 

Soapcream  Thick  &  Creamy  H.D.  Hand 

Clnr  E4 

Solvene  Pink  Powder    CI 

Spectrum  I  Al 

Spectrum  2  Al 

Splendid  A7 

Spoox  Residual  Roach  Liquid    F2 

Spray  N  Wipe  Multi-Use  Clr  Degreaser  CI 

Sta-Brite CI 

Sta-Brite  NC  Stainless  Steel  Clnr  &  Pol  CI 

Stainless  Steel  Cleaner   A7 

Sterizone    C2 

Super  Diazinon  Spray  F2 

Super  Hy-Kil  Insect  Killer  Fl 

Super  Hykil  Liquid  Insecticide  Fl 

Super  Hysanite    Al 

Super  Roach  Spray  Fl 

Sure  Quat  Detergent  Disinfectant  CI 

Sure  Scrub  A4 

Sure  Sept  D2 

Surface  Cleaner  300   Al 

Surgent E4 

Surgent  Unscented El 

Sweetline  CI 

Sweetline  Concentrate  CI 

Sweetline  Pressurized   CI 

Sweetline  Ready  To  Use CI 

Swinger   A4 

System  3  Bowl  Cleaner  Disinfectant  ..  C2 
System  3  Neutral  Deodorant  Cleaner  ..  A4 
System  3  Non-Acid  Bathroom  Cleaner    CI 

System  3  Urinal  Bloc-Screen  C2 

SAC  II  Safety  Solvent  Degreaser K2 

SK  Stainless  Steel  Cleaner  CI 

SPC   C2 

Take-Ten  A8 

Tame    LI 

Tetralite   Al 

Thrice  Steam  Cleaner  A2 

Tout  Tile  &  Grout  Cleaner  C2 

Traffic  Light    C2 

Trans-Kill  1   Fl 

Trapper F2 

Trapper  Liquid  F2 

Tropico  40  E4 

Tropico  40A  Liquid  Hand  Soap  E4 

Tuf-Stuf  Liquid  Hand  Cleaner   El 

Ugly  Duck  E4 

Vac  A4 

Vandalex   CI 

Vandalex  NOD  Graffiti  Remover CI 

Velvet  Suds  Al 

Victory  Disinfectant  5  CI 

Vigate  #2  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #3  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #4  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #5  Air  Sanitizer  Deodorizer  ...  CI 
Vigate  #6  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #7  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #8  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #9  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  One  Air  Sanitizer  Deodorizer  ..    CI 

Vival  The  Essense  of  Vitality  CI 

VIP  CI 

Waterless  Soapcream    E4 

Wint  Mint  Disinfectant  CI 

Wisp  Of  Spice  CI 

X-OX  A3 

15%  Liquid  Coco  Hand  Soap  El 

361  Insect  Killer  Fl 

40  Plus  El 

6209  Heavy  Duty  Cleaner    Al 

710  G  Non-Butyl  Cleaner  Degreaser  ..    Al 


Hyte  Engineering,  Inc. 

Hyte#550    G6 

Hyte6Il-L5    G2 

Hyte  705    G7 

H201ogy,  Inc. 

Brine  Plus    PI 

I  A  C  Chemical  Company 

Floor  Cleaner  A4 

IAC  Dish  Detergent    Al 

Scrappy  Hand  Cleaner    El 

Scrappy  Instant  Action  Cleaner   Al 

Scrappy  Multi-Purpose  Cleaner   Al 

Scrappy  Spray  Cleaner  Al 

Scrappy  Spry  Clnr  Steam  Clng.  Comp.  A4 

I  B  A,  Incorporated 

FC-699  Al 

FC-900  Chlorinated  Egg  Wash Ql 

FS-100  D2 

Liquid  Manual  Cleaner  A4 

Pyrethrin  Dairy  Spray  "C"    Fl 

PAC-297    A3 

PC- 301  Manual  Acid  Cleaner A3 

PC-5 16  Liquid  CIP  Al 

PC-700  Manual  Cleaner  Al 

Reflect   A2 

Regulate  LI 

I  B  C  Manufacturing  Company 


I  CL 

Enviro  Care  All  Purpose  Cleaner  CI 

Enviro  Care  Tough  Job  Cleaner  CI 

Enviro  Care  Washroom  &  Fixture 

Cleaner   CI 

I  C  S  Corporation  of  America 

ICS  130  Al 

ICS  200  D2 

ICS  202  D2 

ICS  206  D2.Q3 

ICS  208   A4 

ICS  210  A4 

ICS  212  D2 

ICS  220  Disinfectant D2.E3 

ICS  226  Acid  Sanitizer  D2 

ICS  230  B1.D2.Q4 

ICS  260  CI 

ICS  408   Al 

ICS  413   Al 

ICS  414    ..   .               Al 

ICS432P  Al 

ICS  434   Al 

ICS  440   Al 

ICS  440F  Al 

ICS  458  Al 

ICS  463   A3 

ICS463F  A3 

ICS  464   A3 

ICS  464F  A3 

ICS  466   A3 

ICS  480  HI 

ICS  490                                                  .  A5 

ICS  514     Kl 

ICS-400  Al 

ICS-402   Al 

ICS-404   Al 

ICS-410  Al 

ICS-412   Al 

ICS-416   Al 

ICS-430  \: 

ICS-432   \: 
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ICS-433   A2 

ICS-436  Al 

ICS-436F  Al 

ICS-460  A3 

ICS-460F  A3 

ICS-462  A3 

ICS-462F  A3 

ICS402F Al 

ICS410K    Al 

IMC  Corporation 

Big  "G"    A4 

Boilerite-100   G6 

Citrosene  10 CI 

Fogging  Spray  Concentrate F! 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

Lemon  Tree  CI 

Power  Concentrate    C2 

Red  Hot  LI 

6/49  Concentrate  A4 

I  MPCO 

Big  10  Plus   Al 

IMS  Industries 

LT-90  Al 

I  Mart 

Innkare  B-4  Heavy  Duty  All  Purpose 

Clnr Al 

Innkare  Emerald  15  El 

Innkare  Emerald-40  El 

Innkare  Golden-Glo Al 

Innkare  Klensade  Dl 

Innkare  Microbio-Cide   C2 

Innkare  Pine  Prill    CI 

Innkare  Sprite    A8 

Innkare  2-Way  Degreaser  A4 

INN  U-Science  Inc. 

Bio-Dor   CI 

Bio-Film    CI 

INSCO 

Concentrate  Cleaner   Al 

DG-90   Al 

Foam-Up    A4 

Insta-Cide Fl 

INSCO  1-95  Al 

Sil-Ease   HI 

Sparkle  Brite   CI 

Spots-Off  CI 

Stepol  A7 

I  PCO  A 

Formula  SCR-747  Cone-Odorless  Inset 

Spry  Fl 

Freezer  Cleaner  A5 

I  S  O  Power  Inc. 

SF-200  Food  Grade  HI 

ISP 

Clean  &  Gentle  Hair  &  Body  Shampoo   E4 
Clean  Hands  Antiseptic  Skin  Cleanser  ..  E4 

Deluxe  200  Lotion  Skin  Cleanser    E4 

Liquid  Grime  Out  Skin  Cleanser  E4 

Quick  San  Instant  Skin  Sanitizer  E4 

Sani-Soap  Handwash  &  Sanitizer E2 

Soft  &  Gentle  100  Lotion  Skin  Cleanser  El 
TQ2000  Silicone  Food  Grade  HI 


TQ2000  White  Grease  Lubricant  HI 

Waterless  Lotion  Skin  Cleanser  E4 

Waterless  Paste  Hand  Cleaner   E4 

I  Supply  Co. 

Lo  Foam  Laundry  Detergent    B2 

I  T  E  C  Corporation 

Excell  Bl 

Extoll  Bl 

Itec  1000   A4 

Lime-Off  A3 

Pan  Guard   Al 

System  Suds    Al 

System  3000  Conditioner  Al 

System  3000  Detergent  A2 

ITT  Building  Services 

rTT  700  Foam  Al 

I  T  T  Gwaltney  Inc. 

CUC  Al 

DFC-STR-HTC  A2 

HA-FC  A2 

La-CGC.  CIP  Al 

I  T  W  Devcon 

Magic  Sorb    Jl 

Safetap  PI 

Safethread    PI 

I  T  W  Fluid  Products  Group 

Accu-Lube  Type  LB  2000   HI 

Accu-Lube  Type  LB  5000   H2 

I  T  W  Philadelphia  Resins 


I  W  M  Corporation 

A  26  Algaecide  G7 

A  30  Algaecide  G7 

B-115  Boiler  Water  Treatment  G6 

B-l  16  Boiler  Water  Treatment  G6 

B-130F  Boiler  Water  Treatment  G6 

B-131F  Boiler  Water  Treatment G6 

B-132F  Boiler  Water  Treatment  G6 

B-141  Boiler  Water  Treatment  G6 

B-146  Boiler  Water  Treatment  G6 

B-l 50  Boiler  Water  Treatment  G6 

B-l 60  Boiler  Water  Treatment  G7 

B-17PL  Boiler  Water  Treatment    G6 

B-l 70  Boiler  Water  Treatment  G6 

B-171  Boiler  Water  Treatment  G6 

C-380  Cooling  Water  Treatment    G7 

C-390  Cooling  Water  Treatment    G7 

S-30  Condensate  Treatment   G6 

S-36  Condensate  Treatment    G6 

S-40  Condensate  Treatment   G6 

S-46  Condensate  Treatment   G6 

SB-7001  Boiler  Water  Treatment  G6 

SB-7003  Boiler  Water  Treatment  G6 

WS-15  Water  Stabilization  Treatment  G6 

I  W  T  Chemicals,  Inc. 

IWT  102    G6 

IWT  104    G6 

IWT  201    G6 

I.  F.  C. 

Frat-So  A6.C2 


I.C.P.  Industries,  Inc. 

Alka-Kleen Al 

Gem-Kleen A8 

Gem-Kleen  SP  A4.A8.C3 

Lime-R A3 

Liquid  Khlor  Kleen  Al 

Liquid  Khlor-Kleen.LT  Al 

Mop-Kleen  CI 

Pan-Kleen  Lotion    A4 

Rainbow  Laundry  Detergent  Bl 

Rainbow  Liquid  Laundry  Detergent  ....  Bl 

Super-Kleen  Al 

Ware-Kleen   Al 

Ware-Shine    Al 

Window-Kleen CI 

I.M.C.  Systems  Associates 

Neutral  Cleaner  A4 

I.P.C.  Div.,  ComStar  International 
Inc. 

Clear  A  Drain   L2 

Super  Fantastic  Foam  Degreaser    CI 

I.P.S.  Systems,  Inc. 

Fog-A-Sol    F2 

I-M-I  Chemical  Specialties 

DG  100   Al 

DG  200   A4 

DG  300   A4 

DG  400    A4.A8 

Ibok  Chemical  and  Health 
Company 

Odor  Go  Odor  Remover  &  Cleaner  ....  CI 

Odorgo  Odor  Neutralizer    CI 

Odorgo  Sulphur  Odor  Eliminator  CI 

Ideal  Chemical  Products,  Inc. 

At  Last  Al 

BD-20    A4.C1 

Chain  Lube   H2 

CLC-4000    H2 

CLC-5000    H2 

CLC-5000Plus   A1.H2 

CS-45  CI 

HB-50    A4 

Lightning  Al 

Neutral  Cleaner  Al 

Panel  Bright  Al 

Phos  Clean  A3 

PC-200  Al 

PC-250  Al 

PC-250  Plus Al 

Quik  Al 

Royal  W Al 

Steam  Cleaner  Al 

SC-10  Al 

SC-15  Al 

WD-25  Al 

Ideal  Industries,  Inc. 

Electrical  Switch  &  Contact  Cleaner  ..  K2 

Ideal  Specialties 

C.I.P.-80 A3 

Foam  Away  Al 

GPF-301     Al 

Non  Butyl  Cleaner- Degreaser Al 

P.D.Q.  Deep  Fat  Fryer  Cleaner    A8 
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Ideal  Stencil  Machine  Co. 

Ideal  Handy  Spray  Silicone  Lubricant      HI 

Ideal  Supply,  Inc. 

Blue  Devil  A4 

Ideal  Uniform  Service 

Heavy  Duty  Hand  Qeaner   E4 

Heavy  Duty  Hand  Cleaner  1     E4 

Iinsco  West 

Enviro-Det  Heavy  Duty  Cleaner- 
Degreaser    A4.A8 

Ilreco 

Ilreco  Silicone  Spray  HI 

US  P.  Liquid  Petroleum  Spray    HI 

Image  Supply,  Inc. 

AC-Scent  CI 

Brite  Oven  Cleaner  A8 

Cherry  Bowl    C2 

Clearly  Lemon  Disinfectant  Cleaner    ..    C2 

Glass  Too CI 

IS  -55    CI 

Image  Swat  Insecticide  F2 

Laundry  Detergent Bl 

Luster  Stainless  Steel  Cleaner    A7 

Market-One   A4 

Multi-Purpose  Pine  Cleaner  CI 

Muscle  A4.A8 

Pine  Odor  Disinfectant  CI 

Plus  One    D2 

Plus  Two  CI 

Plus  256  A4 

Ring-Go  C2 

SWAT F2 

Slick  Silicone  Spray   HI 

Team  Work   A4 

Trail  with  Baygon  F2 

Impact  International,  Inc. 

All  Purpose  Grease  H2 

Imperial  Chemical  Company 

Imperial  Hand  Cleaner   E4 

Imperial  Chemical  Corp. 

Concentrated  Cleaner    CI 

Hard  Surface  Cleaner  A4.A8.C1 

Non-Butyl  Concentrated  Cleaner  Al 

Orange  Degreaser   CI 

Orange  Magic   CI 

Orange  Plus  CI 

Reodorant CI 

Imperial  Foods 

Alkaline  Degreaser  &  Oven  Cleaner 

Cone A8 

Ammoniated  All  Purpose  Cleaner-De- 

greaser  A4 

Extra  Heavy  Duty  Degreaser   A4.A8 

Institutional  Liq  Drn  Pipe  Opnr  &  Mntnr  LI 

Liquid  Hand  Dish  Wash  Al 

Machine  Dish  Wash  Compound  Al 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 
Supreme  Low  Suds  Laundry  Detergent    Bl 


Imperial  Industries,  Inc. 

All  Purpose  Cleaner    Al 

Coco  Castile  Hand  Soap  El 

Concrete  Floor  Cleaner  A4 

Extra  Duty  Institutional  Concentrate    ..    A4 

Germ-Go   CI 

Glass  Cleaner  Spray  on  Type  w /Silicone  CI 

Glass  Cleaner  Spray  On  Type    CI 

Hard  Water  Cleaner  Concentrate   ....  A4.C1 
Heavy  Duty  Cleaner  Degreaser  Con- 
centrate       Al 

Lemonize  CI 

Liquid  Hand  Soap  RTU   El 

Lotionized  Hand  Soap E4 

Mechanic's  Liquid  Soap   El 

Path-O-Dine  Bactericide-Virucide    D2 

Pink  Lemon-Aid    A4 

Pink  Princess  El 

RTU  Coco  Castile  Hand  Soap   El 

Scat    Al 

Velvet El 

Imperial,  Inc. 

Rat  &  Mouse  Killer    F3 

Imperial,  Inc. 

Silicone  Lubricant  HI 

Silicone  Lubricant  HI 

Impulse  Regeneration  Services 

1M-292  Resin  Cleaner PI 

In-Cide  Technologies,  Inc. 

Zone  Defense F2 

Inceptor,  Inc. 

Inceptorguard  50  E2 

Inco  Chemical  Supply  Co.,  Inc. 

Egg  Wash    Ql 

I.A.C A3 

Inco  360  Dish  Brite Al 

Inco  375  Blue  Concrete  Cleaner    CI 

Incredible  Enterprises 

Incredible  Blue    Al 

Indco,  Inc. 

All  Purpose  Detergent  CI 

Aquanex  MC  Kl 

Bora-Soap    C2 

Con-Cleen   CI 

Deep  Fat-Fryer  Cleaner A2 

Giant    Al 

Grease  Off  100   CI 

Grease  Off  210   CI 

Grease  Off  90   CI 

Hi-Suds    Al 

I-Deen-2  Disinfectant   D2 

Indco  Bleach   Bl 

Indco  Break  Bl 

Indco  Creme  Lotion  Hand  Soap El 

Indco  Detergent  K  A1.Q4 

Indco  Fabric  Softener  Liquid  B2 

Indco  Fabric  Softener  Powder   B2 

Indco  Heavy  Duty  Cleaner  &  Disinfec- 
tant      CI 

Indco  LA  17    Al 

Indco  LA  19   Al 

Indco  LA-13    Al 

Indco  LA-20   Al 

Indco  LA-20  HD  Al 


Indco  LA-20  Special  Al 

Indco  LA-26                              Al 

Indco  LA-27    Al 

Indco  LB-11    ,.  A8 

Indco  LB-12    A8 

Indco  LB-14    A8 

Indco  LB-15    A2 

Indco  LB-16    ..  A2 

Indco  LB-18    Al 

Indco  LB-20    A2 

Indco  LBB-12   H2 

Indco  LBB-15   ..  H2 

Indco  LC-10  HA  .  A3 

Indco  LC-13    A3 

Indco  LC-14    A3 

Indco  LC-15    A3 

Indco  LC-23    A3 

Indco  LD  11    A4 

Indco  LD  12    A4 

Indco  LF  12 Dl 

Indco  LG-11    D2 

Indco  LG-12    D2 

Indco  LHH-10  Q5 

Indco  LHH-11   A1.Q5 

Indco  LK  1-2-3  K1.K3 

Indco  LK-10    A3 

Indco  LM-10  G6 

Indco  LM-11   G6 

Indco  LM-12  G6 

Indco  LM-13   G6 

Indco  LM-14  G6 

Indco  LM-15   G6 

Indco  LM-16  G6 

Indco  LM-17  G6 

Indco  LM-18   G6 

Indco  LM-19  G7 

Indco  LM-21    G6 

Indco  LP  10  C2 

Indco  LR  10    CI 

Indco  LR  11    CI 

Indco  LR  12    CI 

Indco  Pemets  100   Al 

Indco  Pink  Concentrate  A4 

Indco  Potent  Cleaner- Degreaser  Al 

Indco  PA-31    Al 

Indco  PA-32    Al 

Indco  PA-33    Al 

Indco  PA-36    Al 

Indco  PA-46    Al 

Indco  PB  25  A2 

Indco  PB-24 A2 

Indco  PB-26 A2 

Indco  PB-27  A2 

Indco  PB-28  A2 

Indco  PB-28  HF   A2 

Indco  PB-29 A2 

Indco  PB-29 A2 

Indco  PB-38 A2 

Indco  PB-39 A2 

Indco  PB-40 A2 

Indco  PB-41  G6 

Indco  PB-45A   Al 

Indco  PB-45B   Al 

Indco  PC-10 A3 

Indco  PC-11  A3 

Indco  PC-12 Al 

Indco  PCC-10   Bl 

Indco  PCC-11    Bl 

Indco  PF  13  D2 

Indco  PF  14  D2 

Indco  PF  15  D2 

Indco  PH-10    Ql 

Indco  PY-11    Al 

Indco  Soft/Sour  38    B2 

Indco  Steam  Cleaner  Cone A2 

Indco-LA  10   Al 

Indco-LAll    Al 

Indco-LA  12    Al 

Indco-LA  14    Al 

Indco-LA  15    Al 

Indco-LA  18    Al 

Indco-LB  10    A2 


11-227 


Indco-LB  13    El 

Indco-LBB  10   H2 

Indco-LBB  11    H2 

Indco-LC  10    A3 

Indco-LCll    A3 

Indco-LD  10    A4 

Indco-LQ  10   El 

Indco-LQ  11    El 

Indco-LQ  12    El 

Indco-Nancy  Brand  Laundry  Detergent  Bl 

Indco-PA  10    Al 

Indco-PA  11     Al 

Indco-PA  12    Al 

Indco-PA  13    Al 

Indco-PA  14    Al 

Indco-PA  15    Al 

Indco-PA  16    Al 

Indco-PA  17    Al 

Indco-PA  19    Al 

Indco-PA  20    Al 

Indco-PA  21     Al 

Indco-PA  22    Al 

Indco-PA  23    Al 

Indco-PA  24    Al 

Indco-PA  26    Al 

Indco-PA  27    Al 

Indco-PA  28    Al 

Indco-PA  30    Al 

Indco-PB  10 Al 

Indco-PB  II  A2 

Indco-PB  12 A2 

Indco-PB  13 A2 

Indco-PB  14 A2 

Indco-PB  15 Al 

Indco-PB  16 A2 

Indco-PB  17  A2 

Indco-PB  18 A2 

Indco-PB  19 A2 

Indco-PB  20 A2 

Indco-PB  21  A2 

Indco-PB  22 A2 

Indco-PB  23  A2 

Indco-PO  10    LI 

Independence  Bowl  Cleaner  C2 

Liberty  Bell  Beads    Al 

NBL-85   Bl 

Quality  Laundry  Detergent  Bl 

Scotch  Boy    Al 

Scotch  Boy  Liquid  Handsoap  El 

Sterine  100 D2 

Superior  Laundry  Detergent  Bl 

2172  Solid  Machine  Warewashing  De- 
tergent    A2 

2177  Solid  Machine  Warewashing  De- 
tergent    A2 

Independent  Chemical  &  Supply 
Co. 

Impact   LI 

Independent  Chemical  Corp. 

All  Purpose  Cleaner   Al 

Can  Wash    Al 

Independent  Chemical  Corporation 

All  Vehicle  Wash  Concentrate  Al 

Aquacide   Fl 

B.T.  1500  Concentrate    G6 

B.T.  300 G7 

Belt  Conditioner   PI 

BT  100 G6 

BT600 G6 

Citrosene  10 CI 

De-Solve  Industrial  Cleaner  Al 

Doomed  Residual  Insecticide  F2 

Double  Power   Al 

Duz-All    CI 

Duz-All  Junior  CI 


Film  Fighter  Al 

Foam  Plus  AC  Al 

Foam  Plus  CL  Al 

Foam-Away  All  Purpose  Cleaner  CI 

Foam-Chlor   Al 

Free-Flo  CI 

Hook  Cleaner A2 

I.C. -40  Penetrating  Lubricant  H2 

Kool  Klean    A5 

Kuick-Kleen  Mildew  Stain  Remover  ,.  C2 

LAB.  Liquid  Alive  Bacteria  L2 

L«mon  Scent   \4 

Liqualumine  Al 

Lo-Sudz  Al 

Low  Foaming  Big  G  A4 

Muscle  Concentrate  Cleaner  Al 

Ovec  Ammoniated  Oven  Cleaner  A8 

OST-1325    G6 

Power-Plus  Al 

Punch  Al 

Remuv-It    A3 

ST  400  G7 

Saf-T-Solv  K2 

Safe-Sol  Safety  Solvent    Kl 

Shine-um  Up  Al 

Silicone  Spray  HI 

Silicone  Spray  Heat  Stable  Mold  Re- 
lease      HI 

Solvent  No.3   Kl 

Sparkle  CI 

Stainless  Silicone  Spray   HI 

ST  200  G6 

Triple  XXX  Al 

Tuf-E-Nuf   Al 

WTS-100  G3 

Independent  Dairy  Equipment 
Affiliation 

IDEA.  Liquid  Sanitizer    D2.B1 

Independent  Towel  Exchange 

Ruff  Touch    E4 

Index  Chemical 

All  You  Need    Al 

Belt  Dressing  PI 

Electric  &  Mechanical  Contact  &  Dgr.    K2 

Grease  Gun   HI 

Heavy  Duty  Water  Soluble  Safety  Sol- 
vent      A4 

Index  Pyre-Fog   Fl 

Index  Pyre-Fog  No.  3  Fl 

Index  Pyre-Fog  1%  Fl 

Index  Syntha-Fog    Fl 

IC  Foam  Al 

L  101    A4 

Liquid  Alive  Bacteria  CI 

Oven  Cleaner  A8 

Penetrating  Oil  and  Moisture  Remover    H2 
Rough  Touch  Hand  Clnr.  w/Volcanic 

Pumice    E4 

Safety  Solvent  Kl 

San-O-Kleen  II  Detergent  Cleaner- 

Dsnftnt    Dl 

Sanitary  Lube    HI 

Silicone  Spray  HI 

Soft  Touch  E4 

160  Detergent  Concentrate   Al 

40%  Liquid  Hand  Soap El 

8  Up  Al 

Indianapolis  Chemical  Co.,  Inc. 

Cold  Room  Cleaner A5 

ICC.  Porcelain  &  Toilet  Cleaner   C2 

I.C.C.I.  De  Moisturant    H2 

ICC  Delimer   A3 

ICC  Disinfectant  Cleaner  &  Deodorizer  CI 


Meat  Room  Cleaner    Al 

Porcelain  &  Toilet  Bowl  Cleaner  C2 

Indianhead  Manufacturing  Co. 

Fly  Killer  Fl 

Indichem  Inc. 

All-Purpose  Cleaner    A4 

Indusco  Chemical  Products 

Product  No.  580  Tug-N-Barge  Al 

Industrial  &  Transportation  Dtrgnts 
Inc. 

BD6    A4 

Power  Bright  Al 

Smoke  House  Cleaner  (Z)    A8 

Industrial  Alloys  Co. 

Pro-Spray  Degreaser  K2 

Industrial  Biological  Products,  Inc. 

EcoMate  Al 

EcoSafe    Al 

Industrial  Blending  &  Packaging 
Co.  Inc. 

Combat    Al 

Exceed  Plus  -  S  Al 

Roughneck  Brands  Foamy  Supreme    ..  A I 

Roughneck  Brands  RN-G20  CI 

Roughneck  Brands  RN-1 17    Al 

Roughneck  Brands  RN-1 18AP  Al 

Roughneck  Brands  SF-730  Al 

RS-7  Al 

Topaz  CI 

Industrial  Blends,  Inc. 

Industro  Power  Clean   Al 

Industrial  Boiler  &  Chemical 

React   G6 

React  AA  G6 

React  ACSC    G7 

React  CHWP  G5.G7 

React  Moly    G7 

React  OSP  G6 

React  Poly  G6 

React  PA  G6 

React  SL   G6 

React  SL-5  G6 

React  SR   G7 

React-PSD  G6 

Industrial  Chemical 

Success Al 

Industrial  Chemical  &  Supply  Co. 

Active  8  Al 

AK-30   A2 

AK-40   A2 

Blend  B   A2 

Blend  C  A2 

Brute  Force    Al 

Concrete  Cleaner  A4 

DB-100    Al 

Formula  80    A2 

Fulquat  D2 

G-350  A2 
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General  Cleaner  Al 

Hot  Tank  Cleaner   A2 

K-300 A2 

K-400  A2 

KL-8       Al 

LP  Blend     A2 

MSR   Acid  Cleaner  \3 

Mansize   Al 

Mildew  Slain  Remover  Al 

MM35    A3 

OH-325    A2 

OH-425    A2 

Peli-San  14    D2 

Pelican  Brand  Sanitizer  Cleaner  Dl 

Peliodine-175  D2 

Peralkalate  Al 

Safe-D-Scale   A3 

Sanitizer  Cleaner  A4 

Smokehouse  Cleaner  A2 

Sterilex  D2 

Thrifty  Clean  A4 

50/50  Plus  Alkaline  Blend   A2 

Industrial  Chemical  Cleaner 
Company 

Power  Plus"   C2 

Industrial  Chemical  Cleaner,  Inc. 

ICC-250  Fly  &  Mosquito  Spray  Fl 

Industrial  Chemical  Distributors, 
Inc. 

Emm    CI 

Microplus  E2 

Odor  Out  CI 

TNT CI 

Industrial  Chemical  International, 
Inc. 

ICI  Force  500   Al 

Industrial  Chemical  Labs.,  Inc. 

Break-Thru CI 

Break-Thru  II CI 

Buffer-All    A3 

Done  Al 

Dynamic  110  Al 

Enviro  Care  Food  Service  Cleaner  A I 

Grease-Off  Al 

Hi-Con  A4 

New  D/S/D    A4 

Oven  Glo  A8 

Powmul    CI 

PT-109  G2 

Reflection CI 

Sil  HI 

Spra-Kleen  A4 

Tergisan  D2 

Thermo-Clean   CI 

Industrial  Chemical  Specialists 

Industrial  Oven  Cleaner   A2 

Lime  Off  A3 

Industrial  Chemical/ 
Div.  of  Leo  Silfen  Inc. 

Formula  III  Concentrated  Foaming 

Cleaner   Al 

Formula  100  Mint  Disinfectant    C2 

Formula  101  Neutral  Cleaner  Al 

Formula  106  All-Purpose  Cleaner   A4 

Formula  11  Disinfectant-Cleaner   A4 

Formula  148  Odor  Control  Granules  ..  CI 


Formula  15    D2 

Formula  155  Nature's  Solution  CI 

Formula  156  All-Natural  Sew-Treat L2 

Formula  157  L2  Natural  Drain 

Opnr/Mntr  L2 

Formula  16  Heavy  Duty  Cleaner-Dsnft    Dl 

Formula  178  Freezer  Cleaner  A5 

Formula  180  Cold  Oven  &  Grill  Cln- 

Renvtr  A8 

Formula  19  Detergent  San  Fngcd  Disnf 

Deo  Dl 

Formula  2000  Wax.  Grease  &  Dirt  Re- 
mover        A4 

Formula  22  Pine  Oil  Disinfectant CI 

Formula  220  Liquid  Hand  Soap  El 

Formula  221  Liquid  Hand  Soap  El 

Formula  303  Pine  Odor  Disinfectant  ..    C2 

Formula  44  N-B  Degreaser  Cleaner \4 

Formula  44  N-B  Degreaser-CIeaner  ....    Al 

Formula  47  Soap  Scum  Remover Al 

Formula  713  Tar  &  Asphalt  Remover      Kl 
Formula  72  Trailer  Wash  &  Alum. 

Bright Al 

Formula  73  Painted  Truck  Wash   CI 

Formula  77  Multi-Purpose  Cleaner- 

Dgrsr A4.A8 

Formula  79  General  Purpose  Cleaner       Al 

Formula  801    L2 

Formula  808    L2 

Formula  81    F2 

Formula  83  Cone  Resid  Insctd  Wtr 

Disprsb   F2 

Formula  84  Concentrated  Emulsion 

Dgrsr Kl 

Formula  993  Concentrated  Inhib  Chem 

Clnr  A3 

Formula  994  Inhibited  Chemical 

Cleaner   A3 

Formula  997  Steam  Cleaner  Al 

Indu  Chem  Liquid  Hand  Dish  Wash   ..    Al 
Indu-Chem  Emulsifiable  Spray  Concen- 
trate    Fl 

Industrial  Chemicals,  Inc. 

Sodium  Hypochlorite  Solution  ..  D2.Q2.Q4 

Industrial  Cleaning  Equipment  CoJ 
Div.  of  ICE  Companies,  Inc. 

ICE  Super  Cleaner  101  Al 

Industrial  Distributors,  Inc. 

D-Solve   K2 

Grease  Control  CI 

Industrial  Division  Of/ 
Phillips  Supply  Company 

Pipco  Laundra-Brite    Bl 

Pipco  Low  Foam  Cntrld  Suds  Lndry- 

Det.Conc  Bl 

Scale-Solve    A3 

Ultra-Soft  B2 

Industrial  Environmental  Pollution 
Controls  Corporation 

Acid  Wash  A3 

Caustic  Dip   A2 

Caustic  Powder  Detergent A2 

Chlorinated  Caustic  Detergent    Al 

Chlorinated  Detergent  Al 

Chlorinated  Powder  Detergent   Al 

Floor  Degreaser  A4 

Foamatic  Foam  Additive Al 

Foamatic  FPD  Food  Plant  Detergent  ..  Al 
Foamatic  Hand  Washing  &  Sanitizing 

Cmpd E2 

Foamatic  Smokehouse  Cleaner A2 


HD  Foodplant  Detergent Al 

HD  Smoke  House  Cleaner  A4.A8 

Industrial  Floor  Finishes,  Inc. 

Permanize  Clean-All  All  Purpose 

Cleaner   A4 

Industrial  House  Janitorial  Supplies 
Inc 

Any  Scent    CI 

Best  By  Test  A4 

Concentrated  Environmental  One  CI 

Condition  A4 

Dellwood  Al 

Digest  All  50  CI 

Dream    Al 

Gentle  Hand E4 

Heaven  On  Earth  CI 

Industrial  House  Clean   A4 

KP-12  Oven  &  Grill  Cleaner  A8 

Last  Chance  LI 

Look  Out  Glass  Cleaner  CI 

Marine  12    A7 

Mops  Up   Al 

NFC  All  Purpose  Cleaner  Al 

Rise  Neutral  Cleaner  CI 

Steams  It  NB  A2 

Tile  Brite  Plus  A3 

Industrial  Lubricants,  Inc. 

ILI  FPL-22 H2 

Industrial  Maintenance  Corp. 

B-210  G7 

B-222  G6 

B-224  G7 

B-238  G7 

B-272  G6 

B-40-S   G6 

B-43L G6 

B-50L G6 

B-52  G6 

B-52L G6 

B-55  G6 

B-57  G6 

B-59  G6 

B-60-L  G6 

B-61L G7 

B-63L G7 

Basemeen  G6 

Basemeen-410  G6 

Basemeen-420  G6 

BA-105    G7 

C-398  G7 

Industrial  Maintenance  Solutions 
Company 

Clearlube  Chain  Oil  X-Hvy   HI 

Clearlube  Cbain  Oil  554-F  HI 

Clearlube  Chain  Oil  68F HI 

Clearlube  Compressor  Oil  400-F   HI 

Clearlube  FHO-165F HI 

Clearlube  FHO-215F HI 

Clearlube  FHO-315F HI 

Clearlube  P-5F HI 

Clearlube  Pro-68F  HI 

Clearlube  PML-EP-100F HI 

Clearlube  PML-EP-150F HI 

Clearlube  PML-EP-220F HI 

Clearlube  PML-EP-32F HI 

Clearlube  PML-EP-320F HI 

Clearlube  PML-EP-46F HI 

Clearlube  PML-EP-460F HI 

Clearlube  PML-EP-68F HI 

Clearlube  PML-EP-680F HI 

Clearlube  PML-100F HI 
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Clearlube  PML-150F HI 

Clearlube  PML-220F HI 

Clearlube  PML-32F HI 

Clearlube  PML-320F HI 

Clearlube  PML-46F HI 

Clearlube  PML-460F HI 

Clearlube  PML-68F HI 

Clearlube  PML-680F HI 

Clearlube  RS-32F   HI 

Clearlube  RS-46F   HI 

Clearlube  VPO  Plus    HI 

Clearlube  VPO-100F HI 

Clearlube  VPO-15F HI 

Clearlube  VPO-150F HI 

Clearlube  VPO-68F HI 

Clearlube  10OF   HI 

Clearlube  150F   HI 

Clearlube  220F   HI 

Clearlube  32F   HI 

Clearlube  320F   HI 

Clearlube  46F   HI 

Clearlube  68F   HI 

Contempo  AW  Plus  #2  H2 

Contempo  Compressor  Oil  450    H2 

Contempo  HRO-68  H2 

Industrial  Maintenance  Supply 

Industrial  Heavy  Duty  Cleaner  Al 

IMS  Antiseptic  Lotionized  Hand  Soap  E4 

IMS  GP  407    CI 

IMS  GP459    Al 

IMS  Liquid  Hand  Cleaner    E4 

IMS  Liquid  Hand  Dishwash  Al 

Industrial  Maintenance  Supply  Co., 
Inc. 

Super  Shine  CI 

Industrial  Municipal  Chemicals 
Corp. 

Big  "G"    Al 

IMC  Insect  Spray    Fl 

IMC  Oven  Cleaner   A8 

IMC  Safety  Glass  Cleaner   CI 

IMC  Safety  Silicone  Spray  HI 

IMC  Safety  Skin  Shield  Cream   E4 

IMC  Safety  Solvent  &  Cleaner    K2 

Thrift  Detergent A4 

Industrial  Oils  Unlimited,  Inc. 

CL-4  Oil  PN#  42288    HI 

CL-5  Oil  PN#  46700    HI 

Food  Grade  Hydraulic  Oil  22 HI 

Food  Grade  Hydraulic  Oil  32 HI 

Food  Grade  Hydraulic  Oil  46  HI 

Food  Grade  Hydraulic  Oil  68  HI 

Industrial  Paper  Products,  Inc. 

Big-John  Industrial  Strength  Clnr  & 

Dgrs  Al 

Brite  A7 

IPP-3  Heavy  Duty  All  Purpose  Cleaner  A4 

Koko-Nut  Kleen    El 

Starr  Brite    A7 

Industrial  Products,  Inc. 

KP-80 A4 

Industrial  Research 

Circuit  Clean  K2 

Cleanit   C2 

Cleanit  Now  Germicidal  Foaming 

Cleaner   C2 

Drain  Control  500  CI 


Dry  Encounter  CI 

Dry-Cide    Fl 

Enviro-Foam   C2 

Excel    CI 

Handi  Kleen E4 

Knock  Out  F2 

LiftOff    CI 

Misty-Kleen  E4 

Pen-Eze   H2 

Power  Lube  H2 

Power  Strip   C3 

Wax  Dissolve    CI 

Industrial  Research  of  Utah 

Dead-Eye  CI 

Lubricare   H2 

Micro  Sheen    CI 

Premier  Food  Grade  Grease  HI 

Redi   H2 

Sparkling  Klein  CI 

Industrial  Research  Inc. 

"Big  O"   CI 

Clear  Thru  CI 

Ghost  CI 

K-C  Concentrate   Al 

Old  Yeller  Concentrate  A4 

Industrial  Sanitation  Consult. 
Products 

Bacti-Chlor    D1.Q4 

C-20  A2 

C-20A    A2 

C-20B    A2 

ISC-A1  Al 

ISC-AI0  Al 

ISC-A2  Al 

ISC-A3  Al 

ISC-A5  Al 

ISC-A6  Al 

ISC-A8  Al 

ISC-A9  Al 

ISC-L50  Al 

ISC-11    A3 

ISC-12   A3 

ISC-2   Al 

ISC-21    A2 

ISC-23   A2 

ISC-24   A2 

ISC-26  A2 

ISC-27   A2 

ISC-3   Al 

ISC-31    Al 

ISC-4  Al 

ISC-41    Al 

ISC-42   Al 

ISC-43   Al 

ISC-44   Al 

ISC-44A  Al 

ISC-5   Al 

ISC-6   Al 

ISC-7   Al 

ISC-8   Al 

ISC-9  Al 

Retort  Cleaner  A  Al 

Industrial  Sanitation,  Inc. 

Excel  Germicidal  Detergent   Dl 

Excel  Stripper-Degreaser    Al 

Industrial  Soap  Company 

Actiphene  Germicidal  Cleaner  A4 

Boot  Hill  Roach  'N  Ant  Killer  F2 

Bovex  Deodorizing  Toilet  Bowl  Cleaner  C2 

Centra  "Shield"   A4 

Centra-Plus  256  A4 


Disolv    CI 

Dyna-Shine    A4.A8.C1 

Dynabrite  Al 

Encore  Dry  Bleach    Bl 

Encore  Lemon  Scntd  Stnlss  Stl 

Clnr&Plsh  A7 

Encore  Lotionized  Hand  Soap   E4 

Erase  Mark  Remover    Kl 

Fan-Fare  Deodorizing  Porcelain  Cleaner  C2 

Fanfare  All  Purpose  Cleaner CI 

Fanfare  Blue    Al 

Fat  Cat  Al 

Free  'N  Easy    H2 

Glycolite    A4.C2 

Grease  Buster    A4.A8 

Impact  Hospital  Disinf.  And  Deodzr.  ..    C2 

Impact  Insecticide   Fl 

Kitchen  King  Al 

Kleer  Glass  Cleaner    CI 

Lime-O-Lator A3 

Metone  Liquid  Soap   El 

MCPG    A4.A8 

Remedy    CI 

Rise  N  Shine  Al 

Rise'N  Shine  Liquid  Detergent  A4.A8 

Rise'N  Shine  Lotion  Detergent  A4.A8 

Saber  Liquid  Heavy  Duty  Steam 

Cleaner   Al 

Saber  Spray  A4 

Saber  White  Bowl  Cleaner  C2 

Sani-Lube HI 

Ultra  Metone  B2.CI 

Ultra  Zyfo   B2.C1 

Wincide  Bug  Killer  Fl 

Wincide  Disinfectant  CI 

Wincide  Pine  Odor  Disinfectant  CI 

Wincide  Residual  Roach  Killer   F2 

Zyfo  All  Synthetic  Laundry  Dtrgnt  ....  Bl 
Zyfo  Cleaner  Concentrate  A4 

Industrial  Solutions 

Cleaner  726A A8.CI 

Formula  3075-F G6 

Industrial  Solvents 

Algae-Trol  DCM  G7 

Algae-Trol  101    G7 

Algae-Trol  103    G7 

Algae-Trol  108    G7 

Algae-Trol  109   G7 

Bio-Sol  D2 

Cyclo-Sol  G6 

Derma-Shield  E4 

Digesta-Sol    CI 

Dry-Lube  H2 

EZLift  Al 

Foaming  Glass  Cleaner  CI 

Formula  2000    F2 

Formula  250    Fl 

Formula  350    F2 

Glisten   Al 

Grease  Gun   H2 

GC-IOO    CI 

Hand-Sol    El 

IND-Ox    A3 

IND-Sol  Concentrate  A4 

IND-Sol  160   A3 

IND-Sol  20  Steam  Cleaner  A4 

IND- 10  Packing  House  Cleaner  A2 

IND- 12  Concrete  Cleaner  A4 

IND- 14  Medium  Duty  Steam  Cleaner 

Powder    Al 

IND- 1 5  Heavy  Duty  Steam  Cleaner  ....    A2 

IND-151  A4 

IND- 16  Heavy  Duty  Truck  and  Car 

Wash  Al 

IND- 1 7  Food  Plant  Cleaner   Al 

IND-25  LI 

Pronto    LI 

Residu-Sol  F2 


11-230 


Scale-Eze  A3 

Sol-Vex   G6 

Sol-Vex  15 G6 

Sol-Vex  30 G6 

Syner-Sol  Fogging  Concentrate    Fl 

Syner-Sol  Insecticide  Fl 

Tanni-Sol  G6 

Industrial  Specialists  &  Assoc. 

Pro-Action  Plus  A4 

Pro-Smash   A4 

Pro-Tire   CI 

Industrial  Specialties,  Inc. 

Ami-Ox    A3 

Bacterial  Enzymes  L2 

Bat-Re-Nu   PI 

Belt-Grip   PI 

Blast  Off   Al 

Chain  Lube    H2 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Citra-Smell  Oven  Cleaner  A8 

Commando    Al 

Concrete  Floor  and  Driveway  Cleaner      CI 

Contact  &  Circuit  Board  Cleaner  K2 

Defoamer  Al 

Double  Power   Al 

Dri-Mol   H2 

Egg  Washing  Compound    Ql 

Flexa-Glass    CI 

Foam  Additive  Al 

Hand  Dishwashing  Liquid  Concentrate    Al 

1  S  Three-Gly    CI 

IS   Emulsifiable  Spray  Concentrate  Fl 

IS   Insecticide  (w/Resid  Inset  Cntl) F2 

IS.  Porcelain  and  Bowl  Cleanser C2 

Indstrl  Palm  Pwr  w/Volcanic  Pum  Hand 

Cln  E4 

Industrial  Acidulade    A3 

Industrial  Foam  Kwik  Al 

Industrial  Palm  Power  Hand  Cleaner  E4 
Industrial's  Organic  Acid  Detergent  ....    A3 

Invisible  Glove    E4 

ISI  Disinfectant  CI 

Jell  Degreaser    Kl 

Kleen   E4 

Kool-Tool    H2 

Liquid  Hand  Soap  El 

Low  Suds  Laundry  Compound  No.  2  B 1 
Machine  Dishwashing  Powder  Al 

Meat  Hook  Cleaner  &  Deruster  A2 

No  Grab  H2 

Ovec  Ammoniated  Oven  Cleaner  A8 

Oven  Cleaner  A8 

Packing  House  Cleaner  Al 

Penetrating  Oil  And  Demoisturant  CI 

Safety  Solvent  Kl 

Safety  Solvent  K2 

Scale  and  Lime  Remover   A3 

Showcase  CI 

Shur-Klean CI 

Silicone  Spray  HI 

Spray  and  Wipe  CI 

Stainless  Steel  Cleaner   A7 

Super  Window  Cleaner  Concentrate    .     CI 

Vanish  II  Insecticide  Fl 

Window  Cleaner   CI 

Wyte-Ease   H2 

8  Up  Al 

Industrial  Specialty  Chemicals,  Inc. 

ISC-53  Floor  Cleaner   Al 

ISC-8715   G6 

Industrial  Steam  Cleaners,  Inc. 

Blue  Rig  Wash  ISC-6  A4 


Industrial  Supply  Co.  of  Salem,  Inc. 

ISC.  Hi-Powered  Cleaner  A4 

Industrial  Tape  And  Supply  Co. 

VC  Multi-Purp.  Sil.  Lub.  &  Release 

Agent HI 

Industrial  Technology  Corp. 

rrcDLO li 

ITC  Freezer  Cleaner  A5 

ITC  Safety  Solvent   K2 

MicroKwik L2 

Releece  A3 

Resolve    CI 

Resolve  #1  A4 

Resolve  #2  A4.A8 

Resolve  Smokehouse  Cleaner A8 

Rezyme  250 L2 

Industrial  Technology  Corp. 

KT-I000  Professional  Floor  Detergent  CI 

KT-1044  Sani-Quat  D2 

KT-2000  Commercial  Floor  Detergent  CI 

KT- 2320  Highly  Alkaline  Cleaner  A2 

KT-2400  Heavy  Duty  Floor  Detergent  CI 
KT-7505  Multi-Purpose  Cleaner-De- 

greaser  CI 

Processing  Acid  Cleaner  A3 

Special  265  Foaming  High  Alkaline 

Clnr Al 

Industrial  Water  Consulting,  Inc. 

Synergy  156 G6 

Synergy  158 G6 

Synergy  160 G6 

Synergy  161  G6 

Synergy  215  G6 

Industrial  Water  Engineering,  Inc. 

BW  570  G7 

BW-5302  G6 

BW-560  G6 

BW-5686  G6 

BW-5687  G6 

BW-5687A G6 

BW-5687P  G6 

BW-570  G6 

BW-5910  G6 

BW315  G6 

BW5202  G6 

BW5203  G6 

BW5204 G6 

BW5230 G6 

BW5280 G6 

BW5304  G6 

CS4015    G7 

CS4251    G3 

CS4692    G7 

CW3335  G2.G6 

CW3336  Gl 

CW7251  G3 

CW7334  G3 

CW7615  G7 

CW7691  G7 

CW7692  G7 

CW7935  G7 

FG336    Gl 

PW  2330   G6 

SL-5050  G6 

SL-5055  G6 

SL5242    G6 

SL5248    G6 

SL5251     G6 


SL5443    G6 

SL5446    G6 

Industrial  Water  Services,  Inc. 

BWT  14  G6 

BWT  15  G6 

BWT  18  G6 

BWT  19M  G6 

BWT  190M  G6 

BWT  21  G6 

BWT  210  G6 

BWT  238  G6 

BWT  247  G6 

BWT  269  G6 

RLT20    G6 

RLT21    G6 

RLT25    G6 

RLT40    G6 

Industrial  Water  Technologies,  Inc. 

1WT-2110    G6 

IWT-2620C  G6 

IWT-2620D  G6 

rWT-2650    G6 

Industro  Systems,  Inc. 

Food  Lube  HI 

Pyra  Kill-3  Fl 

Resido-Kill    F2 

IndusCo,  Ltd. 

Acid  Detergent/Cleaner  532  A3 

Alkaline  Cleaner  525    A2 

All  Purpose  Cleaner  Concentrate  455       A 1 

Antibacterial  Hand  Soap  619   El 

Antibacterial  Hand  Soap  634   El 

Antiseptic  E-2  Hand  Soap  614  E2 

BTL-1X  G7 

BTL-3  G6 

BTL-5  G7 

Chain  Lubricant  Cleaner  512   H2 

Chlore-Bnght  528  A1.Q1 

Cleaner  Degreaser  409  A4.A8 

Cleaner  Degreaser/Deodorizer  427     A4.A8 

Cleaner  Degreaser/Deodorizer  428  Al 

Cleaner/Degreaser  417    A4.A8 

Concentrated  Detergent/Disinfectant 

435    D2 

Dazzle  Non-Butyl  Cleaner  De- 
greaser      A4.A8 

Descaler531    A3 

Eggshell  Cleaner  521    Ql 

Envirosystems  Cleaner/Degreaser  485  CI 
Envirosystems  Malodor  Eliminator 

730    C1.C2 

EnviroSystems  Degreaser  CI 

General  Purpose  Low  Foam  Cleaner  454  A4 

Heavy  Duty  Cleaner  515    Al 

High  Foaming  Cleaner/Degreaser 

417    A4.A8 

High  Foaming  Power  Pak  283  Al 

Indochlor527    AI.Q1 

Lemon  Fragrance  Disinfectant/Cleaner 

436    CI 

Liqui-zyme  ....  L2 

Liquid  Laundry  625    Bl 

Mint  Fragrance  Disinfectant/Cleaner 

437    CI 

Neutral  Cleaner  451 

Perfect  Solution  Cleaner- Degreaser  ....  CI 
Pine  Fragrance  Disinfectant/Cleaner  438  CI 

Powerpak  283    CI 

Ready  To  Use  Glass  and  Window  Clnr 

305    CI 

Sanitizer440  D2.Q3 

Ultimate  400  Cleaner/Decrc.iser  Al 
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Ingersoll-Rand 

Lubri-Link  Green  Food  Grd  Chain 

Lubrcnt   HI 

Ingersoll-Rand  Company 

SSR  H- IF  Coolant    HI 

SSR  Ultra  Coolant    H2 

XL  Nova   H2 

Inland  Aquatech  Co. 

BT-15CF   G6 

BT-515CF   G6 

BT-550F  G6 

BT-551F    G6 

BT-553  G6 

BT-558C    G6 

CT-553G   G7 

CT-554G   G7 

CT-653G   G7 

CT-654G    G7 

Formula  No.  BT-12 G7 

Formula  No.  BT-12F    G6 

Formula  No.  BT-15C    G7 

Formula  No.  BT-15F    G6 

Formula  No.  BT-20 G7 

Formula  No.  BT-20F    G6 

Formula  No.  BT-40 G7 

Formula  No.  BT-40F    G6 

Formula  No.  BT-50 G6 

Formula  No.  BT-514F    G6 

Formula  No.  BT-556F    G6 

Formula  No.  BT-62F    G7 

Formula  No.  BT-70 G7 

Formula  No.  BT-70F    G6 

Formula  No.  BT-90 G6 

Formula  No.  CT-153  G7 

Formula  No  CT-153F    G6 

Formula  No.  ST-787  G6 

Formula  No.  ST-84  G6 

Formula  No.  ST-87  G6 

Formula  No.  ST-88  G6 

MB-515   G7 

MB-516  G7 

MB-518   G7 

ST-588  G6 

Inland  Custom  Manufacturing,  Inc. 

Bottle  Glo    A2 

Cir-KIor  A2 

Cir-Klor  "S"  Al 

Cleaner  89-4    Al 

Du-All   Al 

DEW- 1  Egg  Wash A1.Q1 

DEW- 11  Egg  Wash A1.Q1 

Formula  60    A2 

Formula  60  H    A2 

Hi-Klor D2 

Klor  Kleen  Al 

Knox-It A4 

Kwikleen   Al 

Quat  R  A4 

Sandee  Acid  Cleaner A3 

Sandee  BSR  A3 

Sani-Phos  A3 

Soft  Kleen   A4 

Sterisol  A4 

Summit    Al 

Taurus  HD  Al 

Taurus  MD    Al 

Valco  Foam  "B"    Al 

Valco  Foam  "C"    Al 

Valco  HDL    Al 

Valco  LDL Al 

Valco  MDL  Al 

Valco  Suds Al 

Valco  Super  HDL  Al 


Valco  24X  A2 

Valco  24XA Al 

Inland  Supply  Company 

Nu  Shine  Hard  Surface  Cleaner  and 

Polish    CI 

Oven  and  Grill  Cleaner  A4.A8 

Inland  Technology  Incorporated 

Displace  Al 

Wire  Cleaner  A2 

Inland,  Inc. 


Inlander-Steindler  Paper  Company 

Care  Plus  A4 

D-Fat  Plus   Al 

D-Grease   Al 

ISP  100  Lotionized  Hand  Soap    El 

ISP  115  Liquid  Hand  Soap El 

ISP  950  Disinfectant  Foaming  Cleaner  C2 
87  Blast  Off  Emulsifiable  Solvent  CI.  A4 
910  Bowl/Tile  Porcelain  Cleaner  C2 

Innotech,  I m./ 

Lightning  Pet  Care  Products 

Division 

Innotech  Permethrin  10%  F2 

Lightning  Ultra  Dursban  Fogger    F2 

Innovative  Chemicals  Equipment 

Kickoff Al 

Innovative  Chemicals,  Inc. 

Odors  Away  Bait/Fish  Box 

Cleaner/Deodrzr   CI 

Odors  Away  Concentrated  Hand  Soap  ..  E4 
SaltX  Al 

Innovative  Packaging  Systems  Inc. 

Heavy  Duty  Degreaser   Al 

Innovative  Solutions 

Acid  Cleaner  #35    A3 

All  Purpose  Cleaner    Al 

Assist  Al 

Asurgent  Plus    CI 

Belt  Dressing  PI 

Chain  and  Shackle  Lube  H2 

Chain  Lube  Plus   H2 

Chlorinated  HD  A2 

Chlorinated  HD-35   A2 

Chlorinated  HD-35  Foam  A2 

Chlorinated  MD Al 

E-Z  Clean  All  Purpose  Cleaner   Al 

E-Z  Clean  Boil  Out  Deep  Fat  Fryer  Clnr  A2 

E-Z  Clean  Grease  Emulsifier  Al 

E-Z  Clean  Heavy  Duty  Chlorinated 

Cleaner  A2 

E-Z  Clean  Heavy  Duty  Dishwashing 

Cmpd  Al 

E-Z  Clean  Super  Chlor  Al 

Egg  Wash  100  Ql 

Egg  Wash  200  Ql 

Emerald   Al 

Foam-Alk  A4 

Food  Equipment  Lube HI 

Fryer-Brite  A2 

Hand  Soap  El 

High  Suds    Al 

HD-56    A2 


Kleen  Rite   A2 

Maxi-Clean    Al 

MD-45  Al 

MD-45P  Al 

MD-99  Al 

Neutra-Foam   Al 

Neutra-Foam  II   Al 

Oven  &  Grill  Cleaner  A8 

P-37  Acid  Cleaner  A3 

Parts  Washer   Kl 

Pink  Hand  Soap  Plus    El 

Pony  Acid  200 A3 

Pony  Acid  400 A3 

Scrub  Soap  Al 

Scrub-All  Al 

Sodium  Hypochlorite  Solution  D2.G4 

Solv-It    Al 

Super  Foaming  Cleaner  &  Degreaser  ..  Al 

Super  Stuff Al 

Super  Stuff  Plus    A4 

Super  Thick  Hand  Soap    El 

SJ-Acid  Cleaner  101   A3 

SJ-Acid  Clenaer  131   A3 

SJ-Boil  Out  Plus   A2 

SJ-Foam  Additive   Al 

SJ-112    A2 

SJ-119    A2 

SJ-120   A2 

SJ-121    Al 

SJ-129   A2 

SJ-134   A2 

SJ-201    Al 

SJ-2010    Al 

SJ-261    Al 

SJ-271    Al 

SJ-301    Al 

SJ-458    CI 

Zap  A4.A8 

3K-44  Penetrant-Lubricant  Metal  Prot  H2 

77-Supreme   Al 

7726  CI 

Innovative  Technology  &  Comm., 
Ltd. 

EON  2000  CI 

Innovative  Technology,  Inc. 

Concntrtd  Ind  Strnth  Clnr-Dgrsr  Hy 
Foam  Al 

Inopak  Ltd. 

"Health  Care"  Antimicrobial  Lotion 

Soap    El 

Body  Bath   E4 

Dermagel  Antimicrobial  Lotion  E4 

Dermex    El 

Dermex  4  El 

Enrich  Hand  Lotion  Soap  E4 

Food  Handling  Soap  Inoderm E2 

Insect  Guard,  Inc. 

Response    CI 

Insecta-Paint  Inc. 

Insitu 

BioCat-145    Al 

Insl-X  Products  Corporation 

Insta  Brite 

Aluma  Brite  3X  Al 

Truck  Brite  3X  "B"  Al 
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Institutional  Chemical  Co. 

Dermatone  Liquid  Hand  Soap    El 

Institutional  Chemicals,  Inc. 

Brite-Star  A7 

Fresh    CI 

Insti-Solve   CI 

Sonic  Cleaner  And  Degreaser Al 

Whistle  Porcelain  Cleaner C2 

Institutional  Products/Services 

All  Purpose  Cleaner/Degreaser CI 

Ammoniated  All-Purpose  Cleaner/Dgrsr  CI 

Antibacterial  Sanitizing  Hand  Soap  E2 

Concrete/Driveway  Cleaner  Concentrate  A4 

Cutts-All  Gel  CI 

Cutts-All  Pot-N-Pan  Degreaser Al 

Cutis- All  Safety  Degreaser  Al 

Deep  Fat  Fryer  Powdered  Cleaner  A2 

Descaler    CI 

H  D.  Chlorinated  Machine  Dish  Deter- 
gent    Al 

HD  Degreaser/Floor  Cleaner    CI 

Heavy  Duty  Concrete  Cleaner   \4 

Heavy  Duty  Kitchen  DegTeaser   Al 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Liquid  Machine  Dishwash  Al 

Liquid  Hand  Soap  El 

Oven/Grill  Cleaner    A8 

Pine  Oil  Cleaner   CI 

Pink  Lotion  Dishwash  Detergent   Al 

Stainless  Steel  Cleaner/Polish  A7 

Intech  Inc. 

ACC4000NF    A3 

ACC  4066NF    A3 

ACC  4200NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP4900XD    A3 

AGP  5000   A3 

DF  1000 A1.Q5 

EG  1000 Ql 

EG  1000C   Ql 

EG  3000C   Ql 

GFS  1000    Al 

GP  1000 Al 

GP  1066  Al 

GP  1500  Al 

GP  1550 Al 

GP  2000 Al 

GP2400 Al 

GP  2600 A4.C1 

GP2700 Al 

GP2800 Al 

GP29O0 Al 

GP4000  C2 

GPS  1000    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101    Al 

GPS  2000    Al 

GPS  500    A4.B1 

HD  1000   A2 

HD  1100   A2 

HD  1200    A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600    A2 

HD  1600F   A2 

HD  1700    A2 

HD  1800    A2 

HD  1900F   A2 


HD  200C  A2 

HD200CNT   A2 

HD2000   Al 

HDL  8000  Al 

HDL8000F  Al 

HDL  8100  A2 

HDL  8100NF A2 

LU  1000 A1,E1,H2 

LU  1050 A1.E1.H2 

LU  2000 A1.H2 

LU  2025 A1.H2 

LU  3000 A1.H2 

LU  4000 E1.H2 

MC3000  Al 

MC3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C  A2 

MD  1800C  A2 

MD3300C  Al.QI 

MD  3400  A2 

MD35O0  A2 

MDL  1000   Al 

MDL4500  Al 

MDL  4501  Al 

MDL7000C    Al 

MDL7500C    Al 

MDL7600F Al 

MDL7601F Al 

MDL7602F Al 

MDL7603F Al 

MDL8000C    Al 

WT  150  Al 

Integrated  Water  Management 

IWM-199  G6 

IWM-236  G6 

IWM-319  G6 

IWM-419  G6 

IWM-464  G7 

IWM-825E G7 

Integrity  Chemical  Corp. 

Aci-Foam  A3 

APL-9    H2 

Bottle  Wash  BW-NC    Al 

BW-C  Al 

C-Foam    Al 

C-Foam-HC  Al 

C-Foam-HC  Plus  Al 

Conveyor  Lube  HC  H2 

CIP  101    Al 

CIP  101  Plus  A2 

CIP  102  A3 

CIP  103  Plus  A2 

Dissolve  Cleaner  Degreaser   A4 

Dynokleen   Al 

EZ  Kleen  Concentrated  All  Purpose 

Clnr A4 

FD  100  Al 

I.C.C.  200    Al 

ICC.  201    Al 

Into-2000  A4 

ICCQuat  D2,Q3 

Liquid  Conveyor  Lube   H2 

Orange  Aid    CI 

Smoke  House  Cleaner A2 

Stainless  Steel  Cleaner   Al 

Star-Clean  N'  Cold    A5 

Star-Wash  Non-Butyl 

Degreaser/Cleaner Al 

SD  5000  Heavy  Duty  Degreaser    Al 

Inter-City  Maintenance  Supply  Co. 

Genie  Clean  Lemon  Neutral  Disinfec- 
tant      CI 

Genie  Clean  Mint  Neutral  Disinfectant  CI 

Genie  Clean  Pine  Disinfectant   CI 


Inter-County  Farmers  Co-op 

Coop  Brand  Chlorinated  Detergent     Q1.Q3 
Coop  Brand  Saniuzer  Ql 

Intercem  Corporation 

"Egg  White"    Ql 

Acid  Coil  Cleaner  PI 

All-Purpose  Freezer  Cleaner  A5 

Aluminum  Chip  Drain  Opener  LI 

Amine  10-X  G6 

BlastOff   A8 

Blitz  CI 

Boiler  Treat  7826-C    G6 

Boiler  Treat  7827    G7 

Bowl  Cleaner  C2 

Chlor  Alk  Al 

Chloro  Brite  C  1  P Al 

Citri  Sewer CI 

Coco  Breeze    E4 

Conveyor  Lubricant  H2 

CIP  Acid    A3 

D-Lime  A3 

Digestant  250 L2 

Fab-Soft  B2 

Food  Plant  Boiler  Treatment    G7 

FMC  Equipment  Cleaner    Al 

Hawaiian  Magic    E4 

Heavy  Duty  Degreaser  And  Cleaner  A4.A8 

Hi-Sheer  A2 

High  Power   A2 

H2  Citrus  CI 

ISO-X  CI 

Lemon  Coco  Hand  Soap  E4 

Liquid  Laundry  Detergent  Bl 

Liquid  Pumice  C2 

Low  Foam  Laundry  Detergent  Bl 

Magic  Al 

Mighty  Pink  CI 

Multi  Foam    A4 

My  Pleasure  "Pink  Lotion  Handsoap"   ..  E4 

Non-Acid  Coil  Cleaner  PI 

Oven  Cleaner A8 

Plug  Away  LI 

Power  Clean    Al 

Power  Matic    CI 

Premium  Powder  Bl 

Premium  Steam-It  II  Liquid  Steam 

Cleaner   A4 

Premium  Ultra  Steam   A4.A8 

RTU  Glass  Cleaner"   CI 

Sano-Rinse  Dis  Sanit   Deo D2 

Scale-Out  A3 

Scrubbie  Iodine  Handsoap    E2 

Show  Tyme  A4 

Shur  Kleen  Al 

Shur  Kleen  Extra  Al 

Slip-Eze  H2 

Smoke  House  Cleaner  A2 

Steam-Tech    A4 

Super  Amine  40-X    G6 

Super  Bowl   C2 

Super  Score  Al 

Tower  Trete  G7 

Tower  Trete  Clear  G7 

Ultra-Suds   Al 

War  Path    Al 

Interchem  Environmental,  Inc. 

Soyclean H2.K1 

Interchem,  Inc. 

Aurora   Al 

Bacto-Sep D2 

Bio-Zyme L2 

Bio-Zyme  Plus    CI 

Chase  Automatic  Washing  Machine  Det.  Bl 
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Formula  700    A4 

Formula  800  H.S A4.A8 

Freedom  El 

Germa-Sep  CI 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Non-Freezing  Cleaner     ...  A5 

Industrial  Degreaser    A4 

Remove  Heavy-Duty  Granular  Floor 

Cleaner   CI 

Tidal  Wave    CI 

Tri-Bac  CI 

Typhoon  D2 

Zephyr   Al 

Intercoastal  Trading  Inc. 

Hypochlorite  Solution  B1.D2.G5 

Intercon  Chemical  Company 

Activte  CI 

All  Around Al 

Assure    CI 

B.A.D CI 

Big  Pine  CI 

Bleach-Out  A1.B1 

Blue  Butyl   A4 

Break-Away  A3 

Break-Away  Extra  A3 

Breakthrough  CI 

Brite  C2 

Brute    C2 

Built-in    Bl 

Charge   Al 

Chlor-Mate  Al 

Chloro-Det  Al 

Color-Safe   Bl 

Control  CI 

Cutter  A8 

Cyclone  Blue  A4 

De-Iron  Bl 

De-Lime A3 

Dri-Ox   Bl 

Dyna-Mite    A4 

E-NPLP  Bl 

E-PLP    Bl 

Econo-Det   G6 

Foam  Power Al 

Focus   Bl 

Fry-Out    Al 

Grade  A  D2 

Grease-Spot  Al.BI 

Hero  Al 

Hi-Chlor Al 

Hi-O-Silver   Al 

HDL-101    Al 

In-Crete-Able  CI 

Inter-Lube    A1.H2 

Inter-Mach  Al 

Inter-Mach  CL  Al 

Inter-Matic  A1.H2 

Interdyne   D2.E3.G5 

LDC-19   CI 

Micro-Soft  CI 

Mighty-Mate   Al 

No-Foam   Al 

Now  &  Later  CI 

Nu-Rinse   Bl 

Nu-Soft    Bl 

NPLP  Bl 

Panhandler  Al 

Pearly  Al 

Perform    CI 

Plasticlean    Al 

Powder-Break    Al.BI 

Powdered  Plus  B2 

Power-Break    Bl 

Primo  Al 

PLP    Bl 

Safe-Det  Al 

Sani-Clean  CI 

Scale-X    A3 


Screen-Mate  Al 

So-Soft  B2 

Soft  Hands  El 

Soft  Hands  II  E4 

Sour  Power   A3.B1 

Spot-Free  Bl 

Steam-Off    Al 

Sun  Rise    CI 

Swat  #10   F2 

Swat  #40   F2 

Swat-Dri  F2 

Synclean A4 

Ultra-Soak   Al 

Wintergreen  CI 

Wonder    A8 

Z-A-P  Orange   CI 

Intercom  Products,  Inc. 

Power  Clean  Aluminum  Wash  Al 

Intercontinental  Chemical  Corp. 

ICC  A-A-174A/I  A4 

ICC  A-A-174A/I1    Al 

ICCA-A-19A   A3 

ICC  A-A-20/A  Al 

ICCA-A-20/B  Al 

ICC  A-A-33  A3 

ICC  A-A-353/A  A3 

ICC  A-A-353/B  Al 

ICC  A-A-353/C  Al 

ICC  A-A-5/1    Al 

ICC  A-A-5/2  Al 

ICC  A-A-682/l    Al 

ICC  A-A-682/2  Al 

ICC  A-A-684/1    Al 

ICC  A-A-684/2  Al 

ICC  A-A-684/3   Al 

ICC  A-A-7A    A4.A8 

ICC  Clean-N-San  234  CI 

ICC  Descaler  166   A3 

ICC  Dysodine  236 D2 

ICC  Liquid  Hand  Soap  EI 

ICC  Nu-Grill  A4.A8 

ICC  Poly-Con  CF-52    H2 

ICC  Poly-Con  CF-54    H2 

ICC  Poly-Con  CF-65    H2 

ICC  Poly-Con  CF-95    H2 

ICC  Poly-Con  EF-7    H2 

ICC  Poly-Con  FG- 18    HI 

ICC  Poly-Con  FG-2   HI 

ICC  Poly-Con  FG-20   HI 

ICC  Poly-Con  FG-22    HI 

ICC  Poly-Con  FG-24   HI 

ICC  Poly-Con  FG-26    HI 

ICC  Poly-Con  FG-28    HI 

ICC  Poly-Con  FG-3    HI 

ICC  Poly-Con  FG-30   HI 

ICC  Poly-Con  FG-32   HI 

ICC  Poly-Con  FG-34    HI 

ICC  Poly-Con  FG-36    HI 

ICC  Poly-Con  FG-38    HI 

ICC  Poly-Con  FG-40    HI 

ICC  Poly-Con  FG-42    HI 

ICC  Poly-Con  FG-44    HI 

ICC  Poly-Con  FG-46   HI 

ICC  Poly-Con  FG-5    HI 

ICC  Poly-Con  FG-50    HI 

ICC  Poly-Con  FG-52   HI 

ICC  Poly-Con  FG-6   HI 

ICC  Poly-Con  FG-64   HI 

ICC  Poly-Con  FG-66    HI 

ICC  Poly-Con  FG-70   HI 

ICC  Poly-Con  FG-74   HI 

ICC  Poly-Con  FG-8    HI 

ICC  Poly-Con  Industrial  Oil  H2 

ICC  Poly-Con  RP-1    H2 

ICC  Poly-Con  RP-3    H2 

ICC  San-O-Clear  235   Dl 

ICC  W  03    G7 

ICC  W  08    G6 


ICC  W  09    G7 

ICC  W  12    G7 

ICC  W  14    G7 

ICC  W  21    G6 

ICC  W  22    G6 

ICC  W  24    G6 

ICC  W  27    G6 

ICC  W  28    G6 

ICC  W  30    G6 

ICC  W  32    G6 

ICC  W  33    G6 

ICC  W  34    G6 

ICC  W  35    G6 

ICC  W  37    G6 

ICC  W  38    G6 

ICC  W  40    G6 

ICC  W  41    G6 

ICC  W  46    G6 

ICC  W  71    A3 

ICC  W72    PI 

ICC  W  73    A2 

ICC  W-60    G7 

ICCW-62    G7 

ICC  W-64    G7 

ICC  101   Al 

ICC  103  Al 

ICC  1061   Al 

ICC  1070  Al 

ICC  108  Al.QI 

ICC  1136  Al 

ICC  1137  Al 

ICC  1138  Al 

ICC  1141   Al.QI 

ICC  1144  Al 

ICC  115  Al.QI 

ICC  1150  Al 

ICC  1151   Al 

ICC  116  Al 

ICC  117  Al 

ICC  118  Al.QI 

ICC  119  A2 

ICC  120  Al 

ICC  121   Al 

ICC  123  Al.QI 

ICC  124  Al 

ICC  125  Al.BI 

ICC  126  Al 

ICC  127  Al 

ICC  128  Al 

ICC  131   Al 

ICC  133  Al 

ICC  134  A1.C2 

ICC  140  Al 

ICC  141  Al 

ICC  142  Al 

ICC  143  Al 

ICC  144  Al 

ICC  1465  Ezzepeel  Bl 

ICC  1466  Ezzepeel  A4 

ICC  1468  Ezzepeel  B2 

ICC  1469  Ezzepeel  Bl 

ICC  1470  C1.G2 

ICC  1471   C1.G2 

ICC  149  Al 

ICC  150  Al 

ICC  1555  LI 

ICC  160  Al.BI 

ICC  162  Al.BI 

ICC  164  A3 

ICC  165  A3 

ICC  169  A3 

ICC  191   Al 

ICC  192  A4.A8 

ICC  194  Al 

ICC  195  A4.A8 

ICC  200  Al 

ICC  204  Al 

ICC  205  A2 

ICC  205D    A2 

ICC  207  A2 

ICC  2077  Al.BI 

ICC  2078  A2 
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ICC  208  A2 

ICC  210  Al 

ICC  2102  Al 

ICC  2103  A2 

ICC  2104  A2 

ICC  211   Al 

ICC  212  G2 

ICC  213  G2 

ICC  217  A3 

ICC  221   Al 

ICC  230  Detergent  Saniuzer Dl 

ICC  231  Alkaline  Saniuzer Dl 

ICC  232  Acidic  Wash  Sanitizer  Dl 

ICC  233  Wash  and  Surface  Saniuzer       Dl 

ICC  237  Dl 

ICC  237-A  D2 

ICC  238  A3 

ICC  241   Gl 

ICC  242  PI 

ICC  243  Gl 

ICC  244      A3 

ICC  245  G4 

ICC  246  A1.G4 

ICC  260  H2 

ICC  261   H2 

ICC  262  A1.H2 

ICC  263  H2 

ICC  264  H2 

ICC  265  H2 

ICC  266  H2 

ICC  267  H2 

ICC  268  H2 

ICC  269  H2 

ICC  270  H2 

ICC  291   Al 

ICC  305  A4.A8 

ICC  309  Al 

ICC  310  Al 

ICC  3100  A2 

ICC  3101   Al 

ICC  3104  A3 

ICC  3105  Al 

ICC  3106  A3 

ICC  3108  Al 

ICC  3109  A1.H2 

ICC  311  Al 

ICC  3110  A3 

ICC  3111   Al 

ICC  3112  Al 

ICC  3114  Al 

ICC  3115  Al 

ICC  312  Al 

ICC  313  A4 

ICC  316  CI 

ICC316P  Al 

ICC  317  CI 

ICC  318  CI 

ICC  3204  A1.B1 

ICC  3205  A1.B1 

ICC  3206  A2 

ICC  3211/3212    Al 

ICC  3230  Al 

ICC  3232  A1.B1 

ICC  3233  Al 

ICC  324  A4 

ICC  3351   A4 

ICC  350  Bl 

ICC  351   Bl 

ICC  351  Dry  Laund  Blch  Fab  &  Diapr 

Sntzr   Bl 

ICC  352  A1,B1,E1 

ICC  354  Bl 

ICC  355  Bl 

ICC  356  Bl 

ICC  357  B2 

ICC  358  Bl 

ICC  359  B2 

ICC  361   Bl 

ICC  362  Bl 

ICC  365  Bl 

ICC  3650  Al 

ICC  368  Bl 


ICC  3711   Q5 

ICC  37I2A    Q5 

ICC  3713  Q5 

ICC  3714  Q5 

ICC  3715  Q5.P1 

ICC  3716  Q5 

ICC  372  Bl 

ICC  3753  A8.B1.C3.L1 

ICC  378  Bl 

ICC  3805  Al 

ICC  390  A1.E1 

ICC  394  WHC E4 

ICC  405  Ql 

ICC  406  Ql 

ICC  407  Ql 

ICC  408  Ql 

ICC  409  Ql 

ICC  410  Ql 

ICC  411  Ql 

ICC  413  Ql 

ICC  414  Ql 

ICC  415  Q2 

ICC  416  Q2 

ICC  417  Q5 

ICC  418  Q5 

ICC  419  A3 

ICC  420  A3 

ICC  421   A2 

ICC  422  Al 

ICC  500  CI 

ICC  504  Al 

ICC  515  A3 

ICC  517  A6 

ICC  518  A6 

ICC  519  A6 

ICC  525  A2 

ICC527-P  A2 

ICC  528  P  Al 

ICC  529  Al 

ICC  530  Al 

ICC  531   A4.A8 

ICC  532  A8.B1.C3.L1 

ICC  533  Al 

ICC  603  Al 

ICC  605  C1.C3 

ICC  606  Al 

ICC  610  A8.C3 

ICC  611   A2 

ICC  621   A1.B1 

ICC  623  A1.B1 

ICC  627  A2 

ICC  636  Al 

ICC  650  A2 

ICC  651   A2 

ICC  652  A2 

ICC  653  A2.C3.L1 

ICC  654  A2 

ICC  655  A2 

ICC  681   A3 

ICC  682  C2 

ICC  683  Al 

ICC  684  A3 

ICC  729  K1.K3 

ICC  731   Al 

ICC  732  A2 

ICC  744  A2 

ICC  746  A2 

ICC  760  Al 

ICC  7740  K1.K3 

ICC  775  A3 

ICC  789  K1.K3 

ICC  790  K1.K3 

ICC  791   Kl 

ICC  950  Al 

ICC  952  Al 

ICC  953  A1.Q1 

ICC  956  Al 

ICC  959  Al 

ICC  960  Al 

ICC  961   A3 

ICC  962  A3 

ICC  965  Al 


ICC  971   Al 

ICC  972  A1.H2 

ICC  973  Al 

ICC  982  Al 

Lime  Go A3 

Interflon  B.V. 

Food  Grease  EP HI 

Food  Grease  SY    HI 

Food  Grease  ZT    HI 

Food  Grease  2  HI 

Food  Lube  HI 

Interlube  Corporation 

Carbonless  Air  Compressor  Oil  No.  20  H2 

Carbonless  Air  Compressor  Oil  No.  30  H2 

Carbonless  Air  Compressor  Oil  No.  40  H2 

Cinnfluid  1000  GB  +1    H! 

Cinnfluid  1200  GB +1    HI 

Cinnfluid  1500  GB+1    HI 

Cinnfluid  155    HI 

Cinnfluid  155  AW  HI 

Cinnfluid  155  AW +1  HI 

Cinnfluid  1650  GB +1    HI 

Cinnfluid  1950  GB +1    HI 

Cinnfluid  235    HI 

Cinnfluid  235  AW HI 

Cinnfluid  235  AW +1  HI 

Cinnfluid  310    HI 

Cinnfluid  310  AW HI 

Cinnfluid  3 10  AW +1  HI 

Cinnfluid  44    HI 

Cinnfluid  44  AW HI 

Cinnfluid  460  GB +1    HI 

Cinnfluid  500  GB +1    HI 

Cinnfluid  680  GB  +1    HI 

Cinnfluid  75  GB   HI 

Cinnfluid  750  AW +1   HI 

Cinnfluid  750  GB +1    HI 

Cinnfluid  90    HI 

Cinnfluid  90  AW HI 

Compressor  Oil  16    H2 

Compressor  Oil  1 8    H2 

Compressor  Oil  21    H2 

Compressor  Oil  31    H2 

Compressor  Oil  41    H2 

Compressor  Oil  51    H2 

Degreasing  Solvent  (Aerosol)  K2 

Endura  Air  Tool  Oil-Extra  Light   H2 

Endura  Air  Tool  Oil-Light   H2 

Endura  Air  Tool  Oil-Light  Medium  ....  H2 

Endura  Air  Tool  Oil-Medium H2 

Endura  Gear  Lube  SAE  140  Non  Drip  H2 
Endura  Gear  Lube  SAE  80W  Non  Drip  H2 
Endura  Gear  Lube  SAE  80W-90  Non 

Drip  H2 

Endura  Gear  Lube  SAE  90  Non  Drip  H2 

Endura  Gear  Lube  90-140  Non  Drip  ..  H2 

Endura  Industrial  Oil  10  N.D H2 

Endura  Industrial  Oil  15  N.D H2 

Endura  Industrial  Oil  20  N.D H2 

Endura  Industrial  Oil  30  N.D H2 

Endura  Industrial  Oil  40  Non  Drip    ....  H2 

Endura  Polymer  Grease  802  H2 

EP  Lithium  No.  1  Grease  H2 

Filler  Oil  68-1   HI 

Fire  Resistant  Hydraulic  Fluid  59    H2 

Fire  Resistant  Hydraulic  Fluid  59  D    ..  H2 

Formula  1 103  M  Metal  Safe  Cleaner  ..  Al 
Formula  1103  Metal  Safe  Alkaline 

Cleaner   Al 

Formula  1135  Metal  Cleaner  Deruster  Al 

Formula  1156  Metal  Safe  Cleaner  Al 

Formula  1375  Heavy  Duty  Alkaline 

Cleaner   A2 

Formula  2030  Liq  Steam  &  HP.  Cln 

Cone A4 

Formula  2036    A2 

Formula  2036  LF    Al 

Formula  2036A  A2 
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Formula  2039  #HFAlkaline  Cleaner 

Cone A2 

Formula  2039  HF-M  Alkaline  Clnr 

Cncntrt    A2 

Formula  2041  High  Alkaline  Cleaner  A2 

Formula  2330  Alkachlor  Cleaner  Cone.  Al 

Formula  2445    Al 

Formula  2501  Liquid  Cleaner  Concen- 
trate    Al 

Formula  2504  Cleaner A4 

Formula  2506  Cleaner A4 

Formula  2506  LF    A4.C1 

Formula  2506  M  Cleaner  Al 

Formula  2600  Multi  Purpose  Cleaner  Al 

Formula  2610  Cleaner  Concentrate   ....  A4 

Formula  261 1  Cleaner  Concentrate    ....  Al 

Formula  4390  Acid  Cleaner  A3 

Formula  4390  LF  Acid  Cleaner  A3 

Formula  5304  Synthetic  Lubricant  H2 

Formula  6060  Solvent  Degreaser  Kl 

Formula  6062  Degreaser  Kl 

Formula  6161  Safety  Solvent  Degreaser  K2 

Formula  6660  Natuclean  Concentrate  CI 

Formula  6660A  Natuclean   CI 

Four  Way  Action  II  H2 

Graphite  Chain  Lube  No.  146    H2 

Heat  Transfer  Oil  21  H2 

Heat  Transfer  Oil  235  HI 

High  Temperature  Synthetic  Lube  100  H2 

Hot  Plate  Lube  PW  HI 

Hy-Lo  23  Hydraulic  Oil  H2 

Hydraulic  Oil  10  AL H2 

Hydraulic  Oil  20  AL H2 

Hydraulic  Oil  210  AL H2 

Hydraulic  Oil  30  AL  H2 

Hydraulic  Oil  40  AL H2 

K-Draw  165  HI 

K-Draw  67  HI 

M  502  Grease   H2 

Moly  B-2  Grease  C-4532B  H2 

Moly  Hi  Lo  Temp  Multi  Purpose  Grease  H2 

Nova  100A  Oil    H2 

Nova  150A  Oil   H2 

Nova  22A  Oil    H2 

Nova  32A  Oil   H2 

Nova  46A  Oil   H2 

Nova  68A  Oil   H2 

Penetrating  Oil  FG    HI 

Petro  White   HI 

PSR  Oil  1000    H2 

PSR  Oil  1000A  H2 

PSR  Oil  110    H2 

PSROilllOA  H2 

PSR  Oil  1500    H2 

PSROill500A  H2 

PSR  Oil  160    H2 

PSR  Oil  160A  H2 

PSR  Oil  210    H2 

PSR  Oil  210  A  Non  Drip  H2 

PSROH210A  H2 

PSR  Oil  2500    H2 

PSROU2500A  H2 

PSR  Oil  310    H2 

PSROH310A  H2 

PSR  Oil  510    H2 

PSROU510A  H2 

PSROH60A  H2 

PSR  Oil  750    H2 

PSR  Oil  750A  H2 

Red  Hi  Lo  Temp  Multi  Purpose  Grease  H2 
Red  Hi  Lo  Temp  Multi  Purpose  Grease 

II   H2 

Red  Industrial  Gear  Lube  SAE  80  Non 

Drip  H2 

Red  Industrial  Gear  Lube  SAE  90  Non 

Drip  H2 

Red  Industrial  Gear  Lube  80W-90  Non 

Drip  H2 

Red  Industrial  Gear  Lube  90-140  Non 

Drip  H2 

Red  Industrl.  Gear  Lube  SAE  140  Non 

Drip  H2 


Red  Multi  Purp  Gear  Lube  80W-90  Non 

Drip  H2 

Red  Multi  Purp  Gear  Lube  90-140  Non 

Drip  H2 

Red  Multi  Purpose  Oil  310  A    H2 

Red  MultiPurp  Gear  Lube  SAE  140  Non 

Drip  H2 

Red  MultiPurp  Gear  Lube  SAE  80  Non 

Drip  H2 

Red  MultiPurp  Gear  Lube  SAE  90  Non 

Drip  H2 

Refrigeration  Oil  155    H2 

Refrigeration  Oil  300   H2 

Sani-Lube  Food  Equipment  Lubricant  HI 

Silicone  Lubricant  Multi-Purpose  Spray  HI 

Special  Air  Tool  Oil-Extra  Light  H2 

Special  Petro  Lube  152  HI 

Stazere  0    H2 

Stazere  1    H2 

Stazere  2    H2 

Synthetic  Compressor  Lubricant  No.44  H2 
Synthetic  Compressor  Lubricant  No. 50  H2 
Synthetic  Compressor  Lubricant  No. 55  H2 
Synthetic  Oven  Chain  &  Bearing  Lu- 
bricant    H2 

Synthetic  Refrigeration  Cmprsr  Oil  150  HI 

Synthetic  Refrigeration  Cmprsr  Oil  300  HI 

Track  &  Chain  Lube  No.  5    HI 

Vacuum  Pump  Oil  No.  55    H2 

Vacuum  Pump  Oil  No.  65    H2 

Vacuum  Pump  Oil  No.  70   H2 

Vacuum  Pump  Oil  55  PD  H2 

Vacuum  Pump  Oil  65  PD  H2 

White  Cote H2 

White  Cote  ACC  HI 

White  Cote  Extra  High  Temp HI 

White  Cote  Food  Grade  Grease  HI 

White  Cote  FM   HI 

White  Cote  FM  C-2432B  HI 

White  Cote  FM-0   HI 

White  Cote  FM-1    HI 

White  Cote  Hi  Lo  Temp  MP.  Grease  HI 

White  Cote  HT   HI 

White  Cote  HTP  HI 

White  Cote  HTP-00 HI 

White  Cote  HTP-0    HI 

White  Cote  HTP- 1    HI 

White  Cote  PTFE  Grease  HI 

White  Cote  SAE  80W-90  Non  Drip    ..  HI 

White  Cote  Tac  HI 

White  Cote  1150  GB +1  HI 

White  Cote  1 150  GB  Non  Drip  +1    ....  HI 

White  Cote  140  EP  HI 

White  Cote  140  WG  HI 

White  Cote  160  AwP   HI 

White  Cote  160  AW  HI 

White  Cote  160  AW  + 1    HI 

White  Cote  160  AWP +1   HI 

White  Cote  160  AWP  Non  Drip    HI 

White  Cote  160  AWP  Non  Drip  +1    ..  HI 

White  Cote  1650  GB +1  HI 

White  Cote  1650  GB  Non  Drip +1    ...  HI 

White  Cote  200  LP  HI 

White  Cote  210  AW  HI 

White  Cote  210  AW +1    HI 

White  Cote  210  AWP  HI 

White  Cote  210  AWP +1   HI 

White  Cote  210  AWP  Non  Drip    HI 

White  Cote  210  AWP  Non  Drip  +1     ..  HI 

White  Cote  2400  GB +1  HI 

White  Cote  2400  GB  Non  Drip  +1    ....  HI 

White  Cote  3400  GB  +1  HI 

White  Cote  3400  GB  Non  Drip +1    ....  HI 

White  Cote  350  AW  HI 

White  Cote  350  AW  +1    HI 

White  Cote  350  AWP  HI 

White  Cote  350  AWP  +  HI 

White  Cote  350  AWP +1   HI 

White  Cote  350  AWP  Non  Drip    HI 

White  Cote  350  AWP  Non  Drip  +1     ..  HI 

White  Cote  500  AW  HI 

White  Cote  500  AW +1    HI 


White  Cote  500  AWP  HI 

White  Cote  500  AWP +1   HI 

White  Cote  500  AWP  Non  Drip    HI 

White  Cote  500  AWP  Non  Drip +1     ..  HI 

White  Cote  550  AW +1    HI 

White  Cote  550  AW  Non  Drip  +1  HI 

White  Cote  5500  GB +1  HI 

White  Cote  5500  GB  Non  Drip +1    ....  HI 

White  Cote  750  AW  HI 

White  Cote  750  AW  +1    HI 

White  Cote  750  AWP  HI 

White  Cote  750  AWP +1   HI 

White  Cote  750  AWP  Non  Drip    HI 

White  Cote  750  AWP  Non  Drip +1  HI 

White  Cote  8300  GB +1  HI 

White  Cote  8300  GB  Non  Drip +1    ....  HI 

White  Cote  90  EP  HI 

White  Cote  90  WG  HI 

White  Cote  90-140  Non  Drip  HI 

White  Cote  900  AW  HI 

White  Cote-L  H2 

White  Mineral  Oil  13  NF  HI 

White  Mineral  Oil  19  USP  HI 

White  Mineral  Oil  21  USP  HI 

White  Mineral  Oil  35  USP  HI 

White  Mineral  Oil  6  T   HI 

White  Mineral  Oil  7  NF  HI 

White  Mineral  Oil  9  NF  HI 

Wyte-Ease   H2 

International  #1/ 

A  Division  of  ComStar  International 

Inc. 

Coil  King  PI 

International  #1  Grime  Buster    CI 

International  Chemical  of  Coram, 
Inc. 

Citra  Clean  CI 

Clean  Freeze  Freezer  Cleaner  A5 

Delimer    A3 

Digest  CI 

International  Blue  Sapphire    Al 

International  Power  A4.A8 

Orange  Grease  Digester    CI 

International  Chemical  Corporation 

AC-100    A3 

AC-300    A3 

APC-203    Al 

CA-100    A2 

CA-1000    A2 

CA-400    A2 

CIP-Chlor    Al 

Foamy    Al 

Glide-900  A1.H2 

Glide-905  H2 

Glide-915  H2 

International  Chemical  Industries, 
Inc. 

Interchem  Fresh  Bath  and  Tile  Cleaner    C2 
Interchem  RID  Residual  Insecticide  F2 

International  Chemical  South 

Liqui  Scrub   CI 

International  Chemtex  Corporation 

AA-6070    G7 

AA-6070T  G7 

ABL-16   G7 

B-135  G6 

B-175  G6 

B-226  G2.G6 
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B-227  G6 

B-228  G5.G6 

B-232  G6 

B-233  G6 

B-2334        G6 

B-234  G6 

B-235  G6 

B-2352  G6 

B-2354  G6 

B-236  G6 

B-2362  G6 

B-2364  G6 

B-2372  G6 

B-2374  G6 

B-238  G6 

B-239  G6 

B-240  G6 

B-241   G6 

B-242  G6 

B-246  G6 

B-247                     G6 

B-249  G6 

B-250  G6 

B-253  G6 

B-254  G6 

B-255  G6 

B-264  G6 

B-284  G6 

B-285  G6 

B-286  G6 

B-288  G6 

B-290  G6 

B-295  G6 

B-296  G6 

B-297  G6 

B-299  G6 

B-825  G6 

B-845  G6 

B-852  G6 

B-857  G7 

B-857L G6 

C-101   G2.G5.G6 

C-130  G5.G7 

C-223  G5 

C-361  G7 

C-383  G5 

C-384  G7 

C-392  G7 

C-393  G7 

C-395  G7 

C-396  G7 

C-397  G7 

C-430  G7 

C-431   G7 

C-432  G7 

C-435  G5.G7 

C-436  G7 

C-726  G7 

C-740  G7 

C-744  G7 

MolykoteXP  G5.G7 

Resin  Cleaner    PI 

International  Coatings,  Inc. 


International  Corporate  Services, 
Inc. 

Absorbency   Jl 

All  Purpose  Cleaner   CI 

Floor  Cleaner  CI 

Hand  Soap  Cleaner  E4 

International  Dioxcide,  Inc. 

Acuvator-C    PI 

Anthium  Dioxcide  D2 

Anthium  200   D2 

Carnebon  200    D2 


International  Distribution  Systems, 
Inc. 

All  Purpose  Cleaner    CI 

Antimicrobial  Lotion  Soap  El 

Baseboard  Stripper    A4 

Brite  CI 

Citrus  With  Pumice  Hand  Cleaner  E4 

Contact  II  Germicidal  Foaming  Cleaner  C2 

Dry  Fog  ULD  Double  Action  II  F2 

E-2  Food  Industry  Sanitizing  Soap    E2 

Force  Foaming  Natural  Citrus  Multi- 

Purp  CI 

Germicidal  Foaming  Cleaner   C2 

Hair  and  Body  Shampoo El 

Mirror  &  Glass  Cleaner    CI 

Moisturizing  Hand  Cream E4 

Multi  Duty  Hand  Cleaner  E4 

Natural  Force  CI 

Oven  Cleaner A8 

Rich  Lotion  Soap    El 

Specialty  Hand  Cleaner E4 

Spot  Cleaner  and  Degreaser  K2 

Stainless  Steel  Cleaner   CI 

Super  Performance  Degreaser A4 

4  Neutral  Cleaner    CI 

5  Superconcentrated  Neutral  Cleaner  ..    CI 
7  Heavy  Soil  Cleaner   CI 

International  Enzymes  Inc. 

Bacto-Zyme  L2 

Industrial  Enzy-Magic  Clng.  Concen- 
trate      Al 

Super  Cleaner    Al 

International  Group  Inc. 

IG  pH  Control  +   G6 

IG  Acid  1000 A3 

IG  Acid  500 A3 

IG  Acid  750 A3 

IG  Alkalite  L  A2 

IG  Alkalite  P  A2 

IG  All  In  One    G6 

IG  Dispersant  BC    G7 

IG  Floor  Cleaner  A4 

IG  Grease  Off  A4.A8 

IG  Klen   Al 

IG  Plus  Al 

IG  Rust-Away  G7 

IG  Sparkle  Bl 

IG  Super  Paste Al 

IG  Superlube  H2 

International  Market  Brands  Inc. 

Kitchen  Cleaner Al 

Lotion  Hand  Soap  El 

Orang-Away    CI 

Window  &  Glass  Cleaner  CI. PI 

International  Multifoods 

Freez-Kill  Fl 

International  Paint  Company,  Inc. 


International  Products  Corp. 

Micro  CI 

International  Restaurant  System/ 
Div.  of  Grease  Catch  Corp. 

Bio-Treat  1  2 

Bio-Treat  AT  L2 


International  Sure-Step  Corp. 

D-Activate  Al 

Nue-Step    CI 

Prep-Step  A4 

Sure-Step  Cleaner-Degreaser   A4 

Interpoly  Corp. 

Heavy  Duty  Industrial  All  Purpose  Clnr  A4 
Super  Safety  Degreaser A4 

Interpro,  Inc. 

Dermaffin  E4 

Multi  Shield  E4 

Interstate  Chemical  &  Supply  Co., 
Inc. 

Break-Away  A4 

Clean-Plus   CI 

Dis-Lube  De  Moisturant  H2 

Electrical  Contact  Cleaner    K2 

Foamy  All  Purpose  Cleaner   CI 

Insect  25  Spray   Fl 

Invisible  Glove    E4 

Ovec  Ammoniated  Oven  Cleaner  A8 

Slide  &  Glide  All  Purpose  Dry  Lubri- 
cant       HI 

Super  Safety  Solvent  Equipment 

Cleaner   Kl 

Sur-Grip  Belt  Dressing  PI 

White  Lube  Lithium  Base  White  Grease  H2 

Interstate  Chemical  Co.,  Inc. 

Intercool  P-323   PI 

Interstate  Sales  &  Service,  Inc. 

Boom  Wash  Concentrate  Al 

Intertrade  Chemicals 

Intertrade  Cleaner  Degreaser    Al 

Intertrade  Concentrate  A4 

Intertrade  Spontaneous  Emulsifier   Al 

Intertrade  Stopper  Degreaser   -\4 

InterBio,  Inc. 

EBR-D-30   L2 

EBR-D-30F  L2 

EBR-D-40F   L2 

EBR-L-20    L2 

EBR-L-20-4X    L2 

EBR-L-20-6X    L2 

EBR-L-20C   L2 

EBR-L-20C-4X  L2 

EBR-L-20C-6X  L2 

EBR-L-20CF  CI 

EBR-L-20CF-4X  CI 

EBR-L-20CF-6X  CI 

EBR-L-20F    CI 

EBR-L-20F-4X  CI 

EBR-L-20F-6X    CI 

EBR-L-30    L2 

EBR-L-30-4X    L2 

EBR-L-30-6X    L2 

EBR-L-30C   ...    CI 

EBR-L-30C   I  2 

EBR-L-30C-4X  L2 

EBR-L-30C-6X  L2 

EBR-L-30CF  CI 

EBR-L-30CF-4X  CI 

EBR-L-30CF-6X  CI 

EBR-L-30F    CI 

EBR-L-30F-4X     .  CI 

EBR-L-30F-6X  CI 

EBR-L-40  1  2 
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EBR-L-40-4X    L2 

EBR-L-40-6X    L2 

EBR-L-40C  L2 

EBR-L-40C-4X  L2 

EBR-L-40C-6X  L2 

EBR-L-40CF  CI 

EBR-L-40CF-4X  CI 

EBR-L-40CF-6X  CI 

EBR-L-40F   CI 

EBR-L-40F-4X   CI 

EBR-L-40F-6X   CI 

Liquid  BioFree  "Ready-to-Use"   L2 

Liquid  McFree  "Ready-to-Use"    L2 

LB88    CI 

RBC  103   L2 

RBC  104   L2 

RBC  107    L2 

RBC  109   L2 

RBC  110   L2 

Ionac  Chemical  Company 

IonacC-249  PI 

Ionetics  Incorporated 

Ionetics  XL-RCL  Resin  Cleaning  Com- 
pound      PI 

Ionetics  XL-RCP  Resin  Cleaning  Com- 
pound      PI 

Ionetics  XL-100 G2 

Ionetics  XL- 1 02  Boiler  Water  Treat- 
ment        G2 

Ionetics  XL- 1 04  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL-1 10  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 120  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL-1 30  Boiler  Water  Treat- 
ment        G7 

Ionetics  XL- 1 320  Chelant  Boiler  Trtmnt  G6 

Ionetics  XL- 1 330  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 1350  Chelant  Boiler  Treat.   G6 

Ionetics  XL-1402  Cooling  Water 
Disprsnt G7 

Ionetics  XL- 1604  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL-1608  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL-1 612  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL-I702 G6 

Ionetics  XL-1712  Boiler  Water  Anti- 
foam    G6 

Ionetics  XL-201  Potable  Water  Treat- 
ment        G2 

Ionetics  XL-21 10  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 20  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 40  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 50  Return  Line  Treat- 
ment        G6 

Ionetics  XL-2160  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 70  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 80  Return  Line  Treat- 
ment        G6 

Ioneu'cs  XL-2306 G6 

Ionetics  XL-2308  Boiler  Water  Oxy. 
Scavg G6 

Ionetics  XL-2310  Boiler  Wtr  Oxyg 
Scavgr  G6 

Ionetics  XL-2402  Cooling  Water 
Disprsnt  G6 

Ionetics  XL-2710  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL-3520  Boiler  Depos.  Ctrl 


Agnt    G6 

Ionetics  XL-3530  Boiler  Wtr  Sludge 

Cond   G6 

Ionetics  XL-3540  Boiler  Wtr  Sludge 

Cond   G6 

Ionetics  XL-3580  Cool.  Wtr  Iron 

Disprsnt  G6 

XL-210  Potable  Water  Treatment    G2 

XL-3520  Boiler  Deposit  Control  Agent  G6 

XL-410 A2 

XL-420 A2 

Ionics,  Incorporated 

Unscented  Pepti-Fer    PI 

Iowa  Des  Moines  Supply  Co. 

Barrier   F2 

Degreaser  Heavy  Duty  Cleaner    A4 

Hyshine   A7 

Louonized  Detergent  A4 

Surgent  Lotionized  Liquid  Soap  El 

Iowa  Prison  Industries 

IPI  Wall  Cleaner  Concentrate  A4 

Iowa  Water  Management,  Corp. 

5500  G6 

5515  G6 

5600  G6 

5615  G6 

5630  G6 

5645  G6 

5700  G6 

5715  G6 

5800  G6 

5815  G6 

5900  G6 

5915  G6 

6100  G6 

6200  G6 

6225  G6 

6300  G6 

6325  G6 

6400  G6 

6425  G6 

6450D    G7 

6500  G6 

6525  G6 

6550  G6 

6575  G6 

6600  G6 

6625  G6 

6700  G6 

6800  PI 

7200  G5 

7300  G7 

7325  G7 

7350  G5.G7 

7375  G7 

7400  G7 

7401   G7 

7425  G7 

7426  G7 

7450  G7 

7451   G7 

7500  G7 

7525  G7 

7550  G7 

7600  G7 

7600C    G7 

7625  G7 

7625C    G7 

Ipax  Cleanogel,  Inc. 

Green  Unikleen  Al 

Kleeno-Gel  CI 


Irv's  Industrial  Supply  Company 

Solv-All  64    Al 

Irwin-Willert  Co. 

Deodorant  Blocks    C2 

Island  Enterprizes 

Boss  Degreaser   A4.A8 

Itek  International  Division 

AJ-40  Gl 

AJ-70  G6 

Brake   Bl 

BWT-40  G6 

BWT-43  G6 

BWT-45  G6 

Clearz  Bl 

CT-100 G7 

CT-50  G7 

Excel!  Insecticide    Fl 

Fast    Al 

Formula  38  Power  Insecticide    Fl 

Fulcrum   Bl 

Nex Bl 

Oppose  B2 

PWT-12  G2 

SR-71  A3 

Ivanhoe  Industries,  Inc. 

XFO-10S  (FG) A1.Q5 

Iverson  Industries 

X-20  A4 

X-25  Al 

ISIS  Chemical  &  Supply  Co.,  Inc. 

ISIS  Damp  Mop  Quat  CI 

XL  Heavy  Duty  Cleaner- Degreaser  ....    A4 

J  &  B  Industries 

Bravo  A4 

Bug  Off  (Aerosol)  Fl 

Bug-Off  F2 

Citra  Solv    CI 

CDD-10  CI 

CHC-100  EI 

Descaler#l    A3 

Disinfectant  Foam  Cleaner  C2 

Drain  Man   LI 

Dry  Silicone  Spray   HI 

DOS  Synergist Fl 

Envirozyme   L2 

Fog-20  Fl 

FPC-100 A3 

Glass  Cleaner CI 

Gusto  A4.C1 

H  DC    A4.A8 

Heavy  Duty  Sewer  Pipe  Cleaner   LI 

Husky  A4 

Ice-Melt  CI 

Insect  MI  F2 

J  &  B  CS-90  Citra-Burst    CI 

J  &  B  Lube  Pen    CI 

JB-101    G6 

Limo  Kleen  HD E4 

LD-2 Al 

Medium  Duty  Sewer  Pipe  Cleaner  LI 

Multi-Purpose  Insecticide  Fl 

Non  Acid  Bowl  Cleaner  CI 

Non  Acid  Coil  Cleaner  PI 

Open  Gear  Lube   H2 

Oven  &  Grill  Cleaner  A8 
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Release  H2 

Sani-Lube HI 

Scale-Off  A3 

Solva-25  K2 

Stainless  Steel  Cleaner   A7 

Steam  Clean Al 

SCH-100   A2 

SCH-100HD  A2 

Vandalism  Remover   Kl 

Wax-Lift    CI 

Won-Der    CI 

J  &  J  Associates 

Super-3-Way  Al 

J  &  J  Chemical  Company 

Easy  Task  Degreaser A4 

Fast  Break  Al 

Safety  Solvent  K2 

Super  Blue  Concentrate    A4.A8 

TNT  The  Ultimate  Degreaser  Al 

Unique  Insect  Bomb  Fl 

J  &  J  Maintenance  Supply  Co. 

Glass  Cleaner CI 

Power  Foam A8 

Shine  On  Stainless  Steel  Cleaner  CI 

J  &  J  Rangel  Distributor  Co. 

J-J99  L2 

J  &  J  Supply 

J  Power    Al 

J-San    D2 

J  &  K  Corporation 

Alladin  Conquest  Al 

Alladin  Elite    CI 

Alladin  Pot  &  Pan/Dish  Detergent  Al 

Alladin  Supreme   Al 

Conquest  H.D  Non-Butyl  Cleaner Al 

Conquest  Hi  Foarrung  Degreaser  Al 

Conquest  II  H  D  Cleaner  Al 

POQ  Pine  Disinfectant   CI 

QGC  Plus  II Dl 

QGC  Plus  128  Dl 

QGC  Plus  256  Al 

QGC  Plus  28  Disinfectant    CI 

QSD  Sanitizer-512    D2 

Supreme  Cleaner  Degreaser  A4.A8 

Supreme  Cleaner  Degreaser  R-T-U   ....  Al 

J  &  L  Chemical 

5000  Plus  Concentrate    Al 

J  &  L  Janitorial  Supplies 

Butcher's  Helper   Al 

J  &  M  Janitorial  Supplies 

Digest  L2 

J  &  M  Laboratories,  Inc. 

Chick  Guard    A4 

JM  2030 D2 

JM  2035  D2 

JM  2040 D2 

Maximum  Protection  G7 

Poultry  Protect  A4 

Poultry  Protect  I    A4 

Resin-Polish  CI 


Sani-Foam   Al 

SAT-10    G7 

SAT-9    G5.G7 

Ultimate  Protection  G7 

1000  G2 

1001   G2 

1021   G5.G7 

1061   G5.G6 

1075  G5.G6 

1082  G5.G6 

1084  G5.G6 

1103-F  G6 

1104-F  G6 

1108-F  G6 

1206  G6 

1207  G5.G6 

1220  G6 

1220  A  G6 

1238  G6 

1261   G6 

1299  G6 

1500  G6 

1501   G7 

1502  G6 

2010-ES  D2.Q3 

2015-ES  D2 

2015-ESC    D2.Q3 

2020-PW   D2 

2110  A3 

2121   G7 

402  G5.G7 

403  G5,G7 

404+   G7 

411    G7 

412+   G7 

413  G5.G7 

422  G7 

905  G7 

J  &  N  Distributors 

Zzzero    CI 

J  &  P  Chemical  Corporation 

J  &  P  Blended  Boiler  Water  Treatment  G6 
J&P  Special  Blend  Boiler  Water  Treat- 
ment      G6 

Minute  Clean  480   Al 

Polymeric  Adjunct G6 

PCA  Boiler  Water  Treatment  G6 

J  &  S  Chemical  Environmental 

Germicidal  Cleaner  CI 

J  &  S  Chemicals  Supply 

AC  #18    A3 

C.I.P A2 

Chlor-Cleen  Al 

Formula  #42    A2 

Freezer  Cleaner  A5 

G.P.C Al 

H   D  805  A2 

Heavy  Duty  Hy-Cleen Al 

J  &  S-207  Quick  Concrete  Cleaner  ....  CI 
J  &  S-725  LP  25  Cone  General  Purp 

Clnr A4 

J  &  S-749  40%  Coconut  Oil  Liq.  Hand 

Soap    El 

J&S-750  Lotion  K  Hand  And  Body 

Soap    El 

J  &  S  Laundry  &  Rental  Service 

Disinfectant  Bowl  Cleaner  CI 

Foaming  Bathroom  Cleaner   CI 

Glass  Cleaner CI 

Heavy  Duty  Bowl  Cleaner   CI 

Hospital  Type  Fresh  and  Clean  Scent  CI 


J  &  S  Forest  5  CI 

J  &  S  Oven  &  Grill  Clnr A8 

J  &.  S  Super  Double  Strength  A4 

J&S  High  Performance  Det A4 

Multi  Purpose  Cleaner    CI 

New  Push  Liquid  Drain  Maint CI 

Non-Acid  Bathroom  Cleaner    C2 

Pull  Disf.  Bowl  Cleaner   C2 

Quaternary  Disinfectant    CI 

Soft  Scrub   C2 

J&S  Soap  &  Supply  Co. 

All  Purpose  Cleaner    Al 

Dry  Chlorine  Bleach  Bl 

J  &S  Coco  20    El 

N.B.C Al 

J  B  Chemical  Co.  Inc. 

Acid  Cleaner  S.E A3 

Boiler  Treatment  G7 

Chemtrex  G7 

Clean-N-Bright    CI 

Dual  Condensate  Treatment   G6 

Freezer  Cleaner  A5 

LC  1  CI 

Magic  Mirror  CI 

Miro  Brite    CI 

Nutro-Floor    A4 

Odor  Neutralizer  CI 

Orange  Blossom  GTS  CI 

OC-9    A8 

Solvrite  Gold  CI 

Stainless  Steel  Polish    A7 

Super  Oven-X   A8 

J  Drewsan  Company 

Tackier  Cleaner-Degreaser   A4.A8 

JMN  Specialties,  Inc. 

Sanitizing  Hand  Soap   E2 

J  P  M  Laboratories,  Ltd. 

JPM  Natural  Citrus  Cleaner-Dgrsr 
No.2I50    CI 

J  R  L,  Inc. 

Green  Magic  Heavy  Duty  Cleaner  Al 

J  R  2  D,  Inc. 

Thrift  Drain  Cleaner  LI 

J  S  I  Industries,  Inc. 

JSB-28  G7 

JSB-41   G6 

JSC-C  Foam    Al 

J  T  Company 

D3503    G6 

D3504    G6 

J  T  D  Enterprises,  Inc. 

069  Citrus  Solvent  Cleaner CI 

J  T  M  Products,  Inc. 

#500  Plain  Scrub  Soap  Al 

#506  Soft  Amber  Vegetable  Oil  Soap      Al 
#540  Coconut  Oil  Blend  Liquid 

Soap    A1.E1.H2 

#575  Concentrate  H2 
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Conveyor  Lubricant  (87-20)  H2 

Luball  5-SA  HI 

JWH  Distributing 

ES700    L2 

ES800    L2 

J  Y  D  &  Company 

Attack  Dog  140  H2 

AT-700  Rust  Penetrant  H2 

Chain  &  Cable  Lubricant   H2 

DP-7  CI 

DP-77  A2 

Hydraulic  Oil  H2 

Industrial  Gear  Oil  85-140   H2 

JYD  Citrus  Solvent  CI 

JYD49 A4 

Natural  Green    A4 

OS  Contact  Cleaner K2 

Rescue   CI 

Scale-Off  Rust  Remover  A3 

Slick  Willie  Silicone  Spray    H2 

SS721    K2 

14-S  Safety  Solvent  K2 

J.L.  Sanitary  Supply  Co.,  Inc. 

TFE  Dry  Lubricant   H2 

J. P.  Chemical,  Inc. 

Desertron  Blend  440  A4 

MP  1000    A4 

MP  1000MP    Al 

J-Mar  Brokerage  &  Distributing 
Co. 

J-Bac  SM-700  L2 

J-Bac  500  L-NP L2 

J-Bac  800  S  L2 

J-BAC  500  L  CI 

J-Systems 

Soft  Touch  E4 

Jac-Pac  Distributors 

Mean  Green  Al 

Power  Purple  A4 

Jack  Flint  &  Son,  Inc. 

Dish  Brite    Al 

Magic  Car  and  Truck  Wash  Powder   ..  Al 

Magic  Coconut  Oil  Hand  Soap    El 

Magic  Lift   Al 

Magic  Misty  Alka-Solve  Degreaser  & 

Clnr A4 

Magic  Pine  Odor  Disinfectant    CI 

Magic  1088  Pink  Panther  Al 

Magic  1622  Suds  Al 

Magic  3456  All  Purpose  Steam   Al 

Magic  3457  Steam  Cleaner  Liquid Al 

Magic  614  Brute  Steam  Clnr  H.D. 

Powder   Al 

Magic  808  Condensate  Line  Treatment  G6 

Magic  818  Boiler  Water  Treatment  ....  G6 

Pink  Lotion  Anti-Bacterial  Hand  Soap  E4 

Red  RTU  #2    Al 

Squeaky  Kleen CI 

X-15  Cleaner/Degreaser   CI 

X-20  Cleaner/Degreaser   A4 

1276  Task  Master  Al 

2345  Scent-O-Lemon  Disinfectant- 

Deod C2 


Jack  Frye  Sales  &  Service 

Ease   A4 

Kickoff-P  A4 

Ripoff A8 

Sudsy  Al 

Jack  Huppert  Company,  Inc. 

Bacto-Fun-Zyme   L2 

Jack  Ray  And  Sons  Oil  Company 

White  Oil  355  USP  HI 

Jacks  Manufacturing  Company 

Anti-Foam  G6 

Boiler  Compound  No.  2  G6 

Cement  Floor  Cleaner  CI 

Cooling  Tower  Treatment  G7 

Formula  50    G6 

Formula  50  Type  B  G6 

Grease  Solvent  CI 

Hot  Water  Tank  Treatment        G3 

Jacks  Coil  Cleaner A3 

Porclean  C2 

Powdered  Boiler  Comp.  Form   100  ....  G6 

Powdered  Boiler  Comp.  Form.  120  ....  G6 

Special  Acid  Descaler  A3 

Steam  Generator  Compound  G6 

WS  Boiler  Compound  G6 

Jackson  Chemical  Company 

Degreaser  419   Al 

Jackson,  E.  I.  Co.,  Inc. 

Pafs  Sure  Shot    F2 

Jacobs  Wholesale  Paper  Co. 

E-2  Germ  Away  Antiseptic  Hand  Soap  E2 

Jad  Chemical  Company,  Inc. 

MA-117   Al 

Jadco  Chemical,  LTD. 

"91"  Industrial  Cleaner  A4 

Alive    CI 

Bulldozer  A2 

Foamy    CI 

Glass  Cleaner CI 

HCP-120    A4 

JC-400  A2 

Jade  Chemicals,  Incorporated 

De-Grease    A4 

Quick  Cleaner   Al 

James  Austin  Company 

Austin's  A-l  Bleach    B1.D2 

James  H.  Anderson  Company 

Bole  Aire  C2 

Foamy  Disinfectant  Cleaner  C2 

Janco  Clean  N'  Brite  Bowl  Cleaner  ....  C2 

Mandate  Concentrate Al 

No.  125A  Insect  Spray  Fl 

No.  400R  Residual  Insecticide  F2 

Perfumed  Deodorant  Blocks  C2 

Pine  Oil  Disinfectant  CI 

Pow-R-Det  Al 

Pow-R-Tox  Insect  Killer  F2 


Red  Hot  Sewer  Solvent LI 

Sanipine  CI 

So-Brite  Glass  Cleaner   CI 

Vitaphene  Disinfectant  Deodorant   CI 

James  River  Corporation 

Antiseptic  Lotion  E2 

Carex  Lotion  Cleanser    El 

Handi-Fresh  Antimicrobial  Soap    E2 

James  T.  Martin,  Inc. 

Emerald  Shine  Al 

James  Varley  &  Sons,  Inc. 

#202  Select  Hand  Soap  El 

#25  Quaternary  Ammonium  Cleaner- 

Dsnf Dl 

#40  Liquid  Soap    El 

#400  Insecticide  Fl 

#404  Select  Hand  Soap  El 

All  American  32-Skidoo  A4 

Anti  Staph   A4 

Blue  Label  Iodine   D2 

Bowl  Creme  C2 

Clear  Bowl  Cleaner  C2 

Clinger  C2 

Creme  Cote   A4 

Crystal  Clear   Al 

Delimer  Hardwater  Glass  Rinse  CI 

Deo-Sul  Liquid  Drain  Pipe  Opener   LI 

Drain  Pipe  Cleaner   LI 

Dyna  Lube  H2 

Dyna-Sol    A4 

Dyna-Strip  Cleaner  Degreaser    A4 

Emulsyde  A7 

Emulsyde  Ready  For  Use  A7 

Fast  Strip  Ammoniated  Stripper  CI 

Fat  Free   Al 

Gentle-Mild  Bowl  and  Porcelain 

Cleaner   C2 

Glyco  Mist CI 

Go  Lime A3 

H.W.C.  Waterless  Hand  Clnr  (Bulk)  ....  E4 
Hotsy  Totsy  Foaming-Action  Oven 

Cleaner   A8 

J.V.  Concentrate    A4 

Kleen-Freeze   A5 

Lano  Var  Cream  Lotion  Hand  Soap    ....  E4 

Lemon  Up   A4.C1 

M.D.  5  Mint  Disinfectant  CI 

Med-I-San   E2 

Micro-K.il  257   A4 

Micro-Kil  7   Al 

Mist  N  Wipe  CI 

Mist  Away  Cleaner-Disinfectant    A4 

Pine  Away  CI 

Pine  Oil  Disinfectant  Phenol  Coef.  5  .     CI 

Pink  Frost    E4 

Porcelain  Cleaner    C2 

Preferred  General  Purpose  Cleaner     ...    Al 

Pyn-A-Roma  Disinfectant  CI 

Quiet  Please  C2 

Sanitizer  D2.Q3 

Special  Synthetic  Butyl  Cleaner  ....    A4.A8 

Spray  Oven  &  Grill  Cleaner A8 

St.  Louis  Blue  Window  Cleaner Al 

Sunny  Suds   Al 

Super  Crystal  Clear  Al 

Tincture  of  Green  Soap El 

Transpo  Cleaner    Al 

Var-Tar  Remover    CI 

Varco  Supreme  Carburetor  Cleaner  ....  Kl 
Varco  Viscous  Phosphoric  Cleaner  ....  C2 
Varlectric  Safety  Solvent  Degreaser  ....  K2 
Varley's  Ocean  Blue  Scent.Toil.Bowl 

Clnr  C2 

Winter-Phene  CI 

20%  Pure  Coconut  Oil  Liq.  Hand  Soap    El 
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40^  Pure  Cocoanut  Oil  Liq   Hand  Soap  El 
400  Insecticide  (Spray)  Fl 

Jamestown  Chemical  Company,  Inc. 

\   rd  G7 

ALK  R     G6 

B-120  G5.G7 

B-126  G5.G7 

B-130  G5.G7 

BC  NA  :     G7 

BC6000    G7 

BC-1000    G7 

BC-2000     G7 

BC-5000    G7 

BC-7000    G7 

BC-8000    G7 

BW  SP  L  G6 

BWSPLX    G6 

BW-OR   G6 

CaKperse    G7 

CT-AF  G7 

De-Oxy/1   G6 

De-Oxy/3  G6 

De-Oxy/5  G6 

Descaler  A3 

Gluquesl  G6 

Hi  Plex         G6 

Jamestown  Ferrosperse  G7 

Molygard  G7 

Molygard  300   G7 

Molygard-100   G7 

Mol>gard-120   G7 

Mohgard-250    G7 

MoKgard-445    G7 

Mcl;.gard-600    G7 

Molygard-800    G7 

Molygard-850    G7 

On-Line-Cleaner   G6 

SLT  110FG    G6 

SLT  140  EG    G6 

SLT-110 G6 

SLT-140 G6 

SLT-150 G6 

Vaporgard-300 G6 

Vaporgard-400  G7 

Vaporgard-500  G6 

Jamestown  Soap  &  Solvent,  Inc. 

The  Max    C2 

Jamson  Laboratories,  Inc. 

Magic  #184  All  Purpose  Cleaner  CI 

Jan-Master,  Inc. 

Apollo   Al 

Neutra    Al 

NBC  Al 

Quick  Suds    Al 

Safety  Orange    CI 

Jan-San  Supply  Co. 

#500  Fly  Spray   Fl 

APC  Truly  A3 

De  Aqua  Lube  H2 

Foam-Now  Al 

J-Sanni-10   D2 

MOO    Al 

Jan  San  485  A2 

Jan-A-Mite  Al 

Jan-San  Spray  Silicone  Release   HI 

Jan-San  596  A4.A8 

Liquid  Hand  Soap  20   El 

Liquid  Hand  Soap  40   El 

Merlin  Magic  A4.A8 

Peptize  Al 


Pow-R-Soft    B2 

Pure  Tech  Heavy  Duty  Bowl  Cleaner  C2 

Pure  Tech  Jiffy  Kleen  C2 

Pure  Tech  Reflection  (Aerosol)   CI 

Pure  Tech  Reflection  (Bulk)  CI 

Safety  Solvent  Kl 

Super  Strip  A4.A8 

702  Power  Kleen  Al 

703  Super  Kleen  A4.A8 

Janco  Chemical  Supply,  Inc. 

Bani-Sect  F2 

Foam-Klean  Al 

Jan-Quat A4 

Liquid  C-Clear CI 

Medi-Quat   D2 

Reserve  Power  CI 

Sentry  C2 

Spray  &  Wipe  C2 

Syn-Con  A1.E1 

Janco  United,  Inc. 

Cleanup   Al 

Command    C2 

Command    C2 

Enzyme  Alive    CI 

Jancopyne    CI 

Microsan    D2 

One  Shot   F2 

Zonk  Cleaner  Degreaser-Deodorant    A4.A8 

Zonk  3  Cleaner  Degreaser-Deodorant  Al 

Jani  King 

Neutral  Cleaner  A4 

Janitor  Equipment  Company 

Janeco  Glass  Cleaner    CI 

Janeco  Saf-Way  A4 

Janitor  Jim,  Incorporated 

All  Purpose  Cleaner    Al 

Instant  Bowl  Cleanse    C2 

Janitor  Jim  Disinfectant  Cleaner Dl 

Liquid  Steam  Cleaning  Compound    ....  Al 

Penetrating  Cleaner  and  Degreaser A4 

Janitor  Supply  Co.,  Inc. 

Long  Shot    CI 

Sparkle  CI 

Janitor's  Closet 

Pink  Porce  Cleen CI 

Janitor's  Supply  &  Paper  Co. 

Janco  Blitz  E4 

Janitor's  Warehouse 

JW  100  Low  Acid  Toilet  Bowl  Cleaner  C2 

JW  120  Bowl  Cleaner C2 

JW  130  Super  Toilet  Bowl  Cleaner  ....  C2 

JW  140  Bowl/Tile  Porcelain  Cleaner  ..  C2 

JW  150  Bowl  and  Bathroom  Cleaner  C2 
JW  160  Non-Acid  Bowl  and  Bathroom 

Clnr  C2 

JW  200  Bacterial  Digestant-Deodorant  CI 

JW  210  Quarry  Tile  Renovator   C2 

JW  230  Cream  Cleanser  A6 

JW  240  Hand  Dishwashing  Concentrate  Al 

JW  250  Oven  &  Grill  Cleaner  A8 

JW  300  All  Purpose  Cleaner   A4 

JW  320  Damp  Mop  Cleaner CI 


JW  400  Neutral  Disinfectant  Grmcdl 

Clnr  Dl 

JW  410  Germicidal  Cleaner  CI 

JW  420  Lemon  Disinfectant  Cleaner       CI 

JW  420  Mint  Disinfectant  Cleaner  CI 

JW  420  Pine  Disinfectant  Cleaner  CI 

JW  440  Non-Acid  Disinfectant  Cleaner   C2 

JW  500  Butyl  Cleaner CI 

JW  510  Industrial  Cleaner   A4.A8 

JW  520  Industrial  Detergent  Com- 
plex    A4.C1 

JW  530  Foaming  Degreaser  Al 

JW  540  Foaming  Spray  &  Wipe  Cleaner  CI 
JW  550  Natural  All  Purpose  Degreaser    CI 

JW  700  All  Purpose  Cleaner    A4.C1 

JW  710  Degreaser  Cleaner  CI 

JW  720  Glass  &  Plastic  Cleaner    CI 

JW  730  Bowl,  Bthrm  &  Multi  Surf.  Clnr  CI 

JW  760  Multi-Acid  Cleaner  C2 

JW  780  Neutral  Hospital  Disinfectant      Dl 

JW  810  All  Purpose  Cleaner    CI 

JW  820  Degreaser  Cleaner  CI 

JW  830  Glass  &  Plastic  Cleaner    CI 

Janitor's  World  Supplies 

Break  Thru  Al 

Janitors  Closet 

E  Z  Clean  All  Purpose  Cleaner   Al 

Janitors  Local  Supply 

01'  Blue  Cleaner-Degreaser    A4,A8 

Janitors  Supply  Co.,  Inc. 

Amgo  Viking  Cleaner/Degreaser   Al 

Bacstop  Antiseptic  Lotion  Skin  Cleaner  El 

Dermadine  Iodine  Hand  Cleaner    E2 

Prestige  Antiseptic  Deodorant  Skin  Clnr  El 
Soft  Touch  Lotion  Skin  Cleaner El 

Janitors  Supply  Co.,  Inc.,  The 

A55    F2 

Bayberry  R.F.D CI 

Big  J  Foam    C2 

Competitor  Bowl  Cleaner  C2 

Dox    A3 

Gum-Go  CI 

Heavy  Duty  Instant  Toilet  Bowl  Cleaner  C2 

Neutrol  II  Acid  Free  Restroom  Cleaner  C2 

Nu-Clinger  Thixotropic  Bowl  Cleaner  C2 

Plush  Toilet  Bowl/Prcln/Shwr  Tl  Clnr  C2 

Reserve  Power  Plus Dl 

Silaclean  Creme  Cleanser  A6 

Sparkle  CI 

Stainless  Steel  Cleaner   A7 

Step  Up  Bowl  Cleaner   C2 

Wayne  Big  "J"  Cleaner-Degreaser  A4 

Wayne  Buster    A4.A8 

Wayne  Dead  Fly  Zone  Insecticide  Fl 

Wayne  DeLime  Doctor  A3 

Wayne  Foam  Clean  Al 

Wayne  Modern  Concept  Dl 

Wayne  NB-I    Al 

Wayne  Short  Order  CI 

Wayne  Spite  All  Purpose  Cleaner   CI 

Wayne  Steel-Glo  Stainless  Steel 

Cln&Plsh A7 

Janitors  World 

Degrease-It A4.A8 

Mad  Dual  Acid  Detergent A3 

Neutral  Cleaner  A4 

1-AII  CI 
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Janton  Co.,  The 

Em-U-Sol  A4.A8 

Foam  &  Kleen  CI 

Janvey,  I.  &  Sons,  Incorporated 

SC-100  A4.Q3 

Jarvis  Corporation 

Thirteen-Fifteen  White  Grease  HI 

Jay  Dee  Company,  Inc. 


Jay-Kern,  Inc. 

Power  C2 

Tub  &  Bowl  Cleaner CI 

Jayne  Chemical  Co. 

Energy  Plus  Red  Al 

Jaytech  Chemical  Co.,  Inc. 

Break  Away  Al 

CLP.  Cleaner    Al 

Citrithor  I  PI 

Jay  Alk A2 

Jay  Kleen  Al 

Jay  Klor  Al 

Jaytech  Bite  601    A3 

Jaytech  101    A4 

Jaytech  102   A4 

JayTech  202 Al 

JT  Safety  Solvent   Kl 

JT  1000   A2 

JT512   A2 

JT727   Al 

JT-217   G6 

JT-226   G6 

JT-266   G6 

JT-282   G6 

JT-339   G7 

JT-350   G6 

JT-400   G6 

JT-412   G6 

JT-424   G6 

JT-470   G6 

JT-472   G6 

JT-921    G6 

JT-926   G6 

JaCam  Chemical  Co.,  Inc. 

Iron-Fite  PI 

Rust-B-Gone   PI 

Jeanway  Chemicals,  Inc. 

Z100  Industrial  Cleaner    Al 

Jefco  Laboratories,  Inc. 

Antibacterial  Handwash  &  Sanitizer    ....  E2 

Assured  Lotion  Hand  Cleaner    E4 

Belt  Dressing  H2 

Big  Boy  Odor  Control  Blocs   C2 

Blast  Insect  Killer  F2 

BWT-476  Oxygen  Control  G6 

BWT-645  G6 

BWT-646  G6 

BWT-663  Boiler  Treatment   G6 

BWT-673  G6 

BWT-750  Steam  Line  &  Condensate 

Control    G6 

C-200  G2 

C-5I5  G7 


C-520  G7 

Carburetor  &  Choke  Cleaner   K2 

Citra-Cide  Disinfectant/Deodorant  CI 

Decarbonizer  &  Aluminum  Pot  and  Pan 

Soak    Al 

Deluxe  Liquid  Coco  Hand  Soap El 

Dish-Sheen  Dishwash  Concentrate  A4 

D432    Al 

Foam-Away  Al 

Fumeless   LI 

Get  Smart C2 

Get-Smart CI 

Glisten  Stainless  Steel  Cleaner  CI 

Grab  It  Spray  &  Wipe  All  Purpose 

Cleaner   CI 

Graphite  Lubricant    PI 

Hi-P  Contact  Cleaner   K2 

Horizon  Glass  Cleaner    CI 

Jef  Quat  Germicidal    CI 

Jef-Fog  Fl 

Jef-Tabs  G7 

Jef-Zyme  II   L2 

Jefco  Concentrate    Al 

Jefco  PC  Blue  Glass  Cleaner   CI 

Jefco  PC  Green  Floor  &  Wall  Cleaner     A4 

Jefco  PC  Red  Sink  Sanitizer D2 

Jefmint  CI 

Jefpine   CI 

Jefsect  Insect  Killer  Fl 

JefQuat  150  CI 

Jiffy   H2 

Just  Industrial  Cleaner  Concentrate   ....    A8 

JL  Non-Flammable  Four  Way    CI 

JL  Oven  Cleaner  A8 

JL  1 50  Cleaner  and  Degreaser  A4 

JL-100  Safety  Solvent Kl 

JL-350   A3 

Kleer    CI 

Kreme  Kleen   E4 

Mark  II A4 

Mark-A-Go-Go   CI 

Marvelene    CI 

Melt-Away  CI 

Neutracide   CI 

Open-It  Liq  Drain  Solvent   LI 

P401    Gl 

P-373  Boiler  And  Feed  Water  Treatment  G6 

P-674  Oxygen  Control    G6 

Power  Up CI 

Prevent  Liquid  Alive  CI 

Puracide  C2 

Restore  A3 

Royal  Surgical  Unionize  Liquid  Soap  ..  El 

Rust  Buster   H2 

Safe-F Al 

Sana  Brite  Bowl  Cleaner    C2 

Sprat  Roach'N  Ant  Killer  F2 

Super  Safe   Al 

Super  Saver  Al 

Sure  Kill  Fly  &  Roach  Spray  Fl 

Sure  San  Food  Equip.  Lubricant    HI 

White  Knight  C2 

Yellow  Dishsoap  A8 

Z-440  Water  Softner  Treatment  PI 

Zero  Foam  A4 

Jeff  Roberts  Contractors  and 
Supply 

The  Betsy  Heavy  Duty  Cleaning  Cone.    Al 

Jem  Sales,  Inc. 

F-101C  H.  D.  Chlorinated  Alkaline  Clnr  A2 

F-104  Caustic  Cleaning  Powder  A2 

F-120  Hand  Scrub  Powder  (High  Foam)  Al 

F-140B  Special  Purpose  Cleaner   Al 

F-140C  Special  Purpose  Cleaner   Al 

F-146  Foaming  Special  Purpose  Cleaner  Al 

F-147  Power  Foam  Al 

F-148  General  Purpose  Cleaner  Al 


F-149  General  Duty  Cleaner Al 

F-179  Carbon  Remover  and  Cooker 

Cleaner   Al 

F-190  "Citra"  Acid  Type  Neutralizer  ..    A3 

F-385  Chain  Lube/Cleaner  A1.H2 

F-410  Quaternary  10%  Solution  ....    D2.Q3 

F-412  Egg  Wash  Ql 

F-440  Quaternary  NP  9.0 

Dtrgnt/Disinfnt   D2 

F-474  Disinfectant  D2.E3 

F-491  Pink  Liquid  Hand  Soap  E4 

F-507S  All  Purpose  Neutral  Cleaner  Al 
F-527  Chlorinated  Alklakine  Liq. 

Detrgnt    Al 

F-637M  H.  D.  Auto  Dishwash  Detrgnt 

Pwdr   Al 

F-655A  Commercial  Liquid  Laundry 

Del Bl 

F-656B  Liquid  Alkaline  Laundry  Deter- 
gent      Bl 

F-664  Refreshener-Softener-Deodorizer    B2 

F-90  Caustic  Soda  Beads   A2 

F-93  Caustic  Liquid    A2 

Inchemco  F-101  A2 

Inchemco  F-102 A2 

Inchemco  F-121  Chlorinated  Alkaline 

Clnr  Al 

Inchemco  F-141  A4.A8 

Inchemco  F-142 Al 

Inchemco  F-162  Jell  Additive    Al 

Inchemco  F-181  A3 

Inchemco  F-182 A3 

Inchemco  F-194  Alkali  Clnr  &  Con. 

Rmvr  A2 

Inchemco  F-201  A4 

Inchemco  F-340  Heavy  Duty  Acid  Drn 

Opnr   LI 

Inchemco  F-371  Heavy  Duty  Alkln  Drn 

Opnr   LI 

Inchemco  F-380  Chain  Lube/Cleaner  A1.H2 

Inchemco  F-420  Special  A3 

Inchemco  F-467 E2 

Inchemco  F-497  White  Liquid  Hand 

Soap    El 

Inchemco  F-498  Pink  Liq  Antisep  Hnd 

Soap    E4 

Inchemco  F-501  Al 

Inchemco  F-580  Tractor  and  Trailer 

Wash  Al 

Inchemco  F-601  Commercial  Laundry 

Powder    Bl 

Inchemco  F-621  Laundry  Detergent  ....  Bl 
Inchemco  F-650  All  Fabric  Dry  Oxygn 

Blch  Bl 

Inchemco  F-675  Hvy.  Dty.  Dry  Chlrn. 

Blch  Bl 

Jemolo  Enterprises 

Bio-Kleen Al 

BK-6000X  Concentrate  Al 

Jen-Mor  Products,  Inc. 

Floz   PI 

Pro-Tect  Fl 

Rip  A3 

X-"Em"    Fl 

Jenkin-Guerin,  Inc. 

Anchor  MX  00  Food  Machinery  Grease  HI 
Anchor  MX-2  Food  Machinery  Grease    HI 

Jennie  Chemicals,  Inc. 

Liquid  Laundry  Bleach  12% Bl 

Liquid  Laundry  Builder    Bl 

Liquid  Laundry  Detergent Bl 
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Jereand  Industries,  Inc. 

Interior  Tank  Wash  #10   Al 

MA  2037   A4 

MA  3218  A4 

MA  393  Mold  KJeen A3 

Jernan  Company 

Shale-Away  A6 

Jersey  Janitor  Supply 

Clover  #8  Plus  Industrial  Cleaner    A4 

Clover  Foaming  Bathroom  Cleaner  ....    A3 

Clover  Industrial  Cleaner  #8 A4 

Slay-Em  Food  Area  Fogging  Insecticide  Fl 
Slay-Em  Roach  &  Ant  Spray  F2 

Jeryco  Chemical  &  Supply  Co.,  Inc. 

#22  Bol-Cide  C2 

#321  Citrus-Solv  CI 

1512  E  Z  Glide  Silicone  Spray    HI 

#522  Alive  Liquid  Enzymes  w/Bact. 

Action  L2 

#641  Silicone  Lubricant   HI 

#710  Germ  Away  Disinfectant  Deodo- 
rant        C2 

#776  Area  Spray  Bug  Ender F2 

#999  Liq.  Boiler  &  Feed  Water  Treat- 
ment        G6 

A-51  Extra  Heavy  Duty  Drain  Opener     LI 

Ban-Odor  No.  61  CI 

Bombast  A4.A8 

Care  Free  #100   A4 

Control  111    Al 

D  T  Heavy  Duty  Cleaner  CI 

Fume-Free  #500  Liquid  Drain  Opener   .  LI 

H  Grab-6   Dl 

Jeri-Clean  #155  Concentrate  C2 

Jeryco  #1  Citrus  Clean  WR    CI 

Jeryco  #125  Liqua-Matic  Enzymes    L2 

Jeryco  #14  Fresh  N  Clear  CI 

Jeryco  #15  Fresh  N  Clear  CI 

Jeryco  #150  Enviro  Klean    A4 

Jeryco  #199  Klean-Bnte  Cream 

Cleanser    A6.C2 

Jeryco  #211   A1.E1 

Jeryco  #211  Concentrate  Al 

Jeryco  #22  Bol-Cide  C2 

Jeryco  #221    A4 

Jeryco  #239  Triple  Cone.  Liq  Steam 

CInr A2 

Jeryco  #245   A3 

Jeryco  #388  DDC   A4 

Jeryco  #425  Residual  Roach  Liquid  F2 

Jeryco  #430  Fly  &  Roach  Spray    Fl 

Jeryco  #444  Schpritz  CI 

Jeryco  #510  Clean-Sweep  LI 

Jeryco  #51 1  Urinal  &  Toilet  Bowl  Sntzr.  C2 

Jeryco  #60  Tuf-Stuff E4 

Jeryco  #600  Erase  Mark  &  Stain  Re- 
mover        CI 

Jeryco  #601   CI 

Jeryco  #605  F2 

Jeryco  #609  C2 

Jeryco  #615  D-Freez  H2 

Jeryco  #640  Self  Cleaning  Oven  Cleaner  A8 

Jeryco  #645  Solvent  Degreaser    K2 

Jeryco  #647  Fresh  Scntd  Hosp  Disnf 

Deod C2 

Jeryco  #647  Lemon  Scented  Disnft. 

Deo C2 

Jeryco  #705  Brite  Shine   A7 

Jeryco  #7 1 1  Foam  Away    CI 

Jeryco  #721  Crystal  Clear  Glass  Cleaner  CI 

Jeryco  #769  Dry  Bug-Kill    Fl 

Jeryco  #88  Sewer  Solvent LI 

Jeryco  A-51   LI 

Jeryco  BK-57  Bug  Killer   Fl 


Jeryco  Crawl-No-More  F2 

Jeryco  Dream  Cream E4 

Jeryco  Mint  Fact  300  Disinfectant  CInr.  CI 

Jeryco  Super  Fat  Remover  CI 

Jeryco  V1003 CI 

Jeryco  V101  LI 

Jeryco  V103  LI 

Jeryco  V104 C2 

Jeryco  V107 L2 

Jeryco  VI 11  C2 

Jeryco  V115 LI 

Jeryco  V206 A4 

Jeryco  V207  A4 

Jeryco  V226 A4 

Jeryco  V227 Al 

Jeryco  V228 A5 

Jeryco  V407  El 

Jeryco  V408 A3 

Jeryco  V412 CI 

Jeryco  V423 A8 

Jeryco  V440 A8 

Jeryco  V503  Kl 

Jeryco  V533 A8 

Jeryco  V601  CI 

Jeryco  V834 LI 

Jeryco  V902 CI 

Jeryco  544  Remox  CI 

Jeryco  641    H2 

Jeryco  999  Mult  Purp  Boil.&Fdwtr 

Trtmt  G6 

Jet  Clean  #45  Al 

Klean-Quik    Al 

Por-Klean#6  A3 

Pro-Tec  Antiseptic  Lotionized  Soap El 

PPD  Creme  #69  Lotionized  Detergent     A4 

Scrub-8 A4 

269  Green  Glo CI 

731  Rid-All   Fl 

Jet  Chemicals,  Inc. 

Lemon  Disinfectant  C2 

Mint-O-Mint  Disinfectant  C2 

Pine  Odor  Disinfectant   CI 

Jet  Inc. 

Bio  Jet  7    CI 

Jet  Stream  Products 

Aircraft  Power  Foam  Grmcdl 
Spray&Wp  CInr  CI 

Jet  Supply,  Incorporated 

AD-220   Al 

Jet-Lube,  Incorporated 

Clean-Up  Plus  CI 

Copper  1800  Anti-Seize  Lubricant H2 

CCLube    HI 

EMS  Water  Based  Silicone  Lubricant  HI 

Food  Grade  Silicone  HI 

FMG  Food  Machinery  Grease  (Aerosol)  HI 

FMG  NLGI  "2"  HI 

Jet-Lube  Clean  Up    Kl 

Jet-Lube  5000   B2.C1 

Magic  Wrench  (Aerosol)    HI 

Magic  Wrench  (Bulk)  HI 

Renew    PI 

Silicone  Compound  DM  HI 

Terminal K2 

White  Knight  Anti-Seize  Lubricant 

White HI 

White  Lithium  Grease  w/Teflon  (Aer- 
osol)      H2 

White  Lithium  Grease  with  Teflon    ....  H2 

WRL  Wire  Rope  Lubricant  (Aerosol)  H2 

769  Lubricant  and  Penetrant H2 


Jett-Co  Products,  Inc. 

Acid  Cleaner  B   A3 

Chlorinated  Cleaner Al 

Concrete  Cleaner  A4 

Dri  Acid  Cleaner  A3 

Dry  Chlorine  Shroud  Bleach    Bl 

Granulated  Detergent    Al 

Heavy  Duty  Cleaner   A2 

Liquid  Acid  Cleaner  A3 

Liquid  Detergent  Al 

Liquid  Hand  Soap  A  El 

Safety  Bleach Bl 

Shroud  Detergent Bl 

Smokehouse  Cleaner  A2 

Trolly  and  Metal  Cleaner  A2 

Jette  Manufacturing 
Division  of  Brenco,  Inc. 

Action    Al 

Activate   L2 

Coil  Clean   A4.P1 

HDD Al 

LF-20  A4 

Mop-Ez+   A4 

Shop  to  Shower  El 

Showcase  Glass  Cleaner  CI 

Jewel  Chemical  Company 

AAA.  Fly  Spray  #111  Fl 

All  Purpose  Surface  Cleaner Al 

Ex-Germ    D1.Q1 

Heavy  Duty  Cleaner  A4 

IBM   A4 

Jewel  Blender   Al 

Jewel  S.S.  Atlantic    Al 

Jeweluxe  Cleaner Al 

Liquid  Drain  Opener  LI 

O    A3 

Poweret    Al 

Re-Jewelene  Al 

Residual  Insect  Spray   F2 

Residual  Insecticide  #111  F2 

5  Al 

Sani-Soap  Coconut   El 

Sanitizer  D2 

10  Al 

109  A3 

129  A2 

149  A4 

50-50   A2 

6  A2 

89  A4 

95  Al 

Jiffy  Janitor  Supply  Co. 

Handi-Kleen  +  E4 

Mark  Away   CI 

Safety  Solvent  K2 

Jiffy-Jr.  Products 

Super  Blue  A4 

Jim  Lewis  Company 

Formula  904    A4.C1 

Joamca  Chemical  Products,  Inc. 

All  Purpose  Cleaner    CI 

Blast-Away    CI 

Code  Blue  D2.E3 

Deep  Freeze  A5 

J-Solv  CD  1.6  Disinfectant  CI 

J-Solve  CI 

Kuik  Acuon  Ready-To-Use  Mildew 
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Remover  C2 

Kwik-San  E2 

Oxy-Chlor   Al 

QTC  Quarry  Tile  Cleaner  A4 

Red  Baron   Al 

Sani-Clens   E2 

Squelch  Defoamer  Al 

Titan  Catalyzed  Degreaser   Al 

Joe's  Quality  Glass 

Cleaner CI 

John  A.  Earl,  Incorporated 

#5666  Break-Down  Al 

Earl's  #5022  Sani-Clean  (Odorless)  ....  Dl 

Earl's  Du-All  Cleaner  #5010    A4 

John  H.  Murcott  Inc. 

Freeza  Kleen   A5 

John  J.  Buckley  Assocs.  Inc. 

Foam  Additive  Al 

L  150  Al 

L  164  Al 

L  183  Al 

L  184  Al 

L21    Al 

L301    CI 

L302  C1.K1.K3 

L303  C1.K1.K3 

L41    Al 

L57  A3 

L57  F   A3 

L  57  N  A3 

L59  A3 

L-403  Al 

L-503  Al 

Lube  1100  A1.H2 

P  122   A2 

P  122  F   A2 

P  125   A2 

P  133   A2 

P  142  Al 

P39  A1.Q1 

P42  Al 

P65   Al 

P73   A4 

P73  HT  A2 

P  86   Al 

P87   Al 

John  R.  Casey  Inc. 

Hard  Surface  Degreaser    A4 

John  Sexton  &  Company 

Defenso   Al 

Invinso  Al 

Neutral  Green  Floor  Cleanser A4 

P.F.D  Detergent Al 

Sexton  Iodophor    D2 

Sexton  Stainless  Steel  Cleaner  A3 

Snowball    Al 

X-It  Spray  Cleaner  and  Degreaser  A4 

John  W.  Kolozetski  &  Assoc.  Inc. 

Power  Plus  A4 

John-Henry  Enterprises,  Inc. 

A-1471  G7 

Air-Dry    D2 

Amaze    Al 

Apex  Al 

B-5330  G6 


B-5430  G6 

B-5500  G6 

B-5800  G6 

Blue  Flash   A4 

Break  Through Al 

D-Icer A5 

Grime  Fighter    CI 

Hi-Tech   H2 

Lectra-Solv  FD   K2 

Magnifiscent  Fragrance  CI 

Magnum  A4 

Max   Al 

Mo-Better E4 

MVP    A4 

O.S.C CI 

Quantum  Yellow  Al 

RTU.  Degreaser A4 

Revive-All  A4 

Rust-Away  CI 

Slickest    HI 

Slyde    H2 

Solv-Away  CI 

Spectrum   E4 

Vulcan   Al 

Johns-Manville  Products 
Corporation 

Hyflo  Super-Cel    Jl 

Johnson  Chemical  Company 

Fat-Foe  Plus    A4 

Johnson  Chemsource  Inc. 

Heavy  Duty  Industrial  Degreaser  Al 

Hospital  Disinfectant A I 

Time  Mizer  Detergent/Disinfectant  ....  D2 
Time  Mizer  Industrial  Non-Butyl  Degrsr  Al 
Time  Mizer  1-128 

Detergent/Disinfectant   D2 

Johnson  Sanitary  Products 

Super  Orange  CI 

Johnson  Wax  GmbH 

Johnson  Brillo  Fett-Loser  Al 

Johnson  Wholesale 

Grease  Eater    Al 

Johnson,  D.  H.  &  Sons 

DH-3  Cleaner/Degreaser  A4 

DH-4  Cleaner/Degreaser  A4.A8 

Johnson,  S.C.  &  Son,  Inc. 

AccuMix  Al  Grease  Release  Cleaner  ..  Al 

AccuMix  Break-Up  SC Al 

AccuMix  General  Purpose  Cleaner    ....  CI 

AccuMix  Neutral  Cleaner  CI 

AccuMix  Pot  &  Pan  Cleaner   Al 

AccuMix  Sanitizer D2 

Basic  +  All  Purpose  Cleaner    CI 

Basic  +  Stripper    A4 

Big  Bare CI 

Bolt  Comm  Insect  Liq  Air.  Form  P3610  Fl 
Bolt  Comm  Insect.  Air.  For  Fly.  Insects  Fl 
Bolt  Comm  Insect.Liq  Air.for 

Fly. Insects  Fl 

Bolt  Comm  Insect.Liq. Resid.for 

Crawl.In F2 

Break-Up  Al 

Break-Up  SC  Al 

Choice  Cut  Al 


Citrus  Stride  SC    CI 

Concentrated  Floor  &  All  Purpose 

Cleaner   CI 

Crew  Foaming  Shower  Room  Cleaner  CI 

Crew  SC    CI 

Curel  Food  Industry  Sanitizing  Hand 

Wash  E2 

Deep  Gloss  Maintnr.  for  Stainless  Steel  A7 
Emerel  Ready  To  Use  Multi-Purp.Crm 

Clnsr  A6 

Enhance  Food  Industry  Santzng  Hand 

Wash  E2 

Envy  Instant  Cleaner  Germicidal  CI 

Expose  CI 

Expose  II  Cleaner  Disinfectant  Deodo- 
rant     A4 

Forward  DC  Disinfectant  Cleaner    A4 

Forward  General  Purpose  Cleaner  A4 

Glance  Foaming  Glass  &  Multi-Surf. 

Clnr  CI 

Glance  Glass  Cleaner   CI 

Glance  SC   CI 

Go-Getter  SC CI 

Good  Sense  SC  CI 

GP  Forward  SC  CI 

Horizon  100  Glass  Cleaner CI 

Horizon  300  Gen  Purp  Foam.  Grs  Rel 

Clnr  Al 

Horizon  400  General  Purpose  Cleaner  CI 

Horizon  420  No  Rinse  Neutral  Cleaner  CI 
Horizon  800  General  Purp.  Ind. 

Degr/Clnr    Al 

ISS  DG604    Al 

J  Shop  1000  CI 

J  Shop  1100 Al 

J  Shop  300 A4 

J-Kleen  Food  Industry  Sanitizing  Hd 

Wash  E2 

J-Shop500 Al 

J-Shop  600 A4 

J-Wax  Believe  A4 

J-Wax  Deliver  Al 

J-128    Al 

J-256    A4 

J-512  Sanitizer D2 

J-80  Sanitizer D2 

Johnson  Blue  Chip   CI 

Johnson  Multi  Professional  Foam    CI 

Johnson  Wax  Raid  Indoor  Fogger  IV    ..  Fl 

Joncide  256  Cleaner  Disinfectant  Deod.  A4 

Liquid  Vanish    C2 

Natrasolve   CI 

Raid  Commerical  Flying  Insect  Killer  ..  Fl 

Raid  Commerical  Insect  Killer  Fl 

Raid  Insect  Spray  (Liquid)  Fl 

Raid  Residual  Liquid    F2 

Reveal    CI 

Sani-Sure  Pwdr  Det./Dsnfctnt  (Easy 

Paks)  CI 

Skidoo  Food  Plant  Insect  Spray  Fl 

Skidoo  Institutional  Insecticide Fl 

Soft  Care  Food  Industry  Sanitizing  Hd 

Sp    E2 

Spitfire  RTU   CI 

Stride  Ail-Purpose  Cleaner  CI 

Stride  Floral  CI 

Triad  Germicidal  Cleaner  and  Deodo- 
rant     A4 

Vanish  Basin,  Tub  &  Tile  Disinf.  Clnr.  CI 
Vanish  Disinfectant  Bathroom  Cleaner 

II   CI 

Vanish  Toilet  Bowl  Cleaner  C2 

Virex  II  Ready  To  Use  (RTU)  CI 

VirexII  128  CI 

Virex  II  256  CI 

Virex  II  64 CI 

Wall  Power  Wall  Washer  CI 

Jolun  Products 

Krystal  Clean  All  Purpose  Cleaner    ....  CI 
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Jomac  Chemicals 

JO-1   A2 

JO-10  A2 

JO- 3   A3 

JO-30  A3 

JO-6  Al 

Jomaps  Co..  The 

M-l  House  Wash    Al 

Steel-Klean    Al 

Jon  Don  Products,  Inc. 

Matnx  Lemon  Fresh   CI 

Quat-Klean A4 

Jonah  Service  Company 

Celebrity    C2 

Lab  CI 

Jones  Boys  Maintenance  Products 

Grease  Bully    A4.A8 

Jones  Chemicals,  Incorporated 

Caustic  Soda  (Sodium  Hydrxd)  50%  (Or 

%)  Gl 

Sodium  Hypochlorite  Solution  10%  ....    G4 
Sodium  Hypochlorite  Solution  1 2.5%      G4 

Sunny  Sol  '100"   B1.D2.Q4 

Sunny  Sol  "ISO"    B1.D2.Q4 

Sunny  Sol  Bleach   B1.D2.Q4 

Sunny  Sol  100  Plus  B1,D2,L1,Q4 

Joplin  Janitor  Supply  Company 

Balance    A4 

Ruff  Stuff E4 

Joselyn  Thomas  Company  Inc.,  The 

Contact  Food  Equipment  Lubricant  ....    HI 
Joy  Detergent 

Hot  Vat  2085  A2 

Pink  Magic  11 7-S  Al 

Pink  Power    Al 

Solterge  II    CI 

Steam  Cleaner  1070   A2 

Steam  Cleaner  1075    A2 

Super  Power  499  A4.A8 

Jubilee  Products,  Incorporated 

Acid  Detergent    A3 

Bright  Detergent   Al 

Bnght  General  Purpose  Cleaner  CI 

Bright  Heavy  Duly  Degreaser    A4.A8 

Bright  Sanitizer  D2 

Brightmor    A2 

COP.  Cleaner A2.Q1 

Chlorinated  General  Cleaner Al 

Chlorinated  Liquid  Cleaner AI.Q1 

Conveyor  Lubricant  A1.H2 

Defoamer  Al 

Kandu  Bleach    D2 

Liquid  Pan  and  Case  Cleaner  Al 

Oven  Cleaner  A8 

Pan  and  Case  Cleaner  Al 

Justice  Chemical  &  Supply 

Winning  Hands  Coconut  Oil  Hand  Soap  El 


K  &  E  Chemical  Company 

K  &  E  Coating  Remover    C3 

K  &  G  Enterprises,  Inc. 

Glisten   A4 

Gnme  Stopper  A4 

Power-House  A4 

Rust  Off  CI 

Speedy  Spray  Al 

Spray  Klean  Al 

Steam-Klean    Al 

K  &  K  Maintenance  Supplies 

De  Aqua  Lube  H2 

Silicone  Spray  HI 

Silicone  Spray  HI 

Super  Orange  A4.A8 

K  &  M  Sales  Corp. 

Contact  Cleaner  K2 

Glass  Cleaner CI 

Pentra  Lube   H2 

Spray  Silicone  Release   HI 

K  &  S  All  Purpose  Products,  Inc. 

K&S  Heavy  Duty  Degreaser    CI 

K&S  Kel  Klen  Al 

K&S  Phase  One    CI 

MT-50  Acid  Cleaner  A3 

Sanital  Disinfectant  Cleaner  Dl 

K&S  Chemical  Manufacturing  Co. 
Inc. 

K&S  #51  Cold  Cleaner K2 

Quantex-Neutral  Cleaner A4 

K  B  Chemical  Company,  Inc. 

USDA  Lime  Off  A3 

K  C  I  Chemical  Company 

Acid  Clene  BK    A3 

Acid  Clene  HP    A3 

Acid  Clene  LF A3 

Acid  Clene  P  A3 

Acid  Clene  PC- 17  A3 

Acid  Clene  PF-10  A3 

Acid  Clene  PG- 12  A3 

Acid  Clene  PS- 15   A3 

Acid  Clene  34  A3 

Acid  Clene  90  A3 

Add  N  22  Al 

Add  42  Al 

Add  44  C  A1.B1 

Add  55  Al 

All  Purpose  100 Al 

All  Purpose  195 Al 

All  Purpose  200 A4 

All  Purpose  217  Al 

All  Purpose  300 A4 

All  Purpose  400 Al 

AM  110  A2 

AM  125  A2 

AM  155  A2 

AM  185  A2 

AM  60  Plus  A2 

AM-250  A2.L1 

AM-350  A2.L1 

AM-60  A2 

AS-311  Disinfectant   D2 

AS-411  Disinfectant   D2 

AS-511  D2 

B  200  A3 

B  250  A3 


B  300  A3 

B  650  A3 

B  750  Al 

BK  Cloral    A1.Q1 

BKCIoral  10  A1.Q1.Q2 

BK-L  A3 

BK-Quat  Al 

BK-Quat  10  D2 

BK-14    A3 

BK-16    A3 

BK-17  A3 

Carmel-Solvent  A3 

Clene  Bowl    CI 

Clene  C905    Al 

Clene  C910   Al 

Clene  C915 Al 

Clene  Solv  I  CI 

Clene  Solv  II  B2 

Clene  Solv  III    A4 

Clene  Solv  IV   A8 

Clene  129 A3 

Clene  132  A3 

Clene  20 Al 

Clene  218 A2 

Clene  224L    Al 

Clene  236  Al 

Clene  35   Al 

Clene  425    Al 

Clene  434 Al 

Clene  436 Al 

Clene  507 Al 

Clene  657 Al 

Clene  830 A3 

Clene  905  Al 

Clene  910 Al 

Clene  915  Al 

Clener  A    A3 

Clener  E  A3 

Clener  R  A3 

Clener  W  Al 

CMF200  A3 

Defoam  L-61   Al 

Descaler#75    A3 

Dishwash  BK Al 

Floor  Clene  100  T  CI 

Floor  Clene  101  T  A4 

Floor  Clene  1 10  T Al 

Floor  Clene  HIT  Al 

Fom-It    Al 

Fom-It-C    Al 

FK  267  Al 

FK  513  A4 

FK613  A4 

FK  713  A4 

FM-1     Al 

FM-10    Al 

FM-2    Al 

FM-30    A2 

FM-31    A2 

FM-72    A2 

Gen  Clene  BK  11    Al 

Gen  Clene  BK  21    Al 

GP249  Al 

GP430 Al 

GP470  P  CI 

GP615  Al 

GP-1110  P  CI 

GP-20P  CI 

Hand  Soap  BK    El 

Hook  Clene  P    A3 

Hook  Clene  716    A3 

HD  1800    A4 

HD  1900   CI 

HD  2000    A4 

HD670   Al 

JK-100  Al 

JK-5   Al 

JK-50      Al 

Klene  Vat  50  A2 

Klener-E A2 

Klor  Klene  Al 

Laundry  BK    Bl 
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Laundry  BKL    Bl 

Laundry  BK2  Bl 

Liqua  Soak  703  Al 

Lube  14  HI 

Lube  33   H2 

Lube  37   H2 

Lube  64   Al 

Lube  68   A1.H2 

LFM-110  Al 

LFM-1500  Al 

LFM-68   Al 

LFM-70  Al 

MC-96  A2 

Peel-eze  W Al 

Resin-Off  Al 

Rinse  106  Al 

Rinse  119  Al 

Rust  Buster  300 A3 

SoakM-5  A4 

Soak  12   A2 

Soak  13    Al 

Soak  310   Al 

Spray  Clene  639   Al 

Spray  Klene  1110   Al 

Spray  Klene  700  Al 

Spray  Klene  710   A2 

Spray  Klene  714   A4 

Spray  Klene  775   Al 

Spray  Klene  830  Al 

Spray  Klene  930   A4 

Spray  13 Al 

Spray  19 Al 

Spray  84 Al 

Spray  93 A2 

Stainless  Aid   A3 

Steam  22   A3 

Tri-lOOP A2 

WT  1457   G5 

K  C  Products,  Inc. 

Eco2000  Al 

KC  1000    A! 

KCs  Citrus    CI 

KCs  Slave  Al 

KC1000PS  Al 

K  C  Sales  &  Company 

KC  Concentrated  Liquid  Detergent   ....  Al 
K  D  L,  Inc. 

K  D-4  Food  Processing  Plant  Use  Al 

K  D-4  Restaurant  Use  Al 

K  E  F  A  Hightech  Corporation 

KEFA  BioWash-Q    D2 

KIWI  Brands,  Inc. 

Kiwi  Clean  Front  Iodine  Blocks LI 

K  L  S  Lubriquip,  Inc. 

KF-100 H2 

WearMaster  KF  270  HI 

WearMaster  KG  450  H2 

WearMaster  KG  451  H2 

WearMaster  KG  470-0  HI 

WearMaster  KG  470-2   HI 

K  M  H  Incorporated 

K-500  Al 

K-900  Al 

KMH  K-300    Al 

M-100    A4 


K  M  L  Inc. 

BWT  12  G7 

BWT200  G6 

BWT  204  Boiler  Water  Treatment  G6 

BWT  205  Boiler  Water  Treatment  G6 

BWT  209  G6 

BWT  210  G6 

BWT  257  G6 

BWT-201  G6 

BWT-202  G6 

BWT-203  G6 

BWT-205H    G6 

BWT-205R    G6 

BWT-211  G6 

BWT-233  G6 

BWT-234  G6 

BWT-237  G6 

BWT-239  G6 

BWT-250  G6 

BWT-258  G6 

BWT-411  G6 

BWT-5II  G6 

BWT-600  G6 

BWT-602  G6 

CWT-306  G7 

CWT-306S  G7 

CWT-307  G7 

CWT-308  G7 

CWT-309  G7 

CWT-310  G7 

CWT-311  G7 

CWT-312  G7 

CWT-320  G7 

CWT-322  G7 

Triplus   Gl 

Vola  Mene  I    G6 

Vola  Mene  2   G6 

Vola  Mene  3   G6 

Vola  Mene  4  G6 

VolaMene-11    G6 

Vola-Mene  5   G6 

Vola-Mene  6   G6 

Vola-Mene  7   G6 

Vola-Mene  8   G6 

4-Algaecide-175    G7 

4-Algaecide-18    G7 

K  O  Manufacturing,  Inc. 

Cast  Iron  Cleaner  Formula  251    A2 

DNB-429  Drum  in  a  Box  A4 

DNB-430  Drum  In  A  Box   Al 

Engine  Brite  CI 

Formula  1015  All-Purpose  Cleaner   ....  Al 

Formula  241  Natural  Solvent  Degreaser  CI 

Formula  242  Citm-Solve    CI 

Formula  5310  Liquid  Chlorine  Bleach  Bl 

K-San256   A4 

1010  Power  Plus  A4 

1030  Heavy  Duty  Cleaner    Al 

116  CI 

211   Al 

217  Al 

218  Heavy  Duty  Cleaner/Degreaser  ....    Al 

220  Vent  Hood  Cleaner   A4.A8 

226  A2 

228  Al 

229  Pre-Clean  Plus   CI 

251   A2 

399  Foam  Brush    Al 

439  Ultra  Degreaser   Al 

500  Al 

51 10  Liquid  Laundry  Concentrate   Bl 

512  A4 

995  Concrete  Floor  Cleaner   CI 

K  P  Chemical  Products,  Inc. 

Blue  Rage    A4 

Devour  Non  Butyl  Cleaner  Degreaser      Al 


Lemon  Fresh   CI 

Purple  Rage  Multi-Purpose  Cleaner 

Dgrsr  A4.A8 

Wonder  Cleaner Al 

K  R  C  Research  Corporation 

KRC  No.  7  Cleaner  A4 

Twink  A4 

K  V  Pharmaceutical  Company 

PL-267  E4 

SPL-281  E4 

K  Yamada  Distributors,  Ltd. 

CIP  Acid   A3 

Flo-Away  Foaming,  HD.  Degreaser   ..  Al 

Non  Butyl  Degreaser Al 

Super  "G"  All  Purpose  Cleaner    CI 

Super  D   Al 

K.  C.  Pharmacal,  Inc. 

D-D-G    A4 

K.A.  Steel  Chemicals,  Inc. 

Sodium  Hypochlorite  Solution  D2.Q4 

K-Chem 

Super-K   Al 

K-Chem  Products 

Dissolve  A4.A8.CI 

New  Formula  911    CI 

K-Klean  Chemical  Company  Inc. 

Acid  Klean-N    A3 

ALC#1    Al 

ALC#2   A2 

ALC#3   A2 

Big  Red   Al 

Big  Red  B   Al 

Chelated  Alkali  #1    A2 

Chlorinated  CIP  Cleaner  A1.Q1 

Chlorinated  Heavy  Duty  Cleaner  A2 

Concentrated  Acid  A3 

Conveyor  Lubricant  #2  H2 

Defoamer  A1.Q1 

Dry  Acid  Cleaner    A3 

Dry  Bleach  Bl 

Econo-Klean    A2 

Egg  Wash    Al.QI 

Enviro-Foam  #1  Al 

Enviro-Foam  #2 Al 

Enviro-Klor  HD Al 

Enviro-Quat  D2 

Enviro-Quat  D2 

Flash    Al 

Foam  Booster    Al 

Foam  Two  Al 

Foaming  Acid-N   A3 

FoamKlean Al 

General  Cleaner  #1    Al.QI 

General  Cleaner  #2  Al 

General  Cleaner  #3  Al 

General  Cleaner  #3  SP  Al 

H  D  Circulation  Cleaner  Al 

H.F.  Acid  A3 

Heavy  Duty  Cleaner   A2 

Heavy  Duty  Cleaner  #3    A2 

Heavy  Duty  Cleaner  No.  2  A2 

Hot  Tank  Cleaner   A2 

Hot  Tank  Cleaner  #2 A2 

HD  Spray  Cleaner  Al.QI 

ID  San   D2.E3 
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Jell-Add                                              ....  Al 

Jelling  Caustic  Cleaner  A2 

K-klean  Cleaner- Degreaser  Al 

K-Klean  Liquid  Saniuzer  D2 

K-San  Acid  Cleaner  Saniuzer D2 

K-San  Hand  Soap  E2 

Klean-Rne  Al 

Klor-Foam  HD    Al 

Light  Duty  Cleaner  ....    A1.Q1 

Liquid  Acid  Cleaner   \; 

Lite  &  Brile  Bl 

Master  Foam                                       ..  Al 

Mean-Klean     Al 

Powder  Foam Al 

Q-San                     E3 

S  F  Alkaline  Cleaner   Al 

Safety  Bleach  Bl 

Smokehouse  Cleaner  \2 

Special  CIP   Cleaner  Al.QI 

Super  Blue  Car  Wash  Al 

Thick  Pink  Hand  Soap   El 

Trolley  Klean  A2 

Truck  Wash            Al 

Wilsolve  Al 

K-O-K  Cleanser  Company 

K-O-K  Bleach  Dl 

Sodium  Hypochlorite  Cone.  Solution  D2 

K-Po\\ 


K-Zyme  Laboratories,  Inc. 

Abate   CI 

Bioac  (AG-B)    L2 

BioAc  Cabc/w!    L2 

BioAc  (Her/L)  CI 

BioAc  (LRX/L)  CI 

Kaeser  Compressors,  Inc. 

I^er  460F  HI 

Sigma  FG-100  HI 

Sigma  FG-150  HI 

Sigma  FG-320  HI 

Sigma  FG-460  HI 

Sigma  FG-680  HI 

Kafco  International,  Ltd. 

Oil  Eater  Concentrated  Degreaser  & 
Clnr  CI 

Kagan  Industries 

Floor  and  Wall  Cleaner A4 

Sanitizing  Hand  Soap   E2 

Kal-Creek  Chemical 

Kal-Creek  Cleaner  Degreaser  A4.A8 

Kal-Creek  Lime  Remover  A3 

Kal-Creek  Oven  &  Grill  Cleaner  A8 

Stay   C2 

Kalamazoo  Sanitary  Supply,  Inc. 

Cling-Type  Toilet  Bowl  Clnr C2 

Kalsanco  All-Purpose  Cleaner  Concen- 
trate      Al 

Kalsanco  Alpine    CI 

Kalsanco  Concrete  Cleaner CI 

Kalsanco  Flo  Free  CI 

Kalsanco  Heavy  Duty  Cleaner  &  De- 
greaser      A4 

Kalsanco  Indoor/Outdoor  Insecticide  ....  Fl 
Kalsanco  Liquid  Cream  Cleanser  ....  A6.C2 
Kalsanco  Mild  Cling  Type  Toilet  Bowl 
Cln  .  C2 


Kalsanco  Nab      C2 

Kalsanco  Pink  Lotion  Hand  Soap    El 

Kalsanco  Shield  CI 

Kalsanco  Strong  Disnf  Toil  Bl&Urnl 

Clnr  C2 

Kalsanco  TPS    CI 

Peel  Out  CI 

Pure-Solv  K2 

Red-E-Lube  H2 

Skin  Protector   E4 

SSC  Stainless  Steel  and  Metal  Polish       CI 

Kammson  Industries,  Inc. 

Blue  Supreme    Al 

D-Sect  Residual  Insect  Spray  F2 

Deep  Freeze  Freezer  Cleaner   A5 

Dispose    LI 

Gentle  Liquid  Soap  15% El 

Kam  300  Insecticide  Fl 

Kern-Gel  Cone  All  Purpose  Detergent    Al 

Kamo  Manufacturing  Co.,  Inc. 

Big  K  Al 

Emulsion  Bowl  Cleaner  &  Disinfectant  C2 
New  Improved  K-99  Fogging  Insecticide  Fl 
No  Roma  Concrete  Cleaner   A4 

Kan-Tech 

BWT-200  G6 

BWT-21  G6 

BWT-240  G7 

BWT-37  G6 

BWT-40  G6 

BWT-63  G6 

Scav-Ox  G6 

SLT-450  G6 

SLT-57  G6 

SLT-59  G6 

Kansas  City  Sanitary  Supply  Co. 

Vandel  Mark  Remover   CI 

Kapco  Industries,  Incorporated 

#50  Hard  Surface  Cleaner A4 

Antiseptic  Liquid  Hand  Soap  El 

Kapco  Odor  Counteractant  Cleaner   ....    A4 

Liquid  Hand  Soap  El 

No.  25  Germicidal  Cleaner  Dl 

Kar  Kraft  Products 

Brake  Cleaner  Part  #  ABK  1010  PI 
Paint  &  Gasket  Remover  Part  #APG 

1019    PI 

White  Grease  Part  #  AWG  1007   H2 

4-Way  Penetrating  Oil  Part  #  AFW 

1009    H2 

Kar  Products 

Brake  Clean  No.  69970    PI 

Electio-Solv  84652  K2 

Electronic  Cleaner  No.  80936    K2 

Gold  Line  Clear  2000  Al 

Gold  Line  Multi-Purpose  White  Grs 

84451     H2 

Hi-Concentrate  Cleaner A4.A8 

Kar  Gold  Brake  Clean  No.  84448   PI 

Kar  Gold  Line  Carb  &  Choke  Clnr 

No.84449    PI 

Kar  Gold  Line  Glass  Cleaner  No.  84450  CI 
Kar  Gold  Silicone  Lubricant  No  84447  HI 
Kar-Tap  Tapping  and  Cutting  Fluid 

86280    PI 

Multi-Purpose  Food  Grade  Mach.  Oil- 

79934  HI 


No.  74298  Penetrating  Oil    H2 

Powerblend  Formula  One  Al 

Powerblend  Formula  Two Al 

Remove-All   CI 

Ultra  One  Shot    E4 

65379  White  Grease   H2 

65388  Miracle  Mist  Water  Displacer  ..    H2 

67951  Metal  Cutting  Oil  H2 

68823  Gasket  Remover  PI 

69974  Battery  Sealer  and  Protector   PI 

71017  Antiseptic  Hand  Cleaner  E4 

71018  Antiseptic  Hand  Cleaner  E4 

74245  Shop  Solvent    K1.K2 

75176  Battery  Cleaner  &  Acid  Detector  PI 

75567  Heavy  Duty  Red  Grease    H2 

76142  Food  Grade  Silicone    HI 

78306  Graffiti  Remover   CI 

78607  Super  Rust  Penetrant  H2 

78620  Multi-Purpose  White  Grease 

#105    H2 

79635  Heavy  Duty  Glass  Cleaner    CI 

79836  Electrical  Systems  Lub.  & 

Protctr H2 

79843  Dry  Air  Freshner   CI 

80426  Multi-Purpose  Cleaner  CI 

80940  All  Purpose  Silicone  Lubricant     H2 

Karen  Janitorial  Supply  Co. 

Miracle  Might   A4.A8 

Karmi  Industries 

Coconut  Liquid  Hand  Soap  15%  El 

Heavy  Duty  Degreaser   A4 

Kasco  Corporation 

Lubricoat   HI 

Kason  Industries,  Inc. 


Kath  Khemicals  &  Maintenance 
Inc. 

Anti-Microbial  Handwash  El 

Katrin  Systems,  Inc. 

Hy-Clean  All  Purpose  Cleaner  E4 

Hy-Clean  Moisturized  Alpha  Based 

Cleaner   E4 

HyKlean  Antimicrobial  Cleaner  E2 

Kaufman  Products,  Inc. 

Kay  Chemical  Company 

Antimicrobial  Hand  Soap  0303201    E2 

Capital  Multipurpose  Concentrate    Al 

Celebrity  Brass  Polish  CI 

Command  Quarry  Tile  Floor  Stripper      A4 

Conquest    E2 

Conquest  Antibacterial  Hand  Soap E2 

Dazzle  Cleaner  and  Polish   A7 

Delimer    A3 

Dermatrin  Hand  Sanitizer  E3 

Falcon  Heavy-Duty  Detergent    Al 

Hawk  Fryer  Cleaner  ...    A8 

Husky  Fryer  Scouring  Powder  A8 

Imperial  All-Purpose  Cleaner  CI 

Kadet  Cleaner   A4 

Kadet  Renewer    A4 

Kay  Grill  Cleaner   A8 

Kay  Hand  Sanitizer  E3 

Kay-10  Sanitizer  D2 

Kay-5  Sanitizer   D2 

Kote  Soil  Shield    PI 

Kwik  Degreaser  A8 
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Kwik  Grill  Cleaner  A8 

McD  Anti-Microbial  Handwash  E2 

McD  Hi-Temp  Grill  Cleaner  &  De- 
greaser  A8 

McD  Laundry  Pak  Bl 

McD  Powder  Bleach  Bl 

McD  Sanitizer  D2 

Sink  Sanitizer    D2 

Spirit  Liquid  Disinfectant  Cleanser    ....    CI 
Storm  Multipurpose  Concentrate  Pow- 
der      Al 

Supra   Al 

Tempo  Lotion  Hand  Soap El 

Touch-Up  Glass  Cleaner CI 

Venture  Concentrated  Detergent A4.C1 

Kay  Chemical  Company 

K-Fresh    A4 

K-Fresh(Neutral  Fragrance)    Dl 

Meat  Room  Cleaner    Al 

Kaybe  Chemical  Co.,  Inc. 

Extract  Al 

Kayliq  1  XL    L2 

Kayliq  1  XL  Plus    CI 

Kayboys  Empire  Paper  Co.,  Inc. 

Activated  Pine  Odor  Disinfectant CI 

Drain  Opener  LI 

Liquid  Hand  Soap  El 

Medi-Clean  Pink  Lotion  Hand  Soap    ....  El 

Pine  Oil  Disinfectant  CI 

Safety  Solvent  K2 

Silicone  Release  Agent  HI 

Toilet  Bowl  Cleaner   C2 

Window  Cleaner   CI 

Kayline  Chem-Llite  Co. 

Bat-Sav    PI 

Blast  Insect  Killer  Cherry  Fragrance  ....  F2 
Bloc  Out  One-Shot  Drn.  Opnr  w/Odor 

Blnkt  LI 

Boiler  Sludge  Conditioner    G6 

Boiler  Treatment  Liquid  G6 

Bowl  &  Porcelain  Cleaner   C2 

Brute  Heavy  Duty  Cleaner  A4 

Brute  Jr CI 

C&CLube    H2 

C-Thru  Glass  Cleaner  CI 

CitruSnap  CI 

Complete  Multi-Purpose  Disinfectant 

Clnr  CI 

Destroy  Mint  Disinfectant CI 

Dri-Moly  Lube    H2 

Erase  Hvy  Dty  Germicidal  Detergent- 

Deodz   A4 

Extermicide   F2 

Fog  Fly  Roach  &  Ant  Spray    II 

Great    A4 

Grill-Oven  &  Fat  Fry  Cleaner   A8 

Hand  Kleen   E4 

Handy  Klenz   E4 

Industrial  Medi-Suds  E4 

Kleen-Away  II  Acid  Drain  Opener    LI 

Lemon  Quat  CI 

Liquid  Enzymes CI 

Magic  Klean    CI 

No.  25  Insect  Spray    Fl 

Orange  Force  A4,A8 

Oven  Ease   A8 

Powdered  Drain  Opener  Fast  Acting  ....  LI 
Punch  Wasp,  Hornet  &  Yellow  Jacket 

Kill F2 

Pure  Hospital  Disinfectant  Deodorant      C2 

Red  Ease   H2 

S.O.G.  Control  CI 

Sil-Ease  All  Purpose  Silicone  HI 


Skin  Shield    E4 

Snappy  Solvent  Degreaser   K2 

Steam  Line  Treatment  G6 

Super  Foam  Degreaser   CI 

Sur-Grip  Belt  Dressing  PI 

Whyte  Ease   H2 

X-It  Residual  Roach  Liquid   F2 

Keeler  Company,  Inc.,  The 

Formula  BR- 1595-T   G5.G7 

Formula  DL-1542   G5.G7 

Formula  DL- 1543   G5.G7 

Formula  DL-1545  G5.G7 

Formula  DL-1546  G5.G7 

Formula  DL- 1547   G7 

Formula  1015    G7 

Formula  1016    G7 

Formula  1017    G7 

Formula  1018    G7 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  1425-F G5 

Formula  1592    G5.G7 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F  G6 

Formula  2028-F G6 

Formula  2179-F G6 

Formula  3022-F G5.Q5 

Formula  6425-F G5 

Formula  7161-F G6 

Formula  7179-F G6 

2000-F  G6 

2001-F  G6 

2002-F  G6 

2003-F  G6 

2050-F  G6 

2051-F  G6 

2052-F  G6 

2053-F  G6 

2060-F  G6 

2061-F  G6 

2062-F  G6 

2070-F  G6 

2071-F  G6 

2072-F  G6 

2100-F  G6 

2110-F  G6 

2112-F  G6 

2130-F  G6 

2131-F  G6 

2132-F  G6 

2133-F  G6 

2180-F  G6 

2181-F  G6 

2182-F  G6 

2201-F  G6 

2220-F  G6 

2310-F  G6 

2320-F  G6 

2330-F  G6 

2340-F  G6 

2350-F  G6 

7000-F  G6 

7001-F  G6 

7002-F  G6 

7003-F  G6 

7050-F  G6 

7051-F  G6 

7052-F  G6 

7053-F  G6 

7060-F  G6 

7061-F  G6 

7062-F  G6 

7070-F  G6 

7071-F  G6 

7072-F  G6 

7100-F  G6 

7110-F  G6 

7112-F  G6 


7130-F  G6 

7131-F  G6 

7132-F  G6 

7133-F  G6 

7180-F  G6 

7181-F  G6 

7182-F  G6 

7201-F  G6 

7220-F  G6 

7310-F  G6 

7320-F  G6 

7330-F  G6 

7340-F  G6 

7350-F  G6 

Keene  Sanitary  Supply,  Inc. 

Adios  Industrial  Strength  Degreaser         Al 
Power  Burst  Al 

Keep  Clean  Products 

Heavy  Duty  Degreaser   A8 

Keith  Distributing  Co.,  Inc. 

Good  News   A6.C2 

Revival  CI 

Kel  Chemicals,  Inc. 

Defoamer  100-A1    L1.Q1 

Kel-Jo 

Bakery  Pan  Cleaner  No.  10    Al 

Cleaner  No.  30  CIP  Cleaner  A2 

Concrete  Floor  Cleaner  No.  10    CI 

Pine  Lift  Cleaner  CI 

Kel-San  Inc. 

APC-200   CI 

Dry  Swatter  F2 

Foamer  184   A8 

High  5    CI 

Ice  Breaker    A5 

K-Shop  APD   A4.A8 

K-Shop500  Al 

K-Shop650  Al 

Kel-San  Antiseptic  Lotion  Hand  Soap      El 

KX  200   L2 

KX-100  Fortified  Bacteria  Complex    ..    CI 

RTU  Acid  Free   C2 

Utility  Cleaner  CI 

Kelgraf  Company,  The/ 

A  Div.  of  Anderson  Oil&Chemical 

Co.,Inc. 

1100CS    H2 

1200BS    H2 

1500E  H2 

1500EC    H2 

Kellco  Products,  Inc. 

Satin  Antiseptic  E4 

Kelleigh  Industries,  Inc. 

Classic  PDF  Thick  Hand  Cleaner El 

Kellermeyer  Chemical  Company 

#173  Liquid  Hand  Soap   El 

Cold  Room  Cleaner A5 

Foam-Away  Cleaner  A4 

Grease  Lightning  Al 

Kelco  Concentrate  A4 
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Master  Industrial  Bowl  Cleaner   C2 

Safe  Hands El 

San-O-Wite    CI 

Sanique  Creme  Cleanser  A6 

Smoke  Room  Cleaner  Al 

Swish  A4 

T-O.L.C-300  Dispersant G6 

T-185  Alkalinity  Booster-H   G6 

T-421  Return  Line  Treatment G6 

T-425  Return  Line  Treatment G6 

Kellermeyer  Company 

"Bench  Mate"  KF-102  Food  Grade  Lu- 
bricant    HI 

"Bench  Mate"  KL-103  Hvy  Duty  Sil. 

Lubrnt  HI 

"Bench  Mate"  KM- 104  Four-In-One 

Lubrcnt  H2 

"Bench  Mate"  KP-109  Penetrating 

Lubrcnt  H2 

"Bench  Mate"  KR-105  Red  Pentrtng 

Grease  H2 

"Bench  Mate"  KS-100  Resdl-Free 

Safe. Sol K2 

All  Purpose  Spray  Cleaner  CI 

Baby  Fresh CI 

Bactex    D2 

Blast  Flying  Insect  Killer  Fl 

Enviro-Kind  Natural  Dgrsr  Deodrzr 

Cone CI 

Master  Cide  CI 

Non-Acid  Bowl  Cleaner  C2 

SIAC  Citrus  Hand  Cleaner  with  Pumice  CI 

SIAC  Citrus  Hand  Cleaner  Regular  E4 

SIAC  Hand  Cleaner  with  Pumice CI 

SIAC  Hand  Cleaner  Regular    E4 

WT-815   G6 

Kelles  Energy  Systems,  Inc. 

Kelles  130  G6 

Kelley's  Pro.  Rodent  Control 
Service 

Kelley's  Anticoagulant  Rat  &  Mouse 
Bait  F3 

Kellogg's  Professional  Products,  Inc. 

Kel  All  Purpose  Spray  Cleaner    CI 

Kel  Food  Grade  Pure  Silicone  Lubricant  H2 

Kel  White  Lithium  Grease   H2 

Kelly  Kemical,  Inc. 

CL-7764  CI 

K  3  Hard  Surface  Cleaner    A4 

K44  A4 

K52  Al 

K  55  Al 

K  8  Commercial  Cleaning  Concentrate  A4 

Kelly's  Breakdown    Al 

Kelly's  Bust-Up  A4.A8 

Kem  Tech  All  Purpose  Concentrate  ....  A4 

Kern  Tech  AC  A2 

Kem  Tech  APC  Al 

Kem  Tech  AT  Smokehouse  Cleaner   ..  A8 

Kem  Tech  CKlor  Al 

Kem  Tech  Clean  &  Brite   A3 

Kem  Tech  Foam  &  Clean Al 

Kem  Tech  Foam  Boost  Al 

Kem  Tech  Foam  Plus   Al 

Kem  Tech  Freezer  Floor  Cleaner  A5 

Kem  Tech  GP  Concentrate  Al 

Kem  Tech  Kloro-Clean  Al 

Kem  Tech  Kloro-Clean  HD   Al 

Kem  Tech  Kloro-Clean  LF  Al 

Kem  Tech  LF  Smokehouse  Cleaner  ....  A8 

Kem  Tech  Nu  Klor  Al 


Kem  Tech  Oxi-Bleach    Bl 

Kem  Tech  Proterge  Bl 

Kem  Tech  PTC  Al 

Kem  Tech  Ultra  Foam    Al 

Kem  Tech  200 Al 

K140  Wash  Compound  Al 

K366  All  Purpose  Cleaner   A4 

LSC-5    Al 

Kelso  Company 

Acid  Drain  Opener   LI 

Bowl  Cleaner  Disinfectant   C2 

Concentrated  Multi-Use  Cleaner    Al 

Cream  Cleanser  C2 

Heavy  Duty  Cleaner  A4 

Heavy  Duty  Disinfectant  Cleaner A4 

Liquid  Lotion  Hand  Soap  El 

Lotionized  Hand  Dish  Detergent   A4 

Pine  Oil  5  Disinfectant  CI 

Porcelain  and  Bowl  Cleaner  Dl 

Safety  Solvent  Degreaser   K2 

Silicone  Spray  H2 

Stainless  Steel  Polish    A7 

40%  Liquid  Hand  Soap  Concentrate   ....  El 

Kelso  Industries 

Extra  Tough  Al 

Kelton  Company,  The 

Kelco  Detergent Al 

Kelco  HP  Detergent   Al 

Kelco  SP-18  Detergent  Al 

Kem  Manufacturing  Corp. 

A.R.  69    HI 

Blast  II  A4,A8 

Coil  Clean  PI 

Coilex    PI 

Durakem  AC-FG  HI 

Emuls-It  Kl 

Enviro-Tain   CI 

Hands-Off   A4 

Insta-Kleen A3 

K-829  A3 

Kem-A-Loose    H2 

Kernel!  CI 

Kemox  A3 

Kemtreet  ABW   PI 

Kemtreet  Krust   PI 

Kemtreet  MS  R G7 

Kemtreet  Scav-Ox  G6 

Kemtreet  SX-11  A3 

Kemtreet  100  G6 

Kemtreet  1100  PI 

Kemtreet  200  G6 

Kemtreet  236  G6 

Kemtreet  450  G6 

Kemtreet  456  G6 

Kemtreet  600  G7 

Kemtreet  605  G7 

Kemtreet  770  G7 

Kemtreet  790  G7 

Kemtreet  790  G7 

Kemzoid CI 

Lectrokem  (Bulk)    K2 

Neutra-Zorb  CI 

Neutraline    Kl 

New  Formula  Coilex  PI 

New  Improved  Scalzoff   A3 

New  Non-Flammable  Kem-A-Loose  H2 

Odortrol  CI 

Power  Steam  Al 

Quad  II CI 

Ren-O-Grout   C2 

Ren-O-Grout  "Ready  To  Use"   CI 

Rustless  II   A3 

Shield  E4 


Skavenger  II    LI 

Stainless  C2 

Steam  All  CI 

Vandal  Vanish  II  CI 

Zip  Al 

Kem  Manufacturing/ 

Division  of  Systems  General,  Inc. 

A.R.  69    H2 

A.R.  69  NF  (Aerosol)  H2 

Aerolube  450  HI 

Beltack  (Aerosol)    PI 

Coilex  (Aerosol)   PI 

Discovery  (Bulk)  CI 

Dri-Skid  (Aerosol) HI 

Dri-Skid  Plus  (Aerosol)    H2 

Durakem  AC  Moly  #2    H2 

Durakem  85140  H2 

Duron  Plus  (Aerosol)    H2 

Enviro-Tain   CI 

Envirosol   CI 

Envirosol  Aerosol   CI 

Foamex  II    Al 

Freeze  Treat  CI 

Fryoff  (Aerosol)    A8 

Fryoff(Bulk)  A8 

Hair  Rush  II   LI 

Hydra-Lift   H2 

Hydrakem  10W30  H2 

HG  Concentrate  II  Al 

K-Slide  HI 

Kem-A-Loose  Plus  (Aerosol)  H2 

Kem-Kleen El 

Kem-Spice  CI 

Kemtreet  MSR  BT    G7 

Kemtreet  Scav-Ox  (Bulk)  G6 

Kemtreet  400  G6 

Kemtreet  600  G7 

Kemtreet  615  G7 

Kemtreet  770  G7 

Kemzoid  Tropical  Fruit  (Bulk)  CI 

Kleer-Gardll  (Aerosol)   A7 

Lectra-Clean  PS  (Aerosol)   K2 

Lectrasol  (Aerosol)  K2 

Lectrasol  2000  Kl 

Lectrasol  2000  Aerosol  CI 

Lectrasol  2000  Red  CI 

Lem-Fect  A4 

Liquicellerate  CI 

Micro-Cellerate   L2 

New  Car  Plus    Al 

No  Trace   CI 

Nu-Coil    A1.P1 

OV  +  Plus   A8 

OV+  Plus  (Aerosol)    A8 

Prolong  (Aerosol)   H2 

Quad  II  N.B Al 

Quik  (Aerosol) CI 

Quik-Glass  Cleaner  (Bulk)  CI 

Residex  Plus  (Aerosol)  H2 

Steam-All  Al 

Strip  -N-  Flush  (Aerosol)   C3 

Strip  'N'  Flush  C3 

Zip   Al 

Zyma-Treet    L2 

Kem  Tech  Industries 

Kem  Tech  All  Purpose  Concentrate  ....  A4 

Kem  Tech  AC  A2 

Kem  Tech  APC  Al 

Kem  Tech  AT  Smokehouse  Cleaner   ..  A8 

Kem  Tech  C  Klor  Al 

Kem  Tech  Clean  &  Brite   A3 

Kem  Tech  Foam  &  Clean  Al 

Kem  Tech  Foam  Boost  Al 

Kem  Tech  Foam  Plus  Al 

Kem  Tech  GP  Concentrate  Al 

Kem  Tech  Kloro-Clean  Al 

Kem  Tech  Kloro-Clean  HD   Al 
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Kern  Tech  Kloro-Clean  LF Al 

Kern  Tech  LF  Smokehouse  Cleaner  ....  A8 

Kem  Tech  Nu  Klor  Al 

Kem  Tech  Oxi-Bleach    Bl 

Kem  Tech  Proterge  Bl 

Kem  Tech  PTC  Al 

Kem  Tech  Ultra  Foam   Al 

Kem  Tech  200 Al 

Kem-Co  Chemical,  Inc. 

Flying  Insect  Killer  F2 

Foaming  Bathroom  Cleaner   C2 

Gentle  Touch  Hand  Cleaner  w/Volcanic 

Pum  E4 

Glass  &  Utility  Cleaner    CI 

Glass-N-Utility  Cleaner CI 

Grease  Gun    H2 

Heavy  Duty  Bowl  Cleaner  C2 

Hospital  Foam  Germ  Spr&Wp 

Clnr&Surf  Deod  CI 

Hospital  Foaming  Cleaner    C2 

Lemon-Shine  Multi-Purp  Furn  Pol 

w/LemOil    CI 

Liquid  Scouring  Creme  Cleanser  C2 

One-Shot  Drain  Opener  with  Odor 

Blanket   LI 

Power  Clean  #761  Heavy  Duty  Cleaner  A4 

Power  Mint  #751  CI 

Quat  Detergent  Disinfectant  Deodorant  Dl 
Safety  Solvent  Cleaner  &  Degreaser  ..    Kl 

Sani-GIeem    C2 

Solvent  Degreaser  K2 

Stainless  Steel  Cleaner  &  Polish    A7 

Wipe  Out  Multi-Use  Cleaner  Degreaser  CI 

Kern-Rite  Co. 

APC  1001  Heavy  Duty  A4 

Formula  1001  Heavy  Duty  A4 

Kern-Tech 

Action  Bowl  Cleaner C2 

AquaSolv  1001  CI 

Belt  Dressing  PI 

Chain  &  Cable  Lube  H2 

Control  Bio-Active    CI 

CRT  Screen  Care    CI 

Dermatech   El 

Dermex    E2 

Digestant  2001  CI 

Free  Flow LI 

FP-Alka  200    Al 

FP-A100    A3 

FP-Chlor300  A1.Q1 

Hi-Purity  Electronic  Contact  Cleaner  ..    K2 

Invisible  Glove/Skin  Shield    E4 

Lectro  Clean    CI 

Lectrosolv    K2 

Mutli-Purpose  Red  Grease   H2 

Opti-Clean  Glass  and  Plastic  Protectant   CI 

Oven  &  Hood  Protector   PI 

Oven-Clean   A8 

PL-5  Penetrate  H2 

S.S.  Brite  Metal  Polish  A7 

S.S.  Shine  Metal  Polish    CI 

Silicone  Lube H2 

White  Lith  Grease  H2 

Zap  A4.C1 

Kem-Tek 

Formula  BWT-100L  G6 

Formula  OL-45   G6 

Formula  PP-30    G6 

Kemco-Hunter  Chemical  Company 

#102  All-Purpose  Cleaner CI 

"Drum"  Grmcdl  Spray  &  Wipe  Cln  Surf 


Deod  CI 

Bingo  A3 

Blast  Roach  and  Ant  Spray    F2 

Brake  Parts  Cleaner Kl 

Carburetor  Cleaner   PI 

Chewing  Gum  Remover  PI 

ClearVue    CI 

Contact  Cleaner  K2 

Deep  Fat  Fryer  Cleaner A2 

Enviro  100  Al 

Enviro  500  A8 

Ex-Lent    A4 

Fassolv  K2 

Flash    A4 

Foaming  Cleaner  #90-074 A8 

FL-286  Acid  Vat  Descalant   A3 

Green  Giant  Hand  Dshwshng  Detergent  Al 

Gulp  Liquid  Alive  Bacteria    CI 

Mr.  Majic CI 

Oceana  El 

Pro  Fite    Al 

Sta-Brite A7 

Stainless  Steel  Cleaner   A7 

Super  Rash   CI 

Super  Rash   A8 

Super  Industrial  Cleaner  Formula  500      A4 

Surgent  Lotionized  Liquid  Soap El 

SIC  800  A4 

SIC  900  A4 

Tool  Kit  H2 

Total  B.C C2 

Valiant  Hand  Soap   El 

Vandal  Mark  Remover  CI 

Kemdek,  Inc. 

Power  Melt    CI 

Kemfield  Corporation 

Endz  F2 

Kemin  Industries,  Incorporated 

Deodorant  715  CI 

Kemlite  Company 

Ken  Chem,  Inc. 

"KS-7"  People  Safe  Cleaner  Al 

Super  Clean  10   Al 

Kendall  Janitorial  Supplies,  Inc. 

Wintercleen-Plus  CI 

Kendall  Refining  Company/ 
Division  of  Witco  Corporation 

All  Oil  Strat.Min.  Oil  Gear  Lub.  SAE 

140    H2 

Dual  Action  Heavy  Duty  Motor  Oil  ..  H2 
Ken-Tran-080  R&O  Mineral  Gear  Lube  H2 
Kendall  Food  Grade  Hydraulic  Oil 

ISOVG46    HI 

Kendall  Food  Grade  Hydraulic  Oil 

ISOVG68    HI 

Kendall  Food  Grade  Hydraulic  Oil 

ISOVG68    HI 

Kendall  Food  Machinery  Grease    HI 

Kendco  155  Comp.  Gear  Lubricant  SAE 

140    H2 

Kendco  206  Comp.  Gear  Lubricant  SAE 

250    H2 

Kenlube  L-421  H2 

Kenoil  R&O  AW  100  Turbine  &  Hydrlc 

Oil  H2 

Kenoil  R&O  AW  32  Turbine  &  Hydrlc  H2 
Kenoil  R&O  AW  46  Turbine  &  Hy- 


draulic Oil  H2 

Kenoil  R&O  AW  68  Turbine  &  Hy- 
draulic Oil  H2 

L-406  H2 

L-421  Grease  H2 

L-427  Super  Blu-Grease  H2 

M-621  Grease   H2 

NS-MP  Hypoid  Gear  Lubricant  SAE 

80W-90  H2 

S-825  Grease  H2 

Three  Star  Gear  Lubricant  SAE  85  W- 

140    H2 

Kent  Butcher  Supply  Co. 

Smokehouse  Cleaner  Al 

Kent  Chemical  Company 

CD   G6 

KN  G6 

KNA  G6 

KNL  G6 

KNO G6 

KRT  G7       ' 

KS    G6       ' 

KSL  G6       ' 

Kent  H.  Landsberg  Co. 

Bacti-Kill  CI 

Brite  Scent  CI 

Enviro-Force  (Liquid)  CI 

Gobbler    A4 

Horsepower  Heavy  Duty  Cleaner-De- 

greaser CI 

Lands  Brite  Stainless  Steel  Clnr&Polish  A7 

Lands  Clear  CI 

Lands  Klobber  F2 

Lands  Power  Bleach  Bl.C! 

Lands  Power  Sudsy  Ammonia  CI 

Lands-Clean  El 

Slick  C2 

Kent  Oil  Company,  Inc. 

DuraSpray   HI 

Kentucky  Paint  Mfg.  Co. 


Keppler  Brothers 

All  You  Need  Plus    C2 

Liquid  Synergized  Bacteria L2 

Mirage  (Aerosol)  CI 

Mirage  (Bulk)   CI 

Power  Foam CI 

Stainless  Steel  Brite    CI 

Kernite/ 

Division  of  NCH  Corporation 

'K'  Ey  Kl 

K'  Strip   C3 

'K'-Steam  Al 

K'-Strip  Aerosol   C3 

'K'-350  (Aerosol) A7 

'K'il  Mate  F2 

'K'on-Off  A3 

K'oncentrate    Al 

'K'rystal-'K'lear  (Aerosol)  CI 

'K'wick-Thaw  CI 

pHoam  CI 

Acro-'K'  H2 

ACRO-K  2000  (Aerosol)   H2 

B-Grip   PI 

Bantam H2 

Begone  CI 

Big  K  L.C Al 

Big-'K'   Al 


11-250 


Big-K  A1 

Buster  H2 

Buster  2000  (Aerosol) H2 

BT-2000 G6 

BT-6000 G7 

Chan  and  Cable  Cover H2 

Count-Out   Fl 

Crew L2 

Current  Plus  L2 

C\nnphon>  (Bulk)  CI 

CAC  ?91    H2 

Dimension  H2 

Dimension  2000  Aerosol    H2 

Doff  A2 

Domain  Pan  "A"  &  Part  "B"  L2 

Duo-Die  F2 

Duo-Die  F2 

Eco-Solv  Aerosol    CI 

Eco-Solv  Red CI 

Econ-K-6  CI 

Ecosolv    Kl 

Eliminator   Kl 

Expel   B1.C1 

First  Line  A3 

Gangbuster A2 

Gleams  Al 

Gleams  LC Al 

Grease  Release  (Aerosol)  Kl 

Grease  Release  (Bulk) Kl 

Hand-A-Peel    E4 

Hydro-Gard  H2 

Hydro-Max    H2 

K-Last  2000  (Aerosol)   H2 

K-Plus   K2 

K-Release H2 

K-STR-T  G7 

Kernite  B-Gnp  PI 

Key Kl 

Klear  Koilz    PI 

Kon-Off  A3 

Kon-Off  LC  A3 

Krystal-KIear  (Bulk)  CI 

Kwik  (Aerosol)  A4 

Lek-Lube  K2 

Lektro-Sol  PS  (Aerosol)  K2 

Lemonessence  Bowl  Block C2 

Lemonessence  Urinal  Scrn  w/Chem. 

Block C2 

Lubra  K  FPG  H2 

Lubra-K'   H2 

Lubra-KH.H H2 

Lubricomp  H2 

Moist  K'ure  K2 

Moist-Kure  (Aerosol)   K2 

Moist-Kure  2000  H2 

Mr.  S'K'In    El 

Non  Scents F2 

Omnicool  (Aerosol) H2 

On  Your  Mark  CI 

Open-Way  LI 

Ox-Out  G6 

Power  Away    LI 

Proto-Flush    PI 

Re-Guard  HI 

Red  Summit H2 

Rig  Master  A1.P1 

Rocono  (Aerosol)    H2 

S'K'ale-X   A3 

Saf-T-Thaw  CI 

San-Greeze HI 

Savor  CI 

Sewer-'Klen LI 

Silatrate   HI 

Silitrate  (Bulk)  HI 

Slice  Away    CI 

Slice  Away  Aerosol    CI 

Slice  Away  LS    CI 

Slice  Away  ME CI 

Sludge-Away  G7 

Straight  Flush    CI 

Strip  "N'  Clean  Aerosol  CI 

Stnp-N-Clean CI 


Subside    Al 

Suds-Up  E4 

Summit    H2 

Super  Sila-K  (Aerosol)  H2 

SL-7000  G6 

Takare    K2 

Take  Hold   C2 

Tef-Lex  (Aerosol)  HI 

Tef-Lex  Plus  (Aerosol)  H2 

Tempress  H2 

Top  Blend  SAE  80W-90 H2 

Top  Blend  SAE  85W-140 H2 

Un-LocK    H2 

Un-Loc'K'  Aerosol    H2 

Uppercut    Al 

Uppercut  2000  (Bulk)  CI 

Verasoft  E4 

Whippet  PI 

Workforce  General  Purpose  Cleaner  A4.C1 

Workforce  Heavy-Duty  Cleaner  Al 

Workmate    E4 

Kesco  Products  Co. 

Heavy  Duty  Glass  Cleaner  CI 

Pink  Lotion  Hand  Dishwashing  Deter- 
gent      Al 

Kess  Industrial  Products 

Evergreen  Al 

Kess-Charge A4 

Multi  Blue  Al 

Titan  A8.C1 

Kester  Solder 

Rosin  Residue  Remover  Formula  No. 
AP-20   PI 

Key  Chemical  Company 

CD-95    G6 

Keyco  150  G6 

Keyco310  G6 

Keyloid  119  G6 

Key  Chemlab  Corporation 

Action    C2 

Attack Fl 

Bactrol  Mint  Odor  Disinfectant   C2 

Bactrol  Pine  Odor  Disinfectant CI 

Bactrol  Plus  Cool  Mnt  Frag  Det-Disnf- 

Deo   CI 

Bactrol  Plus  For  Pine  Frag  Det-Disnf- 

Deo   CI 

Bactrol  Plus  Frs  Lemon  Frag  Det-Dsnf- 

Deo   A4 

Big-A-Mist  Insect  Killer  F2 

Blast  Off   A2 

Break-Thru LI 

Breeze    C2 

Breeze  Hospital  Grade  Disinfectant 

Deod C2 

Chem-Foam  Drainline  Injection  System   L2 

Chem-Ox  A3 

Chem-Sil   H2 

Cocoaderm  Concentrated    El 

D.D.D A4 

Dri-Ded-Bug   Fl 

Dri-Formula  Double  Trouble   F2 

E-Z  Klean  Bactrol-Foam C2 

E-Z  Klean  Nu-Klear  CI 

E-Z  Klean  Ov-Eze A8 

Row  LI 

Food  Service  Miracle  Amazing   CI 

Husky  E4 

Husky  Creme  Hand  Clnr  (Aerosol)   E4 

Husky  Rough  E4 

Husky  Smooth  E4 


Key  Chem  Ultra  Scrub  A4 

Key  Lube  33   HI 

Key-Lectric  Electra-Pure K2 

Key-Lectric  Supreme    Kl 

Key-Lube  Anti-Seize H2 

Kleen  (Aerosol)  CI 

Kleen  Krete  Heavy  Duty  Cleaner CI 

Kwik  Foaming  Clnr.  Disinfects-Deo- 

dorizes  CI 

Lanoderm  Liquid  Soap  El 

No  Slip  Grip   PI 

Power  Off   A2 

Punch  C2 

Purge    LI 

Release  Super  Penetrant  and  Rust  Re- 
mover      H2 

Satin  Shine    A7 

Satin  Steel   A7 

Show  Off  C2 

Ultimate  Electronic  Solvent  Degreaser  K2 

Whistle  Lotionized  Dishwashing  Cone.  A4 

X-It  Solvent  Cleaner  CI 

X-L A4 

X-L  Heavy  Duty  Industrial  Solvent  ....  A4 

Key  Industrial  Products,  Inc. 

Award  Foaming  Germicidal  Cleaner   ..  CI 

Domino    Al 

Foam-It  Stable  Foam A4 

S.H.C-100  A4.A8 

Key  Laboratories,  Inc. 

Food  Equipment  Lubricant  HI 

Food  Grade  Silicone  HI 

Food  Grade  White  Grease    HI 

Waterless  Hand  Cleaner   E4 

Key  Maintenance  Products,  Inc. 

One  Step  Force  Alpn  Sent  HD  All  Purp 

FGC C2 

See  Thru  (Aerosol)  CI 

Key  Quimica,  S.A. 


In 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
Un 
In 
Un 
Un 
Un 
Un 
Un 
Un 
Un 


san  CIP-100  A3 

san  CIP-200  A3 

san  CIP-300  A3 

san  CIP-500  A2 

sanCIP-510  A2 

san  CIP-600  A2 

sanCLD-100  Al 

san  CLD-200  CI 

sanCLF-100   Al 

san  CLF-200   Al 

san  CLG-100  Al 

sanCLG-200  Al 

sanCLG-300  Al 

san  DAC-100  A3 

san  DAC-110 A3 

san  DAC-200 A3 

san  DCC-100  Al 

san  DCC-200  Al 

DCC-300  A2 

san  FOM-100 Al 

san  FOM-200 A3 

san  FOM-300 A2 

san  Lub-100  A1.H2 

san  Lub-200  A1.H2 


Key  Technology  Inc. 

Chief  Alkali  B2 

Chlor-12  Bleach    Bl 

Dazzle  Liquid  Detergent  Bl 

Fresh-N-Clean  Detergent    Bl 

Function  V  Bl 

Gleam  Built  Liquid  Detergent    Bl 

Hero  Bl 
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Hi-Suds    Bl 

Keychlor    B1,C2,D2,Q4 

Lance  II  Bl 

Lance  Liquid  Alkali    Bl 

Sparkle  Detergent    Bl 

Key  West  Chemical  &  Paper 
Supply,  Inc. 

Westodet    CI 

Key-Chem  Industries 

#15  Liquid  Hand  Soap    El 

"P  D  Q"  Lotionized  Waterless  Hand 

Clnr  E4 

Adios  Insecticide  F2 

Concept   C2 

E.S.P A4 

E-Z  Oven  Grill  &  Cleaner   A8 

E-Z-Wrench  H2 

Enzymes L2 

Erase    CI 

Grease-Solv  CI 

Impac  Foaming  Cleaner   Al 

K-CSolv   Kl 

Kreem  Kleen   A6 

Liquid  Power  Bl 

Move-It  Dry  Silicone    HI 

Nock-Out  F2 

Pro-Tek  Moisture  Guard  H2 

Royal  Flush  LI 

Safety  Solvent  Cleaner  &  Degreaser  ..  Kl 

Swat  F2 

Swinger   A4 

Keystone  Clean-X,  Inc. 

Clean-X86    Al 

Keystone  Laboratories,  Inc. 

Cocosoap-15    El 

Keystone  Aqua  Klean  Al 

Keystone  AF- 1061    AI.G7 

Keystone  AF-5 10    A1.G7 

Keystone  BT-400    G6 

Keystone  BT-403    G6 

Keystone  BT-4 12    G7 

Keystone  BT-416    G6 

Keystone  BT-441    G7 

Keystone  BT-44 13    G7 

Keystone  BT-442    G7 

Keystone  BT-444    G7 

Keystone  BT-445    G7 

Keystone  BT-446    G7 

Keystone  BT-462    G7 

Keystone  BT-500    G7 

Keystone  BT-608    G6 

Keystone  BT-609    G6 

Keystone  BT-621     G6 

Keystone  BT-630    G6 

Keystone  BT-631    G6 

Keystone  BT-641     G6 

Keystone  BT-642    G6 

Keystone  BT-652    G6 

Keystone  BT-660    G6 

Keystone  BT-66I-F G6 

Keystone  BT-662    G6 

Keystone  BT-662F   G6 

Keystone  BT-665    G6 

Keystone  CL-65    H2 

Keystone  CSL-721    G7 

Keystone  CT-1 10    G7 

Keystone  CT-1 12    G7 

Keystone  CT-1 15    G7 

Keystone  CT-120    G7 

Keystone  CT-121     G7 

Keystone  CT-122    G7 

Keystone  CT-340    G7 

Keystone  Defoamant  MA  Al 


Keystone  DG-22   Al 

Keystone  Koil  Klean  PI 

Keystone  Kor G6 

Keystone  KF-224    LI 

Keystone  KSL  G6 

Keystone  NTL-8   G7 

Keystone  OR-70   G6 

Keystone  OR-701    G6 

Keystone  OR-710   G6 

Keystone  OR-7 11    G6 

Keystone  P-380  G6 

Keystone  PBC  G6 

Keystone  PP-360  G5 

Keystone  PP-390  G5 

Keystone  SI-3762   G6 

Keystone  SI-377   G6 

Keystone  SI-3772   G6 

Keystone  SI-382   G6 

Keystone  SI-385   G6 

Keystone  SI-390   G6 

Keystone  SL-670 G6 

Keystone  SL-671  G6 

Keystone  SL-672 G6 

Keystone  SL-673  G6 

Keystone  SL-674 G6 

Keystone  SL-675  G6 

Keystone  SL-676 G6 

Keystone  SL-677  G6 

Keystone  SL-680 G6 

Keystone  SL-682  G6 

Keystone  SL-685  G6 

Keystone  SL-686  G6 

Keystone  STC- 15    Al 

Keystone  2010  G6 

Keystone  2376  G6 

Keystone  2681  G6 

Keystone  2700  G7 

Keystone  2703  G6 

Keytech  Water  Management 

Parafos  Omega    G2 

Keytech  Water  Management  Inc. 

Chlor-FIow    G2 

Dynafax  G6 

Dynafax-X  G6 

Dynatech   G6 

Multifax  G6 

Ominex    G6 

Parafos  Alpha    G2 

Parafos  Liquid  G2 

Parafos  Omega    G2 

Quantum    G7 

Reacte    G6 

Ultra  G6 

Kilgore  Chemical  Corporation 

Stainless  Steel  Cleaner  &  Polish    CI 

Kim-Ko  Inc. 

Acid  206    A3 

All  Purpose  Cleaner   CI 

Anti-Seize  Compound  H2 

Belt  Dressing  PI 

Brake  Service  Brake  Parts  Cleaner    ....  Kl 

BWT-OS   G6 

Chain  &  Gear  Lubricant  H2 

Citra  Crystals  CI 

Citrus  Pumis    E4 

Clean-n-Grease    H2 

D.W.L.  De-Water  Lube    H2 

Electrical  Safety  Solvent  K2 

Floats  #8    A4 

Foamer  224  Al 

Fog  Kill  (662)  Fl 

Fresh  Citris  All  Purpose  Cleaner  CI 

FPC-95  A2 


Glass  Cleaner CI 

HD  7-L  Steam  Cleaner  Heavy  Duty    ..  Al 

HI-P  Contact  Cleaner   K2 

Insect  Killer  Fl 

K-Cide  D2 

Kim  Glo  Porcelain  Cleaner CI 

Kim-Glo  C2 

Kim-Ko  BWTC-5    G6 

Kim-Ko  Glass  Cleaner  #194 CI 

Kim-Ko  SLT-1010    G6 

Kuick-T-Clean  C2 

Kuul  Cutting  &  Tapping  Fluid  H2 

Kwik-T-Clean   C2 

Lemon  16  Disinfectant   C2 

MP-Sanitizer   D2 

MPC-88  Foaming  Cleaner    Al 

OCS   CI 

P-N  Acid  247    A3 

Power  Solv    A4 

Purj    LI 

Red  Giant A4 

Scarlet  Grease   H2 

Silicone  Spray  HI 

Solv  Free  H2 

Stainless  Steel   A7 

Sub  0  20  Blast  Freezer  Cleaner   A5 

SMC- 17   A3 

SR-14  A? 

167  Spray  Silicone  Release    HI 

Kimball  Midwest 

"Ultimate  Choice"  Hand  Cleaner  El 

Battery  Cleaner  with  Acid  Detector80- 

473    PI 

Blitz  NB    Al 

Circ-Kleen  Elec  Cntct&Switch  Clnr 

80-717  K2 

Citri-Solv  Powerful  Natural  Sfty  Slvnt  CI 

Cutting  and  Tapping  Oil  80-710    H2 

CS-90  Engine/Equipment  Degreaser    ..  CI 

DU-OL  Synthetic  Penetrant   H2 

Eclipse  Glass  Cleaner  80-703  CI 

Eclipse  Industrial  Strnth  Gls  & 

WndwClnr Al 

Engine  Degreaser  80-715   Kl 

Enviro-Smart  Brake  Clean    PI 

Food  Grade  Silicone  H2 

Four  Way  80-699    H2 

Gasket  K.O.  Prof.  Strn  Gskt  Strpr  80- 

704    PI 

Glide  White  Lithium  Grease  80-701    ..  H2 

Grime-Away    E4 

Heavy  Duty  Silicone  80-695    H2 

Hi-Power  Carbex  Carb  &  Choke  Clnr 

80-693  K2 

High  Performance  Brake  Clean    PI 

Light  Oil  and  Chain  Lube  #80-719   ....  H2 

Motive-Power  Moly  Grease  H2 

Motive-Power  Red  Grease    H2 

Open  Gear  and  Wire  Rope  Lube  80-788  H2 

Penetrating  Grease H2 

Silica-F    HI 

Solv-All  Safety  Solvent  80-697   K2 

Steam  Power  HD Al 

Torq  2  Penetrating  Oil  w/Graphite  80- 

921     H2 

Zymex  Enzyme  Cleaner/Odor  Eradica- 

tor   CI 

Kimco 

Eureka  Detergent  &  Degreaser  Al 

Eureka  Neutral  All-Surface  Clnr  Cone.  CI 

Eureka  Neutralizer  Conditioner  Cone.  CI 

Kemcleari  R-10  Concentrated  Detergent  A4 

Kemclean  R-ll  All  Purpose  Cleaner  ..  A4 

Kimco,  Inc. 

Eureka  Glass  Cleaner  Concentrate  CI 
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Eureka  Premium  Glass  Cleaner  Con- 
centrate     CI 

Eureka  Tile  and  Grout  Cleaner CI 

Kemclean  Disinfectant-Snizr  Deo.  DS- 

1000    D2 

Kimzey  Chemical  Company 

Disburse  Al 

King  Adhesives  Corporation 

Spray  Adhesive  15-304  (Bulk)  CI 

24-026  Spray  Silicone  No.  666-Food 

Grade HI 

King  Chemical  Company.  Inc. 

K-685  A3 

KPS-2000    G6 

KPS-2100    ....  G6 

King  Chemical  Company,  Inc. 

K-100  G7 

K-200  G6 

K-202  G6 

K-212  G6 

K-252  G6 

K-262  G6 

K-280  G6 

K-601  PI 

K-682  Al 

Kinney  Vacuum  Company 

Kinney  KV100  Mech.  Vacuum  Pump 

Oil  H2 

Kinney  KVI50  Mech.  Vacuum  Pump 

Oil  H2 

Kinney  Super  "X"  Mech   Vacumm 

Pump  Oil H2 

Kinney  Type  "A"  Mech   Vacuum  Pump 

Oil  H2 

Kinzie  &  Payne  Biochemicals  Corp. 

Bio-Clean  L2 

Kinzua  Environmental,  Inc. 

Aqua  Brite  CI 

Dissolve  CI 

Dissolve  CI 

EnzoII  CI 

Free  Up   LI 

KE24  CI 

K  E-309  CI 

KE  106  Fogicide  Fl 

KE  108 A8 

KE  114 A3 

KE  116 Al 

KE  12 CI 

KE  130  Ammoniated  Oven  Cleaner  ....  A8 

KE  136 A5 

KE  150  Stainless  Steel  and  Metal  Polish  A7 

KE  16 CI 

KE  161-B  Liquid  Caustic  Cleaner  LI 

KE  17 CI 

KE17-B A4 

KE  18 CI 

KE  200  Safety  Solvent  K2 

KE  2055  Dressing  Belts  PI 

KE22 A4 

KE23C CI 

KE240A   H2 

KE26 A8.C1 

KE  270  Paint  &  Varnish  Stripper  C3 

KE  3025  Dn-Mol  Lubricant  H2 

KE  3026  Anti-Seize    H2 


KE  3060  Red  Spray  Grease   H2 

KE  49 A4 

KE  56  Lotion  Soap  El 

KE77  K2 

KE  777  Waterless  Hand  Cleaner   E4 

KE87  Al 

KE  89  Super  Strength  Steam  Concen- 
trate      Al 

KE  91  High  Pressure  Cleaner A4 

KE- 102  Insect  Spray  F2 

KE-105  Cleans-Polishes  CI 

KE-106 Fl 

KE-106C   F2 

KE-106D  Insecticide  Fl 

KE-108  Oven  Cleaner A8 

KE-109B  Coil  &  Filter  Cleaner  PI 

KE-115C   Fl 

KE-131B  Odor  Control  CI 

KE-136  Freezer  Clean A5 

KE-167 Bl 

KE-172B    CI 

KE-175B   CI 

KE-189B   CI 

KE-19 D2 

KE-200  Degreaser  Safety  Solvent   K2 

KE-200A  Degreaser  Safety  Solvent  ....    CI 

KE-200B  Citrus  Safety  Solvent   CI 

KE-2020  Waterless  Hand  Cleaner  E4 

KE-2021  Invisible  Shin  Shield  Cream  ..  E4 

KE-2022 E4 

KE-2050  De  Moisturant  H2 

KF-2090  Teflon*Lube    H2 

KE-2091  Gel-Lube   H2 

KE-210B  Silicone  Spray  HI 

KE-22  EQ   CI 

KE-22D  Al 

KE-240-B  Penetrant    H2 

KE-240A   H2 

KE-240D  4- Way  Penetrant-Lubricant       CI 
KE-25  Protective  &  Repellent  Coating     CI 

KE-270  Paint  &  Varnish  Remover PI 

KE-280  Brake  Parts  Cleaner  &  De- 
greaser      K2 

KE-3035  Cutting  &  Tapping  Fluid    ....    H2 

KE-3040  White  Lithium  Grease  H2 

KE-3043 CI 

KE-3050  Food  Equipment  Lubricant  ..    HI 

KE-3060  Red  Grease    H2 

KE-3060B  Red  Grease   H2 

KE-4IB  Flying  &  Crawling  Insctcd. 

(Aer.)  F2 

KE-52  Waterless  Hand  Cleaner   E4 

KE-52B  Pumice  Hand  Cleaner(Cherry 

Scent)    E4 

KE-53 E4 

KE-53B  Antiseptic  Lotion  Hand  Soap  ..  El 

KE-54 E4 

KE-77C  Natural  Degreaser  Deodorizer    CI 

KE-777G   E4 

KE-80B  Super  Vandalism  Mark  Re- 
mover      PI 

KE-888G   E4 

KE-93  B  Cleaner Al 

KE-999G   E4 

Liqui-Klenz  Creme  Cleanser    A6 

Liquid  Klenz  Non-Acid  Creme  Clnsr 

Cone    C2 

Pine  Fresh   CI 

Power-Out   LI 

Power-Out  Drain  Opener    LI 

Thix   C! 

White  Out    C2 

Kipp  Lubrication  Systems 

WearMaster  KF  240  H2 

Kirby  Chemical  Company 

Apex  Bl 

Blue  Magic    CI 


Bold  Power   CI 

Break   Bl 

Detergent  Bl 

Eliminator    CI 

Enzap  CI 

Enzap  1    L2 

Gee  Whiz!  Concentrated  Bl 

Intense   Bl 

K-Det  CI 

K-Magi-K    CI 

K-Quat  No  Rinse D2 

Kirby  Scale  Lime  Remover    A3 

Nova Bl 

Prime  Plus  Al 

Softener   B2 

Super  K-Det CI 

Surf  N'  Sun   Bl 

Kirchman  Brothers  Company 


Kirk  Laboratories 

Krystal  Clear  (Aerosol) CI 

Kitchen  Exhaust  Service 

"White  Glove"  Al 

Kitter  Corporation 

Ammoniated  All  Purpose  Cleaner  CI 

Clean  Cut  A4 

Deep  Fat  Fryer  Cleaner A2 

Dry  Bleach  Bl 

Gallant  Oven-Grill  Cleaner  A8 

K  C  Concentrate   CI 

Kit-Solve   CI 

One  Wipe  Super  Cleaner  &  Degreaser  CI 

Pink  and  Sudsy  CI 

Pink  Lotion    E4 

Snow-Brite  Concentrated  Laundry  Det.  Bl 

Velvet  Soft B2 

Kjell  Corporation,  The 

Alkalinity  Plus  G6 

Alkalinity  Reducer    G6 

Aqua  Mag  CL  G7 

Aqua-Mag  CP  G7 

Aqua-Mag  Dual  G7 

Aqua-Mag-C    G2 

Aqua-Mag-M  G2 

Aqua-Mag-T    G2 

K.W.C  Aqua  Mag    G2 

K-Amine  F G6 

K-Jell  Al 

Oxy-Solve   G6 

Oxy-Solve-P    G6 

Scale-Solve    A3 

Klean  Haus  Enterprises,  Inc. 

Food  Plant  Cleaner   Al 

Klean  Maintenance  &  Equipment 
Co. 

Wallop  Magic  Cleaner    Al 

Klean-Strip/ 

Div.  W.  M.  Barr  Inc. 

Klean-Strip  Lacquer  Thinner    Kl 

Kleanall  Products  Company,  Inc. 

Convoy    A4 
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Kleen  Machine 

#2  Al 

191   Al 

Kleen  Products,  Inc. 

Joe's  Hand  Cleaner   E4 

Kleen  Rite  Supply,  Inc. 

Clean  n  Fresh    C2 

Kleen-Quat  128  D2 

Kleen-Quat  256  DI 

Kleen-Quat  28  DI 

Kleen-Quat  64  A4 

KR  Non-Butyl  Degreaser-Cleaner  & 

Deod Al 

Sani-Quat  D2 

Sani-Quat  D2 

Kleen-San  Systems 

CL  1 10  Handyquat  Sanitizing  Hand 

Soap    E2 

CL  115  Hand  Guard  El 

CL  125  Bac-Out   E3 

CL  140  Safety-Dyne  D2.E3 

CL  150  Hand-Dyne  E2 

CL  220  Prepare  Al 

CL  225  Foremost    Al 

CL  230  Manual  Force  Al 

CL  250  Soil  Express  Al 

CL251  Rally  Al 

CL  270  Capture  Al 

CL275M-Foam  Bl 

CL  280  Advantage    Al 

CL  285  Liqui-Per   Bl 

CL  295  Break  Crake  Bl 

CL  305  LC  Acid  Solv    A3 

CL  310  Acid  Master  A3 

CL311  PowerOff   A3 

CL  315  Pro  Kleen  A3 

CL  320  Acid  Solv  A3 

CL  321  Tackle A3 

CL  325  Unlock  A3 

CL  330  Rapid  D-Scale  A3 

CL  340  Quick-Solv  A3 

CL  350  Hydro-Shine  A3 

CL  360  Neutral  Bl 

CL  410  Ultra  Foam Al 

CL  411  Prime  Force  Al 

CL  420  Foam  Master   A2 

CL  421  Foam  Brute    A2 

CL  425  Tar-Kleen  Al 

CL  435  Break  Away  A2 

CL  440  Fry  Kleen  A2 

CL  441  Strike   A2 

CL  445  Fry  Kleen  Ex  A2 

CL  450  Take  Charge A2 

CL  460  Trol-Brite  A2 

CL  470  First   Bl 

CL  500  Sani-Quat  D2 

CL505  Sani-Quat  III   B1.D2.Q3 

CL510  Acid  Sani-Quat    D2 

CL  520  Sani-Dyne    D2.E3 

CL  530  Sani-Quat  II  D2.Q4 

CL  540  Acid  Sani  Quat  II    D2 

CL  610  Foam  Chlor   Al 

CL  61 1  Chlor-Action    Al 

CL  620  Pro  Chlor  Al 

CL  630  Superchlor   B1.D2.Q4 

CL  640  CIP  Mate  Al 

CL  650  Magnum  Al 

CL  715  Lemon  Deodorant   CI 

CL  720  Odor  Eliminate    CI 

CL  800  Lubri-Care   H2 

CL  805  Trol-Glide    H3 

CL  810  Safe-Lube  H2 

CL815  Brite-Lube   HI 

CL  840  Glide H3 


CL  900  Vector Al 

CL  910  Rapid  Kleen  Al 

CP  230  Merit  A4 

CP231  Depend  A4 

CP  235  Pro  Wash   Al 

CP  270  Laundry  Pro  Bl 

CP  280  Egg  Luster  Ql 

CP  290  Alumi-Brite    Al 

CP  410  HD  Action   A2 

CP  415  Clean  Way  A2 

CP  420  Combat  A2 

CP  421  Cobra   A2 

CP  425  Combat  LF  A2 

CP  430  Strip-It    A2 

CP431  Remove-It A2 

CP  440  Dura  Kleen  A2 

CP  441  Royal  Kleen  A2 

CP  450  LF  Power  A2 

CP  460  Trol-Kleen   A2 

CP  470  X-38  Trolley  Cleaner A2 

CP  490  Sewer  Solv  LI 

CP  550  Sentry  LI 

CP  610  Complete    Al 

CP  620  Bright  Bl 

CP  635  Pro  Wash  Plus  Al 

CP  650  Liberate  CIP  Al 

CP  651  Rescue  CIP    Al 

CP  670  Deliver  Al 

CP  680  Egg  Luster  Plus  Ql 

CP  820  Versa  Gel  Al 

KL  1 150  Skin  Guard El 

KL  2200  Ready  Al 

KL  2250  In  Front   Al 

KL  2300  Seize Al 

KL  2500  Soil-X Al 

KL  2510  Express  Soil  Al 

KL  2700  Hold  Al 

KL  3050  Acid-LC-Solv    A3 

KL  3100  Master  Acid  A3 

KL  31 10  Acid  Power   A3 

KL  3150  Kleen  Pro  A3 

KL  3200  Acid-D-Solv A3 

KL  3210  Center A3 

KL  3250  Release  A3 

KL  3300  Acid-D-Scale  A3 

KL  4100  Foam  Ultra Al 

KL  41 10  Strong  Force    Al 

KL  4200  Master  Foam   A2 

KL  4210  Brute-Foam   A2 

KL  4250  D-Smoke  Plus  Al 

KL  4350  Kleen-Away  A2 

KL  4400  Fryer-Kleen   A8 

KL  4410  Hit   A8 

KL  4450  Fryer-Kleen  Ex   A8 

KL  4500  Control  A2 

KL  4600  Trolley-Bright   A8 

KL  6100  Chlor  Foam   Al 

KL6110  Action-Chlor   Al 

KL  8000  Kleen  Lub  Care  CI 

KL  8050  Trolley  Eaze    HI 

KL  8150  Bright-Lube  HI 

KP  2300  Value   Al 

KP  2310  Respond  Al 

KP  2700  Pro  Laundry  Bl 

KP  2800  Shell  Luster   Ql 

KP  2900  Alum-Bright  Al 

KP  4150  Kleen  Way  A2 

KP  4200  Combat  Plus    A2 

KP  4210  Viper    A2 

KP  4250  L.F.  Combat  Plus    A2 

KP  4300  Rust  Kleen  A2 

KP  4310  Iron  Glow A2 

KP  4400  Kleen  Dura A8 

KP  4410  Kleen  Royal  A8 

KP  4500  Kleen  Strength  L.F A2 

KP  4510  Recover  CIP A2 

KP  4900  Sewer-Kleen  LI 

KP6200  Brite  Bl 

KP  6500  CIP  Liberate Al 

KP  6510  CIP  Save   Al 

KP  6700  Distribute  Al 

KP  6800  Shell  Luster  Plus  Ql 


Kleenco  Products,  Inc. 

Break-Thru  Al 

Commercial  Cleaning  Concentrate  Al 

Foamkleen  Al 

Kleen  Pro  CI 

Kleenzit-NB  Al 

Kor-X  Al 

L-3  Laundry  Compound  Bl 

Packleen  Al 

Power-Scrub    A4 

PK  200  Solvent  Degreaser  A4.A8 

Kleentest  Laboratories,  Inc. 

Master  Kleen  All  Purpose  Multi- 
Cleaner   A4.C1 

KleenRite  Chemical 

Heavy  Duty  Degreaser   A4 

Klein  Tools,  Inc. 


Klenzoid,  Inc. 

Kelox  #10F  G6 

Klenphos    G2 

Klensperse-100   G6 

Klenzamine    G6 

Klenzamine  Fl    G7 

Klenzamine  F2    G7 

Klenzoid  Adjunct    G6 

Klix  Chemical  Company,  Inc. 

Bluebird  A I 

Boss  A4 

Chlorinated  Foamy  Cleaner   Al 

Concrete  Cleaner  CI 

Control  Bl 

Control  Plus  Bl 

Deep  Fat  Fryer  Cleaner A2.LI 

Do-It  A4 

Econo  Pink  Cleaner A4.A8 

Foam-O-Gel  A4 

Freezer  Locker  Cleaner  A5 

Germicidal  64   CI 

Grease  Trap  Cleaner  LI 

Green  Glass  Cleaner  CI 

Industrial  Control    Bl 

K-Kleen  CI 

K-100  CI 

KLX  Cleaner  Al 

Laundry  Break  and  Builder    Bl 

Liquid  Soap  El 

Liquid  Suds  Up  A4 

Logic    Bl 

Med-I-Sept  El 

Mighty  Concentrated  Detergent   A4 

Mill  Spray   Fl 

Phos-Clean  A3 

Pine  Odor  5  Disinfectant    CI 

Powdered  Laundry  Bleach    Bl 

Powdered  Laundry  Bleach  16%  Bl 

Power  Pink  Cleaner A4 

Power-Kleen    Al 

Spray  Clean  A4 

Strike   Bl 

Super-Q  Sanitizer    D2 

Kluber  Lubrication 

Airpress  32    H2 

Barrierta  L  55/2  H2 

Barrierta  L  55/3  H2 

Centoplex  GLP  500 H2 

Duotempi  PMY  45    H2 

HotempOY95    H2 
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Hotemp  2000  H2 

Hydrokapilla  NBU  20  TCN   H2 

Hydrokapilla  P48 H2 

Kluberfluid  UH1  6-10  HI 

Kluberfluid  UH1  6-180 HI 

Kluberfluid  1  UH  1  17  HI 

Kluberoil  GEM  1-100  H2 

Kluberoil  GEM  1-150  H2 

Kluberoil  GEM  1-220  H2 

Kluberoil  GEM  1-320  H2 

Kluberoil  GEM  1-46  H2 

Kluberoil  GEM  1-460  H2 

Kluberoil  GEM  1-68  H2 

Kluberoil  GEM  1-680  H2 

Kluberoil  YF100  H2 

Kluberoil  4  UH1  100   HI 

Kluberoil  4  UH1  15  (Aerosol)  HI 

Kluberoil  4  UH1  150    HI 

Kluberoil  4  UH1  1500   HI 

Kluberoil  4  UH1  1 500  (Aerosol)  HI 

Kluberoil  4  UH1  220    HI 

Kluberoil  4  UH1  460    HI 

Kluberoil  4  UH1  68    HI 

Kluberoil  4  UH1-32    HI 

Kluberoil  4  UH1-46    HI 

Kluberoil  4  UH1-680   HI 

Kluberoil  4UH1-15  HI 

Kluberpaste  UH1  84-201    HI 

Kluberplex  BE  31-102   H2 

Kluberplex  BE  31-222    H2 

Kluberplex  BE  31-502    H2 

Klubersynth  CTH  2-260  H2 

Klubersynth  GH  6-100  H2 

Klubersynth  GH  6-1000  H2 

Klubersynth  GH  6-150  H2 

Klubersynth  GH  6-220  H2 

Klubersynth  GH  6-32   H2 

Klubersynth  GH  6-320  H2 

Klubersynth  GH  6-460   H2 

Klubersynth  GH  6-680   H2 

Klubersynth  GH  6-80   H2 

Klubersynth  UH1  14-151    HI 

Klubersynth  UH1  14-1600  HI 

Klubersynth  UHI  14-31  HI 

Klubersynth  UH1  64-2403   HI 

Klubersynth  UHI  64-62  HI 

Klubersynth  V64-300   HI 

Lamora  Variogearoil  TRF  33  H2 

ParaliqGA  3400  HI 

Paraliq  GA  343  HI 

ParaliqGA  351    HI 

Paraliq  GB363  HI 

Paraliq  GTE703  HI 

Paraliq  P  100  HI 

Paraliq  P  12  HI 

Paraliq  P  150  HI 

Paraliq  P  1500  HI 

Paraliq  P  460  HI 

Paraliq  P  68  HI 

Paraliq  P40    HI 

Polylub  GA  352  P H2 

Polylub  WH2  H2 

Primium  Fluid  Special    H2 

Pnmium  Super    H2 

Primium  Super  M  93    H2 

Silicone  Spray  Unisilkon  M  2000    HI 

Staburags  NBU  12    H2 

Staburags  NBU  30    H2 

Staburags  NBU  8  EP    H2 

Staburin  181    H2 

Staburin  282    H2 

Structovis  BHD  H2 

Structovis  BHD  75  TCN    H2 

Structovis  EHD  H2 

Structovis  FHD   H2 

Synthesco  H2 

Syntheso  D  201  N  HI 

Unisilkon  L64 1    HI 

Wolfracote  Top  Paste   H2 

Wolfrasyn  UL  129  G  10  H2 


Knapp  Manufacturing 

Acid  Descaler    A3 

Acid  Detergent    A3 

All  Purpose  Cleaner  Granular Al 

All  Purpose  Cleaner  Liquid    A4 

Aqua  K  Insecticide   Fl 

Bottle  Washing  Compound  A2 

Bottle  Washing  Compound-Liquid  A2 

Chain  Lubricant  #1    H2 

Chain  Lubricant  #2  H2 

Chlorinated  Machine  Dshwshng  Comp.  Al 

Chlorinate  F Al 

Citrisolve  CI 

Deo-Quat  CI 

Egg  Stain  Remover  Q2 

Egg  Washing  Compound    Ql 

Floor  and  Wall  Cleaner Al 

Food  Contamination  Remover   A2 

K&LCleaner    Al 

Knapp  Portable  Restroom  Deodorant- 

Clnr C2 

Liquid  Detergent  Al 

Machine  Dishwashing  Compound   Al 

Pipeline  Cleaner  Heavy  Duty  Al 

Pipeline  Cleaner-Regular    Al 

Pot,  Pan  and  Utensil  Cleaner  Al 

Powdered  Belt  Wash  Al 

Steam  Cleaning  Comp  H  D.  Liquid  ...  Al 

Steam  Cleaning  Comp  Light  Duty  Liq  Al 

Steam  Cleaning  Comp  Med  Duty  Powd.  A2 

Steam  Cleaning  Comp  Medium  Liq.   ..  Al 

Steam  Cleaning  Compound  H  D  Powd.  A2 
Steam  Clning  Comp  Lght  Duty  Powder  Al 

Knight  Enterprises,  Incorporated 

#920-0   Al 

All  Purpose  Cleaner  71 1  A4.A8 

AV  60    A4 

Brite  400   A3 

Brite404   A3 

BD  14    Al 

CarbOff400  A2 

CarbOff405  A2 

CarbOff44  A2 

Carb  Off  44R A2 

Cleen  J  A2 

Cleen200 A2 

Cleen  70  AL   Al 

Cleen-HFIO  Al 

Cleen-KR  Al 

Cleen-OC  A4 

CK  Polish    A3 

DJ  20  PI 

DJ-20  PI 

E-Z  Cleen    Al 

FDX-990   Al 

FJ-6    Al 

FLR.-Con  A4 

Hi-Ho  Lotionized  Hand  Cleaner  El 

HL  Concentrate  Al 

HT-17  Al 

Jel-Cleen    CI 

JR-8   A3 

JR-8G  A3 

Knight  Clean  L-ll    Al 

Knight  L-212  CI 

Knight  1  Al 

Lub-29  H2 

PH  ReducerS    A3 

Special  123  Spray  Cleaner   -\4 

Spra  16  CI 

Super  Concentrate  A4 

Super  Sudz Al 

SC-55  A3 

SR0  82    A2 

T-21-L  CI 

T-25-L  CI 

VHL  Al 

123  Spray  Cleaner  &  Degrease    A4 

15%  Liquid  Hand  Soap El 


20%  Liquid  Hand  Soap El 

200-B  Al 

212  Al 

40%  Concentrate  Liq.  Hand  Soap    El 

505  Al 

506  A2 

515  Al 

770  Al 

920  Al 

Knight  Marketing  Corporation 

Coco  Scrub    E4 

Coconut  Hand  Soap    E4 

General  Purpose  Cleaner CI 

Glass  &  Stainless  Steel  Cleaner  CI 

Grease  Grabber  E4 

Grez-Off A4 

Knights  Bact-X  CI 

Knight's  GP9  Non-Butyl  Cleaner  De- 
greaser  A4 

Knight's  Pink  Pearl  Lotion  Soap  An- 

usptc   E4 

Knight's  Super  Spray  Kleen  CI 

Multi-Scrub   CI 

Poly  Clean  E4 

Poly-Scrub  Antiseptic  Hand  Cleaner         1:4 

Spray  "8"  A4.C1 

Spray  Cleaner    CI 

Spray  Nine  CI 

Super  50 CI 

Tub  N  Tile  Cleaner    CI 

XOut  CI 

9%  Bowl  Clean  C2 

Knox  Oil  of  Texas,  Inc. 

Blue  Spray  Car  Wash  Detergent    Al 

Ko-Am  Corp. 

AF/315  CI 

Koch  Supplies,  Incorporated 

Boot  Dip    D2 

Hi-Voltage  Al 

Injecto  Clean  250    L2 

Koch  Clean  and  Thaw    A5 

Koch  Coconut  Hand  Soap  El 

Koch  Food  Grade  Silicone  Spray  HI 

Koch  Laundry  Detergent Bl 

Koch  Stainless  Steel  Cleaner  &  Polish     A7 

Koch  Super  Disinfectant  Sanitizer  D2 

Koch  White  Grease  HI 

Smokehouse  All  Purpose  Cleaner    Al 

Super  Degreaser  A4.A8 

20%  Liquid  Hand  Soap El 

Kochem  Inc./ 

Div.  Power  Engr'g  &  Supply 

Formula  CWT-41  G2 

Formula  H-21 1  Boiler  Feed  Water 

Treat  G6 

Formula  HA-20  G6 

Formula  HB-13  Boiler  Feed  Water 

Treat G6 

Formula  HB-13A G6 

Formula  HB-21  Boiler  Feed  Water 

Treat G6 

Formula  HCW-66  G7 

Formula  HL-10  Boiler  Feed  Water 

Treat  ..    G6 

Formula  HL-10A  G6 

Formula  HL-18  Boiler  Feed  Water 

Treat  .    G6 

Formula  LS-12  Boiler  Feed  Water 

Treat G6 

Formula  LS-20  Boiler  Feed  Water 

Treat G6 
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Formula  RL-55  Boil  Corosn  Contrl 

Treat G6 

Formula  RL-56  Boil.  Corosn  Contrl 

Treat   G6 

Formula  SB- 15  Boiler  Feed  Water 

Treat G6 

Formula  SB- 19  Boiler  Feed  Water 

Treat G6 

Formula  SB-23  Boiler  Feed  Water 

Treat G6 

Formula  TW-250  Cooling  Water  Treat- 
ment      G7 

Formula  Z-930  Wtr  Softener  Mineral 

Clnr  PI 

Kody  Chemicals  Division/ 
Kodiak  Industries,  Inc. 

Kody  100  A4 

Kohl's  Food  Stores 

Liquid  Hand  Soap  El 

Koos,  Inc. 

Safe  Step  Ice  Melter  CI 

Winter  Storm  Ice  Melter  CI 

Kor-Chem,  Inc. 

Acid  Brightener  427   A3 

Acid  Brite  Cleaner    A3 

Acid  Brite  Foamer A3 

Acid  Cleaner  PF   A3 

All  Purpose  Cleaner    Al 

AB-100    Al 

AB-300    Al 

AL-33 G6 

Bact-Cide  G7 

Big  4    Al 

Blue  Foam  A4 

Brute  #175  A4 

BWT  482  G7 

BWT-564  G6 

C.I. P.  Cleaner   Al 

Caustic  Soap   A2 

Chlorinated  Machine  Dishwash    Al 

Concrete  Cleaner  CI 

CC-1     Al 

CLAcid  A3 

CWT  1700  G7 

Econo  Clean  Laundry  Detergent    Bl 

Formula  #200  Sanitizer  Disinfectant   ..  D2 

Formula  007  Detergent  Concentrate  ....  Al 

Formula  1003  CWT   G7 

Formula  1007  BWT   G6 

Formula  1012  BWT    G6 

Formula  105  BWT    G6 

Formula  108  RLT  G6 

Formula  110  BWT    G6 

Formula  180-1 1L G6 

Formula  312  HD  Alkaline  Compound  Al 
Formula  313  HD  Liquid  Caustic  Cone. 

Clnr  A2 

Formula  314  Egg  Wash  Powder Ql 

Formula  34    Al 

Formula  347    G6 

Formula  355  Ox-Out  BFWT    G6 

Formula  399 

Disinfectant/Sanitizer/Clnr D2 

Formula  428  Cleaner-Stainremover   ....  Al 

Formula  429  Acid  Brite  Cleaner    A3 

Formula  443  Hi-Foam Al 

Formula  446  Liquid  Detergent  Al 

Formula  447  Chlorinated  Cleaner    Al 

Formula  458  X-It  Plus    G7 

Formula  459  X-It    G7 

Formula  479  CWT    G7 

Formula  484  BWT   G7 

Formula  486  BWT    G6 


Formula  487    G7 

Formula  492  CWT   G7 

Formula  493  NSS   G6 

Formula  558    PI 

Formula  559C  G6 

Formula  565  BFWT   G6 

Formula  569  RLT  G6 

Formula  571  BWT   G6 

Formula  572  BFWT   G7 

Formula  572  BWT   G7 

Formula  575    G6 

Formula  577  BWT    G7 

Formula  580  RLT  G6 

Formula  581  RLT  G6 

Formula  582  RLT  G6 

Formula  583  RTL  G6 

Formula  591  BWT   G6 

Formula  636  NP  Acid  Cleaner  A3 

Formula  638  M   Al 

Formula  656  CWT  MO-RE-Guard G7 

Formula  662    G7 

Formula  666  HDAC   Al 

Formula  702  AF   Al 

Formula  738  X-It    G6 

Formula  828  On  Line  Descaler    G6 

Formula  832  CWT   G7 

Formula  834  Freezer  Locker  Cleaner  ..  A5 

Formula  84  Dispersant   G6 

Formula  880  CWT    G7 

Formula  9-20  Cleaner  A4 

Formula  91 1  CWT   G7 

Formula  919  BWT   G6 

Formula  92  Oxget  G6 

Formula  93    G6 

Formula  95  SLT   G6 

Formula  952  Sperse    CI 

Formula  97  SL  II    G7 

Formula  98  ST  LN  SS   G6 

Formula  99  Sperse  AR  G7 

FBB   E2 

Gets-It  Pot&Pan  Hnd  Dish.Liq  Cone 

181-L Al 

Heavy  Duty  Butyl  Cleaner  A4 

Heavy  Duty  CLP.  Cleaner  #925    A2 

Heavy  Duty  Detergent  Degreaser  #732  Al 

Hot  Foam  A4 

Icemaker  Descaler  A3 

K-Gel  Al 

Kleans-lt  Concentrate  174-L A4 

KC-107    A3 

KC-116    AI.H2 

KC-118    A1.H2 

KC-121    Al 

KC-1411    Al 

KC-192    Al 

KC-195    Al 

KC-2043    Al 

KC-2104    A2 

KC-2111    A1.H2 

KC-2122    Al 

KC-2124    Al 

KC-215    A! 

KC-2190    Al 

KC-2205    Al 

KC-2214    Al 

KC-2215    A! 

KC-2305    Al 

KC-2405    A3 

KC-2406    A3 

KC-2500    Al 

KC-2501    Al 

KC-2505    A2 

KC-2525    Al 

KC-2575    Al 

KC-2844    Al 

KC-302    Al 

KC-50    Al 

KC-74    A3 

Laundry  Builder    Bl 

Laundry  Detergent Bl 

Laundry  Detergent Bl 

Laundry  Sour  Bl 


Laundry  Sour  Bl 

Liquid  Caustic  Concentrate  A2 

Liquid  Floor  Scrubber  Cleaner  A4 

Liquid  Laundry  Bleach  Bl 

Liquid  Sour  and  Softener  B2 

Loeffler  CBL  Special    H2 

Loeffler  CBL  1 5   H2 

Loeffler  Leracid  KBC  A3 

Loeffler  Leracid  PA    A3 

Loeffler  Leracid  TA    A3 

Loeffler  Leracid  WWZ  A3 

Loeffler  Leracid  169  A3 

Loeffler  Leracid  216  BSR    A3 

Loeffler  Leracid  288  A3 

Loeffler  Lerades  S  60  A3 

Loeffler  Leraphos  28 A3 

Loeffler  Leraphos  32  A3 

Loeffler  Leraphos  36 Al 

Loeffler  Leraplex  45  A2 

Loeffler  Lerapur  AFH  Al 

Loeffler  Lerapur  PF    A3 

Loeffler  Lerapur  283  A2 

Loeffler  Lerapur  283  CI  A2 

Loeffler  Lerapur  39  Al 

Loeffler  Lerasept  G  Al 

Loeffler  Lerasept  PAA   A3 

Loeffler  Lerasept  Special    A3 

Loeffler  Lerasept  Special  10 A3 

Loeffler  Lerasept  SR  A3 

Loeffler  Sequestrol  S    Al 

Odor  Control  100   CI 

Odor  Mask  BG    CI 

One  Shot   Bl 

Oven  &  Grill  Cleaner  A8 

Oxygen  Scavenger  138  G6 

Plastic  Destainer  and  Presoak  1051    ....  Al 

Powdered  Laundry  Detergent  Bl 

Power  Foam Al 

Re-Dox A3 

Re-Vu  R.T.U CI 

Redout  Chelate    G2.G6 

Renew  Liquid  Laundry  Sour    Bl 

Resin  Cleaner    PI 

Rustrol  Formula  100L G6 

Rustrol  Formula  101L G6 

Rustrol  Formula  11 1P-50/9    G6 

Rustrol  Formula  11 2P- 18/1 2    G6 

Rustrol  Formula  11 7P-LPH    G7 

Rustrol  Formula  11 8P-SA    A3 

Rustrol  Formula  122G    G6 

Rustrol  Formula  127P  G6 

Rustrol  Formula  128P  G6 

Rustrol  Formula  134L  G6 

Rustrol  Formula  136P  G6 

Rustrol  Formula  139L G6 

Rustrol  1000L  G6 

Rustrol  102L  G6 

Rustrol  162L  G6 

Rustrol  170-7L    G7 

Rustrol  750    G7 

Rustrol  752    G7 

Rustrol  999  Boiler  Water  Treatment   ..  G6 

RC-3    D2 

Safety  Solvent  K2 

Sani-Foam   Al 

Self  Foaming  Detergent    Al 

Sentinel  510  Disinfectant-Sanitizer- 

Deod  D2 

Shine  Extra    Al 

Sodium  Hypochlorite    PI 

Special  Spers  PI 

Stainless  Steel  Cleaner  A7 

Super  KC  Al 

Swath  Laundry  Detergent-Spotter    Bl 

Tough  Task  Al 

Vel-Vo-Lan  NP  El 

White  Concrete  Cleaner   A4 

WM-1  Al 

WM-2 Al 

WM-3  Al 

WM-4 Al 

WM-5  A3 
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WM-6 A1.H2 

1005  Boiler  Feed  Water  Treatment   ...     G6 

103L  Condensate  Line  Treatment    G6 

170  5L  Tower  Treat   G7 

180-22L  G7 

380  G7 

448  Liquid  Hand  Soap   El 

481  Chelate  Plus  BFWT  G7 

539  Disinfectant    CI 

557  Descaler   PI 

561  BFWT G7 

566  BFWT G6 

568  BFWT G7 

Korkay  Sales 

Korkay  Hand  Cleaner  E4 

Korkay  Natural  Citrus  Formula  Hand 
Clnr  E4 

Kosztolnyik,  F. 

Zap  A4.A8 

Kraft  Foods 

Cheesecloth  Cleaner  RK-355   Bl 

Chlorinated  C.I.P  Cleaner  RK-331    ....  A2 

General  Cleaner  RK-329  Al 

Pan  Acid  Cleaner  RK-333    A3 

Pan  Alkali  Cleaner  RK-332   A2 

Phosphoric  Milkstone  Remover  RK-334  A3 

Recirc.  Phosphoric  Milkstn  Rmvr    A3 

Kraft  Foodservice,  Inc.  Dist. 

Monogram  Foaming  Gl  Piste  &  Hrd 

SurfClnr   CI 

Monogram  Oven  and  Grill  Cleaner  ....    A8 
Monogram  Water  Base  Stainless  Steel 
Clnr  CI 

Kraft  General  Foods/ 
Atlantic  Gelatin 

Atgel  No.  1  Grease  HI 

Kraft,  Inc. 

All  Purpose  Beads  Bl 

Ant  and  Roach  Killer   F2 

Antiseptic  Hand  Soap  El 

Chlorinated  General  Cleaner Al 

Dish  Clean  +  More  Al 

Dish  Clean  Lotion  CI 

Do-It-All  Detergent  Bl 

Flying  Insect  Killer  F2 

Foaming  Disinfectant  Cleaner    CI 

Foaming  Glass  and  Hard  Surface 

Cleaner   CI 

Fryer  Boilout  A2 

Hospital  Disinfectant  Dsnfctnt  &  Deod  CI 

Liquid  Scrub  Creme  Cleanser A6 

Liquid-K  C.I.P.  Cleaner   Al 

Machine  Powder  Al 

Oven  and  Griddle  Cleaner    A8 

Oven/Grill  Cleaner   A8 

Plastic  Destainer   Al 

Presoak  Detarnisher Al 

PC  Dish  Machine    Al 

Rinse  Quick  Al 

Sequestrant  H    Al 

Special  Heavy  Duty  Cleaner Al 

Stainless  Steel  Cleaner   CI 

Ungreasall   Al 

Kraftco  Chemical  Corp. 

Multi-Clean   A4.A8 

Super  Multi-Clean  A4 


Kranz  Inc. 

Condensate  Line  Conditioner  G6 

Drain  Cleaner    L2 

Drain  Opener  LI 

Food  Processing  Cleaner  &  Degreaser     Al 

K.  I   Drain  Maintainer    CI 

Low  Pressure  Boiler  Compound G6 

Multiple  Purpose  Boiler  &  Fdwtr  Treat   G6 

Q424  Al 

Q  424  at  25%    Al 

Q  424  at  50%    Al 

Spray  Cleaner   C2 

Tub  &  Tile  Cleaner CI 

Kriss  Premium  Products,  Inc. 

B.W.T.  247    G6 

B.W.T.  347  Liquid  Oxygen  Scavenger  G6 

B.W.T.  847  Condensate  Return   G6 

BWT-250  Scale  Inhibitor  G6 

BWT-25 1  Alkalinity  Builder   G6 

BWT-255  Boiler  Water  Treatment  G6 

BWT-256  Boiler  Water  Treatment  G6 

BWT-257  Powdered  Phosph.  Boil  Wtr 

Trtmnt  G6 

BWT-349  Liquid  Oxygen  Scavenger  ..  G6 
BWT-447  Pwrdrd  Oxyg.  Scvngr  for 

Boil  Sys    G6 

BWT-547  Potable  Water  Treatment  ....  G2 

BWT-600  Sludge  Conditioner   G6 

BWT-845  Condensate  Line  Treatment  G6 
BWT-849  Condensate  Return  Line 

Treatment   G6 

BWT-850  H.D.  Condens.  Ret.  Line 

Treatmt G6 

CWT-500  Cooling  Tower  Treatment  ..  G7 

CWT-525  Cooling  Water  Treatment   ..  G7 

CWT-550  Cooling  Water  Treatment   ..  G7 

Foam  Kleen  KP  710  L  Al 

Industrial  Drain  Opener    LI 

KP1150L  Econo  Kleen 

Cleaner/Degreaser  A4 

KP2005L  Synthi  Lube  Chain  Lube 

Cone H2 

KP205P  Dyna  Kleen  Car  &  Truck  Wash  Al 

KP705L  Super  Blitz   Al 

KP707L  Tech  7  Surface  Cleaner   CI 

KP710LFoam  Kleen 

Detergent/Degreaser  CI 

Lime-X-It  Deliming  Solution  A3 

Pink  Pearl  Hand  Soap  E4 

Kroger  Co.,  The 

Bright  C.I  P.  Acid  A3 

Bright  Detergent   Al 

Bright  General  Purpose  Cleaner  CI 

Bright  Heavy  Duty  Degreaser    A4.A8 

Bright  Sanitizer  D2 

Kwiq  Industrial  Cleaner   Al 

Kuehne  Chemical  Company,  Inc. 

Sodium  Hypochlorite  Solution  D2 

Kuhl  Corporation 

Concentrated  Sanitizer  Powder  Q4 

Defoamer  Q5 

Hatcher  Tray  Washing  Compound      A1.Q1 

Rejuvenator  A3 

Super  CD  Ql 

Kutol  Products  Company 

#564  Detergent    A4.A8 

All  Purpose  Skin  Cleaner  E4 

Apex  Powdered  Hand  Cleaner  C2 


Citra-Scrub  E4 

Citra-Soft  E4 

Extra  Mild  Sanitizer  Iodine  Hand 

Cleaner   E2 

Gold  Lotion  Skin  Cleaner  El 

Grimex  Heavy  Duty  Lotion  Skin 

Cleaner   E4 

Health  Guard  E4 

Health  Guard  E-2  Hand  Cleaner    E2 

Health  Guard  Enriched  Lotion  Soap  ....  E4 
Health  Guard  Heavy  Duty  Hand  Cleaner  E4 
Health  Guard  Instant  Hand  Sanitizer  ....  E4 

Health  Guard  Lotion  Soap    E4 

Health  Guard  Mild  Lotion  Soap  El 

Health  Guard  Moisturizing  Lotion  E4 

Health  Guard  Spa  Bath  &  Shampoo    ....  E4 

Hi-Let C2 

HSC  E2 

Job  Antiseptic  Pink  Lotion  Skin  Cleaner  El 

Kutol  Hair  &  Body  Shampoo  E4 

KML  Moisturizing  Lotion    E4 

Lotion  Velvet  E4 

Nice-N-Kleen E4 

No.  140  Waterless  Skin  Cleaner    E4 

Pearl  Lotion  Cleaner  El 

Protective  Cream  (Water-Resistant)  E4 

Protective  Cream  PC-25  (Solvent-Re- 
sist.)    E4 

Pum-Solv  Antiseptic  Hand  Cleaner  E4 

Pure   C2 

Regal   E4 

Royal  Antiseptic  Lotion  Skin  Cleaner  ..  El 

Safe-Guard  C2 

San-O-Clean    C2 

Sani-Anti  Iodine  Hand  Cleaner    E2 

Santi-Gel  Instant  Hand  Sanitizer    E4 

Satin  Klean  Powdered  Hand  Cleaner  ..    C2 

Shower  &  Shampoo    E4 

Soft  &  Silky  Pink  Lotion  Skin  Cleaner    E4 

Summa  Antibacterial  Lotion  Soap   E4 

Summa  Bacteria-Control   Lotion  Skin 

Clnr  El 

Summa  Hand  Cleaner  C2 

Super-Scrub  E4 

Superlative  Powdered  Hand  Cleaner   ..    C2 

Supreme  C2 

VIP  Hand  Cleaner  El 

140  Waterless  Skin  Cleaner  w/Scrubbers  E4 

3+1  Moisturizing  Skin  Cream    E4 

550  Lotion  Skin  Cleaner EI 

Kwality  Chemicals/USA 

KC  Solve-2  Cleaner  Degreaser Al 

KC  SoIve-4  Cleaner  Degreaser  Al 

KC-Clean  House  A8 

KC-Disheen  Al 

KC-Ice  Machine    A3 

KC-Sanitizer    D2.Q3 

KC-Solve09   Al 

KC-Stripp    A8 

Kwik  Distributing,  Inc. 

Grease  Buster    Al 

Kyodo  Yushi  Co.,  Ltd. 

High  Temp  Food  Grade  Grease    HI 

L  &  A  Products-Northern  Calif. 

LA  Concentrate  A4 

L  &  F  Products 

Lysol  Brand  Disnf  Deodrzng  Clnr  ..  A4.CI 

Lysol  Brand  Toilet  Bowl  Cleaner    C2 

Lysol  Foaming  Dsnfct   Basin  Tub&Tile 
Cln C2 
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L  &  J  Distributing  Co. 

Blue  Max  2000  Al 

L  &  L  Industries 

Glass  Cleaner CI 

L  &  M  Computer  Products 

Delicate  Parts  Cleaner  II  K2 

L  &  M  Construction  Chemicals,  Inc. 

Citrex  CI 

Floor  Prep   A4 

Surfex  PI 

L  &  M  Food  Service 

Painless  Stainless    A7 

L  &  M  Manufacturing  Corp. 

Citra  Kleen    CI 

Digestant  250 L2 

Grease  Buster    CI 

Grease  Buster  NB   Al 

Grit  Waterless  Hand  Cleaner   E4 

Lotionized  Hand  and  Body  Soap  E4 

Medicated  Hand  Soap  E4 

Neutral  Cleaner  Al 

Orange  Degreaser   CI 

Penetrating  Lubricant   H2 

L  B  H  Chemical  &  Industrial 
Supply,  Inc. 

Big  Bite  A4 

Germicidal  Foaming  Cleaner  C2 

Hand  Jam  Hand  Cleaner  w/Volcanic 

Pumice    E4 

LBH  Hospital  Use  Disinfectant  Spray  CI 

Odor  Digest  CI 

Pan-A-Sol    C2 

LEA  Technology 

#145  Food  Plant  Degreaser  &  Cleaner  Al 

Extra  Strength  Non-Butyl  Cleaner  Al 

Super  Industrial  Cleaner  &  Dgrsr  Pink  A4 

Super  Neutral  Cleaner  Al 

L  H  B  Industries 

Formula  104A  CI 

Formula  512  Cleaner  Degreaser  CI 

So-Sure  S-70  D2 

L  M  C  Enterprises,  Inc. 

A.P.C.4332  Concentrate  Cleaner  & 

Dgrsr  Al 

D.C.5201  Cleaner-Deodorizer-Disinfec- 
tant        A4 

D-5085  CI 

1-6324  A  Potent  Water  Based  Insecticide  Fl 

1-6328  Space  Spray  FI 

1-6330  Residual  Insect.  Contains  Baygon  F2 
IN-4875   K2 

LMS 

Brake  Cleaner   K2.P1 

Cutting  Oil  H2 

Gasket  Remover    PI 

Glass  Cleaner CI 

Graffiti  Remover  CI 

Liquid  Maintenance  Sys  100  Food  Grd 


Slcn  HI 

LMS  100  Chain  Lubricant  #20918  H2 

LMS  100  Electric  Motor  Cleaner 

#20508    Kl 

LMS  100  Moisture  Guard  #20128  Kl 

LMS  100  Pene  Rust  #80318    H2 

LMS  100  Safety  Slvnt  Clnr- Dgrsr 

#20658    Kl 

LMS  100  Tapping  Coolant  #10158   ....  Kl 

Open  Gear  Lube   H2 

Safety  Solvent  K2 

Tapping  Coolant   KI.K2 

L  P  Manufacturing  Co.,  Inc. 

Bowlclean    C2 

Formula  1  Lotionized  Hand  Soap    El 

Fresh  Boy    CI 

Grease-Off  Pot/Pan  and  Dish  Detergent  A I 

LP  Custom-Kleen   Al 

LP  Odor  Cntractnt.  Air  Frshnrs. 

(Cherry) CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Citrus)  CI 
LP  Odor  Cntractnt  Air  Frshnrs.  (Floral)  CI 
LP  Odor  Cntractnt.  Air  Frshnrs.  (Green)  CI 
LP  Odor  Cntractnt.  Air  Frshnrs.  (Lime)  CI 
LP  Odor  Cntractnt.  Air  Frshnrs.  (Red)  CI 
LP  Odor  Cntractnt.  Air 

Frshnrs. (Honysck)    CI 

LP  Odor  Cntractnt  Air 

Frshnrs. (Spearmt)  CI 

LP  Ultimate  Cleaner  Al 

LP  Ultra  Drops   CI 

LP  Ultra-Kleen  Liquid  Cleaner    CI 

LP  Wipeout  All  Purpose  Spray  Cleaner  Al 

LP-Futuristic    Al 

LP-PK2  (People  Kare)   CI 

LP-PK2  Plus   CI 

LP-76  Cleaner/Degreaser    Al 

LP-77  Heavy  Duty  Cleaner/Degreaser      Al 

LPS  Laboratories,  Inc. 

Chain  Mate    H2 

Force  842 H2 

LPS  A- 1 51  Cleaner/Degreaser  (Aerosol)  K2 
LPS  A-151  Cleaner/Degreaser  (Bulk)  K2 
LPS  CFC  Free  Electro  Contact  Clnr 

(Aer.) K2 

LPS  CFC  Free  Electro  Contact  Clnr 

(Bulk)   K2 

LPS  Electro  Contact  Cleaner  K2 

LPS  Electro  140  Contact  Cleaner  (Aer.)  K2 
LPS  Electro  140  Contact  Cleaner  (Bulk)  K2 

LPS  Food  Safe  Lubricant  HI 

LPS  HardCoat  CI 

LPS  Heavy  Duty  Silicone  Lubricant 

(Aer.) HI 

LPS  Heavy  Duty  Silicone  Lubricant 

(Bulk)   HI 

LPS  Instant  Super  Cleaner/Degreaser       K2 

LPS  LST  Penetrant  (Bulk)  H2 

LPS  Magnum  Teflon  Lubricant  (Aer- 
osol)        H2 

LPS  Magnum  Teflon  Lubricant  (Bulk)  H2 
LPS  NoFlash  Electro  Contact  Cleaner      K2 

LPS  Premium  Belt  Dressing  PI 

LPS  Premium  White  Lithium  with  Te- 
flon       H2 

LPS  PreSolve    CI 

LPS  Super  140  Cleaner/Degreaser 

(Aer.)  Kl 

LPS  Super  140  Cleaner/Degreaser 

(Bulk)   Kl 

LPS  Tap-All    H2 

LPS  Tapmatic  #1  Gold  Cutting  Fluid 

(Aer)   PI 

LPS  Tapmatic  #1  Gold  Cutting  Fluid 

(Blk)   PI 

LPS  Tapmatic  AquaCut  Cutting  Fluid  .  PI 
LPS  Tapmatic  Edge    PI 


LPS  Tapmatic  Edgegreen  PI 

LPS  Tapmatic  EdgeCreme   PI 

LPS  Tapmatic  EdgeLube    PI 

LPS  Tapmatic  Natural  Cutting  Fluid    ...  PI 

LPS  TKX  (Aerosol)    HI 

LPS  TKX  (Bulk)  H2 

LPS  ZeroTri  Super  Clnr/Degrs  (Aer- 
osol)      CI 

LPS  ZeroTri  Super  Clnr/Degrs  (Bulk)  CI 

LPS  1  Greaseless  Lubricant   H2 

LPS  2  General  Purpose  Lubricant    H2 

LPS  3  Heavy-Duty  Rust  Inhibitor   H2 

LPS  500  Plus  H2 

LST  Penetrant  (Aerosol)  H2 

Precision  Clean  Concentrate  CI 

L  W  Chemicals,  Inc. 

AC  333    A3 

AC  467    A3 

AC  667    A3 

AC  999    A3 

CLC323    Al 

CLC323  NP  Al 

CLC401    A1.Q1 

CLC401NP  Al 

CLC779    Al 

CPC452    Al 

CPC796    A2 

DermaSan    E2 

Egrite  Ql 

Egsan  Ql 

EW50   Q1.Q2 

EW  61    Q5 

EW  821    Ql 

FA  389  Al 

FA  840  Al 

Kwikleen  (F)  Al 

L  110  A1.E1.H2 

L  163  HI 

LAC  171    Al 

LAC  243   Al 

LAC  390   Al 

LAC  396   Al 

LAC  444   A2 

LAC  523   A2 

LAC  612   A2 

LAC  705   A2 

LAC  962   A2 

LMC24  Al 

LMC41  Al 

LMC44  Al 

LMC46Q  Al 

LMC  50  Al 

LMC-36  Al 

LP  249  Bl 

LP  790  Bl 

LP  997  Bl 

PhosphoSan  BP  D2 

PAC  666    A2 

PAC768    A2 

PAC  860   A2 

PAC  865    A2 

PAC  937    A2 

PMC  262  Al 

PMC  400  Al 

PMC  43  A4 

PMC43B  A4 

PMC  501   Al 

PMC  758  A4 

SurfaSan D2.Q3 

Trolley  Lube  Concentrate  HI 

L.  B.  Chemical  Company,  Inc. 

L.B.D.  Drain  Opener  &  Sewer  Solvent  LI 

L.B.D.  Heavy  Duty  Concrete  Clnr  CI 

L.B.D.  Tip  Top  Al 

L.B.D.  Zippo  Liq.  Steamer  Compnd   ..  A2 

Superior  Liquid  Hand  Soap    El 
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L.  D.  Sales,  Inc. 

Easy  Clean  Al 

Strike   Al 

Strike  Plus  A4.A8 

L.C.M.  Corporation 

SP-725  Al 

L.I.K.E.  Marketing  Ltd. 

Freezer  Cleaner  A5 

L.S.  Solutions 

Adjust  Down  A3 

Aqua  Treat  B  G6 

Bottle  Bright   Al 

Bottle  Bright  B    Al 

Bottle  Bright  E   Al 

Bottle  Bright  Plus   Al 

Foam  Clean  A  A3 

L.S.  Clean  Crete   CI 

L.S.  Steam  MD  Al 

Power  Clean  LHD  A2 

Rust  Inhibit  ES   Al 

Rust  Inhibit  ES+  Al 

Slip  H2 

Soak  Clean  LMD    Al 

Soak  Clean  PHD  A2 

Transpo  Clean  Al 

La  Salle  Chemical  &  Supply  Co. 

Active  Foam    Al 

Grease  Solv  Al 

La-Co  Industries,  Inc/Markal  Co. 

E-Z  Break  Ami-Seize  &  Lubricating 
Comp H2 

Labbco,  Incorporated 

Bar-B-Que  Brite  Oven  &  Grill 

Clnr/Degrsr  A8 

Byte  Oven  &  Grill  Cleaner A8 

Dish-Brite  Lotion  Detergent  A4.C1 

Rash  Foaming  Cleaner  Al 

Fresh  Mint  Disinfectant    A4.C1 

Heavy-Duty  Machine  Dishwashing 

Compound Al 

Lass-0  Bleach  B1.D2 

Lass-0  Pink  Detergent   A4.C1 

Lass-0  10%  Sodium  Hypochlorite 

Solution  D2.Q4 

Lasso  Pine  Aroma  Disinfectant    CI 

Liquid  Sand  Soap   E4 

Monitor  Pink-Terg CI 

Pine  Odor  Disinfectant  Cleaner   CI 

Pink  Lotion  Hand  Soap    E4 

Pot'n  Pan  Liquid  Detergent A4.A8 

Punch  Ammoniated  Stripper CI 

Rinseless  Food  Service  Sanitizing  Agent  D2 
Sani-Guard  Disinfectant  Cleaner   ....  A4.C1 

Sani-Terg  Disinfectant  Cleaner A4 

Sparkle-Brite  Disinfectant  Cleaner  CI 

Spike  Cleaner  Degreaser CI 

Spike-Lo  Foam  Cleaner  Degreaser A4 

Labco  Chemical  Company,  Inc. 

L-Quat  D2.Q3 

Labelette  Company 

Labelette's  Hot  Melt  Glue  Solvent  K3 


Labtech  Industries 

All  Purpose  Neutral  Cleaner CI 

Fresh  Disinfectant  Non-Acid  Ba- 

throomClnr   Dl 

Fresh  4  5    D2 

LT501  Liquid  Cleaner CI 

Scrubber  Concentrate    CI 

Tuff  Clean  Cleaner  Degreaser  (609-2)  Al 

Laclede  Research  Laboratories 


KS  2 


Kl 


Lad  Chemicals,  Inc. 


Acid  Packing  House  Cleaner  50-50  ....  A3 
Extra  Heavy  Duty  Machine  And  Floor 

Clnr A4 

Foamee Al 

Green  Eraser   Al 

Heavy  Duty  General  Purpose  Cleaner  CI 

Jen-Teel  El 

Kill  Floor  Cleaner  Al 

Kleen  Lube    H2 

Kleenz  Grease  Modified  Al 

Kleenz-Bowl  Pink  Non-Fuming  Toil  Bl 

Clnr  C2 

Kleenz-Brite  Extra Al 

Kleenz-Brite  Extra  with  Bleach  Al 

Kleenz-Brite  Extra  Foaming  Al 

Lad  Sanite   D2 

Lime  Master  500  CI 

Liqua-Grit  Creme  Cleanser A6 

Low  Foam  Acid  Cleaner  and  Milk  Stn 

Rmvr  A3 

Reserk  with  Bleach  Al 

Sanitizing  Hand  Soap  E2 

Scum  Remover    Al 

Silicone  Spray  HI 

Skin  Cleanser El 

So-Brite  Disinfectant  Bowl  Cleaner  ...  C2 

Stainless  Steel  Cleaner   A7 

The  Natural   CI 

Unsurpassed  Instant  Glass  Cleaner CI 

Lady  Baltimore  Foods,  Inc. 

Descaler  A3 

Lady  B  Air  Frshnr  &  Tobacco  Deod  Grn 

Apl    CI 

Lady  B  Air  Frshnr&Tobacco  Deod  Spr 

Frsh  CI 

Lady  B  All  Purpose  Cleaner Al 

Lady  B  Controlled  Suds  Laundry  De- 
tergent      Bl 

Lady  B  Crawling  Insect  Killer  F2 

Lady  B  Degreaser  Heavy  Duty  Cleaner  Al 

Lady  B  Disinfectant  Deodorant   CI 

Lady  B  Dri  Mist  Fl 

Lady  B  Foam  Germicidal  Utility 

Cleaner   C2 

Lady  B  Fogging  Insecticide  Cherry  Blsm  F2 
Lady  B  Non-Acd  Prcln  &  Bth  Clnr 

Dsnf&Deo C2 

Lady  B  Pine  Odor  Disinfectant  Cleaner  CI 

Lady  B  Tile  Klenz-Foam   C2 

Laundry  Powder   Bl 

Non-Acid  Creme  Cleanser  Concentrate    CI 

Pac  Zyme-Alive C2 

Proform   Al 

Lake  Grove  Laboratories 

HC-2  Antibacterial  Skin  Cleanser    E2 

HD  Cleaner-Degreaser    A4 

Lake  Road  Warehouse  Company 

Lake  Road  Warehouse  Cleaner  No.  1  A2 
Packers  White  Oil  HI 


Lakeland  Chemical  Specialties,  Inc. 

B-5100  G6 

B-5105  G6 

B-5130  G6 

B-5205  G6 

B-5220  G6 

B-5230  G6 

B-5300  G6 

B-5305  G6 

B-5320  G6 

B-5400  G6 

B-5405  G6 

B-5410  G6 

B-5420  G6 

B-5430  G6 

B-5440  G6 

B-5450  G6 

Lakeside  Office  Products  Co. 


Spray  &  Wipe  Disinfectant  Cleaner  .... 
Spray  &  Wipe  Germicidal  Cleaner    .... 

Lamco  Chemical  Company,  Inc. 


C2 
C2 


Heavy  Duty  Cleaner  And  Degreaser   ..  A4 

Lamco  Enzyme  Eddy   CI 

Lamco  High  Velocity  Hi  Acid  Dsnf  Bl 

Clnr  C2 

MR  50  Special  Cleaner A4 

Soft-Touch  Disinfectant  Creme  Cleanser  A6 
Wizard  Low  Acid  Disinfectant  Bowl 

Clnr  C2 


Lamco  Intermountain  Chemicals 


Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powei 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 
Aqua  Powe 


101 
102 
103 
104 
105 
106 
107 
108 
110 
111 
124 
125 
126 
128 
130 
136 
137 
138 
139 
141 
142 
143 
150 
151 
154 
155 
165 
166 
167 
168 
212 
223 
224 
225 
226 
227 
228 
237 
238 


G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G5 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G6 
G3 
G7 
G7 
G7 
G7 
G7 
G7 
G7 
G6 


Lamont  Labs,  Inc. 


Applause    E4 
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Clean  Hands    C2 

Contact  Cleaner  K2 

Derma-Shield  E4 

Derma-Sin   E4 

Elegant  El 

Five-Star    C2 

Grease-Away  CI 

K-34  C2 

Knockdown   L2 

Mr.  Foamy  Al 

Muscle  E4 

Non-Butyl  Power  Kleen   Al 

Power-Scrub    C2 

Pro-Lube  Lithium  Grease  H2 

Rescue  Penetrating  Oil   H2 

RD-210    A4 

Tender  Touch    E4 

TFE  Release    H2 

X-23  Battery  Terminal  Clnr.  &  Protector  PI 

Lancer  Products,  Inc. 

Grease  Gun   H2 

Lanco  Chemical 

EM-U-SOL   A4.A8 

Land  O'Lakes,  Inc. 

Lando  Concentrate    A3 

Residual  Spray  Concentrate   F2 

Land  Tek  Maintenance  Inc. 

TEKCD21  Powder  L2 

TEK  CD  21  Waste  Digester  CI 

Landa  of  Southwestern  Ohio 

Quick  Clean  313   CI 

Quick  Clean  417  Al 

Quick  Clean  421    A4 

Landa  Distributors  Inc. 

C-Flash  Germicidal  Spray  Cleaner CI 

C-Well  CI 

Hi-Chem  L-100  A4 

Hi-Chem-SGS  900    Al 

Kleen-OL  Al 

Pine-Land CI 

Pyrethland  361  F2 

R-I-P    F2 

Wild  Cat  Concrete  Cleaner CI 

Landa,  Inc. 

Dyna-Might  A8 

E-Z  Clean    Al 

Landa  Blue    A4 

Landmark  Chemical  Co. 

Butcher's  Buddy    Al 

Coconut  Oil  Soap   El 

Enviro  Care  Heavy-Duty  Spray  Cleaner  CI 

Genie  Spray  Cleaner  C2 

Kings  Choice  CI 

Landcide  II    CI 

Magic  Bowl  C2 

Mean  George  Al 

N  Q-l  CI 

Neutral  Clean Al 

Neutral  Rinse  A4 

One  Pass  Foaming  Cleaner C2 

Pit  Stop  Hand  Cleaner    E4 

Lane  Laboratories,  Incorporated 

"Buddy"  H2 


B.WT.-100    G6 

Buggone  F2 

C.WT.-IOO   G7 

Food  Plant  Lube   HI 

Foremost    Al 

Freezer  Locker  Cleaner A5 

Genie  Fogger  #2  F2 

Jell  Degreaser  And  Tar  Remover  Kl 

Kleen-Away  El 

LaneLVI-50   HI 

Liquid  Alive  Bacteria  CI 

Presto  C2 

Radiant  Plus    CI 

Red  Baron   H2 

Safety  Electrical  Parts  Cleaner  K2 

SafeGuard  Cleaner  and  Coating  CI 

Sani-Sure  D2 

Scum  Remover  and  Cleaner  A4 

Silicone  Mist  HI 

Solar  Concentrate    Al 

Stainless  Steel  Cleaner   A7 

Steam-X  Al 

Super  Tru-Solv    CI 

True-Solv  Al 

Un-Lock  H2 

White  Lithium  Multi-Purpose  Grease  H2 

Lanham  Inc. 

FCS-108  HI 

HT-88  Oven  Chain  Lubricant H2 

Syncomp  100 H2 

Syncomp  32  H2 

Syncomp  68  H2 

Lansing  Sanitary  Supply,  Inc. 

DL7075 CI 

DL7200 CI 

DL7400 CI 

FS4225  Al 

FS4500  CI 

FS4525  CI 

FS  4550  Al 

Glass  &  Utility  Cleaner    CI 

GP  1050 Al 

GP  1080 Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD5000   Ql 

HD  5015    Al 

HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD  5090    Al 

HD5100   Al 

HD5105    Al 

HD5125    Al 

HD5150   Al 

HD5160   Al 

HD5170   Al 


HD5175    Al 

HD5190   Al 

HD5195    Al 

HD5200    Al 

HD5205    Al 

HD5225    Al 

HD5260    , Al 

HD5300   Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD5395    Al 

HD5400   CI 

HD5410   Al 

HD  5420   A4 

HD5425    Al 

HD5440    Al 

HD5450    Al 

HD5465    Al 

HD5475    Al 

HD5505    Al 

HD5545    Al 

HD5550   Al 

HD5565    Bl 

HD5575    Al 

HD5585    CI 

HD5625    A4 

HD5675    Al 

HD5690   Al 

HD5695    Al 

HD5700    Al 

HD5720   Ql 

HD5725    Al 

HD5770   Al 

HD5775    Al 

HD5800   Al 

HD5845    Al 

HD5860   Al 

HD5870   Al 

HD5875    Al 

HD5880   Al 

HD5900   Al 

HD5905    Al 

HD  5925    CI 

HD5940    Al 

HD5955    Al 

HD5965    Al 

HD5975    Al 

KP3000 Al.QI 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150  Al 

KP3175  Al 

KP  3200 Al 

KP3225  Al 

KP3250 Al 

KP3275  Al 

KP3300 Al 

KP3325  Al.QI 

KP3350 Al 

KP3450 Al 

KP3475  Al.QI 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP  3750 Al 

KP3775  Al 

KP3825  Al 

KP  3850 A2 

KP  3875  Al.QI 

KP3900 Al 

KP3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

OS  6075  Al 


11-260 


OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Power  Clean    CI 

Safety  Solvent  Spot  Cleaner  &  De- 
greaser  Kl 

Smoke  House  Cleaner A8 

VC  2105    Al 

VC  2205    Al 

Lantis  Company,  The 

Lands  No.  45  Wood/Concrete  Stripper  C3 

Lantis  No  5  Multi-Purpose  Cleaner    ..  A4 
Lantis  No  6  Low  Foam 

Stripper/Degreaser   A4 

Lantis  No  7  Foaming  Degreaser   Al 

Laporte  ESD  Ltd. 

CIPAC  A3 

Kleencare  AF129 Al 

Kleencare  NF421  Al 

Kleencare  NN4446   Al 

Kleencare  NN465    Al 

Kleencare  NN472   Al 

Liquid  Steraspray    Al 

Larry's  Works  &  Sales 

Waste  Zapp'r  CI 

Laticrete  International,  Inc. 


Laun-Dry  Supply  Co.,  Inc. 

Clear  Lotion  Dshwshng  Detergent  Al 

Nutril   Bl 

Onhobreak  Plus  Bl 

Pink  Lotion  Detergent Al 

Prozyme  Bl 

Prozyme  with  Bleach    Bl 

SCB-16    Bl 

Laundry  Aids,  Inc. 

Fast-n  Easy  Bleach   Bl 

Lautier  Industrial  Division/ 
Member  of  the  Florasynth  Group 

Alamask  308-A  CI 

Alamask500-A  CI 

Alamask  500-AX  CI 

Alamask  510-A  CI 

Alamask  518-B   CI 

Alamask  51 8-BY  CI 

Alamask  520-A  CI 

Alamask  520-AX CI 

Alamask  520-AY CI 

Alamask  904-AX  CI 

Alamask  906-A  CI 

Alamask  906-BY  CI 

Rho-D-Ban  308-A  CI 

Rho-D-Ban  500-A  CI 

Rho-D-Ban  500-AX    CI 

Rho-D-Ban  510-A  CI 

Rho-D-Ban  518-B  CI 

Rho-D-Ban  51 8-BY    CI 

Rho-D-Ban  520-A  CI 

Rho-D-Ban  520-AX    CI 

Rho-D-Ban  520-AY    CI 

Rho-D-Ban  904-AX    CI 

Rho-D-Ban  906-A  CI 

Rho-D-Ban  906-BY    CI 

Lavo  Chemical  Corporation 

Lavo  44  Concrete  Floor  Cleaner    CI 

Special  Chem A4 


Lawrence  Sales  &  Service,  Inc. 

Kitchen  Hood  &  Vent  Cleaner  &  De- 
greaser    Al 

Tar  &  Asphalt  Remover  CI 

Thick  Strip  Paint  Remover  C3 

707  Paint  Remover   C3 

Lawrence  Sanitary  Co.,  Inc. 

Safety  Brite   El 

Safety-Bnte  Deluxe  Liquid  Hand  Soap  El 

Lawson  Products,  Inc. 

Ant  &  Roach  Crawling  Insect  Killer  ....  F2 

Brake-Klean  No.  80925    K2 

C-Thru  Glass  Cleaner  CI 

Calibre  Electronic  Safety  Solvent K2 

Death  Blow  Super  Fogging  Insect  Killer  Fl 

F.lectra-Klean  No.  19917    K2 

Electric  Cleaner  K1.K2 

Encydental  Water  Based  Food  Grade 

Silcn    HI 

Expunge  Graffiti  &  Vandal  Mark  Re- 
mover      CI 

Flush  Off  Orange  Dgrsr  95660  (Aerosol)  CI 

Food  Grade  Machinery  Lube   HI 

Food  Grade  Silicone  No.  19915  HI 

Food  Grade  White  Grease    HI 

Heavy  Duty  Chain  Lubricant  91911    ..  H2 

Lawson  Super  77  Creme  Hand  Cleaner  E4 

Light  Oil  Lubricant  No   19907 H2 

Lubri-Temp  Mark  XXII   H2 

LPA  I  H2 

Non-Flammable  Penetrating  Oil  CI 

Orange  Cleaner  Concentrate  95659  CI 

Orange  Crystals  CI 

Orange  Degreaser  Gel  95658   CI 

Power  Pak  Degreaser  Concentrate   A4 

Proclaim  Germicidal  Foam  Cleaner  & 

Deo CI 

Ready  Orange  All  Purpose  Cleaner 

#97344    CI 

S.P.F.  Synthetic  Penetrating  Fluid  (Aer)  H2 
Slyde  Premium  Food  Grade  Machinery 

Grse  HI 

Stainless  Steel  Cleaner  &  Protector  CI 

Super  C  No.  DS    Al 

Super  77  Moly  Grease    H2 

Super  77  White  Grease  H2 

The  Stripper  Gasket  Remover    PI 

Lawton  Bros.,  Inc. 

Bob-Cat  CI 

Float  Al 

Lift-Off   Al 

Liquid  Hand  Soap  Concentrate  15%    ....  El 

Liquid  Hand  Soap  Concentrate  40%  El 

Nox-All    Al 

San-O-Lite  A3 

Layco  Chemical  &  Engineering 

HD  Cleaner  Concentrated  Al 

LaRoche  Industries  Inc. 

Ice  Melt  CI 

Le  Bro  Chemical  Company 

LB  101  CI 

LB  22  Heavy  Duty  Liquid  Cleaner   ....  A4 

LB  305  H2 

LB  314  Kl 

LB-101  Glass  Cleaner  CI 

LB-400  Odor  &  Grease  Control  CI 


LeahChem  Industries,  Inc. 

H  D  Degreaser A4 

L-C-40  A4 

LC-50  A4 

Lebanon  Valley  Paper  Company 

Dutch  Valley  Power  Cleaner    A4 

Glassheen  Glass  and  Surface  Cleaner  CI 

Industrial  Lotion  Hand  Cleaner    El 

Oven.  Grill  &  Fryer  Cleaner    A8 

Pink  Cleaner  Concentrate  A4 

Pink  Lotion  Dish  Detergent   Al 

Pink  Lotion  Medicated  Handsoap    El 

Spearmint  Deod.  Dsnfctnt  Multi-Purp 

Clnr  C2 

Spontaneous  Emulsifier Al 

Lee  Chemical  Corporation 

Auto  Scrub  120  Al 

Enviro  Guard  Al 

Lee  Depend   Al 

Super  Enviro  Guard    Al 

Lee  Chemical  Supply  Co.,  Inc. 

Foam-It    A3 

Grease  Getter  Green   Al 

L-100  A4.A8 

LCSCIP-282  A3 

LCS  Grime  &  Grease  Getter    ....  A4A8.C1 

LCS  Neutra-Kleen  CI 

LCS  324  Milkstone  Remover  A3 

L55  A4.A8 

Mighty-Kleen  Floor  Cleaner  A4 

Royal  Clean  A4.C1 

811  Metal  Cleaner  A3 

Lee,  D.  L.  &  Sons,  Inc. 

L-500  Al 

Leef  Cleaning  Products/ 
Leef  Bros.  Inc. 

Kleenswell  Multipurpose  Degreaser   ...  A4 

Lehigh  Valley  Janitorial  Supply, 
Inc. 

A/P  Concentrate    A4.A8.E1 

Attack A3 

H/D  Kleen-Up  A4 

Leidy  Chemicals  Corporation 

Leidy  LA-12   Al 

Leidy  LA-14   Al 

Leidy  LA-15    Al 

Leidy  LB-10   A2 

Leidy  LC-10    A3 

Leidy  LC-11    A3 

Leidy  PA-10    Al 

Leidy  PA-11    Al 

Leidy  PA-14    Al 

Leidy  PA-16    Al 

Leidy  PA-17    Al 

Leidy  PA-19    Al 

Leidy  PA-20    Al 

Leidy  PA-24    Al 

Leidy  PA-26    Al 

Leidy  PA-28    Al 

Leidy  PB-12    A2 

Leidy  PB-13    A2 

Leidy  PB-14    A2 

Leidy  PB-17    A2 

Leidy  PB-18    A2 

Leidy  PB-19    A2 
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Leidy  PB-20    A2 

Leidy  PO-10    LI 

Leighton,  E.B.  &  Associates  Inc. 

AP-770 Al 

Klor20 Al 

MX-Plus    CI 

Leland  Supply  &  Chemical  Co.,  Inc. 

Blue  Neutral  Cleaner C1.E4 

Citrus  Waterless  Hand  Cleaner E4 

Emulsion  Disinfectant  Bowl  Cleaner  ..  C2 
Fast  Break  Heavy  Duty  Foaming 

Cleaner   Al 

Glass  Brite  CI 

Hound  Dog  Concrete  Cleaner CI 

Lemon  III  Disinfectant-Cleaner   C2 

Lemon  Medicide  Hospital  Dsnfctnt- 

Deodmt  CI 

Liquid  Laundry  Detergent Bl 

Liquid  Machine  Dishwash    Al 

LN-15  Ready-To-Use  Hand  Soap    El 

LN-75  All-Purpose  Cleaner    A4 

Oven  &  Griddle  Cleaner A8 

Oven  &  Griddle  Cleaner  (Aerosol)    ....    A8 

Pine  Odor  Disinfectant  CI 

Pink  Cleaner  Neutral  Hard  Surface  Clnr  A4 

Powdered  Laundry  Detergent  B2 

Release  Multi-Purpose  Spray 

Cleaner   A8.CI 

Stainless  Steel  Cleaner  (Aerosol)  CI 

Lenzyme,  Inc. 

Lenzyme    CI 

Pit-Cleer L2 

Trap-Cleer   L2 

Leodi  International 

Discal  A3 

Holla  Lotion    A4 

Horclin  A8 

Plati-Pow   Al 

Septi-Kleen  Hand  Soap  El 

Solid  Powder  Machine  Dish  Detergent  Al 

Stainless  Steel  Cleaner   A7 

Leon  Supply  Company,  Inc. 

Royal  Aluminum  Brightner    A3 

Royal  Concrete  Cleaner    A4 

Royal  H  D   Liquid  Steam  Cleaning 

Cmpd A2 

Royal  Malsbary  Type  Powder  Stm  Clng 

Cmpd A2 

Royal  Spray  Cleaner  Concentrate  A2 

Leonard  Brush  Company,  Inc. 

Antiseptic  Liquid  Hand  Soap  E4 

Kitchen  Degreaser  A4.A8 

Leonard's  All  Purpose  Cleaner  A4 

Leonard's  Porcelain  and  Bowl  Cleaner     C2 

Leonard's  Washing  Compound  Al 

San-Sation  Bowl  Cleaner  And  Disinfec- 
tant        C2 

Spray  Silicone  Release   HI 

SM-4  Cleaner    A4 

Leonard  Paper  Company 

Air  Fresh  Baby  Powder    CI 

Air  Fresh  Cherry  CI 

Citra-KIeen  Natural  Citrus  Dgrsr  Deod.  CI 

Disperse  Oven  and  Grill  Cleaner  A8 

Dissolve  Heavy  Duty  Degreaser  Cleaner  Al 

Enhance  Floor  Finish  Maintainer  Al 

Formula  327  Spray  N'  Wipe 


Degreaser/Clnr   CI 

Mop  &  Strip  Floor  Finish  Reliquifier  A4 

Pearlescent  Liquid  Hand  Soap   El 

Regal  Lotionized  Dish  Wash  Concen- 
trate    Al 

Scrub  All  Purpose  Cleaner  Concentrate  Al 

Total  Surface  Renovator  Al 

Leonard  Refineries,  Inc. 

Total  HI 

Leonard,  W.  F.  Co.  Inc. 

Lenco  Liquid-D  Al 

Lenco  NSD   Al 

Lenco  Poultry  Brite  Al 

Lenco  PDS A3 

Lenco  3-D   Al 

Shurfool  Jl 

Shurfoot#2   Jl 

Leprino  Cheese  Co. 

Ammoniated  All  Purpose  Cleaner   A4 

Institnl.  Liq.  Drain  Pipe  Opnr&Maintnr.  LI 
Liquid  Hand  Dish  Wash  Al 

Leroi  International,  Inc. 

SSL-35-F  HI 

Lerro  Products  Inc. 

Air  Fresh  Space  Deodorant  Concentrate  CI 
Ler-Chlor  Sodium  Hypochlorite  So- 
lution      D2.G4 

Lerro  Bleach   D2 

Lerro's  Comm,  Oven,  Grill&Fryer  Clnr   A8 

Lerro's  Degreaser  Wax  Stripper  Al 

Lerro's  Liquid  Hand  Soap  El 

Lerro's  Pine  Odor  Disinfectant  CI 

Lerro's  Pine  Oil  Disinfectant    CI 

Lerro's  Pink  Lotion  Dishwashing  Liquid  Al 

Lerro's  Window  Cleaner  CI 

Odor-A-Rest  Detergent  Cleaner-Disinf.    Dl 

Purple  Magic  CI 

Super  Cone.  Liquid  Laundry  Del  All 

Temp Bl 

714-3  Cement  Cleaner    Al 

Leslie  M.  Thompson,  Jr.  Inc. 

350  Food  Equipment  Oil    HI 

Leslie  Salt  Co. 

Kiln  Dried  Salt  (All  Grades)    PI 

Plain  Salt  Stoc  Blocs    PI 

Process  Salt  (All  Grades)   PI 

Saltus  Solar  Salt  (All  Grades)    PI 

Levco 

Check-It  Al 

Citrus  Solv  CI 

KOK LI 

Orange-It  Natural  Citrus  Cleaner  CI 

Orange-Solv  Natural  Citrus  Solvent  ....    CI 

SOS.  Drain  Pipe  Opener  LI 

S-700  Al 

Levenson  Chemical  Company 

O'Kay  Coconut  Oil  Liquid  Hand  Soap     El 

O'Kay  Glass  Cleaner  CI 

O'Kay  Levensoap  Concentrated   El 

O'Kay  Surgent  El 

OKay  Magic  All  Purpose  Cleaner  A4 

OKay  Spray  Cleaner  and  Degreaser  ....    A4 


Levenson's,  Inc. 

See  Levenson's  Chemical  Co. 

Lever  Industrial 

Biodor    CI 

Biotrap  CI 

EFAC1P  SU  561  Liquid  Alkaline 

Cleaner   Al 

Lever  Clean  Aluminum  Safe  Detergent  Al 

Lever  Clean  Concentrated  Detergent  ..  A2 
Lever  Clean  Concentrated  Hard  Wtr 

Dtrgnt   A2 

Lever  Clean  Iodet   D2 

Lever  Clean  Stain  Remover  Al 

Lever  E2  Sanitizing  Hand  Cleaner  E2 

Lever  PRO  Booster  Bl 

Lever  PRO  Dry  Chlorine  Bleach  Bl 

Lever  PRO  Fabric  Softener    B2 

Lever  PRO  Heavy  Duty  Powder  Deter- 
gent    Bl 

Lever  Tech  Booster Bl 

Lever  Tech  Color  Safe  Stain  Remover  Bl 

Lever  Tech  Detergent  Bl 

Lever  Tech  Fabric  Softener   B2 

Lever  Tech  Plus    Bl 

Lever  Tech  Sour-Soft  B2 

Lever  Tech  Special  Bl 

Lever  Tech  Stain  Remover  Bl 

Lever  Tech  Ultra  Bl 

Neptune  Laundry  Detergent  Bl 

Suma  bryta Al 

Suma  bryta  Plus    Al 

Suma  liqua  soak    Al 

Suma  soak  Al 

Suma  vent   A8 

Suma  Bac  Disinfectant  Sanitizer    D2 

Suma  Clean  All  Purpose  Cleaner  CI 

Suma  Cream    CI 

Suma  Grill  Al 

SumaHD  A8 

Suma  Plastic    Al 

Suma  Pot  &  Pan  Al 

Suma  Quat  CI 

Suma  Scale    A3 

Suma  Steel  A7 

Sunlight  Liquid  Quaternary  Disinfectant  D2 

SU  149  Al 

SU  156  Al 

SU  157  Aluminum  Safe  Detergent Al 

SU  188  Chlorinated  Maunual  Cleaner  A I 

SU  319 D2.Q3 

SU  321  D2 

SU331  A1.Q1 

SU  340 D2.Q4 

SU  349  Heavy  Duty  Alkaline  CIP 

Cleaner   Al.QI 

SU  377  D2 

SU  377A  Liquid  Iodophor  Disinfec- 
tant      D2.E3 

SU  388  Liquid  Sanitizer  D2 

SU  465  CIP  Acid  Cleaner    A3 

SU473  A3 

SU475  A3 

SU  477  Scalic  NP  Acid  Cleaner    A3 

SU  625  Al 

SU628  Al 

SU  631  A3 

SU  847  H2 

SU  851  H2 

SU  852  HI 

SU  908  Al 

SU  920  Al 

SU  928  Degreasing  Cleaner  Al 

SU934 A3 

SU  935  Al 

SU936  Al 

SU  943  A2 

SU  945  LI 

SU  953  A2 

SU  956  A2 
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SU  970 Al 

SU  984  Chlorinated  CIP/COP  Cleaner     Al 

SU  990  E4 

SU  991  Sanitizing  Hand  Cleaner  E2 

Taski  Crista]    CI 

Taski  Degrease    Al 

Taski  Profi  Al 

Taski  Sanofresh  Fleur  CI 

Taski  Sanofresh  Perla  CI 

Lever  Industrial 

Hypodes  SU  727  Al 

Lever  Industrial  Ltd. 

Gelclean  Plus  SU626    Al 

LQ8  SU160  A2 

Lever  Otares 

RustexSU473    A3 

Safe  SU  931    Al 

Supra  SU  984    Al 

Lewis  Janitorial  Supply  Inc. 

Lotion  Hand  Soap  E4 

Orange  Chisel   A4.A8 

LeMasters'  Janitor  Supply  Co. 

Jell  Vandal  Mark  Remover CI 

Task  Force  Cleaner  &  Maintainer   A4 

LeMasters'  Janitor  Supply  Co.  Inc. 

Le-Mo  Germa-Phene  Disinfectant   C2 

Le-Mo  Phene  C2 

Lemocide  F2 

Libby  Laboratories,  Incorporated 

ACD  Al 

Flor-Dozer  A4 

Hand  Eze  El 

Klene-Tec    A4 

LQD  Lightning  Quick  Detergent   A4 

Spray-Away  A4 

Strip-Tec    CI 

T  &  C  Conditioner   A4 

15%  Hand  Soap El 

Liberty  Chemical  Products  Co. 

Alkatone  L G6 

Amaline  E3 

Aqua  Treat  G6 

Aquacoll  BWT    G6 

Aquakey  BWT G6 

Aquapol  BWT  G6 

Aquatex   G6 

Chemicide  SBA  G7 

Chemsoap  Liquid  Soap  El 

Chemtek  Tower  &  Condenser  Cleaning 

Kit  PI 

Chemtort    G5 

Chilpol  G7 

Drainfree   LI 

Dual  Treat  G6 

Hydro  Pol    G7 

Ox  Scav-D  G6 

Ox  Scav-S  G6 

Ox-Scav-H  G6 

Tekcide    G7 

Liberty  Chemicals  Ltd.,  Inc. 


trate  Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

A-145  Disinfectant  Cleaner    A4 

A- 1 5 1  Pink  Concentrate   Al 

A- 1 52  Syntheso  Neutral  Cleaner   Al 

A-161  Sof-T-Suds  Al 

A- 162  Beaded  Hand  Dish  wash  Compd.  Al 
A-230  Super  Mach.  Dishwash  Compd.  Al 
A-231  Prize  Mach.  Dishwash  Comp.  ..  Al 
A-235  Deluxe  Mach.  Dishwash  Comp     Al 

A-280  Egg  Wash  Al 

Alpha  5000    A4.A8 

B-165  Liquid  Dishwash  Compound    ...    A2 

B-194  White  Stm.  Pres.  CI.  Odrls A2 

B-195  Liq.  Hvy  Dty  Stm  Prssr  Clnr  ..  A2 
B-196  Steam  Pressure  CI.  Med.  Duty      A2 

B- 197  Extra  HD  St.  Pressure  CI A2 

Big  "C"  Concentrate  A4.A8 

D-156  Odorless  Concrete  Cleaner   A4 

D-160  ADR  Sudsing  Cleaner  A4 

F-186  Chlorinated  Krystals  Al 

F- 187  Super  Germicide  Dl 

F-188  Germ  I  San  D2 

G-100  Cocoanut  Oil  Hand  Soap El 

G-105  Econo  Hand  Soap    El 

G-110  Germicidal  Hand  Soap    El 

Heavy  Duty  Form  Liq.  Stm  Cleaning 

Cone Al 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

L-120  Seal-Away  Inhibited  Bowl  CI        C2 

L-125  Blue  Bowl  Cleaner  C2 

L-l 30  Bowl  CLeaner  (Emulsion  Type)    C2 

L-135  Porcelain  Cleaner  C2 

Liberty  APC-27  Al 

Liberty  BD-85  CI 

Liberty  C-34   A4 

Liberty  CIP-150 Al 

Liberty  GC-42  Al 

Liberty  GP-280  Al 

Liberty  HD.  Alkalene A2 

Liberty  Lubricant  TL  Concentrate  HI 

Liberty  LD-515  Al 

Liberty  MC-81  A3 

Liberty  MPD-550    Al 

Liberty  S-311  A2 

Liberty  S-45  Al 

Liberty  Scalex   A3 

Liberty  Superus  Al 

Liberty  SH-26   A2 

Liberty  SHC-21  A2 

Liberty  SHC-32  A2 

Liberty  TC-38   A2 

Liberty  X-10   Al 

M-157  H.  D.  Magic  Concrete  CI CI 

M-157  Magic  Concrete  Cleaner  CI 

M-159  Econo  Concrete  Cleaner  CI 

M-181  Pine  Odor  Disinfect.  Coef  5     .    CI 

N-211  Insecticide  No.  Ill    Fl 

N-212  Space  Spray  No.  3  Fl 

0-215  ABC  50%  Malathion 

Emlsfbl  Cone F2 

Organic  Acid  Detergent    A3 

Po-PacHo  Cleaner  A4 

Red  Hot  Sewer  Solvent LI 

Task  Master  El 

Liberty  Custom  Products  Co. 

4620  Heavy  Duty  Cleaner    Al 

Liberty  Enterprises 

Liberty  Premeasured  Det  -Disinf- 
Deod A4.C1 

Liberty  Industrial  Supply  Co. 


Liberty  Paper  Co. 

Liberty  Lotion  Skin  Cleanser        E4 

Liberty  Technologies,  Inc.  of 
Michigan 

Butcher's  Pride    A4 

Lico  Chemicals,  Inc. 

Brute    A4 

Dielectric   Kl 

E-Lime-Inate   A3 

E-Z  Treat  G6 

Expose   A4 

Lico  Blue  A4 

Lico  Formulation  66-25    Dl 

Lico  Lemon  Cleaner  A4 

Lico  Liquid  Hand  Soap  #1   El 

Lico  Liquid  Hand  Soap  #2  El 

Lico  Liquid  Hand  Soap  #3  El 

Lico  Sanitizer-Cleaner  2150  D2 

Lico  Stripper-Degreaser    A4 

Lico  Super-X  Stripper-Degreaser  A4 

Lico  30 A4 

Lico-Del  A4 

Liquithaw  CI 

Manicure   E4 

Noxout  A3 

Oven  &  Gnll  Cleaner  A8 

Perfloormance  Plus   A4 

Pierce  A4 

Recon  PI 

Revive   CI 

Sapon  Al 

Slugger  Bl 

Solute  Kl 

Lico,  Inc. 

Draintain    L2 

Economy  Bowl  Cleaner    C2 

Foam-Eze  A4 

Foaming  Grease  Release  Cleaner  Al 

Formula  HB  20  Concentrate  A4.A8.B1 

L-512  Sanitizer   D2 

Lemonfect   A4.C1 

Lico  Bacteriostatic  Hand  Lotion  Soap  ..El 

Majik   Al 

Oven  Cleaner A8 

Quarry  Tile  Cleaner    A4 

Spear  Concentrate   CI 

Spear  Disinfectant  CI 

Spruce  Concentrate   CI 

Spruce  Disinfectant  CI 

Suds  Al 

Super  Suds  Al 

Triple  Crown  Cleaner  D2 

Window  Cleaner   CI 

Lien  Chemical  Co. 

Air  Freshening  Fragrance  Cinnamon    .    CI 

Antiseptic  Soap  El 

Blu-Clien  Blocks  C2 

Chlorinated  Scouring  Cleanser  (Powder)  A6 

Drain  Pipe  Opener LI 

LICS-851  Bowl  Sanitizer   C2 

Nutrient  Remover   Al 

Tropicana-Air  Freshener  Solution    CI 

822  Sanitizer  CI 

Lien  Infection  Control  Systems 

LICS-800  Regular  Strength  Bowl  Sani- 
tizer      C2 


"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Max"  Liquid  Steam  Cleaning  Concen- 


LISCO  Hand&Body  Soap  Antsep  Ltn 
Hnd  Soap    El 


Life  &  Safety  Products,  Inc. 

Safety  Clean    C2 
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Life  Soap  &  Chemical  Co.,  Inc. 

Acid  B  A3 

Acid  S   A3 

Klean-A-Bric  A3 

Life  Super  Foam  Al 

LS  #30  Al 

LS  #60  Al 

LS#7  Al 

New  Acid  B  A3 

Packers  Detergent  No.  25  Al 

Sink   A3 

Soak  Tank  Cleaner   A2 

W.I.T.  Steam  Cleaner  Al 

Liftruck  Service  Co.,  Inc. 

LT-1000  Heavy  Duty  Industrial  Cleaner  CI 

LT-2000  Heavy  Duty  Industrial  Cleaner  CI 
LT-2400  Heavy  Duty  Industrial  Cleaner  CI 

Lighthouse  For  The  Blind 

So-Sure  S-70  Disinfectant-Det.,  G.P.  ..  CI 
Lightle,  N.  D. 

Speed  Cleaner  A4 

Likarr,  Inc. 

Cleaner/Degreaser  Al 

Heavy  Duty  Cleaner- Degreaser  Con- 
centrate     Al 

Kleen  Master  A4 

Orange  Crush E4 

Lily  Industrial  Chemicals  Inc. 

Caustic  Soda  Beads  A2 

Cleaner  Car  Clean  Al 

Cleaner  Chlor  Plus    Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Chlor  Plus  100  Al 

Cleaner  LD  25  Bl 

Cleaner  LDC  LI 

Cleaner  Rust  Stripper  C   A2 

Cleaner  126  AE A2 

Cleaner  215  LF  Al 

Cleaner  215A Al 

Cleaner  222C  CI 

Cleaner  301  C  A2 

Cleaner  302C  A2 

Cleaner  304C  A2 

Cleaner  317AS    Al 

Cleaner  401A  Al 

Cleaner  402A Al 

Cleaner  403A  Al 

Cleaner  404A Al 

Cleaner  406A A4 

Cleaner  412C  A2 

Paint  Lok  Metal  Cond.  1    A3 

Paint-Lok  Metal  Cond.-2    A3 

Lily  Products  of  Michigan,  Inc. 

Cleaner  LP-836F  A2 

CB  Lube    H2 

Excel  Plus    Al 

Formula  20    D2 

Hand  Cleaner  E4 

Heavy  Duty  Hand  Cleaner   E4 

L.P.  800  Al 

Lemon  Hand  Soap El 

Lily  Chlor  10.5   Al 

Lily  Egg  Wash  3  Ql 

Lily  Liquid  Egg  Wash    Ql 

Liquid  Drain  Control  CI 

LP  Belt  Lube  Al 

LP  Belt  Lube  II  HI 


LP  Disinfectant  Cleaner   D2 

LP  Easy  Disinfectant  Bowl  Cleaner  ....  CI 

LP  Extra  1001   A4 

LP  Lemon  3D  CI 

LP  Pine  Forest  CI 

LP  601   A3 

LP  601F  A3 

LP604F  A3 

LP  610F  A3 

LP  701   A8 

LP  709  A8 

LP  816  Al 

LP  819  Al 

LP  836  Al 

LP  910  Al 

LP  950  A5 

LP-2000  A4.A8 

LP-2001LF    A4.A8 

LP-661   A3 

LP-701F  A2 

LP-920  Al 

LPW  Extra  Heavy  Duty  Cleaner-De- 

greaser  A4 

LPW-NB  Cleaner-Degreaser Al 

LP837    Al 

Oxine  PI 

Powerclean  NB-2    Al 

RIDFOSF  10   ALL! 

Lime-O-Sol  Company 

The  Works  Glass  &  Surface  Cleaner  ..  CI 

Limpio  Systems,  Inc. 

Compu-Care  CI 

Lincoln  Center  Co-Op 

Boost   Al 

Dynamo  A2 

HTP  Acid  Cleaner  A3 

LC  #2  Acid  Cleaner   A3 

Lind  Paper  Company 

APC  Complete  All-Purpose  Cleaner   ..  A4 

APC  Pink  Lotion  Hand  Soap  El 

APC  15%  Liquid  Hand  Soap  El 

APC  40%  Concentrated  Liquid  Hand 
Soap    El 

Lindsay  Company,  The 

Still-Clean  Distiller  Cleaner  &  Descaler  A3 

Lindsay  Division,  The 

Poly-4    G2 

Lindsey  Chemical  Company 

Formula  444    Al 

Super  Paragon  Al 

Lion  Industrial  Chemical 
Corporation 

Sanitizer  Disinfectant    D2 

TFE  Release  Fluorocarbon  Lubricant  ..  H2 

Lion  Products  Corporation 

Lion  Alpine  CI 

P.D.Q Al 

Lion  Supply  Inc. 

All-Clean  CI 

Dry-Teff H2 


E-Zee   H2 

Foam  Clean   CI 

Foodie    HI 

Leo  Oven,  Fryer  &  Grill  Cleaner  A8 

Paws  Hand  Cleaner  with  Pumice  E4 

Pen-Teff  CI 

Saf-T-NF  K2 

Trapper CI 

White  Grease  HI 

LiphaTech,  Inc. 

Generation  Pellets  (Bulk)   F3 

Generation  Pellets  Placepacks    F3 

Generation  Rodenticide  Bait  Packs  (Pits)  F3 

Maki  Mini-Block  F3 

Maki  Paraffin  Blocks    F3 

Maki  Paraffinized  Pellets    F3 

Maki  Rat  and  Mouse  Meal  Bait  F3 

Maki  Rat  And  Mouse  Bait  Packs  (Pel- 
lets)    F3 

Maki  Urban  Rat  and  Mouse  Meal  Bait     F3 

Rozol  Blockette  Paraffin  Blocks    F3 

Rozol  Blue  Tracking  Powder  F3 

Rozol  Laq-Berry  Rat  and  Mouse  Bait  ..  F3 

Rozol  Paraffin  Blocks  F3 

Rozol  Pellets  F2 

Rozol  Rat  &  Mouse  Killer  F3 

Rozol  Rat  and  Mouse  Killer  Pellets  F3 

Rozol  Ready-To-Use  Rat  and  Mouse 
Bait  F3 

Liqui-Shield  Services 

Liqui-Shield  All  Purpose    CI 

Lissar  Company,  The 

Alka-Drain  LI 

Buckeye  Five  CI 

Citra-BIast"   CI 

Crystal  Klear  CI 

Dear  John C2 

Devour  CI 

Dis-N-Fect  CI 

Friendly  Bowl  Cleaner   C2 

Hi-5    E4 

Mr,  Rubinstein  Al 

Lithium  Corporation  of  America 

Lithcoa  Lithium  Hypochlorite    Dl 

Litho  Chem  Inc. 

LC-Zipp  Al 

Little  Chemical  Co. 

Aqua  Mate  101    G6 

Aqua  Mate  102  G6 

Aqua  Mate  103   G6 

Aqua  Mate  104   G6 

Aqua  Mate  105   G6 

Aqua  Mate  1055   G6 

Aqua  Mate  106   G6 

Aqua  Mate  107   G6 

Aqua  Mate  108   G6 

Aqua  Mate  109   G6 

Aqua  Mate  110   G6 

Aqua  Mate  1 1 1    G6 

Aqua  Mate  124  G6 

Aqua  Mate  125   G6 

Aqua  Mate  126   G6 

Aqua  Mate  128   G6 

Aqua  Mate  130   G6 

Aqua  Mate  135   G6 

Aqua  Mate  136   G6 

Aqua  Mate  137   G6 

Aqua  Mate  138   G6 

Aqua  Mate  139   G6 
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Aqua  Mate  141    G6 

Aqua  Mate  142     G6 

Aqua  Mate  14?  G6 

Aqua  Mate  150   G6 

Aqua  Mate  151    G6 

Mate  154   G6 

Aqua  Mate  155  G6 

Aqua  Mate  165   G6 

Aqua  Mate  166   G6 

Aqua  Mate  167  G6 

Aqua  Mate  168   G6 

Aqua  Mate  173   G6 

Aqua  Mate  212    G3 

Aqua  Mate  223    G7 

Aqua  Mate  224  G7 

Aqua  Mate  225  G7 

Aqua  Mate  226   G7 

Aqua  Mate  227    G7 

Aqua  Mate  228   G7 

Aqua  Mate  237   G7 

Aqua  Mate  238   G6 

Aqua  Mate  410  Al 

Little  Food  Plant  Cleaner  Al 

Little  Rock  Paper  Company 

Frosty  Pink  Hand  Soap  El 

Littlefield  Incorporated 

Pink  Concentrate  Al 

Livingston  Industries,  Inc. 

"Escape"  LI 

Bunny  Bleach    Bl 

Formula  "LSC"  Liquid  Concentrate  ....  Al 

Formula  2389    Al 

Formula  711    Al 

General  Cleaner  1    Al 

General  Cleaner  2  Al 

General  Cleaner  3   Al 

Imperial  General  Cleaner   Al 

Keo-Break  Detergent Bl 

Super  Tetramex  Bl 

Livingston,  D.  E.  and  Associates, 
Inc. 

Attack CI 

Encounter  C2 

Lo  Tox  Products  International  Inc. 

It  Works  Roach  Killing  Stations    F2 

Loctite  Corp. 

DL  Antiseptic  Lotion  Soap  El 

DL  Permatex  Blue  Label  Hand  Cleaner  E4 
DL  Permatex  Fast  Orange  Cleaner  & 

Dgrsr  CI 

DL  Permatex  Heavy  Duty  Hand  Cleaner  E4 

DL  Permatex  PARR  Hand  Cleaner   E4 

DL  Permatex  Smooth  LotnFas- 

(OrngHndClnr  E4 

DL  Permatex  Trounce  Crm  Pum  Hand 

Clnr  E4 

DL  Permatex  Trounce  Ltn  Pum  Hand 

Clnr  E4 

DL  Prmtx  Pum  Frm  Fst  Org  Nat  Cit 

Hnd  Cln    E4 

Fast  Orange  Natural  Citrus  Clnr.  Dgrsr.  CI 

Fragrance  Free  Natural  Blue Al 

Gold  Label  Antiseptic  Hand  Cleaner  ....  E4 

Loctite  7070  ODC  Free  Cleaner CI 

Merit  Lotion  Soap  El 

Ozone-Safe  Cleaning  Solvent  CI 

Permatex  Belt  Dressing  &  Conditioner     PI 

Permatex  Dry  Moly  Lubricant   H2 

Permatex  Electrical  Contact  Cleaner   ..    K2 


Pumice  Formula  Fast  Orange  Crm  Hnd 

Clnr  E4 

Rich  Lather  Antiseptic  Lotion  Soap  E4 

Rich  Lather  Body  Soap  &  Shampoo  ....  E4 

Rich  Lather  Lotion  Soap E4 

Safety  Solvent  PI 

Safety  Solvent  755    K2 

Smooth  Formula  Fast  Orange  Crm  Hnd 
Clnr  E4 

Loeffler  Chemical  Corporation 

Leraclean  177    E2 

Lerasept  S  10 D2.Q3 

Lerasept  S  20 D2.Q3 

Lerasept  S  340 D2 

Loeffler  CBL  R-PET HI 

Loeffler  Leracid  AR   A3 

Loeffler  Leracid  San  A3 

Loeffler  Leracid  SSC    A3 

Loeffler  Leracid  165  A3 

Loeffler  Leraclean  136   CI 

Loeffler  Lerades  C  178  Al 

Loeffler  Lerades  CSR  Al 

Loeffler  Lerapur  AR  A4 

Lomar  Industries 

Cleans  All   CI 

Enz-All  CI 

Grease  Gun   H2 

Hi-Test  Contact  Cleaner  K2 

Liquid  Alive    CI 

Lomar  44  Al 

Vandal  Mark  Remover   CI 

Lone  Star  Brush  &  Chemical  Co. 

APS  Multi-Purpose  Cleaner   Al 

Big  Gun  II  A4 

Blaze    Al 

Blue-Solv  Extra  Heavy  Duty   A4 

Break  Out    Al 

Clear  Day CI 

Cococon  El 

CTC-50    Kl 

Det-Chlor  Al 

FP-Sanitizer  D2 

Heavy-D  Steam-All  A4 

Hy-22  C2 

Hydene  202  Al 

Ice  Melt  A5 

In-Solv  K2 

Liquid  Oven  &  Grille  Cleaner  A8 

Lo-Foam    A4 

Low  Suds  Laundry  Compound  Bl 

LS  Descale A3 

LS  Descale-A    A3 

LS  Stripper    A2 

LS-Gel  Strip    C3 

LSC  Delimer  A3 

LUC  II  Al 

Pierce  H2 

Pine  Oil  Disinfectant CI 

PW-81    Al 

Real  Kleen  El 

Shur-Kleen  CI 

Shur-Kleen  II  A4 

Shur-Solv  K2 

Shur-Solve  (Aerosol) Kl 

Starlite  General  Purpose  Cleaner   ..    A4.A8 

Steam-All  Al 

Strike-Bowl  Cleaner   C2 

Strong  Arm   Al 

Super  Solv  A8 

TAS   Al 

20%  Coco    El 

Lone  Star  Institutional  Grocers 

Stahl's  Lone  Star  Bleach  B1.D1 


Lone  Star  Paper  Co.,  Inc. 

Concentrate    CI 

Hand  Soap  Ready  to  Use   El 

Heavy  Duty  Cleaner  Degreaser    A8 

Kleer-Vu  Glass  Cleaner   CI 

Long  Chemical  Co. 

LC  97  Glass  Cleaner CI 

Mark  V  Industrial  Cleaner-Degreaser  Al 

Long's  Preferred  Products,  Inc. 

Big  Dog  Concrete  Cleaner  A4 

Digest  Plus    CI 

Golden  Gator  Concrete  Cleaner  CI 

Grime-Scat  Al 

Multi  Blue   Al 

Sweet  Pine  CI 

Lonsdale  Enterprises 

Do  It  All    C2 

Lonza,  Inc. 

Bardac  205M-7.5  D2 

Barquat  MB-10   D2 

Bio-Dine  LF    D2 

Bio-Dine  LF-II    D2 

Bio-Guard  L-15  Disinfectant    A4.C1 

Bio-Guard  L-38  Disinfectant   CI 

Bio-Guard  L-7  Disinfectant    A4.C1 

Bio-Guard  L-76  CI 

Bio-Guard  LS-22  Lemon  Scented 

Det.  Dsnf A4.C1 

Bio-Guard  M-15  Disinfectant  CI 

Bio-Guard  M-38  Disinfectant  CI 

Bio-Guard  M-7  Disinfectant  CI 

Bio-Guard  NF-44  Disinfectant  CI 

Bio-Guard  P- 13  Disinfectant    CI 

Bio-Guard  P-39  Disinfectant    CI 

Bio-Guard  P-6  Disinfectant    CI 

Bio-Guard  RD-10   D2 

Bio-Guard  SL-25  CI 

BioGuard  RTU    CI 

BioGuard  Tower  Cide  10  LF  G7 

Formulation  1-1.75    D2.G5 

Lonza  Bio-Soft  53-62  B2 

Lonza  CS  201    D2 

Lonza  Formulation  R-82F D2 

Lonza  Mildew  Preventative    B2 

Lonza  Water  Treatment  Microbiocide  G7 

205M  Sanitizer   D2 

Lord  Corporation/ 
Industrial  Coatings  Division 


Los  Angeles  Chemical  Co. 

Lacco  Phosphoric  Acid  Technical  75%    A3 
Lacco  8015  Cleaner    Al 

Lou-al  &  Co.  Inc. 

Bacto-Safe  250    L2 

Bacto-Safe  500    CI 

Bacto-Safe  700    L2 

Louis  B.  Astbury  Company 

BWT-1002-AB    G6 

BWT-1002-P  G6 

RLT-1002    G6 
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Louis  Rich,  Inc. 

Rich's  Chlorinated  Equipment  Cleanser  Al 

Rich's  Multi-Purpose  Chlorinated  Clnr  Al 

Rich's  Smoke  House  Cleanser    A2 

Louisiana  Prison  Enterprises 

HSP  Disinfectant  CI 

Louisville  Chemical  Co.,  Inc. 

L-C  Bowl  Cleaner  C2 

Loukelton  Distributing 

"Grill  Bright"  A8 

Citrus  Power   CI 

Grease  Magic CI 

Pink  Pearlie  C2 

Lovan  Industries,  Inc. 

Lovs-It  E4 

Lovinger  Company 

Clout    C2 

Grease  Gun   H2 

Metal  Shine  A7 

Oven  Cleaner  A8 

Rescue  Prilled  Drain  Opener   LI 

Spray-Kleen  CI 

Vandalex   CI 

Lowell  Janitorial  Supply 

Deep  Blue    CI 

Lub-O-Seal  Company,  Inc. 

NM-91  No-Metal  Anti-Seize  Compound  PI 

Lubar  Chemical  Co. 

Absorbent CI 

All  Purpose  Scale-X   A3 

Assume    CI 

Aurora  1  Al 

BlastOff   Al 

Blue  Yonder    CI 

Boiler  &  Steam  Line  Treatment  FG  ....  G6 

Boiler  Compound    G7 

Boiler  Compound  FG   G6 

Bowl  Cleaner  C2 

Chain  Lube    H2 

Cherry  Counter  Attack    CI 

Cherry  Odor  Control  CI 

Cherry  Room  Deodorant  CI 

Chlorinated  Cleaner Al 

Citra  Do  All  CI 

Citra  Float  CI 

Citra-Pure CI 

Clean  Up  Al 

Clor  Aid  Granules  CI 

Command    D2 

Contact  With  Quick  Kill  F2 

Cool  It  H2 

Countdown    Al 

CL  Caustic  A2 

Defoamer  Al 

Defoamer  Concentrate  Al 

Degreaser  Concentrate    Kl 

Detergent  Concentrate  Al 

Digesto L2 

Disinfectant  1-256  A4 

Drain  Pipe  Cleaner  &  Opener    LI 

Enzyme  1000  L2 

Enzyme  800 L2 

Fabric  Softener  and  Anti-Stat  B2 

Farm  &  Food  Industry  Disinfectant  ....  D2 


Foam  Additive  Al 

Foam  Additive  Concentrate    Al 

Foaming  High  Alkaline  Cleaner  Al 

Foaming  Oven  Cleaner  A8 

Foaming  Ox  Type  Liquid  A3 

Foaming  Power  Spray  &  Wipe    CI 

Foamless  High  Alkaline  Cleaner   A I 

Food  Locker  And  Freezer  Cleaner  A5 

Gen.  Purpose  Non-Sudsing  Cleaner  ....  Al 

General  Purpose  Sudsing  Cleaner    Al 

Glycolene C2 

Granular  Deodorant CI 

Green  Machine    Al 

H-Two  Disinfectant  Cleaner  CI 

Hand  Dishwashing  Liquid  Concentrate  Al 

Heavy  Duty  Floor  Cleaner   A4 

Hi-Co  A4 

High  Alkaline  Cleaner    Al 

High  Alkaline  Cleaner  No  Foam   Al 

Ice  Melt  CI 

Industrial  Deodorant   CI 

Interior,  Exterior  Cleaner   Al 

Jell  Degreaser  Concentrate  Kl 

L-100  Al 

L-101    A4.A8 

L-409  CI 

Lemon  Cleaner  Disinfectant  CI 

Liquid  Conveyor  Lubricant H2 

Liquid  Hand  Soap  FG  El 

Liquid  Laundry  Detergent Bl 

Liquid  Ox    A3 

Low  Suds  Heavy  Duty  Cleaner  Con- 
centrate     CI 

Low  Sudsing  Laundry  Powder  Bl 

Lucide  Mint  CI 

Machine  Dishwashing  Liquid  Concen- 
trate    Al 

Machine  Dishwashing  Powder  A I 

Meat  Hook  Cleaner  &  Deruster  A2 

Mr.  Enzyme  L2 

Non  Flammable  Safety  Solvent   K2 

Odor  Control  Lemon  CI 

Odor  Control  Lilac   CI 

Odor  Control  Mint    CI 

Oil  And  Sludge  Emulsifier  LI 

Orange  All  CI 

Orange  All  II  CI 

Orbit  Oven  Cleaner  A8 

Oven  Cleaner A8 

OO-Orange    CI 

Penetrating  Oil  H2 

Pine  Counter  Attack   CI 

Pine  Lucide   CI 

Pine  Oil  Disinfectant  CI 

Pink  Dish  Soap  Al 

Porcelain  Cleaner  Cling    C2 

Porcelain  Cleaner  Concentrate   C2 

Pot  Cleaner    Al 

Powdered  Hand  Cleaner  E4 

Powdered  Porcelain  Cleaner  A6 

Processing  Acid  Cleaner  A3 

Pyrokill    Fl 

Red  Prilled  Drain  Opener  LI 

Refuse  Deodorant   CI 

Residual  Insecticide F2 

Room  Deodorant  Green  Apple  CI 

Room  Deodorant  Orange    CI 

RTU  Cleaner  Disinfectant  CI 

S'Wash  CI 

Safety  Solvent  K2 

Sanitizing  Hand  Soap  E-2 E2 

Scale  Remover A3 

Sewage  Deo-Clean    CI 

Sewer  Clean CI 

Sewer  Opener    LI 

Silicone  Lubricant  &  Coating  H2 

Smokehouse  Cleaner  Al 

Soak  Tank  Compound  Gen.  Purpose 

Liquid   Al 

Soak  Tank  Compound  General  Purpose 

Pwdr A2 

Soak  Tank  Compound  Heavy  Duty  Li- 


quid    A8 

Soak  Tank  Compound  Heavy  Duty 

Powder    A8 

Space  Spray  Insecticide    Fl 

Special  Industrial  Deodorant CI 

Special  Soap  Powder Bl 

Spray  And  Wipe   CI 

Stainless  Steel  Cleaner   CI 

Steam  Clean.  Cmpd  (Aircraft  Type 

Powder) A2 

Steam  Cleaning  Compound    Al 

Steam  Cleaning  Compound  Heavy  Duty 

Liq Al 

Steam  Cleaning  Compound  HeavyDuty 

Powder    A8 

Steam  Line  Treatment G7 

The  Right  Stuff  L2 

The  Right  Stuff  (Liquid)  CI 

The  Shield  CI 

Window  Cleaner  CI 

Window  Cleaner  Concentrate  CI 

Window  Cleaner  RTU    CI 

WCS  Water  Tower  Treatment   G7 

140  Detergent  Concentrate  A4 

160  Detergent  Concentrate  A4 

8  Up  Al 

Lubbeco,  Inc. 

Chain  Lube    A1.H2 

6100  Al 

6103  Al 

6104  Al 

6105  Al 

6250  Al 

8100  A3 

8500  A3 

8600  A3 

9105  Al 

9200  Al 

Lube  &  Chem  Products 

Air  Tool  Oil  22  H2 

Air  Tool  Oil  32  H2 

Air  Tool  Oil  46  H2 

Air  Tool  Oil  68  H2 

Food  Grade  Gear  Lube  SAE  80W-90  T  H2 
Food  Grade  Gear  Lube  SAE  85W-140T  H2 

Food  Grade  Grease  ET-0  HI 

Food  Grade  Grease  ET- 1    HI 

Food  Grade  Grease  ET-2    HI 

Food  Grade  Grease-0    HI 

Food  Grade  Grease-I    HI 

Food  Grade  Grease-2    HI 

Food  Grade  Lube  Additive  AT    HI 

Food  Grade  No  Melt  Grease    HI 

Food  Grade  WL  100A    HI 

Food  Grade  WL  100AP   HI 

Food  Grade  WL  150A    HI 

Food  Grade  WL  150AP   HI 

Food  Grade  WL  32  A  HI 

Food  Grade  WL  32  AP HI 

Food  Grade  WL  46  A  HI 

Food  Grade  WL  46  AP HI 

Food  Grade  WL  68  A  HI 

Food  Grade  WL  68  AP HI 

Hydraulic  Oil  Low  Temp  H2 

Hydraulic  Oil  100  T  H2 

Hydraulic  Oil  32  T   H2 

Hydraulic  Oil  68  T   H2 

HD.Gear  Lube  SAE  80W-90  T  H2 

HD  Gear  Lube  SAE  85W-140T  H2 

LC  Chlorine  Cleaner  Cone.  233  Al 

Multi  Purpose  Grease  P-2  H2 

Multi  Purpose  Oil  10  T    H2 

Mulu  Purpose  Oil  20  T    H2 

Multi  Purpose  Oil  30  T    H2 

Mutli  Purpose  Oil  15  T    H2 

Red  No  Melt  Grease  H2 

Synthetic  Gear  &  Bearing  Lube  100  HI 

Synthetic  Gear  &  Bearing  Lube  15   ....  HI 
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Synthetic  Gear  &  Bearing  Lube  150  ..  HI 

Synthetic  Gear  &  Bearing  Lube  220  ..  HI 

Synthetic  Gear  &  Bearing  Lube  320   ..  HI 

Synthetic  Gear  &  Bearing  Lube  390  ..  HI 

Synthetic  Gear  Lube  4  A   HI 

Synthetic  Lube  15  A  HI 

Synthetic  Lube  23  A  HI 

Synthetic  Lube  31  A  HI 

Sy  nthetic  Lube  9  A  HI 

Synthetic  Lubricant  OCB-220    H2 

Lubeco  Inc. 

Hydralube  ISO  32  H2 

Hydralube  ISO  46  H2 

Hydralube  ISO  68  H2 

Lubefax  Corporation 

CS-9I  H2 

Ez  Free H2 

Faxene   Kl 

FG-51  HI 

FMO-20  HI 

Gearfax    HI 

HS-101  H2 

Lectrasolv  Safety  Solvent  K2 

Lubecone  HI 

Lubelt  Belt  Dressing  PI 

Lubesolve Al 

Lubetronic   H2 

NM-21   H2 

Omnilube  H2 

OG-99   H2 

OG-99  (Aerosol)  H2 

Penetrex  H2 

PMO-90  HI 

SF-11   H2 

WTM-65    H2 

Lubequip,  Inc. 

LP  500  H2 

LubeCon  Systems,  Inc. 

LubeCon  Series  I/M-200 H2 

LubeCon  Series  0   H2 

Series  AA  Grease    HI 

Series  I/M    H2 

Lubra  Tech,  Inc. 

Ecoklean    A4 

Ron    Al 

Snap  Al 

LubraSystems/ 

A  Division  of  NCH  Corporation 

A  M  G  Plus  Aerosol  H2 

ABD  Aerosol  Belt  Dressing  PI 

ACC  Aerosol  Chain  and  Cable  Lubri- 
cant     H2 

ACS  (Aerosol) K2 

ADM  Plus  (Aerosol)  H2 

AFP  Aerosol  Food  Plant  Lubricant   ....  HI 
AMG  Aerosol  Multipurpose  Heavy- 

Duty  Grs  H2 

ANP  Plus  (Aerosol)    H2 

AOG  Aerosol  Open  Gear  Lubricant  ....  H2 

AOG  Plus  (Aerosol)   H2 

APL  Aerosol  Penetrating  Lubricant  ....  H2 

APL  FG  Aerosol  H2 

ARA  Aerosol  Release  Agent  and  Dry 

Lub HI 

ARA  Aerosol  Release  Agent&Dry  Lu- 
bricant    HI 

ARA  Plus  (Aerosol)   H2 

CSC   PI 

CSF    PI 


Formula  84    H2 

G.O.A H2 

HSL  High-Speed  Lubricant    H2 

HTL  H2 

IGM  Ind  Grade  Multipurpose  Lub. 

5W-20  H2 

IGM  Industrial  Grd  Multipurp  Lub 

10W-40  H2 

LAC  H2 

LSC   El 

MCO  Multigrade  Compressor  Oil   H2 

MHO  Multigrade  Hydraulic  Oil  H2 

MIG  Multigrade  Ind  Gear  Lubrant 

85W-140  H2 

MIG  Multigrade  Ind.  Gear  Lub.  80W-90  H2 

MML  Multipurpose  Moly  Lubricant   ..  H2 

PCL   H2 

PCL  White  (Aerosol)   HI 

PCL-FG  HI 

SCD  Al 

SCL  1000    H2 

SCL2000    H2 

SCL  3000    H2 

Lubri-Chem  Products,  Inc. 

Lubri-Chem  Safety  Solvent    Kl 

Silicone  Spray  HI 

Lubri-Tek,  Inc. 

Alltreat  100   G7 

Alltreat  1500  Concentrate  G6 

Aqua  Kill  Fl 

Big  Ben  II   Al 

Big  Grape  Concentrated   CI 

Big  Orange  Concentrated  Orange  Deo- 
dorant      CI 

Evco400  HI 

EVCO  400  White  Grease  HI 

Grill-X  A8 

Koil  Kleen  Cooler  Coil  Cleaner  PI 

Lemon  Free  Cleaner-Deodorizer-Disnf.  A4 

LT-4  Ammoniated  Heavy  Duty  Cleaner  A4 

Neutrox  103  G7 

Odo-Gon  Concentrate  CI 

Quick  Kill  Residual  Insecticide   F2 

Redox  A3 

Shazam  Concentrated  Liquid  Skin 
Cleaner   El 

Lubrical/ 

Division  of  Southwestern  Petroleum 

Corp. 

Air  Mist  Lubricant    H2 

Anulon  MV  Engine  Oil  SAE  15W-50  H2 

Laminall  Gear  Oil  SAE  140  H2 

Laminall  Gear  Oil  SAE  90  H2 

Rice  Mill  Special  Gear  Oil  SAE  85-140  H2 

Rice  Mill  Special  Gear  Oil  SAE  90  ...  H2 

Snyflexx  HP-3  Industrial  Oil   H2 

Temcal  500+  H2 

1200  ATF  Dexron  II-D  H2 

Lubricant  Consult  GMBH 

Turmofluid  LMI  300  HI 

Turmosynth  100    HI 

Turmosynth  15    HI 

Turmosynth  150    HI 

Turmosynth  1500    HI 

Turmosynth  2000    HI 

Turmosynth  2000  EL    HI 

Turmosynth  460    HI 

Turmosynth  68    HI 

Turmosynthgrease  AL  2502  HI 

Turmosynthgrease  ALN  1001/00   HI 

Turmosynthgrease  FDA  2  HI 

Turmosynthgrease  W  2502  HI 

Turmsilon  GL  320 HI 


Turmsilon  K  350  HI 

Turmsilon  LMI  5000 HI 

Lubricating  Specialties  Co. 

Alaska  1 100  USP    HI 

Alaska  20  USP    HI 

Alaska  24  USP    HI 

Alaska  35  USP    HI 

Alaska  9  USP    HI 

Crystal  FG  Gear  Oil  ISO  VG  220  HI 

Crystal  FG  Gear  Oil  ISO  VG  460  HI 

Crystal  FG  Hydraulic  Fluid  ISO  VG  100  Hi 
Crystal  FG  Hydraulic  Fluid  ISO  VG  32  HI 
Crystal  FG  Hydraulic  Fluid  ISO  VG  46  HI 
Crystal  FG  Hydraulic  Fluid  ISO  VG  68  HI 
Crystal  Grease  NGLI  Grade  #2  G5I 10  HI 
Gld  Mdl  All  Wthr  Gr  Oil 

162P80/90/140   H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Hvy   H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Lt H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Med  H2 

Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  1  H2 
Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  2  H2 
Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  3  H2 
Gld  Mdl  Prm/HD  Mtr  Oil  SAE20/30/40  H2 
Gld  Mdl  White  Litho  Grs.  Grade  1  ....  H2 
Gld  Mdl  White  Litho  Grs.  Grade  2  ....  H2 
Gld  Mdl  White  Litho  Grs.  Grade  3  ....  H2 
Gold  Medal  All  Prp.  Lith  Grease  Grd  1  H2 
Gold  Medal  All  Prp.  Lith  Grease  Grd  2  H2 
Gold  Medal  All  Prp.  Lith  Grease  Grd  3  H2 

Gold  Medal  Compressor  Oil  2932  H2 

Gold  Medal  OCT  500  Compressor  Oil     H2 

Gold  Medal  SR-1  Gear  Oil  H2 

Gold  Medal  Wheel  Bearing  Grease  S      H2 

Gold  Medal  100    HI 

Gold  Medal  400    HI 

Hasco  Alaska  Synoil  FM  100 HI 

Hasco  Alaska  Synoil  FM  220 HI 

Hasco  Alaska  Synoil  FM  32  HI 

Hasco  Alaska  Synoil  FM  460 HI 

Hasco  Alaska  Synoil  FM  68 HI 

Polopure  Deep  Well  Pump  Oil  ISO  VG 

22    HI 

Polopure  Deep  Well  Pump  Oil  ISO  VG 

32    HI 

Polopure  Deep  Well  Pump  Oil  ISO  VG 

46    HI 

Polopure  Egg  Spray  Oil    HI 

Polopure  18  USP  HI 

Polopure  18T  HI 

Polopure  20  USP HI 

Polopure  20T  H2 

Polopure  24  USP  HI 

Polopure  35  USP HI 

Polopure  35T  HI 

Polopure  50  USP  HI 

Polopure  50T  HI 

Polopure  6T  HI 

Polopure  7  USP  HI 

Polopure  7T  HI 

Polopure  9  USP  HI 

Polopure  9T  HI 

Poly  FM  Grease    HI 

Sentinel  AW  Hydraulic  Oil  ISO  VG  100  HI 
Sentinel  AW  Hydraulic  Oil  ISO  VG  32  HI 
Sentinel  AW  Hydraulic  Oil  ISO  VG  46  HI 
Sentinel  AW  Hydraulic  Oil  ISO  VG  68  HI 

Sentinel  Chain  Oil  ISO  VG  100 HI 

Sentinel  Chain  Oil  ISO  VG  220 HI 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

22    ..    HI 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

32  HI 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

46    HI 

Sentinel  Food  Machine  Gear  Oil  ISO 

VG220 HI 
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Sentinel  Food  Machine  Gear  Oil  ISO 

VG460 HI 

Sentinel  Food  Machine  Grease  NLGI 

#1     HI 

Sentinel  Food  Machine  Grease  NLGI 

#2    HI 

Sentinel  20  USP    HI 

Sentinel  24  USP    HI 

Sentinel  35  USP    HI 

Sentinel  9  USP    HI 

Syncom  FM  32  HI 

Syncom  FM  46  HI 

Syncom  FM  68  HI 

Synlube  FM  100  HI 

Synlube  FM  150   HI 

Synlube  FM  220   HI 

Synlube  FM  32  HI 

Synlube  FM  320  HI 

Synlube  FM  46   HI 

Synlube  FM  460  HI 

Synlube  FM  68   HI 

Syntherm  FM  32  HI 

Lubrication  Consultants 

Silicone  Spray  Lubricant HI 

White  Foodgrade  Grease  HI 

Lubrication  Engineers,  Inc. 

Nutrigent   Al 

1 107  Automatic  Trans   Fluid  Dexron  II 

E   H2 

1232  Almatek  G.P.  Lubricant H2 

1250  Almasol  High  Temperature  Lubri- 
cant    H2 

1251  Almasol  High  Temp  Lube  H2 

1275Almaplex    H2 

2001  Monolec  Wire  Rope  Lube  H2 

2001  Monolec  Wire  Rope  Lube  (Aer- 
osol)      H2 

2059  Monolex  H2 

2700  Almasol  Oven  Chain  Lubricant  ..  H2 

2701  HI  Oven  Chain  Lube HI 

2799  Almasol  High  Temp.  Chain  Lube  H2 

300  Monolec  Industrial  Lubricant    H2 

3751  Almagard  Vari-Purpose  Lubricant  H2 

3752  Almagard  Vari-Purpose  Lubricant  H2 
401  Almasol  Pure  Mineral  Gear  Lubri- 
cant    H2 

4010  (HI)  Quinplex  White  Oil HI 

4020  (H-l)Quinplex  White  Oil  HI 

4023  (HI)  Quinplex  Food  Machinery 
Lube    HI 

4024  (HI)  Quinplex  Food  Machinery 
Lube    HI 

4025  (HI)  Quinplex  FM.  Lube  (Aer- 
osol)      HI 

4025  (HI)  Quinplex  Food  Mach.Lube 

(Bulk)   HI 

4030  (HI)  Quinplex  White  Oil HI 

4040  (HI)  Quinplex  White  Oil HI 

4045  Quinplex  Low  Temp.  Food  Grade 
Oil  HI 

4046  Quinplex  Low  Temp.  Food  Grade 
Oil  HI 

4059  HI  Quinplex  Penetrating  Oil  & 

Lubr HI 

4090  (HI)  Quinplex  White  Gear  Lubri- 
cant     HI 

4140  (HI)  Quinplex  White  Gear  Lubri- 
cant    HI 

4201  White  Utility  Oil   HI 

4204  White  Utility  Oil   HI 

450  Lt.  Chain  &  Cable  Lubricant    H2 

450  Med.  Chain  &  Cable  Lubricant  ....  H2 

4701  Monolec  Industrial  Lubricant    ....  H2 

5250  Almagear  EP  Gear  Lubricant    ....  H2 

605  Almasol  Gear  Lubricant    H2 

606  (Almasol)  (SAE  80)  H2 

607  (Almasol)  (SAE  90)  H2 


608  (Almasol)  (SAE  140)  H2 

609  (Almasol)  (SAE  250) H2 

6105  Monolec  Hydraulic  Oil   H2 

6110  Monolec  Hydraulic  Oil   H2 

6115  Monolec  Hydraulic  Oil   H2 

6120  Monolec  Hydraulic  Oil   H2 

6130  Monolec  Hydraulic  Oil   H2 

6202  Monolec  Air  Compressor  Oil   ....  H2 

6203  (SAE  30)  Monolec  Air  Compres- 
serOil  H2 

6204  Monolec  Air  Compressor  Oil   ....  H2 

6205  Monolec  Air  Compressor  Oil  ....  H2 
6222  Monolec  Air  Compressor  Oil  ....  H2 
6244  Monolec  Air  Compressor  Oil   ....  H2 

6301  Monolec  Air  Tool  Lubricant  H2 

6303  Monolec  Air  Tool  Lubricant  H2 

6305  Monolec  Air  Tool  Lubricant  H2 

6315  Monolec  Way  Lubricant   H2 

6401  Monolec  Turbine  Oil  H2 

6402  Monolec  Turbine  Oil  H2 

6403  Monolec  Turbine  Oil  H2 

6404  Monolec  Turbine  Oil  H2 

6405  Monolec  Turbine  Oil  H2 

6406  Monolec  Turbine  Oil  H2 

6407  Monolec  Turbine  Oil  H2 

6413  HI  Turbine  Oil HI 

6451  Monolec  Turbine  Oil  ISO  32    ....  H2 

6520  Monolec  Hydraulic  Oil    H2 

6721  Monolec  Refrigeration  Oil H2 

6722  Monolec  Refrigeration  Oil H2 

6723  Monolec  Refrigeration  Oil H2 

6750  Monolec  Machine  Oil    H2 

6751  HI  Machine  Oil  HI 

680  Almasol  Worm  Gear  Lube    H2 

6801  Multilec  Industrial  Oil  H2 

6802  Multilec  Industrial  Oil  H2 

6803  Multilec  Industrial  Oil  H2 

6804  Multilec  Industrial  Oil  H2 

6805  Multilec  Industrial  Oil  H2 

6806  Multilec  Industrial  Oil  H2 

6807  Multilec  Industrial  Oil  H2 

703  Monolec  Gear  Lubricant  H2 

704  Monolec  Gear  Lubricant  H2 

7500  Monolec  Power  Fluid    H2 

8030  Monolec  Synthetic  Engine  Oil 

SAE  30  H2 

8410  Monolec  GFS  10W   H2 

8420  Monolec  GFS  20W   H2 

8430  Monolec  GFS  30  H2 

8440  Monolec  GFS  40  H2 

8450  Monolec  GFS  50  H2 

9000  Pyroshield  Syn-Gear  Lubricant  ..  H2 

9032  Monolec  Synthetic  A/C  Oil  H2 

9068  Monolec  Synthetic  A/C  Oil  H2 

9100  Monolec  Synthetic  A/C  Oil  H2 

9102  Syntemp  Synthetic  Lubricant    ....  H2 

9150  Monolec  Synthetic  A/C  Oil  H2 

9220  Monolec  Synthetic  Industrial  Lube  H2 

9320  Monolec  Synthetic  Industrial  Lube  H2 

9455  F.R.  Hydraulic  Fluid   H2 

9460  Monolec  Synthetic  Industrial  Lube  H2 

9910  Monolec  Synthetic  Industrial  Lube  H2 

9920  Synolec  Gear  Lubricant  H2 

9963  Monolec  Syntemp  Lubricant  H2 

Lubrication  Systems,  Inc. 

K-M  900  Industrial  Lubricant H2 

Lubrication  Technology,  Inc. 

Christo-Lube  MCG  #111    HI 

Christo-Lube  MCG  #121    H2 

Christo-Lube  MCG  #129    HI 

Christo-Lube  MCG  #130  Batch  #004  H2 

Christo-Lube  MCG  #405    HI 

Lubrikeen  Industrial  Products,  Inc. 

NG  21  Silicone  Lubricant HI 

NG-14  Kleen-Keen  A4 


Lubrizol  Corporation,  The 

Lubrikuhl  22   H2 

Lubrikuhl  32   H2 

Lubrikuhl  46   H2 

Lubrikuhl  68    H2 

LubriChem 

QuickSpray  (Aerosol)  HI 

QSO  HI 

LubriChem,  Inc. 

AC-414    A3 

AC-561    A3 

AC-570    CI 

AC-57I    A4 

AC-845    A3 

AC-849    A3 

AS-I25  D2 

Cleaner  503-A  Al 

Cleaner  503-APF Al 

CP-35  Al 

Defoamer  52    A1.Q1 

Fogging  Spray  Concentrate Fl 

FC-150  A4 

FC-170  CI 

Iodo- 1 75  Concentrated  Iodine    D2,E3 

Jelling  Agent  Al 

LiquiKlor  159   Al 

LiquiKlor  265    A1.Q1 

LiquiKlor  266   Al 

LiquiKlor  267   A1.Q1 

LubriCide  10  D2.Q3 

LubriCide  20  D2 

LubriKleen  108  Al 

LuPrep  AC A3 

LuPrep208B  A2 

PI-130    A2 

PI-130F   Al 

PI-I33    Al 

PI-134    A2 

PI-135    A2 

PI- 1 44    A2 

PI-155    Al 

PI-393    Al 

PI-484    Al 

PI-487    Al 

PI-604    Al 

Residual  Insecticide  Spray   F2 

RS  500  A2 

RS-302  A2 

RS-450  A2 

Space  Spray  Concentrate    Fl 

ST-51   A2 

ST-60  Al 

SW-210   Al 

SW-220   Al 

SW-234   A2 

SW-4120   A4 

SW-413   Al 

SW-418   Al 

SW-520   Al 

SW-528   Al 

SW-529   Al 

SW-619   Al 

SW-6I9-DH  Al 

SW-715   CI 

SW-726   Al 

SW-738   Al 

Tec  Strip  203  A2 

Tec  Strip  208  A2 

Tec  Strip  98  A2 

LubriMatic  Division/ 
Witco  Corporation 

Food  Machinery  Grease   HI 
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I  undnurk  Wax  Company 

All  Surface  Cleaner Al 

Butyl  Free    Al 

HDB    A4,A8 

Lundmark's  Sanitizer D2 

M  RC Al 

Muscle  Man  A4 

Luseaux  Laboratories,  Inc. 

C-16  C2 

Compare CI 

Floor  Clean   CI 

Floor  Clean  No.  2  A4 

Grease-B-Gone    Al 

Heavy  Duty  Multiple  Purpose  Detergent  Al 

Kafe  Suds    Al 

LCP A7 

Lime  Remover  CI 

Lime-Solv    CI 

Lu-Cide  Sanitizing  Hand  Cleaner E2 

Luseaux  Chlo-Rins-Tabs  D2 

Sur-Nuf   Al 

SQ-550 Dl 

Zap  Bl 

Lustre-Glo.  Inc. 

Lustre-Glo  All-Purpose  Degreaser  CI 

Lustre-Glo  Iodophor  Botding  Sanitizer  D2 
Lustre-Glo  Iodophor  Cleaner/Sanitizer  D2 
Lustre-Glo  Iodophor  Disinfectant  ....  D2.E3 

Luther  Chemical  Company,  Inc. 

Big  "E"    Al 

Dis-O-Pine  CI 

Pure  Power    A8 

Purple  Power  Cleaner  and  Degreaser  A8.C2 
Purple  Power  Plus  A8 

LuBest/ 

Division  of  Momar  Incorporated 

Anti-Wear  Hydrlc  Oil  Multirange 

10W50Syn    H2 

Anti-Wear  Hydrlc  Oil 

Multirange  10W50Para   H2 

Beltite    H2 

Compressor  Oil  Multirange  10W40  Para  H2 

Compressor  Oil  Multirange  10W40  Syn  H2 
Compressor  Oil  Multirange  10W50  Para  H2 

Compressor  Oil  Multirange  10W50  Syn  H2 

General  Gel   H2 

Hi-Tack   H2 

Ivory  GO.  80W-140  HI 

Ivory  GO.  80W-9O  HI 

Ivory  Minus  90  HI 

Ivory  2222  HI 

Ivory  3333  HI 

Ivory-Sol    HI 

Moly  DSD  H2 

Outa-Sight  HI 

Severe  Service  Gear  Oil  80W-140  Para  H2 

Severe  Service  Gear  Oil  80W-140  Syn  H2 

Titan  2250  H2 

Titan  888  H2 

Turbine  Oil  Multirange  10W20  Para  ..  H2 

Turbine  Oil  Multirange  10W20  Syn    ..  H2 

Vanguard  H2 

Lyexx,  Inc. 

#777  Penetrix  Al 

Multi-Purpose  Cleaner    CI 

Lyn  Distributing 

APC-10    CI 

Bac-Break    E3 


Blast  Dairy  Cleaner  Sanitizer  D2 

Class    A3 

Control  D2 

Defense  Residual  Insecticide  w/Diazinon  F2 

DQ-10    D2 

E-2  Hand  Soap  Sanitizer El 

Foam  Bright  Cleaner  A4.C1 

Power  Clean  2001  A2 

Power  Foam A4 

Super-Solv  Concentrate  Al 

TD-3  Al 

TD-5  Triple  Power  Cleaner    Al 

Lynch  Chemical  Company 

Big  "G"    Al 

Lynmar  Industries  Inc. 

Grease  Cutter A4 

Resolve    A4 

Lynn  Dairy  Inc. 

Chelated  Caustic  #90    A2 

Lyondell  Lubricants 

Autokut  Oil  250    H2 

Diamond  Oil  13  H2 

Diamond  Oil  20 ..    H2 

Diamond  Oil  7 H2 

Duopac  Oil  55  HI 

Duopac  Oil  70  HI 

Duopac  Oil  90  HI 

Duoprime  Oil  200  HI 

Duoprime  Oil  300  HI 

Duoprime  Oil  350  HI 

Duopnme  Oil  400  HI 

Duoprime  Oil  55  HI 

Duopnme  Oil  70  HI 

Duoprime  Oil  90  HI 

Duro  AW  Oil  32  H2 

Duro  AW  Oil  46  H2 

Duro  AW  Oil  68  H2 

Duro  Oil  10  H2 

Duro  Oil  100  ..    H2 

Duro  Oil  117  H2 

Duro  Oil  22  H2 

Duro  Oil  220  H2 

Duro  Oil  32  H2 

Duro  Oil  46  H2 

Duro  Oil  68  H2 

EP  Moly  D  Grease   H2 

Gascon  Oil  100  H2 

Gascon  Oil  150  H2 

Gascon  Oil  20  H2 

Gascon  Oil  220  H2 

Gascon  Oil  32  H2 

Gascon  Oil  46  H2 

Gascon  Oil  58  H2 

HD  Gear  Oil  SAE  80W-90  ....  .     H2 

HD  Gear  Oil  SAE  90  H2 

HD  Gear  Oil  85W- 140  H2 

Ice  Machine  Oil  68  H2 

Ideal  FG  HT  O  Grease  HI 

Ideal  FG  HT  1  Grease    HI 

Ideal  FG  HT-2  Grease    HI 

Ideal  FG  Oil  100  HI 

Ideal  FG  Oil  100-T  HI 

Ideal  FG  Oil  220  .    HI 

Ideal  FG  Oil  32  HI 

Ideal  FG  Oil  46  HI 

Ideal  FG  Oil  460  HI 

Ideal  FG  Oil  68  HI 

Ideal  FG  1  Grease  HI 

Ideal  FG  2  Grease  HI 

Ideal  Oil  32  H2 

Litholine  Complex  EP  #1  Grease  H2 

Litholine  Complex  EP  2  Grease  H2 

Litholine  H  EP  1  Grease H2 


Litholine  H  EP  2  Grease  H2 

Mineral  Gear  Oil  SAE  140  ..  H2 

Mineral  Gear  Oil  SAE  250  H2 

Mineral  Gear  Oil  SAE  90  H2 

Modoc  Oil  125  .  H2 

No-Drip  Oil  150  ..  H2 

No-Drip  Oil  320  H2 

No-Drip  Oil  68  ..  H2 

Pennant  NL  Oil  150   ..  H2 

Pennant  NL  Oil  220  H2 

Pennant  NL  Oil  320  H2 

Pennant  NL  Oil  460  H2 

Pennant  NL  Oil  6200   H2 

Pennant  NL  Oil  68    H2 

Pennant  NL  Oil  680  H2 

Polar  Oil  32  H2 

Polar  Oil  58  H2 

Rubilene  Oil  100  ..  H2 

Rubilene  Oil  150  H2 

Rubilene  Oil  220  H2 

Rubilene  Oil  32  H2 

Rubilene  Oil  68  H2 

Rust-O-Lene  Oil  10 H2 

Truslide  Oil  150    H2 

Truslide  Oil  68    H2 

Lyons  Laboratories,  Inc. 

All  Purpose  Glass  &  Utility  Cleaner   ..  CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Vandalism  Remover   CI 

Lystads  Janitorial  Products 

Active  135  Al 

Break-Away  A8 

Heavy  Duty   Al 

Ly-Dyne  D2 

Sanitize  II    D2 

Solvit   Bl 

Tile  n  Shower  Foam  Cleaner  C2 

Lystads,  Incorporated 

Cement  Cleaner  A4 

Concentrate    Al 

Contax   C2 

D-Greaser A4 

D-Lime A3 

Foam  Kleen  A4.A8 

Mr.  Blitz    A4 

Scum  &  Film  Remover  A4 

Special  Detergent    Bl 

Stainless  Steel   A7 

Tops  Al 

M  &  M  Distributing  Company 

Detro    A4 

M  &  M  Products  Company 

Impact  Roach  Bait  F2 

Score  Roach  Bait F2 

M  &  M  Supply  Co. 

Extra  Heavy  Duty  Hammer    CI 

Santi-Wash  Hand  Soap  E2 

M  &  P  Distributors  Inc. 

Lemon  Fresh  500    \4 

Liquid  Bacteria    CI 

MP-1000    A4 

M  &  S  Chemicals,  Inc. 

All  Purpose  Detergent  ....  Al 

Chcm-Clean  Spray  Clean  568  \4 

Chlorinated  Non-Foaming  Egg  Wash  Ql 
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Citrus  Remove  All    CI 

Clip  Cleaner CI 

Concentrate  Cleaner    CI 

Deep  Clean  Cleaner    A4 

Descaler  &  Delimer    C2 

Discrete  Safe  Sure  Cleaner  A3 

Germ-X    CI 

Iodo-175  Concentrated  Iodine    D2 

Lemo-C!ean-Dis    A4 

P-100  CI 

Pine  Cleaner    CI 

Pine-Plus  Cleaner    CI 

Purple  Max    Al 

S  &  A  Metal  Clean  Al 

Spray  Clean  A4 

Steri-Phene  II El 

Uppercut    Al 

M  &  W  Environmental,  Inc. 

GCS-S3X  CI 

GCS-3B  L2 

M  A  C  A  S  A 

IX  1001  G6 

LC  1005  G6 

LC  1007  G6 

SC  1002  G6 

MASCO/ 

Division  of  Bunn  Capitol  Company 

MASCO  Break  Thru  Al 

M  B  Enterprises 

#261  Extra  Strength  Non-Butyl  Cleaner  Al 

#505  Super  Safety  Solvent  K2 

Food  Plant  Degreaser  &  Cleaner  Al 

Freezer  Cleaner  #1090    A5 

Heavy  Duty  Water  Soluble  Ind  Clnr  & 

Dgrs Al 

Liquid  Hand  Soap  El 

Penetrating  Oil  #1002  H2 

Safety  Solvent  #1000    Kl 

Super  Non  Butyl   CI 

Water  Soluable  Super  Industrial 

Clnr&Dgr   A4 

M  B  L  Industries,  Inc. 

Airysol  Ant  &  Roach  Killer  F2 

Airysol  Brand  Anti-Static  Plastic  Clnr.  CI 
Airysol  Brand  Citrus  Air  Freshener  ....  CI 
Airysol  Brand  Computer  Screen  Cleaner  CI 
Airysol  Brand  Fleas-Lice-Bedbugs 

Insctcd  Fl 

Airysol  Brand  Floral  Dry  Deodorizer  CI 
Airysol  Brand  Food  Grade  Silcn  Relse 

Spr  HI 

Airysol  Brand  Forest  Glen  Dry  Deodor- 
izer        CI 

Airysol  Brand  Fresco  Air  Freshener    ..    CI 

Airysol  Brand  Glass  Cleaner    CI 

Airysol  Brand  Ind  Strength  Insect  Killer  Fl 
Airysol  Brand  Ind.  Strngh  Spc&Cntct 

Spry  Fl 

Airysol  Brand  Insect  Killer Fl 

Airysol  Brand  Lemon  Peel  Dry  Deo- 
dorizer      CI 

Airysol  Brand  Malodor  Neutralizer  ....  CI 
Airysol  Brand  Malodor  Neutralizing 

Foggr CI 

Airysol  Brand  Mint  Air  Freshener  CI 

Airysol  Brand  Moly  Grease   H2 

Airysol  Brand  Mountain  Air  Dry 

Deodrzr CI 

Airysol  Brand  Oven  &  Grill  Cleaner  ..    A8 
Airysol  Brand  Penetrating  Nut&Bolt 
Lsnr H2 


Airysol  Brand  Prof.  Strnth  Insect  Killer   Fl 
Airysol  Brand  Rsdul  Powder  Insect  Kil- 
ler      F2 

Airysol  Brand  Safety  Solvent  Cleaner      K2 

Airysol  Brand  Silicone  Lubricant  H2 

Airysol  Brand  Snappy  Apple  Dry 

Deodrzr CI 

Airysol  Brand  Spice  Air  Freshener  ....  CI 
Airysol  Brand  Springtime  Air  Freshener  CI 
Airysol  Brand  Stainless  Steel  Main- 

tainer  A7 

Airysol  Brand  Stainless  Stl  Clnr  &  Pish  A7 
Airysol  Brand  Surface  Disnf.  &  Air 

Deo CI 

Airysol  Brand  Talc  Dry  Deodorizer  ....  CI 
Airysol  Brand  Total  Relse  Inset  Fo- 

grSpry  Fl 

Airysol  Brand  Utility  Cleaner CI 

Airysol  Brand  Warm  Morning  Air 

Freshener CI 

Airysol  Brand  White  Lithium  Grease       H2 

Airysol  Brand  Window  Cleaner  CI 

Indoor  Fogger   F2 

Multi-Purpose  Disinfectant  Cleaner  ....  CI 
Wasp  and  Hornet  Killer   F2 

M  B  M  and  Supply  Company 

All-Clean  A4 

Aquasolve    A4 

Liquid  Hand  Soap  EI 

Tuff-Strip  A4 

M  C  Chemicals,  Inc. 

Alkaleen  Al 

Chem-Chlor  M-l  Al 

Chem-Soak  HD  A2 

Chem-Steam  40-CL Al 

Chem-Steam  42-NL    Al 

Chemchlor  CIP-HDL    Al 

Chemchlor  CP-40   Al 

Chemchlor  CP-80   A2 

Chemchlor  M-4  Al 

Chemfoam  PP  Al 

ChemlubeHW-1   H2 

ChemlubeSW-l    HI 

Chemsoak  CP-100  A2 

Chemspray  SP-35    Al 

Chemsteam  CL-10 Al 

Chemsteam  CP-25  A2 

Chemsteam  CP-25HD  A2 

Chemsteam  SP-35  Al 

Chemsteam  43-NP Al 

Chemwash  HDL   A2 

Dissolve-0  A3 

Laundry  Compound  Bl 

Oven/Grill  Cleaner    A8 

Powdered  Bleach  BI 

Power  Foam Al 

Power  Foam  LSY   Al 

Power  Plus  Al 

Premium  Laundry  Detergent Bl 

Smokehouse  Cleaner  Al 

M  DM  Chemicals,  Inc. 

MDM  M-Sii  F10  LI 

M  E  S  O  V  A  Ltd. 

Enzymol  H A1.L2 

MFSCO 

Safety  Solvent  K2 

M  J  S  Enterprises,  Inc. 

All-Purpose  Neutral  Cleaner  Al 

Glass  &  Mirror  Cleaner    CI 


Hand  Soap  El 

Liquid  Live  Micro-Organisms    L2 

Liquid  Micro-Orgnsms  w/Instant  Odr 

Cntrl    L2 

M-C  Detergent  Dishwashing  Liquid    ..  Al 

M  KCS/ 

Restaurant  Hood  Services 

MKCS  Professional  Kitchen  Clnr  & 

Dgrsr  Al 

M  K  G  Sales  Associates,  Inc. 

MKG  Egg  Wash  Ql 

Spontaneous  Emulsifier Al 

MLI 

Nortex  Oven  &  Grill  Cleaner  A8 

Nortex  Purple  Cleaner  Concentrate    ....  CI 

M  P  G  Specialties  Chemicals/ 
Division  of  Modular  Protection 
Corp. 

Enz-All  L2 

M  S  C  Technologies 

MSCT  Neutral  Cleaner  CI 

MSCT-22  Industrial  Cleaner A4 

MSCT-44  Industrial  Cleaner Al 

MSCT-66  Industrial  Cleaner/Degreaser  Al 

MSCT-67  CI 

MSCT-88  HD  Industrial  Cleaner  Al 

MSCT-88  Industrial  Cleaner Al 

MSCT-90  A4 

MSI 

MP  III    HI 

M.  D.  Industries,  Inc. 

Detergent  1.2.2  Regular  Suds  Al 

M-Oil-Free  Company 

M  Oil  Free  GS-A-67  Al 

M  Oil  Free  Ultra  Al 

M  Oil  Free  Ultra  "70"  Al 

M  Super  Oil  Free    Al 

M  1000  Oil  Free  Al 

M  300  Oil  Free  Al 

M/A  Associates,  Inc. 

#653ES  Hi  Power  A4 

#690ES  Dyna  Kleen   A4 

Acid  Detergent    A3 

All  Purpose  Cleaner    CI 

Brake  &  Parts  Cleaner   Kl 

Citra-CIean E4 

Concentrate  #4 Al 

Dry  Moly  Lubricant    H2 

Gear  Lubricant H2 

Glass  Cleaner CI 

Gum  Remover  CI 

GS  #77  General  Cleaner  Al 

M/A  Penetrating  Lube  &  Moist.  Dis- 

placer H2 

Non  Butyl  Cleaner  Concentrate  #3    ....  Al 

Oven  &  Grill  Cleaner  A8 

Penetrating  Lubricant    H2 

Pine  Air  Freshener    CI 

Qat  1000  Disinfectant  Deodorizer  Sntzr.  D2 

Safety  Solvent  K2 

Stainless  Steel  And  Polish    A7 

Vandalism  Mark  Remover   CI 
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Wonder  Utility  Cleaner  CI 

20      Liquid  Hand  Soap   El 

iquid  Hand  Soap El 

Machemco,  Inc. 

Adjunct  100  G6 

Adjunct  101  G6 

Adjunct  200  G6 

Alka-Ska\    G6 

Aristocrat  CI 

ASC  Al 

Bac  L2 

Best-l  A2 

Big  Brute  A4 

Big  4    Al 

Blue  Klean  A4 

Bottle  Wash  A2 

Bratt  A4 

Brute    A4 

Chem-Clean  Milk  Stone  Remover  A3 

Chemtreet  1MK  G7 

Chemtreet  4MK  G7 

Chloro-Clean  H.F A4 

Chloro-Suds  Al 

Clean  Up  1-1  A2 

Conquer  Al 

Conquer  +  Pine  CI 

Descale  S  A3 

Descale  118  A3 

Dishwash-No  Foam  Al 

Egg-Vat-Sol  A3 

Rush  Kleen  LI 

Foamore  II  Al 

Foamy    A4 

Fresh-N-Clean  A4.B1 

G.P.C-CL   A2 

G.p.c-n    Al 

Great-I   A4 

Grill-O-Brite    A8 

GPC-III    Al 

GPC-1    Al 

Heavy  Duty  Detergent  Degreaser A4 

Jet  Spray    Al 

Kleen-All  CI 

LF  Spray  Wash   Al 

Lemon  Cleaner   CI 

Lemon  Fresh  60    CI 

Lemon  Grove  10  CI 

M  1055    G6 

M-1050    G6 

M-1053    G7 

Macfactant  BX    A4 

Macfactant  C.P.C A3 

Macfactant  DC Al 

Macfactant  FLC Al 

Macfactant  FPC  A3 

Macfactant  S.F Al 

Macfactant  S.P.W A4 

Macfactant  S.S.C A4 

Macfactant  WW Al 

Macfactant  21    A2 

Mighty  Mac  Al 

OLDS  G7 

Phos  Clean  LCTT  Al 

Phostreet  1000L G6 

Phostreet  807  G6 

Pine  Oil  Cleaner   CI 

Poly-Treet  0300 G6 

Poly-Treet  0520 G6 

Poly-Treet  0700 G6 

Poly-Treet  1 1 1 1  G6 

Poly-Treet  1113 G6 

Poly-Treet  1114  G6 

Poly-Treet  1115  G6 

Poly-Treet  2001  G6 

Poly-Treet  2005  G6 

Poly-Treet  2007  G6 

Poly-Treet  2010 G6 

Poly-Treet  3000  G6 

Poly-Treet  3010 G7 

Poly-Treet  3011  G7 


Poly-Treet  3012  G7 

Poly-Treet  3013  G7 

Poly-Treet  3014  G7 

Poly-Treet  3050 G7 

Poly-Treet  4000 G7 

Poly-Treet  500  G6 

Poly-Treet  5000 G6 

Poly-Treet  5110 G7 

Poly-Treet  5225  G6 

Poly-Treet  5301  G6 

Poly-Treet  5302  G6 

Poly-Treet  5305  G6 

Poly-Treet  5310 G6 

Poly-Treet  5325  G6 

Poly-Treet  5501  G7 

Poly-Treet  5555  G7 

Poly-Treet  5774 G7 

Polytreet  1001    G7 

Polytreet  180  G7 

Polytreet  800  G7 

Polytreet  900  G7 

Pressur-Clean  Al 

Quip  Clean  A2 

Quip  Clean  II  A2 

Rapiclean  A4 

Skav-Ox  G6 

So-Clean    Al 

Sol  Mul    A4 

Sol-va-Sol    Al 

Solva-Suds  Al 

Spank-N-Clean    A4.A8 

Sparkle  Bnte   Al 

Sparkle  Clean  303  Al 

Sparkle  Clean  404  Al 

Sparkle  Clean  606  A2 

Sparkle  Clean  707  Al 

Sparkle  Clean  909  A2 

Spin-Off A2 

Steam  Cleaner  Al 

Steamzit  Off    A4 

Suds  It  Off Al 

Super  Clean  1001    A4 

Tangerine-Kleen    CI 

Tough  III   Al 

Tough  IV  A2 

Tough  IX  A2 

Tough  V A2 

Tough  VI  A2 

Tough  VII   A2 

Tough  VIII Al 

Tough-I    Al 

Tough-X Al 

True  Grit   A6 

TT  Concentrate  Al 

V-Alive    L2 

Vat-Sol  A3 

Vel-Vo-Lan  NP  El 

Vita-Zyme   L2 

Macro  Specialty  Industries,  Inc. 

NZ-FG  Grease  HI 

MacCulloch  Chemical  Ltd. 

Romac  Rohib-C  G7 

MacDermid  Inc. 

Bnte-Boy  Al 

Citragold    CI 

Rust  Eradicator  2X   A3 

Siege    Al 

Siege  ECC  Al 

Siege  Low  Foam  Al 

3D  Supreme  Al 

Made-Rite  Janitor  Supply  Co. 

Made-Rite  Heavy  Duty  Cleaner  &  De- 
greaser    A4 


Madison  Bionics 

Aerace   CI 

Aerogen  CI 

Aloe  "Pure  E4 

Attract   CI 

Biogen   CI 

Biogen  Aerosol   CI 

Bowl-Bar C2 

Chem-Ox  A3 

Chem-Steam    Al 

Chemplex  A4 

Chemtrust  (Aerosol)   Kl 

ChemBuds  A6 

Cinn-A-Mene  CI 

Clophane   CI 

Davenex  A8 

Deozoid   CI 

Deozone  CI 

Deozone  (Sunburst)  Bulk   CI 

Deozone  April  Mist CI 

Deozone  Red  Hot  (Bulk)    CI 

Deozone  Tropical  Fruit  (Bulk)  CI 

DiFlex    HI 

Dri-Spec  Plus  (Aerosol)   H2 

Dymelite    A3 

Dymelite    A3 

DynaFoam  A4.C1 

Envirogen CI 

Ethex  (Aerosol)  K2 

Ethex  (Bulk)    K2 

Ex-Purge    LI 

Fire  Force    F2 

Free  Turn  H2 

Free-Flow LI 

Freez-Thaw   CI 

Garbate CI 

Goes  H2 

Goes  Plus  (Aerosol)    H2 

Grand  Slam  El 

Hefty    Al 

Hydro-Brite   A1.P1 

Hydro-Tel    G6 

Lemon  See  (Aerosol)    CI 

Lemon  See  (Bulk)  CI 

Liqua-Therm   CI 

Liquifact CI 

Mechandy  II    E4 

Metreet-Moly  (Bulk)  H2 

Microgen  21    CI 

Microgen  568    L2 

Nitrosol    A4 

NitroFoam   CI 

Perform  (Aerosol)  H2 

Perform  Plus  (Aerosol)  H2 

Preen    CI 

Procid  A3 

Radene  C2 

Regenerate  PS  (Aerosol)  K2 

Removes  All   C3 

Sanacide  Cleaner  Concentrate    CI 

Score    PI 

See  Glass  Cleaner  CI 

Sila-Force HI 

Silifax    H2 

Silifax  (Bulk)  HI 

Silifax  Plus  (Aerosol)   H2 

Stain  Stomper   B1.C1 

Super  Chemtrust  90 Kl 

Super  Nitrosol  50   Al 

Take  It  Off CI 

Take  It  Off  (Aerosol)   CI 

Thermatic  LI 

Thick-N-Clean  (Aerosol)    A8 

Tower  Trol G7 

Tri-Foam  90 Al 

Up-Tite PI 

Visu-Clear  (Bulk)    CI 
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Madison  Chemical  Co.,  Inc. 

Acid  Clean  A A3 

Acid  N  A3 

Acid  No.  3  A3 

Acid  No.  3  +  A3 

Acid  No.  3  A A3 

Acidfoam  A3 

Acidfoam  300X  A3 

Additive  Al 

Aero-Foam  A2 

Aerofoam  CL Al 

Aerofoam  D  Al 

Aerofoam  G  Al 

Aerofoam  Special    Al 

Alkaline  Deruster    A2 

Antifoam  B    Al 

Aquaclean    Al 

Aquaclean  Plus    Al 

Assist  Al 

ARF-150    Al 

ARF-250    A3 

AWD   Bl 

Beads  Al 

Breeze    CI 

Brite  Clean CI 

BL-25  Bl 

C.I.P A3 

C.I.P.  181  A1.Q1 

Can  Wash  T-142  Al 

Challenge  Al 

Chlor-Clean  D2.Q4 

Chlorinated  CIP  Cleaner  A2 

Chlorinated  CIP  Special   A2 

Chlorinated  Egg  Cleaner  Ql 

Chloro-Det  Al 

Chloro-Floor    Al 

Compound  A-97    Al 

Compound  AD-8  A2 

Compound  AF-A  Al 

Compound  AF-B  Al 

Compound  AF-C  Al 

Compound  AF-H  Al 

Compound  AS-30  Al 

Compound  AS-30K  Al 

Compound  AS-30NP    Al 

Compound  AT-4  A4 

Compound  BC-14  Al 

Compound  BC-33  C2 

Compound  CL-2  Al 

Compound  D-12A  A2 

Compound  DC-14  Al 

Compound  DC-144  Al 

Compound  DS  A3 

Compound  ET-Special    Al 

Compound  FC-14B  Al 

Compound  FC-2   A4 

Compound  FC-2A  A4 

Compound  GP-5   A4 

Compound  HS-30  Al 

Compound  HT  50  A2 

Compound  HT-25  A2 

Compound  HT-50  Boil  Out   A2 

Compound  IDC-30   D2 

Compound  IDC-32   D2 

Compound  IDC-36   D2.G5 

Compound  K-260   A4.H2 

Compound  L-14    Al 

Compound  L-144    Al 

Compound  L-144-NP   Al 

Compound  LD-5   A3 

Compound  LDA    A3 

Compound  LIM-10  CI 

Compound  MB    Al 

Compound  MSP-10  Al 

Compound  MSP-52  Al 

Compound  NBR-2    Al 

Compound  P-124    A3 

Compound  P-520    A4 

Compound  P-550    CI 

Compound  P-550  LC    CI 

Compound  PS-1    Al 


Compound  PS-l-NP   Al 

Compound  PS-2    A3 

Compound  PS-2LF  A3 

Compound  R-98X  Al 

Compound  S-l     Bl 

Compound  S-2    A1.B1 

Compound  SS  33  NF   K2 

Compound  SS-2000    K1.K3 

Compound  SS-33    K2 

Compound  TL-40   HI 

Compound  1-2-3  Al 

Compound  1-2-3-50    Al 

Compound  14-F    Al 

Compound  14-XC  Al 

Compound  14-XP  Al 

Compound  14X  Al 

Compound  175-D   Al 

Compound  175-D-NP  Al 

Compound  175-F    Al 

Compound  175-F-NP    Al 

Compound  175-FJ  Al 

Compound  175-FJ-NP    Al 

Compound  175-FK-NP  Al 

Compound  175-FW  Al 

Compound  175-FW-NP    Al 

Compound  175-X   Al 

Compound  175FK  Al 

Compound  I75FWF   Al 

Compound  50-M  Al 

Compound  50B  A4 

Compound  50G  A4 

Compound  50MC   A4 

Compound  50MF    Al 

Concrete  Cleaner  0-2    A4 

Conveyor  Lube   H2 

Conveyor  Lube  XX  H2 

Coverall  A  CI 

Crystal  Base El 

CIP-N  A3 

CIP-300X A3 

CIP-5X  A3 

CWT#1  G5.G7 

CWT#1  Special   G5.G7 

CWT-ZF    G7 

Dairy  Cleaner  No.  14   Al 

Dairy  Cleaner  No.  14-NP  Al 

Dart  081  K2 

Dart  092  C3 

Dart  092  West  C3 

Dart092-EM  C3 

Dart  150 A3 

Dart  151  A3 

Dart  151  X A3 

Dart  151X-R    A3 

Dan  160 A3 

Dan  162  A3 

Dan  172 A3 

Dart  172  S  A3 

Dart  210 A3 

Dart  210  LF A3 

Dart  254  H2 

Dart  260 Al 

Dart  286  A1.Q1.Q5 

Dart  298  G7 

Dart  312  A4 

Dart  351  Al 

Dart  351  (MAR-JAC)  Al 

Dart  351  NP    Al 

Dart351-B  Al 

Dart  351-N Al 

Dart  354  Al 

Dart  400  BO   A2 

Dart  402  A2 

Dart  403  A2 

Dart  403  BO A2 

Dart  404  Boil  Out  A2 

Dart  405  A2 

Dart  417  A4 

Dart  444  Al 

Dart551-M    A3 

Dart  701  Al 

Dart  733  Al 


Dart  751  Al 

Dart  800  R  A2 

Dart  800-CL    Al 

Dart  822 Al 

Dart  824  A2 

Dart  825  A2 

Dart  835  A2 

Dart  839-H  A2 

Dart  849  Al 

Decharacterized  Sodium  Nitrite   G5 

Destain  QI.Q2 

Dry  Acid    A3 

Dry  Acid  K   A3 

Egg  Cleaner  DF Ql 

Ezy  Kleen    CI 

Fast  Clean   Al 

Fast  Clean  LC  Al 

Fast  Clean  NP  Al 

Galvanite   A3 

General  Purpose  Heavy  Duty  A2 

General  Purpose  Heavy  Duty  NP  A2 

General  Purpose  N    Al 

General  Purpose  N-Blue  Al 

General  Purpose  N-NP   Al 

General  Purpose  0-2   Al 

General  Purpose  5  Al 

Handcare  CX  E2 

Help  Al 

High  AC    Al 

High  AC-NP   Al 

HW  Bottle  Wash  Al 

ley  Clean  A5 

In  Place  A   A2 

In  Place  A  (Boil  Out)  A2 

In  Place  A-NP  A2 

Industrial  Formula  Bl 

Jel  Terge   Al 

Lanosoft  C2 

Linen  Formula  Bl 

Liqui-Kab  Special  Al 

Liqui-Kab  Special  (Staley)  Al 

Liqui-KAB  2000  Al 

Liquid  AC   Al 

Liquid  Bottle  Wash  A2 

Liquid  Caustic  Soda   A2 

Liquid  GP    Al 

Liquid  Hand  Soap  El 

Liquid  Neggate   A3 

Liquid  Smokehouse  Cleaner  2   A8 

Liquid  Utility  Cleaner  2   Al 

LiquiThick  825    Al 

Madisan  Acid  LF    D2 

Madisan  16    Dl 

Madisan  2000    E3 

Madisan  2080    D2.Q3 

Madisan  32   Dl 

Madisan  90    Dl 

Madison  Concentrate A4 

Madison  Concentrate  NB   A I 

Madison  Hand  Saniuzer  and  Cleaner  ....  E2 

Marvella  A4 

Marvella  L  CI 

Marvella  M    Al 

Marvella  P  A4 

Neggate   A3 

Neutralizer  LBW  A2 

No  Foam   Al 

No  Scale    A3 

Oil  Dip  HI 

Phase  I  El 

Powdered  Acid   A3 

Powdered  Hand  Cleaner  C2 

Powdered  Hand  Cleaner  B   C2 

Power  Scrub  Concentrate   A4 

Premium  Egg  Cleaner  Ql 

Premium  Lube  H2 

Rins-Aid77    Al 

San-Acid  I   D2 

Sewer  Cleaner  LI 

Shroud  Special  A1.B1 

Smoke  House  B  A2 

Smoke  House  B  NP    A2 
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Smoke  House  SS  A2 

Smoke  House  SS  NP    A2 

Smoke  House  2  A2 

Smoke  House  2  (M)  A2 

Smoke  House  2C A2 

Smoke  House  3  A2 

Smoke  House  66  A2 

Smoke  House  99X    A2 

Spectra  Blue    Al 

Spectra  Brown  A2 

Spectra  Brown  X  A2 

Spectra  Gold   A1.H2 

Spectra  Orange    Al 

Spectra  Pink Al 

Spectra  Purple  A3 

Spectra  Red  A3 

Spectra  Red  X  A3 

Spectra  White    A2 

Spectra  Yellow    Al 

Spectra  Yellow  X    Al 

Stainless  Cleaner  A3 

Stainless  Cleaner  No.  3 A3 

Stainless  Polish   A7 

Steam  Cleaner  SN  A2 

Steam  Cleaner  TM    Al 

Stone  Remover    A3 

Stripper    A2 

Stripper  S.A.S A8 

Stripper  07  A2 

Stopper  20-N  A2 

Super  Floor  Cleaner  #10  Al 

Super  Floor  Cleaner  #5-A CI 

Super  Floor  Cleaner  #5-HD  CI 

Super  Floor  Cleaner  #5-NP    CI 

Super  Floor  Cleaner  #6  Al 

Super  Floor  Cleaner  #91  A4 

Super  Floor  Cleaner  5  A2 

Super  Wet  X   Al 

Supreme  63   A2 

Tech  Oil  HI 

Thixostrip  W  A8 

Triox  Supreme  Al 

Vegetable  Cleaner  Al 

Wagon  Wash  Al 

3  D'S    Al 

Madison,  J.R.  Maintenance  Supplies 

JRM  Bnte  White  Cone.  Toilet  Bowl 

Clnr C2 

Mador  Company,  Inc.,  The 

Acid  Cleaner  280    A3 

Chlorinated  Heavy  Duty  Cleaner  290  A2 

General  Cleaner  295  Al 

Germicidal  Cleaner  C2 

Germicidal  Cleaner  &  Deodorant  C2 

Greasy   H2 

Hea\y  Duty  Cleaner  285    A2 

Lotionized  Hand  Soap El 

Toilet  Bowl  Cleaner   C2 

Vandal  Mark  Remover  CI 

Magee  Industries  DivV 
Midland  Chicago  Corp. 

Adios  A4 

Alcohol  Hand  Sanitizer E4 

All  Purpose  Blue  CI 

Aqua  Mop   CI 

Baby  Powder  CI 

Bee-Clene    Al 

Break  Away  A4 

Buster A4.A8 

BPC-50    Al 

C.W.C Al 

C-Solve    CI 

Cherry    CI 

Cold  Solvent  Degreaser    K2 

Con  Prep    PI 


Cudall  A4 

Deluxe  Hand  Soap    El 

EMUL-8  Parts  A  &  B CI 

Floral   CI 

FP-1-X39  A4 

Gleam-All    CI 

Green  Apple    CI 

Hand  Soap  E4 

Hand  Soap  B.A El 

Hand  Soap  B.D El 

Hand  Soap  B.G E4 

Hand  Soap  B.I E4 

Hand  Soap  E.D EI 

Hand  Soap  EH El 

Hand  Soap  N.S.I E4 

Hand  Soap  PA El 

Hand  Soap  PL El 

Hand  Soap  S.D.N El 

Hand  Soap  S.H El 

Hand  Soap-Sanitizer  E2 

Handsoap  N.G.I E4 

Handsoap  N.S.A El 

Heavy  Duty  Solvent   PI 

Improved  MC  Green  CI 

Lemon    CI 

Life  Guard  Non-Acid  Porcelain&Bowl 

Clnr  C2 

Lo-Foam    CI 

MC.  Concentrate    A4 

M-Solve  CI 

M-815  Seal  Strip  C3 

Mint  CI 

Mountain  Air  CI 

Mr.  Power   A4 

Multi-Purpose  Cleaner    Al 

MC-Green   CI 

No  Streak  Floor  Cleaner  CI 

Power  Pack  M-287   CI 

PHC-70   Al 

PHX  E4 

Quatron-G   A4.C1 

Quatron-H   D2 

Rinse  Aid  A4 

Sea  Air  CI 

Seal  and  Finish  Remover   C3 

Spice    CI 

Spray  Cleaner   Al 

Super-C   CI 

SR-3000  Seal  Remover  CI 

Take  Over   A4.A8 

Tear  Drops  A4 

Tropical   CI 

TW-6   A4 

Magic  American  Corporation 

Kitchen  Magic  CI 

Magic  Chemical  Company 

Power  Non  Butyl  Cleaner  Degreaser    .    Al 
Slick  CI 

Magna  Alloys  &  Research 

Magna  979  E4 

Magna  Technologies,  Inc. 

CAS-5    D2 

Magna  DIN-15    D2 

MagnaChem,  Inc. 

M-700  G6 

M-704  G7 

M-715  G7 

M-716  G7 

M-717  G7 

M-803  G6 

M-904  G7 


M-908    G6 

M-920    G6 

MagnaChem  M-300    G6 

MagnaChem  M-302    G6 

MagnaChem  M-401     G6 

MagnaChem  M-500    G2 

MagnaChem  M-600    G7 

MagnaChem  M-701    G7 

MagnaChem  M-706    G7 

MagnaChem  M-707    G7 

MagnaChem  M-902    G6 

Magnolia  Products  Co. 

China  Clean  Al 

Liquid  Hand  Soap  El 

Sani  Pak  Dl 

Magnum  Research  Corp. 

All  Brite  A7 

All  Purpose  Cleaner  &  Degreaser    A I 

Barrier  Cream    E4 

Big  Mac  Al 

Bug  Out  Institutional  Insect  Spray  Fl 

Citra-Clean  E4 

Clear- View  Glass  &  Mirror  Cleaner  .  CI 
Creep  Out  Roach  &  Ant  Pressurized  ....  F2 

De  Germ  I  Dl 

Dis-Place  Moisture  Displacer  &  Lubri- 
cant     H2 

Food  Grade  Silicone  Spray  HI 

Liquid  Steam  Cleaner  Al 

Mag  Lube    H2 

Mag  70  Special  Al 

Mag-44 A4 

Mag-85 CI 

Moly  Lube  H2 

MAG  357  Non-Flammable  Safety 

Solv.-Dgrsr  K2 

Neutri-Kleen    Al 

Oil  Eater    Al 

Orange  Action  CI 

Oven-Kleen  Oven  Cleaner   A8 

Pine  Guard  I    Dl 

Rich   EI 

Safe  Guard  HI 

Safety  Solvent  K2 

Scrub-A-Matic  Al 

Special  Spectra-Kleen  Al 

Spectra  Kleen    Al 

Spray  Away  Wasp  &  Hornet  Killer  w/ 

Sevin  F2 

Spray  Kleen  Multi-Purpose  Cleaner  ....  CI 

Unibol    C2 

1-Piece  Unitab  Screens  C2 

Magrabar  Chemical  Corporation 

GWPD-655    Al 

Main  Street  Environmental 
Lubricants 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

22    HI 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

32    HI 

Sentinel  Deep  Well  Pump  Oil  ISO  VG 

46    HI 

Sentinel  Feed  &  Grain  Dust  Stop  Oil  HI 
Sentinel  Food  Machine  Grease  NLGI 

Grd  #1  HI 

Sentinel  Food  Machine  Grease  NLGI 

Grd  #2  HI 

Sentinel  FM  AW  Hydraulic  Oil  ISO  VG 

100    HI 

Sentinel  FM  AW  Hydraulic  Oil  ISO  VG 

32    HI 

Sentinel  FM  AW  Hydraulic  Oil  ISO  VG 

46    HI 
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Sentinel  FM  AW  Hydraulic  Oil  ISO  VG 

68    HI 

Sentinel  FM  Chain  Oil  ISO  VG  100  .,  HI 

Sentinel  FM  Chain  Oil  ISO  VG  220  ..  HI 

Sentinel  FM  Gear  Oil  ISO  VG  220  ....  HI 

Sentinel  FM  Gear  Oil  ISO  VG  460  ....  HI 

Sentinel  20  USP    HI 

Sentinel  24  USP   HI 

Sentinel  35  USP    HI 

Sentinel  50  USP    HI 

Sentinel  7  USP    HI 

Sentinel  9  USP    HI 

Maines  Sanitary  Maintenance 
Supply 

Baseboard  Stripper   CI 

Citrus  Degreaser   CI 

Foaming  Germicidal  Cleaner   C2 

Mirror  &  Glass  Cleaner    CI 

Mainpro,  Inc. 

All  Pro  A4 

DuzAU    Al 

Odorgestor  CI 

Pro  Lube  1000  Solvent  Proof  Grease  ..  HI 

Squeaky  Foaming  Glass  Cleaner   CI 

Maintenance  Chemical  Suppliers, 
Inc. 

Foam  Ease  H2 

Food  Grade  Silicone  Spray  HI 

High  Foam  Concentrate    A4 

M-C-S  Bowl  Cleaner    C2 

Magic  Macho  Man  Antiseptic  Ltn  Hand 

Soap    El 

Mechanics  Hand  Cleaner    E4 

MCS  C2 

MCS  pH7    A4 

MCS  Auto  Scrubber  Low  Foam  Con- 
centrate     Al 

MCS  Double  Alive  CI 

MCS  Fast  Ball  CI 

MCS  Lotion  Hand  Cleaner  E4 

MCS  Magic  Creme  Cleanser   A6.C2 

MCS  Never  B-4    Al 

MCS  Non-Acid  Bowl  Cleaner  C2 

MCS  Non-Flammable  Silicone  Lubri- 
cant     HI 

MCS  Odor  Control   CI 

MCS  Out  Reach  +    E4 

MCS  Pine  Bowl  Cleaner    C2 

MCS  214  Double  Strength  A4 

MCS  214  Extra  Strength    A4 

Rip-Off A8 

Solvent  Vandal  Mark  Remover    CI 

Maintenance  Depot,  Inc. 

D-Lime CI 

Grease  Cutter A4.A8 

Remington  Chemical  HDQ- 128  CI 

Remington  Chemical  HQ-256    CI 

Remington  Chemical  Saniterge    D2 

Maintenance  Engineering  Corp. 

Meco  Microbiocide  HM-24    G7 

Meco  Microbiocide  J-61  G7 

Meco  Microbiocide  MBT  G7 

Meco  Microbiocide  NJD-10  G7 

Meco  Microbiocide  Q-l    G7 

Meco  Microbiocide  T-40    G7 

Meco  Treat  CB- 1103    G6 

Meco  Treat  CB- 1105    G6 

Meco  Treat  CB- 11 06    G6 

Meco  Treat  CB- 1201    G6 

Meco  Treat  CB-1202    G6 

Meco  Treat  CB- 1203    G6 


Meco  Treat  CB- 1206    G6 

Meco  Treat  CB- 1208    G6 

Meco  Treat  CB- 1209    G6 

Meco  Treat  CB-1 211    G6 

Meco  Treat  CB-1 21 2    G6 

Meco  Treat  CB-1 21 3    G6 

Meco  Treat  CB-1 21 4    G6 

Meco  Treat  CB-1 21 5    G6 

Meco  Treat  CB-1 21 6    G7 

Meco  Treat  CB-1 21 7    G6 

Meco  Treat  CB-1 21 9    G6 

Meco  Treat  CB-1 302    G6 

Meco  Treat  CB-1 303    G6 

Meco  Treat  CB-1 304    G6 

Meco  Treat  CC- 1104    G7 

Meco  Treat  CC- 1105    G7 

Meco  Treat  CC- 11 07    G6 

Meco  Treat  CC-11 11    G7 

Meco  Treat  CC-1 112    G7 

Meco  Treat  CC-11 14    G6 

Meco  Treat  CC-1 115    G7 

Meco  Treat  CC-1 116    G7 

Meco  Treat  CR- 11 00    G7 

Meco  Treat  CR- 11 02    G6 

Meco  Treat  CR- 11 04    G6 

Meco  Treat  CR- 11 05    G6 

Meco  Treat  CR- 11 06    G6 

Meco  Treat  CR- 1107    G6 

Meco  Treat  CR- 1108    G6 

Meco  Treat  CR- 11 09    G6 

Meco  Treat  CS- 11 00 PI 

Meco  Treat  CS- 1 101  PI 

Meco  Treat  CW- 11 03  G6 

Meco  Treat  CW- 11 04  G7 

Meco  Treat  CW- 1106  G7 

Meco  Treat  CW- 11 07  G7 

Meco  Treat  CW-1 110  G7 

Meco  Treat  CW-1111   G7 

Meco  Treat  CW-1 112  G7 

Meco  Treat  CW-1 113  G7 

Meco  Treat  CW-1 114  G7 

Meco  Treat  CW-1 115  G7 

Meco  Treat  CW-1 116  G7 

Meco  Treat  CW-1 119  G7 

Meco  Treat  CW-1 120  G7 

Meco  Treat  CW-1 121   G7 

Meco  Treat  CW-1 200  G6 

Meco  Treat  CW-1 201   G7 

Meco  Treat  CW-1 203  G7 

Meco  Treat  CW-1 204  G6 

Meco  Treat  CW-1 205  G7 

Meco  V-30 G7 

MECO  Sodium  Hexametaphosphate    ..  G6 

MECO  Treat  CB-1 306   G6 

Maintenance  Equipment  & 
Chemical  Sales 

Acidet  Blend   A3 

Alu-Finish    Al 

Aluminum  Strip  Al 

Aqua-Clean    Al 

AP-Chlor-All  Purpose  Foaming  Chlmd 

Clnr  Al 

Bacteria  Clean  El 

Blue  Power    Al 

Chlorinated  Foam   Al 

Cir-Klor  Al 

Conveyor  Lube  LF   H2 

Drain  Cleaner    LI 

Easy  Clean  Al 

Extra  Foam    Al 

Foaming  Power  Al 

Hands  El 

Industrial  Oven    A8 

Like  New  Al 

Pure  Lube    HI 

Rust  Stop  A3 

Sealed  Floor  Cleaner A4 

Steam  Clean  J   Al 

Sub  Zero    A5 

Tough  Job   A4 


Maintenance  House  Supply,  Inc. 

Ambush   CI 

Glacier  Blue C2 

Glass  Cleaner CI 

Hot  Shot    C2 

Lotion  Hand  Cleaner  E4 

Spring  Tide   E4 

Titan  A4 

Maintenance  Lubricants  Limited 

Mainlube  340 H2 

Mainlube  375 HI 

Maintenance  Pace  Setters,  Inc. 

Mechanical  Dish  Detergent Al 

MPSI  Acid  Bowl  Cleaner  C2 

MPSI  Bleach  Al 

MPSI  Degreaser   CI 

MPSI  Disinfectant  Cleaner  Dl 

MPSI  Emulsion  Bowl  Cleaner  C2 

MPSI  Pine  Cleaner  CI 

MPSI  Tile  and  Stainless  Steel  Cleaner  CI 

MPSI  Window  Cleaner  CI 

MPSI-III  Chlorinated  Caustic  Cleaner  A2 

MPSI-101  HD  Alkaline  Cleaner Al 

MPSI- 102  Powdered  Alkaline  Cleaner  Al 

MPSI-103  HD  Acid  Cleaner A3 

MPSI- 104  General  Purpose  Cleaner  ....  Al 

MPSI- 105  HD  Alkaline  Foam   Al 

MPSI-106  Liquid  Hand  Cleaner  El 

MPSI- 107  All  Purpose  Cleaner   Al 

MPSI-108  CC  Foam  Al 

MPSI- 109  Disinfectant-Santzr.  Fngcd. 

Deo  Dl 

MPSI-110XHD  Caustic  Cleaner  A2 

MPSI-1 12  HD  Acid  Foam   A3 

MPSI-113  And  Foam  Al 

Maintenance  Products  & 
Equipment  Company 

Quik  Klean  Spray  and  Wipe  Degreaser 

Clnr  CI 

Maintenance  Products  Co. 

MPC-Tox  Fl 

Odorgestor  CI 

Packing  House  Cleaner  Al 

WD-80  H2 

Maintenance  Products,  Inc. 

Non-Butyl  T.K.O.  Degreaser  &  Cleaner  Al 

Maintenance  Services  &  Supplies 

MSS  Challenge  A4 

MSS  Foam  Clean    Al 

MSS  Neutr-Clean    A4.A8 

MSS  Scum  Soap  A3 

Maintenance  Supplies  &  Marketing, 
Inc. 

All  Kleen  CI 

Concept-Kleen  Al 

Degreaser  No.  19    CI 

Germ-KIeen  C2 

Hand-Kleen   E4 

LAB CI 

Oven  Grill  Oven  Cleaner   A8 

Maintenance  Supply  Co.,  Inc. 

Attack A8 
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Bee  Quick   CI 

Classic  Touch  Cleanser E4 

Death  Squad  Fogger  F2 

Death  Squad  Immediate   Fl 

Death  Squad  Now  'N'  Later   F2 

Dry  Slide  HI 

Glo  Clean CI 

Grime  Getter  Al 

Guard-O-Phene  Disinfectant  Deodorant  CI 
Guard-O-Phene  Disinfectant  Deodorant 

Spr CI 

Improved  Grime  Getter A4 

Lather  Plus  Lotion  Soap  E4 

Liquid  Ded  Eye  Fl 

Liquid  Un  Plug  L2 

New  Look   C2 

Pine  Oil  Disinf  Phenol  Coef.  7  CI 

Power  Suds  Foaming  Bathroom  Cleaner  C2 

Sharp   A7 

Smooth  El 

Speed  Clean  Al 

Sta-Sheen  II  CI 

Strip-It  A4 

Switch  Hitter  Hying  &  Crawling  Insctcd  F2 
Task  Force  General  Purpose  Foaming 

Clnr  C2 

Task  Force  Germicidal  Foaming  Cleaner  C2 

Maintenance  Supply  Company/ 
A  Division  of  Bunn  Capitol  Co. 

Masco  Break  Thru Al 

Maintenance  Supply  Inc. 

Deegreesor  A8 

Neutra  Clean  Al 

Maintenance  Supply  Service  Corp. 

Sentinel    CI 

Maintenance  Too  Paper  Company, 
Inc. 

Foaming  Degreasing  Cleaner  Al 

Pinnacle  Wipe  Out    A4 

Power  Too  Al 

Maintenance,  Inc. 

Minco  All-Clean   Al 

MPC  Pavement  Cleaner  Concentrate  ..    A4 

Maintex 

Graffito    CI 

Oven  and  Grill  Cleaner A8 

Touch  Up C2 

Maintex,  Inc. 

"Foaming"  Chlorinated  Cleaner   Al 

A.P.C A4 

Bac-A-Way   El 

Bleach    A1.B1 

Block  &  Towel  Scouring  Whitener  ....  A6 

DDC  Disinfectant-Cleaner  Sanitizer  ....  Dl 

E-Z  Suds  Dish  Soap  Al 

Eliminate  SC-90   D2 

F-103  Foaming  Cln Al 

F- 105  Blue  Foamer  Al 

F-109  Boil  Out    A2 

F-lll  C.I.P.  Acid  Heavy  Duty  A3 

F-112  All  Purpose  Cleaner  Al 

F-115  Pan  Wash   Al 

F-l  16  Power   Al 

F-l  18  Protein  Stone  Remover    A3 

F-132  Clorinated  Cleaner  A2 

F-136  Super  Power  Al 

F-137  Super  Power  -  "Red"   Al 


F-162  Smokehouse  Cleaner    A2 

Hand  Dishwashing  Detergent  Al 

Lightning  Degreaser   Al 

Lime  Go A3 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  El 

Low  Foaming  Lubricant  H2 

Mainkleen    A4 

Mainstrip  A4 

Milkstone  Remover  A3 

Oven-Grill  Cleaner   A8 

Pup  Pick  Up  Problem  Spills  CI 

Safe  Blue  A4 

Safe  D'Orange  CI 

Safe  Kleen  A4 

Sani-Cide  94   D2 

Sanitizing  Hand  Soap   E2 

Spectrum  Neutral  Free  Rinsing  Cleaner  A4 

Super  Jetclean   A4 

Tank  Glo  A4 

Therm-O-Solv   Al 

Typhoon  A4 

Whirlwind   CI 

7-11  Industrial  Heavy  Duty  Cleaner   A4.C1 

Majestic  Chemicals,  Inc. 

Majic  Clean  A8.B1 

Majestic  Wax  Company 

Stainless  Steel  Protective  Polish  CI 

Major  Chemical  Company 

Circuit  Solv  K2 

CitraSol    CI 

Crystal  Glass  Cleaner  CI 

Enviro  Cide  Plus  CI 

Grease-Odor  Control  CI 

Lemon  Plus  CI 

Lift-Off   A4 

Lithium  Base  White  Grease   H2 

Lube  All H2 

Micro  Quat    C2 

Neutra-Clean  A4 

Odor  B  Gone  CI 

Pine  Plus   CI 

Pink  Lotion  Hand  Cleaner    El 

Release  Stainless  Silicone  Spray    HI 

Solv  Safe  K2 

Speed  Clean  A4 

Spring  Breeze    CI 

Super  Shine  Stainless  Steel    A7 

Total  C2 

Tuff  Scrub  E4 

Major  Supply  Company 

De-Solve    Al 

Major  Supply  Corporation 

Asidufoam  C2 

Major  NBC    Al 

NBC  Non  Butyl  Cleaner  Al 

Major  Supply,  Inc. 

Food  Locker  and  Freezer  Cleaner   A5 

Makro  Importers  &  Distributors 

Tornado   A4 

Malco  Products,  Inc. 

#665  Concrete  &  Garage  Floor  Clnr    .  CI 

All  Fabric  Bleach    Bl 

All  Purpose  Silicone  Spray  H2 

Bio  All  Purpose  Household  Cleaner    ..  A4 


Dairi-Brite  Deluxe  Auto   Dshwshng 

Comp Al 

Dain-Bnte  Multi-Purpose  Cone.  Cleaner  CI 

Deluxe  Laundry  Compound   A1.B1 

Do-It-All    Al 

Floor  Shampoo    A4 

H/A  Concentrate   Al 

Laundry  Compound A1.B1 

Liquid  Car  Wash  Al 

Lotion  Hand  Cleaner  El 

Malco  Deluxe  Automatic  Dshwshng 

Compound Al 

Malco  Disinfectant  Cleaner  DC- 100    ..  Dl 

Malco  Ice  Melt   CI 

Malco  Industrial  Bleach  EDP  9048  Bl 

Malco  Mai-Suds    Al 

New  Hand  Dishwashing  Powder  Al 

Organic  Dri  Bleach  Bl 

Pressure  Car  Wash  Compound  Al 

Sunburst  Multi-Purpose  Clnr CI 

SC-1076  Steam  Cleaner   Al 

SC-1077  Steam  Cleaner   Al 

SC-1078  Steam  Cleaner   Al 

Malkem  International  Corp. 

BR-2000    G6 

BR-2020    G6 

BR-2150    G6 

Food  Grade  Grease  HI 

Inhibited  Chemical  Cleaner  Concentrate  A3 

Organic  Gel  Engine  Degreaser  CI 

Organic  Penetrating  Oil    CI 

Organic  Solvent  Degreaser  CI 

Mallet  and  Company,  Inc. 

Exa-Lube  HI 

K-Lube  HI 

Prima-Lube    HI 

Trough  Grease  HI 

Ultra-Lube  HI 

Malone  Chemical,  Inc. 

Ammoniated  Wax  Stripper  52   CI 

Anti  Microbial  Hand  Soap  88    El 

Cleaner  Degreaser  91    A4 

Concentrated  Glass  Cleaner   CI 

Foaming  Grease  Cleaner  92  Al 

Malone  No.  76  Cleaner  Disinf  Deod 

Fngcd    D2 

Malone  73   D2 

Malone  93  Deluxe  Degreaser  A4 

No. 77  Cone  Del,  Sntzr,  Fngcd.  Dsnft. 

Deo  D2 

34  Fryer.  Oven  &  Griddle  Cleaner  ....  A8 
38  Fryer,  Oven  &  Griddle  Neutralizer  ..  PI 

41  All  Purpose  Cleaner A4 

42  Protective  Coating  Cleaner   Al 

44  Creme  Cleanser   A6 

49  Milkstone  &  Lime  Remover  A3 

81  Sanitizing  Detergent Dl 

Maker  International 

Hot  Stuff  A2 

Pan-O-Brite   Al 

Matter  International  Caribbean 

Adios  Insect  Spray    Fl 

Adios  II  Space  Spray  Insecticide  Fl 

Air  Borne  Insect  Killer  Fl 

Lift  Up  Concentrated  Multi-Purpose 

Clnr  Al 

Maltrate  Cone.  Penetrating  All-Purp 

Clnr  CI 

Tectron  H2 

Tef-Lube    H2 
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Mameco  International,  Inc. 


Mamo  Paper  &  Chemical,  Inc. 

Bowl  Clean    C2 

Dyn-O-Mite  Al 

See-Thru    CI 

Strip-All  CI 

Man-Gill  Chemical  Company 

Magnukleen  215-D   A2 

51089-Magnuspray  51089 A2 

Mandate,  Inc. 

High  Count    L2 

Hot  Spot    LI 

Mandate  Battalion  D2.E3 

Optic    C2 

Recoil  CI 

Mandeville  Company,  The 

Liquid  Smokehouse  Cleaner  A8 

Packers  Tech  Oil  HI 

Scale-Away   A3 

Special  Degreaser   A4.A8 

Manitowoc  Equipment  Works 

Ice  Machine  Cleaner  A3 

Ice  Machine  Sanitizer  D2 

Mannda,  Inc. 

Complete  (Aerosol)  CI 

Complete  (Bulk)   CI 

Liquidate   CI 

Total  C2 

Manny's  Sanitary  Supplies,  Inc. 

Big  M  All  Purpose  Cleaner    Al 

Big  M  Armor A8 

Big  M  Blue  CI 

Big  M  Clean  Air  CI 

Big  M  Coconut  Oil  Hand  Soap  15%  ....  El 
Big  M  Concentrated  Room  Deod  Odor 

Neut CI 

Big  M  Concentrated  Room  Deod. 

Peach(Aer)    CI 

Big  M  Concentrated  Room  Deod.  Pot- 
pourri    CI 

Big  M  Concentrated  Room  Deod.  Sun- 
burst      CI 

Big  M  Concentrated  Room 

Deod.Cerise(Aer)   CI 

Big  M  Concentrated  Room  Deodorant 

Mt.Air  CI 

Big  M  Drain  Pipe  Opener LI 

Big  M  Freret  Lime  Remover  A3 

Big  M  Glass  Cleaner CI 

Big  M  Industrial  Cleaner    A4 

Big  M  Institution  M    Al 

Big  M  New  Improved  Glory    Al 

Big  M  On  &  Off  Basebrd  Clnr  &  Wax 

Strpr    A4 

Big  M  Organic  Gel  Apple    CI 

Big  M  Organic  Gel  Mountain  Air   CI 

Big  M  Organic  Gel  Sunburst  CI 

Big  M  Pam   Dl 

Big  M  Pandora    A3 

Big  M  Pina  Colada  Concentrated  Room 

Deod  CI 

Big  M  Pink  Lotion  Hand  Soap    El 

Big  M  Residual  Insecticide  F2 

Big  M  Rex  Al 

Big  M  Room  Deodorant  -  Spring  Air  CI 

Big  M  Room  Deodorant  Baby  Powder  CI 


Big  M  Speed  Kleen  CI 

Big  M  Spring  Air  Concentrated  Room 

Deod CI 

Big  M  Thoth  D2 

Big  M  Water  Soluble  Deodorant  Cinna- 
mon      CI 

Big  M  Water  Soluble  Deodorant  Herbal 

Air  CI 

Big  M  Water  Soluble  Deodorant  Inno- 

Scent  CI 

Big  M  Water  Soluble  Deodorant  Lemon  CI 
Big  M  Water  Soluble  Deodorant  Spring 

Air  CI 

Big  M  Zeus  Al 

Big  M-100  A4 

Manny's  Big  M  Bleach  B1.D1 

Onward  Reserve  Power  Germicidal  Det.  A4 
Powerhouse  Emulsion  Bowl  Cleaner  ..    C2 

Quickie  Creme  Cleaner A6 

Sta-Shine   A7 

Mantek/ 

Division  of  NCH  Corporation 

"New"  Liqui-Zyme   Bl 

Aglow    Al 

Aglow  LC    Al 

All-Nu   C2 

Aloe-Pro E4 

Arctic  Thaw  CI 

Barricade  H2 

Belt-Guard  PI 

Big  Tex   Al 

Big  Tex  Aerosol   CI 

Big  Tex  LC Al 

Break-Away  H2 

Bright  'N    CI 

Bygone  CI 

Carachem  Kl 

Centura Al 

Chill  Out   A5 

Chloro-Con    CI 

Cinnsation   CI 

Citri-Con   CI 

Clear  Super-Big  Tex  (Bulk)  CI 

Cling  On    C2 

CC-93    H2 

Dalgon  PI 

Derket    A3 

Derket  LC   A3 

Dri-Gard  Plus  (Aerosol)  H2 

DJC-201  PS  (Aerosol)    K2 

Electra  200 K2 

Electra350 Kl 

Electra-Saf  Kl 

Electra-Saf  (Aerosol) Kl 

Electra-Seal  Plus  H2 

Elite   H2 

Elite  F.G HI 

Elite  Red   H2 

Elite  White  FG  (Aerosol)  HI 

Envirosan  C2 

Enzone  CI 

Etch-Tec A3 

Exotherm  CI 

Fectant-3    D2 

Fraiche  CI 

Fraiche  Cinnamon  CI 

Fresh  Force   CI 

Fresh  Force  Aerosol   CI 

Fresh  Force  ME CI 

Gentilly  Machine  Dishwashing  Com- 
pound      Al 

GG-10    H2 

GG-10  Plus  (Aerosol)  H2 

Hand-To-Hand  E4 

Hit-The-Spot   B1.C1 

Hy-Life    H2 

Hydrex  H2 

Intersect  Fl 

IMC-33    CI 

IR-48   F2 


JM-135  LI 

Koil-Klenz  PI 

L.O.  Sect  F2 

Lano-Scrub    E4 

Last  Stand   F2 

Lem'n  Lift   A4 

Liqui-Zyme    A4 

Liquid  Sewer  Solvent   LI 

M-Power    Al 

Mana-Sect  S.P Fl 

Manasect   Fl 

Manco  M-P  Gear  Oil  SAE  80W-90  ...     H2 
Manco  M-P  Gear  Oil  SAE  85W-140  ..    H2 

Manco  Moly  Grease   H2 

Mantek  1000  A2 

Mantek  1800   G6 

Mantek  400   G6 

Mantek  600   G7 

Mantek  700   G7 

Mantek-S  K2 

Manzyme  L2 

Mash    H2 

MKO  S.P Fl 

MKR    A3 

MTK  (Aerosol)   A7 

No  Retreat  F2 

Notch  (Aerosol) H2 

Nu-Aire  B    CI 

Off  The  Wall  CI 

One-Sect  Insecticide   F2 

One-Sect  II    F2 

One-Stroke  (Aerosol)    C3 

One-Stroke  (Bulk)  C3 

Ovex  Aerosol A8 

Passage  II L2 

Pentron  H2 

Pine  Clean  CI 

Pine  Shine  CI 

Plum-It  CI 

Pro-Power    Kl 

Pro-Power  Aerosol    CI 

Pro-Power  Red    CI 

PS-70  Plus  Aerosol  H2 

Radi-Flush  PI 

Radi-Guard    PI 

Ringo  C2 

Seal-Tek PI 

Shiney  Bright    A1JP1 

Sight  (Aerosol)    CI 

Sight  (Aerosol)    CI 

Sight  (Bulk)  CI 

Silatrol  (Bulk)   HI 

Smooth-Lube  H2 

Smooth-Lube  Plus  Aerosol  H2 

Speed  LI 

Spring  Fresh    E4 

Staunch    H2 

Strong  Power  A2 

Super  Electra-SAF Kl 

Super-Big  Tex  Al 

Surge  Foaming  Cleanser  A4 

T-Shield  PI 

Toro  El 

Tri-Matic   Al 

Trig    Al 

Trig  L.C A4.A8.C1 

TLR-44    HI 

TLR-44  Plus  (Aerosol)  H2 

Ultra  Mix  General  Purpose  Cleaner    A4.C1 

Ultra  Mix  Heavy-Duty  Cleaner    Al 

VY-Ca! LI 

Xtra-Help  E4 

Zing  Extra-Strength  Oven  Cleaner  A8 

Zzap  Plus  (Aerosol)    H2 

Manus  Products  Minnesota  Inc. 


Mapakam  International,  Inc. 

Handy  Helper  Cleaner  and  Degreaser       CI 
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Mapps  &  Salk  Inc. 

Ultra  Kleen  All   Al 

Ultra  Kleen  Hand  Soap  El 

Mar-Chem,  Inc. 

Bull  Dog  Concrete  Cleaner  A4 

Gem  Cutter   Al 

Kleen-All  CI 

Misty   CI 

No  Secret  CI 

Sanitizer/Disinfectant    D2 

Total  Clean    Al 

Ultra-Clean    Al 

Workaholic    A4 

Zonic    D2 

Mar-Len  Supply  Inc. 

Nokomis  3  Al 

Mar-Lo  Chemical  Company 

MLB  270  G6 

MLB  3525  G6 

MLB  360  G6 

MLB  3641   G6 

MLB  3642  G6 

MLB  3643  G6 

MLB  3645  G6 

MLB  370  G6 

MLB  410  G6 

MLB-350  G6 

MLS  180  PI 

MLS  250   G6 

MLT  200  G7 

MLT400  G7 

MST-300  G6 

Mar-Tech  Co. 

Do-It-All    C2 

Duo  Foam  Floor  and  Equipment 

Cleaner   A4.A8 

Knock  Out  Wasp  &  Hornet  Killer  F2 

Mechanic's  Buddy  H2 

Mt  San-Lube   HI 

MT  Sparkle  Glass  Cleaner   CI 

MT.  025  Hvy  Dty  Wtr  Soluble  Safety 

Solvt    CI 

MT.  216  Butyl  Floor  &  Equipment 

Cleaner   CI 

Penn-Grease  H2 

Pink  Power    C2 

Soft  Touch  E4 

Tuff  Scrub  E4 

Velvet  Touch  E4 

Maram  Corporation 

BLP-200    G6 

Maram  MB-25  G7 

Maram  MBT-1706    G6 

MBT-1205  G6 

MBT-205  G6 

MBT-706  G6 

Marathon,  Inc. 

AF-66  G6 

Formula  No.  LKP  G6 

Formula  No   116  G6 

Formula  No.  116-C  G6 

Formula  No.  12-G  G7 

Formula  No.  2116  G2,G7 

Formula  No.  247  G6 

Formula  No  420-LMP  G7 

Formula  No.  502  G6 

Formula  No.  55-CO    G6 


Formula  No.  55-T  G2.G6 

Formula  No  550  G6 

Formula  No.  550-P  G7 

Formula  No.  551   G6 

Formula  No.  553  G6 

Formula  No.  554-C  G6 

Formula  No.  566  G6 

Formula  No.  566-L  G6 

Formula  No.  651  G7 

Formula  No.  651-S  G6 

Formula  No  654  G7 

Formula  No.  84-A  G6 

Formula  No.  84-AA    G7 

Formula  No.  84-AM  G6 

Formula  No.  84-S   G6 

Marathon  1500    G6 

Marathon  1550    G6 

Marathon  1555    G6 

Marathon  651 -ST    G6 

Marathon  84-CM  G6 

Marathon  84-R    G6 

Micro-Bicide  No.  42  G7 

Microbiocide  #44    G7 

Microbiocide  49-P G7 

Rez-Kleen    PI 

Z-Kleen   PI 

659-H  G7 

820  G7 

822  G7 

84-DMC  G6 

Marbledge,  Inc. 

Veri-Clean  CI 

March  Industries 

Chain  &  Cable H2 

March  Industries,  Inc. 

C-Mor    CI 

Spray  Grease  H2 

Z-Wipe C2 

Marchem  Incorporated 

Formula  BWT  650    G6 

Formula  BWT  701    G6 

Formula  BWT  775  FG   G6 

Formula  BWT  842   G6 

Marco  Chemicals 

A  PC  CI 

Clean  N'  Fresh  The  Hvy  Bod  Cling 

PorcCln  C2 

Creme  Clenz   A6 

Magic  Maid  Non-Acid  Creme  Clnsr. 

Cone C2 

Marco  #1    Al 

Marco  #1  (562)  Al 

Super  Clear  All  Purpose  Glass&Util. 

Clnr  CI 

Marco  Equipment  Company 

Non-Butyl  Degreaser Al 

Marion  Brush  Mfg./ 
&  Janitorial  Supply 

Foam-Kleen  Al 

Marion  Green  Giant  H.D.  Cleaner  A4 

Maris  Chemical  Products,  Inc. 

Maris  Non-Buy tl  Cleaner/Degreaser    ..  Al 


Mark  Chemical  Company 

Acid  Cleaner  #310    A3 

Automatic  Dishwash  Al 

Bio  Clean  2  CI 

Biodegradable  Orange  Citrus  Degreaser  CI 

Breakthrough  Al 

Concrete  Cleaner  A4 

De-Spot   Bl 

Deep  Suds  Liquid  Dishwash Al 

Defoamer  Al 

E-Z  Clean  Powdered  Floor  Cleaner  ....    Al 

Foam  Boost  Al 

Foaming  Alkaline  Cleaner    Al 

Foamy  Grease  Release   A4 

Fry  Cleaner  #692 A2 

Glow    Al 

Grease  Release    A4 

Hand  Dishwashing  Compound  Al 

Heavy  Duty  Acid  Cleaner A3 

Heavy  Duty  Fry  Clean  Powder    A2 

Lime  &  Scale  Remover    A3 

Liqui-Chlor  Chlorinated  Degreaser    ....    Al 

Liquid  Automatic  Dishwash  Al 

Liquid  Smokehouse  Cleaner  A8 

Mark  Special  Degreaser   A4.A8 

Mark  Super  Degreaser    A4.A8 

Mark  Ten  D2.E3 

MPC  Multi-Purpose  Cleaner Al 

Neutral  Cleaner  #1    CI 

New  Shine  Concentrate CI 

New  Shine  Stainless  Steel  Clnr  &  Polish  A7 

Pot  &  Pan  Wash   Al 

Power  Washer  Compound  #174  Al 

Remove   Al 

Sani-Derm   E4 

Sanihan  Hand  Cleanser  and  Sanitizer    ..  E2 

Scale-Away   A3 

Surge  Laundry  Detergent    B2 

Win    Al 

Working  Hard   Al 

Mark  Manufacturing  Corporation 

DR-50    A2 

FS-404  Al 

Mar-Chlor   Ql 

Mark-O-Fect   Dl 

Phenol  Mark  10-X  Dl 

PEM-51    A2 

R-ll   Al 

R-22  A2 

Market  America,  Inc. 

Snap  Disinfectant  Cleaner CI 

Market  Forge  Co. 

P.M.  Plus  G6 

Total  Concept   A3 

Total  Concept  Special  A3 

Marketing  and  Consulting  Services, 
Inc. 

Accelobac    L2 

Markley  Products  Inc. 

Grill  Kwik  A8 

Kitchen  Kwik    A4.A8 

Marko  Chemical,  Inc. 

Marko  Alum-Glo A3 

Marko  Hand  Kleen  40    El 

Marko  SC-100  A4 

Marko  1000  Plus  A4 

Marko  1002  A2 
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Markofresh CI 

Markosol   C2 

Marks  Supply  Co.,  Inc. 

Bio-Logical  Lemon  Disinfectant  7  ..  A4.C1 

Bio-Logical  Mint  Disinfectant  7  CI 

Bio-Logical  Pine  Disinfectant  6  CI 

Fahrenheit    Al 

Neutral  Cleaner  Al 

Tartan  A4 

Teepole    Al 

Wipe  Off  A4 

Marnap  Industries,  Inc. 

Marnap  Cleaner  #25   A4 

Marquis  Supply  Co.  Inc. 

Deep  Cleaning  Hand  Cleaner  E4 

Foamy    C2 

Super  Safety  Solvent  Kl 

Marshall  Manufacturing  Company 

Dual-27    Dl 

Martin  Bros.  Distributing  Co. 

"Shep's"  Go  Get'em  Bowl  Cleaner  C2 

Martin  Laboratories,  Inc. 

M30  Hand  Cleaner  Pumice  Power  E4 

M30  Lotion  Cleaner   E4 

M30-Waterless  Hand  Cleaner E4 

Martin-Brower  Company,  The 

Stainless  Steel  Cleaner   A7 

Martin,  C.  J.  Company 

Stock-Tox  X  Livestock  Spray    F2 

Martin's  Equipment  Company,  Inc. 

Martin  Cleaning  Systems  Formula 
700    A4.H2 

Marton  Chemical  Corp.,  Inc. 

Ab-So-Lube  D  H2 

Marvin  Albers  Company 

Universal  Bowl  Cleaner   C2 

Marwol  Products,  Inc. 

MP-4    A4 

MP-6    A4 

MP-8    A4 

Marx  Laboratories,  Inc. 

Mar  Bite CI 

Safety  Solvent  Kl 

Wayne  W CI 

Maryland  Chemical  Co.,  Inc. 

Hypochlorite  Solution  D2 

Marchem  D-500    LI 

MarchemD-511    Al 

Marchem  D-514    Al 

Marchem  D-516    A2 

Marchem  D-521    Al 


Marchem  D-522    Al 

Marchem  D-523    Al 

Marchem  D-527    Al 

Marchem  D-528    Al 

Marchem  D-529    Ql 

Marchem  D-530    A2 

Marchem  D-531     A2 

Marchem  Drain  Cleaner  LI 

Marchem  L-709  Al 

Marchem  L-711  Al 

Marchem  L-712  Al 

Marchem  L-714 Al 

Marchem  L-716  Al 

Marchem  L-729  A3 

Marchem  L-732  A3 

Marchem  L-733  A4 

Marchem  L-734  A2 

Marchem  L-737  Al 

Marchem  L-738  A1.G1 

Marchem  L-739  Al 

Marchem  L-740  Al 

Marchem  L-741  Al 

Marchem  L-742  A3 

MarChem  Company,  Inc. 

Anti-Fog  Glass  Cleaner CI 

BackOff   L2 

Big  Joe  Al 

Big  O.J CI 

Dyn-O-Mite  A8 

Electro-Solv  Safety  Solvent   K2 

Foamy    Al 

Foamy  All  Purpose  Cleaner  CI 

Fresh  as  Lemon  20  A4 

Hi-Tek  Contact  Cleaner   K2 

Mighty  Marc   Al 

Oven  and  Gnll  Cleaner  A8 

Pen-Lube  H2 

Protect   E4 

Protective  Grease H2 

Mason  Chemical  Company 

Maquat  MCI 412- 10%-W   G5.G7 

Maquat  MC1412-16%-W   G5.G7 

Maquat  TC76-10%   G7 

Maquat  TC76- 16%    G7 

Maquat  10   D2 

Maquat  128  D2 

Maquat  256   D2 

Maquat  64  D2 

Maquat  7.5-M   D2 

Maquat-80   D2 

Sentry  D2 

Massanutten  Petroleum 

MT  Multi  Purpose  Grease    H2 

Massco  Inc. 

Pink  Liquid  Hand  Soap    El 

Stainless  Steel  Cleaner   A7 

Massco  Maintenance  Supply  Co., 
Inc. 

Clean  Care  Food-Prep  Sanitizing  Soap  E2 

Mariner  Brand  Alls  Well    A4 

Mariner  Brand  Green  Sail  CI 

Mariner  Brand  Ocean  Breeze  CI 

Mariner  Brand  Safe  Harbor    E4 

Mariner  Brand  Sea  Thru  CI 

Master  Builders,  Inc. 


Master  Chemical  Products,  Inc. 

Liquid  Hand  Soap  El 
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Master  Concentrate  61  Cleaner    Al 

Pink  Suds  Al 

Pow-R-Pak  Liquid  Drain  Opener  & 

Maintnr LI 

362  Emulsion  Bowl  Cleaner C2 

Master  Clean  Equipment  Company 

Break   Bl 

Color  Safe  Oxygen  Bleach  Bl 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Destainer  Bl 

Master  Distributors,  Inc. 

Quick  A6.C2 

Master  Protection  Corporation 

MPC-2500  Environmental  Grease  Con- 
troller    CI 

Masters  Chemical  Co.,  Inc. 

A576    G7 

A587    G7 

Liquid  Retort  Cooker  Cleaner    G5 

Liquid  Retort  Cooker  Treatment    G5 

Masters  Choice,  Inc. 

MasterZyme,  Inc. 

Masterzyme  Drain  Cleaner  L2 

Masuen,  A.  J.  Company 

Masco  Medicated  Skin  Lotion   E4 

Masury  Columbia/ 

Division  of  IVAX  Industries,  Inc. 

Bowl  Cleaner C2 

Carousel  Floor  Cleaner  A4 

Chewing  Gum  Remover  CI 

CA  Concentrate  A4 

Deodorant  Disinfectant  C2 

Deodorant  Disinfectant  CI 

DDD  Inhibited  Chemical  Clnr  &  Deox- 

idizer  A3 

Enzyme  Drain  Opener CI 

Enzyme  Drain  Opener B2.C1 

Foaming  Germicidal  Cleaner   CI 

Formula  976MC    A4 

Glass  Cleaner CI 

Graffiti  Remover  Kl 

Grit  Grabber    A3 

Hand  Soap  Ready-To-Use    E4 

HetraPhene  Ready  To  Use  Hand  Soap  El 

M-R  Concentrate  Al 

M-R  Concentrate  II  Foaming  Degreser  A I 

Myco  HOH  Degreaser    CI 

Myco  Sanitizer  64  D2 

Mycobreeze  A4 

MC  Bowl  Cleaner  C2 

Oven  and  Grill  Cleaner A8 

Pot-So-Kleen  Al 

Sanax  Creamy  Cleanser    C2 

Spring  Day A4 

Stainless  Steel  Cleaner   CI 

Stainless  Steel  Cleaner  Polish    A7 

Unipour  Food  Area  Degreaser   Al 

Mateson  Chemical  Corporation 

MSR  Universal  Solvent    CI 


Matt  Brewer  Oil  Company  of 
Elmira.  Inc. 

REWERB  Red  Stuff  100%  Biodgrd 

Dgrsr&Clnr  Al 

Maverick  Chemical  Industries,  Inc. 

AK-47  Grease  Buster  and  Extreme  Dty 

Clnr  Al 

Enviroclean  HDC    Al 

Industrial  Blue  Cleaner  A4 

1D-4100  Disinfectant/Sanitizer  Cleaner  D2 

TGR  Extra  Heavy  Duty  Cleaner    CI 

Maxi-Blend  Concentrates 

Md\i-Blend  Cone  2040  Odor 

DgstntyCntract  CI 

Maxi-Blend  Cone  2050  Odor 

Dgstnt/Cntract CI 

Maxi-Blend  Cone.  2010  Degreaser 

Cleaner   CI 

Maxi-Blend  Cone.  2020  Gls  &  Plastic 

Clnr  CI 

Maxi-Blend  Conc.2000  All  Purpose 

Cleaner   A4.CI 

Maxi-Blend  Conc2030 

Bowl,Bthrm,&M-SurfCl  CI 

Maxi-Blend  2060  Multi-Acid  Cleaner  C2 
Maxi-Blend  2070  Floor  Finish  Remo\er  CI 
Maxi-Blend  2080  Neutral  Hosp. 

Dsnfctnt  Dl 

Maxichem,  Inc. 

Maxichem-07  Al 

Maxichem- 1 25  Al 

Maxichem-712  Al 

Maxichem-712-BR    A3 

Maxichem-7 12-01    A4 

Maxichem-7 12-02  Al 

Maxichem-7 12-03  Al 

Maxichem-7 15-02  Al 

Maxichem-724 A2 

Maxima  Manufacturing  Corp. 

All  Purpose  Disinfectant  Cleaner  CI 

Aluminum  Safe  Chlrnd  Liq  Mach 

WrwshngDet  Al 

Aluminum  Safe  Low  Temp  Mach 

Wrwshng  Det   A2 

Bowl  Cleaner  Disinfectant   C2 

Germicidal  Cleaner  CI 

Heavy  Duty  Chlrnd  Liq  Mach  Wrwshng 

Det Al 

High  Foaming  Kitchen  Degreaser    Al 

Lime  Scale  Remover  A3 

Low  Temperature  Machine  Warewash- 

ing   Al 

Neutral  Floor  Cleaner  All  Surface  A4 

Non  Butyl  Kitchen  Degreaser Al 

Oven  Cleaner  Pasty  &  Foamy   A8 

Maxol  Products  Co. 

All  Purpose  Concentrated  Cleaner  A4 

MX  Neutral  Concentrate  Al 

Trisol  Degrease  Dewaxer  Cleaner  Al 

Maxtrade  International  Inc. 

Dynamax   Al 

May  Engineering  Co.,  Inc. 

Quat  Kleen  D2 


May  National  Associates,  Inc. 


Mayer  Myers  Paper  Company 

General  Purpose  Detergent  Al 

Glass  Cleaner CI 

Golden  Lemon  Handsoap  El 

Heavy  Duty  Wax  Stripper    A4 

Kwik  Heavy  Duty  Detergent    Al 

Pink  Lotion  Hand  Dishwash  Al 

Pot  and  Pan  Cleaner   Al 

Silicone  Lubricant  Spray HI 

611  Cleaner  Al 

Mayer  Supply  Co.,  Inc. 

Quick  Clean  A4 

Spray  99 CI 

Zip   A4 

Zip  Heavy  Duty A4 

Mayo  Chemical  Company,  Inc. 

Mayoquest  1500   G5.G7 

Mayoquest  2100    G5.G7 

Mayoquest  3000    G6 

Mayoquest  3000X  G6 

Sodium  Hypochlorite- 10%   B1,D2,Q4 

Sodium  Hypochlorite- 12.5%  B1.D2.Q4 

Sodium  Hypochlorite-5. 25%  B1,D2,Q4 

McCain  Industrial  Supply 
Company,  Inc. 

Al  Chem  #2  G6 

AlaChem#l   G6 

Ala  Chem  #3  G6 

BWT-11  G6 

BWT-211  G6 

CWT-403  G7 

1240  G6 

2110  G6 

2488  G6 

7338  G6 

7339  G6 

7632  G6 

7816  G6 

8193  ...  G6 

9023  G6 

9211   G6 

9223  G6 

9408  G6 

9811   G6 

McCall's,  T.  Frank,  Inc. 

Blue  Dyna-Mo  Cleaner  A4.P1 

Dynasol    Al 

McCall's  Dyna-Sol  Plus  Heavy  Duty 

Clnr Al 

McCall's  Tender  Lotion  Deo  Skin 

Cleaner   El 

McCall's  Waterless  Hand  Cleaner    E4 

McCalla  Company 

Synergized  Bacteria CI 

McCarthy  Chemicals 

004NP    A) 

McChem,  Inc. 

Purple  Magic  Cleaner    CI 

McCollister  &  Co. 

Mac  Tech  White  Oil  HI 


Mac  Tech  80  HI 

Trans  3131  All  Purp  E.P.  Gear 

SAE85W-140   H2 

Transdraulic  3046  Ind.Hyd. 

No.465ISO-100 H2 

Transdrlc  3042  Ind  Hydrl  No   150 

ISO-22 H2 

Transdrlc  3043  Ind  Hydrl  No   150 

ISO-32 H2 

Transdrlc  3044  Ind.  Hydrlc  No  215 

ISO-46  H2 

Transdrlc  3045  Ind  Hydrl  No  315 

ISO-68 H2 

Transdrlc  3047  Ind  Hydrlc  No.700 

ISO-150 H2 

1233  Non  Detergent  30W  H2 

4371  Ind  Gear  Cmpd  ISO  100  H2 

4372  Ind  Gear  Cmpd  ISO  220  H2 

4373  Ind  Gear  Cmpd  ISO  320  H2 

4374  Ind  Gear  Cmpd  ISO  460  H2 

4375  Ind  Gear  Cmpd  ISO  680  H2 

McConnon  And  Company 

Cleanser  &  Water  Softener  A1.G7.G2 

Mouse  Rid  F3 

Rat-O-Mice    F3 

Zyme    L2 

McCulloch  Environmental 
Equipment  Sys. 

B-226  CI 

Hydro-Decon  22    CI 

McDonald  Lighting  &  Maint. 
Supply,  Inc. 

Pro- Tec  Multi-Purpose 
Cleaner/Degreaser Al 

McFall  Associates,  Inc. 

101  Boiler  Water  Treatment  G6 

103  Boiler  Water  Treatment  G6 

202-T  Boiler  Water  Treatment  G6 

208  Boiler  Water  Treatment  G6 

308  Condensate  Water  Treatment    G6 

Mi-Karl  and  Supply  Co. 

McFarland  Blue  Glass  Cleaner  CI 

McFarland  Germicidal  Cleaner  &  Deo- 
dorant        D2 

McFarland  Utility  &  Glass  Cleaner 
(Aer.)  CI 

McGean  Chemical  Company,  Inc. 

Cee-Bee  A-292NC    C1.C3 

FMG-2-Multi-Purpose  Food  Machinery 
Grs HI 

McGlaughlin  Oil  Co.,  The 

Petro-Gel   HI 

McGowen  Chemical  Co. 

Super  Clean  10    Al 

McGrayel  Company 

McGard  #CL-1860  Boiler  Water  Con- 
ditioner       G6 

McGard  #DL-1850-Boiler  Water  Con- 
ditioner G6 

McGard  #DL01855  Boiler  Water  Con- 
ditioner        G6 

McGard  #PPL-1870  Boiler  Wtr  Antis- 
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calant G6 

McScav  #S50  Oxygen  Scavenger G6 

McScav  #95-L  Oxygen  Scavenger  G6 

McVol  #ACL-11  Steam  &  Condensate 

Treat G6 

McLaughlin  Gormley  King  Co. 

Clearmol  Concentrate  6643    Fl 

D-Trans  Cone  Ind&Hshld  Spc&Cntct 

Spy2257    Fl 

D-Trans  Concentrate  2249   F2 

D-Trans  Fogger  And  Contact  Spray 

-2147  Fl 

D-Trans  Ind.&  Hous. Space  &  Cont 

Spy.2212  Fl 

Emulsifiable  Synrgzd  Pyrethrum  Cone 

6055    Fl 

Esbiol  Cone  Ind&Hshld  Spc&Cntct  Spy 

2258    Fl 

Esbiol  Concentrate  2243  F2 

Esbiol  Fogging  Concentrate  2263    Fl 

Esbiol  Fogging  Concentrate  2289    Fl 

Esbiol  Ind  &  House. Space  &  Cont  Spy 

2201     Fl 

Esbiol  Ind.&House  Space&Cont.  Spray 

2213    Fl 

Esbiol  Residual  Contact  Spray  2236   ....  F2 

Evercide  Concentrate  2362  F2 

Evercide  Esfenvalerate  35%  Wettable 

Pwdr   F2 

Evercide  Residual  Ant  &  Roach  Spray 

2543    F2 

Evercide  Residual  Insctcd  Concntrt  2457  F2 
Evercide  Residual  Pressurized  Spray 

2523    F2 

Evercide  Residual  Pressurized  Spray 

2581    F2 

Evercide  Residual  Pressurized  Spray 

2582    F2 

Evercide  Total  Release  Fogger  2485   ....  F2 

Evergreen  Emulsifiable  60-6    Fl 

ESBIOL  Liquid  Space  Spray  2200    Fl 

Formula  7243    Fl 

Multicide  Concentrate  2120   F2 

Multicide  Concentrate  2154   F2 

Multicide  Concentrate  2189   F2 

Multicide  Fogger  And  Contact  Spray 

2178    F2 

Multicide  Fogger  And  Contact  Spray 

2198    F2 

Multicide  Fogging  Formula  2170  F2 

MGK  Reodorant  Concentrate  2344    ....  CI 

Pyrocide  Booster  Concentrate  H  Emlsf.  Fl 

Pyrocide  Concentrate  7254  F2 

Pyrocide  Fogging  Concentrate  5628    ....  Fl 

Pyrocide  Fogging  Concentrate  7167    ....  Fl 

Pyrocide  Fogging  Concentrate  7192    ....  Fl 

Pyrocide  Fogging  Concentrate  7206    ....  Fl 

Pyrocide  Fogging  Concentrate  7210    ....  F2 

Pyrocide  Fogging  Concentrate  7211     ....  Fl 

Pyrocide  Fogging  Concentrate  7216    ....  Fl 

Pyrocide  Fogging  Concentrate  7257    ....  F2 

Pyrocide  Fogging  Concentrate  7338    ....  Fl 

Pyrocide  Fogging  Concentrate  741 1     ....  F2 

Pyrocide  Fogging  Formula  7207    Fl 

Pyrocide  Fogging  Formula  7221    Fl 

Pyrocide  Fogging  Formula  7349    Fl 

Pyrocide  Residual  Contact  Spray  7335  F2 
Synergized  Pyrethrin  Home&Ind  Spy 

F-6631  Fl 

Synergized  Pyrethrin  Ind  Spray  F-7353  Fl 

Synergized  Pyrethrin  Spray  F-6632  Fl 

McMillen,  R.  D.,  Enterprises 

Kim-Sol  A4 

San-Mac  QK  Blue  A4.C1 

San-Mac  QK  Grease  Off   Al 

San/Mac  Lime  Buster  A3 

San/Mac  Neutra-Cide    Al 


McMullen  Oil  Co. 

Gold  Shield  100    HI 

McShane  Distribution  Services 

Somerset  Bowl  &  Porcelain  Cleaner   ..  C2 

McT  Products,  Inc. 

Acid  Foam  A3 

Liquid  Hand  Soap  El 

McT  Liquid  Chlorine   B1.D2.Q4 

Odor  Control-BG CI 

Odor  Control-V  CI 

Odor  Mask  BG   CI 

Santi-Wash  Hand  Soap  E2 

Scrub-All  Al 

SP  Unilube    H2 

SP  104  A2 

SP  105  Al 

SP  124  A2 

SP  150  A2 

SP  151  Alkaline  Chlorinated  Cleaner  Al 

SP  152  Al 

SP  173  Al 

SP220  Al 

SP222  Al 

SP  243   A4 

SP  250  Al 

SP350  Al 

SP398  Al 

SP  405  A3 

SP  407  A3 

SP  426  A3 

SP-151   Al 

SP-180  Al 

SP-260  A4 

SP-450  A3 

SP-505  Al 

SP-700  Al 

Uni-Lube  H2 

White  Concrete  Cleaner   A4 

111  L  ALH2 

122  L  A1.H2 

133  L  A1.H2 

144  HI   HI 

200  GP  Al 

214  GPL    Al 

220  GPL    Al 

222  GPL    Al 

225  NF Al 

230  GPL    Al 

245  NF Al 

260  NF Al 

270  GPL    Al 

275  GPL    Al 

300  CW  Al 

360  CIP  Al 

411  GAC  A3 

415  AC    A3 

420  AC    A3 

425  AC    A3 

433  CAC  A3 

440  GAC  A3 

515  CAF   Al 

517  CAF   Al 

520  CAF   Al 

522  CAF   Al 

525  AF Al 

530  AF Al 

535  AF Al 

545  HDL  Al 

548  HDL   A2 

555  HD    A2 

560  CHD  Al 

565  IC   Al 

570  IC   Al 

610  Q  D2 

620  E2  E2 

700  J    Al 

715  FB  Al 


805  CD    Al 

816  FW   Al 

833  LD Bl 

888  GP Al 

McVicker,  W.  B.,  Company 

Plainsol  M   Al 

Mead  Merchants 

Environment  Disinfectant- Washroom 

Clnr Dl 

Pine-Kleen  Pine  Scent  Dsnf-Detrgnt 

Clnr  CI 

Reliable  Clean-A-Bowl  C2 

Reliable  Day-Kleen  All  Purpose  Cleaner  A4 
Reliable  Economize  All  Purpose 

Cleaner   A4 

Reliable  Fly-Hi  Hying  Insect  Killer Fl 

Reliable  Greasolve  Heavy  Duty  Dgrsr- 

Clnr  Al 

Reliable  Pan  One  Pot  &  Pan  Cleaner  A 1 
Reliable  Power  Quat  Quaternary-Sntzr 

Cln  CI 

Reliable  Quat-Kleen  Quaternary-San. 

Clnr  C2 

Reliable  Quat-San  Quaternary-Santzr- 

Clnr  D2 

Reliable  Soft  Hands  40%Coconut  Hand 

Soap    El 

Reliable  Tuf-Job  Heavy  Duty  All 

Purp  Cln   A4.A8 

Meadow  Gold  Dairies,  Inc. 

Chlor-Kleen  2   Al 

Meat  Packers  &  Butcher  Supply  Co. 

Long  Life  Prime  White  Oil    HI 

Mechanical  Equipment  Corp. 

Boiler  Water  Treatment  1 106  G6 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1114  G6 

Boiler  Water  Treatment  1 1 1 5  G6 

Mechanics  Brand  Products 

Oil  Absorbent    Jl 

Mechanics  Choice 

Belt  Dressing  PI 

Clear  Reflections  CI 

Exterminator    F2 

Gasket  Stripper  and  Decal  Remover    ....  PI 

Gear  and  Chain  Lube   H2 

Liquid  Alive  Bacteria  CI 

Multi-Purpose  Cleaner/Degreaser  K2 

Natural  Force  CI 

No. 781 16  Electric  Contact 

Clnr&MotorDgrs    K1.K2 

Power  Foam CI 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  E4 

Soft  Touch  Hand  Cleaner  E4 

White  Multi  Grease  HI 

78100  Industrial  Glass  Cleaner CI 

78104  Food  Grade  Silicone    HI 

78105  Lube  Plate    H2 

78108  Metal  Cutting  Fluid  H2 

781 10  Loosen  It    H2 

78111  CRX  Formula  H2 

78113  Brake  Parts  Cleaner  PI 

78136  Super  Greasegone  NB  CI 

78147  Electric  Contact  Cleaner   K2 

78150  Fifth  Wheel  Grease   H2 


11-280 


78153  Graffiti  Remover   CI 

78155  Paint  Stripper  PI 

Mechanics  Helper  Inc. 


Medline  Industries,  Inc. 

Antimicrobial  Soap  with  PCMX    El 

Mega  Caribbean,  Inc. 

Bowl  Cleaner  C2 

Bright  Shine    CI 

Clear CI 

Cool  It  G7 

Enviroguard CI 

Formula  44    Al 

Natural  CI 

Pass  Acid  A3 

Stain-Less    CI 

Super  Foam  Al 

Super  Solv  Al 

Vat  Cleaner  H.D.  Chlor  Alkln  Dtrgnt  Al 

Mega  Metal  Systems 

Mega-Clean  K2 

Mega-Slip  (Aerosol)   HI 

Megatron  Chemicals,  Inc. 

Liquid  Smokehouse  Cleaner  A2 

Opuum-Chlor    D2 

Tergatron  Al 

Tetra-Quat  D2 

Tetramite  A2 

Ultra-Foam Al 

MegaChem,  Inc. 

Mega  1001  CI 

Mega  5000 CI 

Megaclean   A4 

Megacrete    A4 

Megaforce   Al 

Megafreeze    A5 

Megagrime  A8 

Mel  Sears  &  Co.,  Inc. 

Liquid  A-P  Super-Dty  Pwr  Wsh  Det 

StNo850   Al 

Liquid  H-D  Custc  Stm  Cln  Cmpd 

StNoHD-959  Al 

Super  Duty  Cleaning  Detrgnt  St 

No.SD-969   Al 

Mellocraft  Company,  The 

Glass  Sparkle  CI 

Glis'n  Foam  Cleaner  C2 

MelloBlend  MelloBlue  Glass&Plastic 

Clnr  CI 

MelloBlend  MelloGold  Degreaser 

Cleaner   CI 

MelloBlend  MelloGreen  Disinfectant  CI 
MelloBlend  MelloRed  All  Purpose 

Cleaner   A4 

Metal-Brite  A7 

MC  256  Detergent  Disinfectant  D2 

MC- 1 307  NB.  Degreaser  Al 

MC-1308  Alkaline  Thick  Strip  A8 

MC-163W.S.D A4 

MC-174  Lift-Off  A4 

MC-175  Mellosheen   A4 

MC-191  Hi-Sudz  Al 

MC-192  Econo-Suds  A4 

MC-214  Creme-Lotion   E4 

MC-338PT.M A4 

MC-346  Spra-Zit  CI 


MC-443  Thermo-Kleen  A3 

MC-444  Mello-Sol    C2 

MC-888  Mello-Solv    C2 

No.  1030  M  CB  A3 

No.  1093  Dissolv-It  Prilled  Drain 

Opener LI 

No.  Ill  Hand  Dishwashing  Compnd  ..    Al 

No.  115  Lan-O-Suds  Al 

No.  153  Pre-Soak  De-Ox  Liq  Tarnish 

Remvr  Al 

No   1651ALPR    H2 

No.  1720  Solvent  Thick  Strip C3 

No.  223  Mello-Kleen    C2 

No.  224  Mello-Green    El 

No.  250  Kwik-Kleen  C2 

No.  264  Mello-Matic  Laundry  Detergent  Bl 

No.  326  Dif-Creme  A6 

No.  335  Heavy  Duty  Mello-Sol  C2 

No.  342  Odor  Control  CI 

No.  343  Foam-Off A4 

No.  349  Chefs  Choice   A8 

No.  435  Rinz-Ex  Ql 

No.  484  Spra-Zit  Surface  Cleaner   CI 

No.  498  Glass  Sparkle  Window  Cleaner  CI 

No.  556  Spra-Tox   Fl 

No.  651  Glass  Shield    CI 

No.  663  Institutional  Metal-Brite  A7 

No.  675  Beta-Phene    C2 

No.368  Sulf.  Acid  For.  Dissolvo  Dm 

Opnr    LI 

Odor  Control  CI 

Sani-Hand    E2 

Spray  Off  CI 

Spray-Tox  Insect  Killer  No.  400   F2 

1-Shot    C2 

Menaco  Corp. 

Menaco  Pink  Lotion  Liquid  Hand  Soap  El 
Menco  Chemical  Division 

Mono-Molecular  Water  Treat  No.  171  G6 

Water  Treatment  No.  1   G6 

Water  Treatment  No.  2  G6 

Water  Treatment  No.  201 H    G6 

Water  Treatment  No.  3  G6 

Water  Treatment  No.  50  G6 

Water  Treatment  No.  501 H    G6 

Mendez  &  Company,  Inc. 

Action  Stripper  Cleaner    A4 

Menaco  Antiseptic  Hand-Cleaner  Lotion  El 
Menaco  Bacti-San  Dsnftnt  Detrgnt  Clnr  Dl 

Men;-co  Hand  Liquid  Soap  El 

Menaco  Neutral  Detrgnt  Floor  Fnsh 

Mantnr Al 

Menaco  Super  Deterge   Al 

Menaco  Ultramite  Industrial  Dgrs 

Cleaner   A4.A8 

Menaco  Wax  Stripper  Degreaser 

Cleaner   Al 

Pine  Oil  Disinfectant  CI 

Merchandising  Associates  Program 

Activ  O   A4 

Activ  VIII    Al 

Activ  800  Al 

Activ  800  Superwet  CI 

Blue  Max  A4.C1 

Captivate  Extra   CI 

Chemi-Jel  CI 

Citsolv   CI 

Clean  Crystal  CI 

Clean  N  Safe    Al 

Cold  Clean  Plus    A5 

Dazzle    CI 

Floor  Syn  A4 

Foam  Kwik    Al 


Foamanol  ..  Al 

Food  Process  Cleaner   Al 

Hi-Ho  El 

K.O.K A8 

Liquid  Coconut  Oil  Soap   El 

Liquid  Coconut  Oil  Soap  40%  El 

Liquid  Conveyor  Lubricant  H2 

Liquid  Conveyor  Lubricant  200  H2 

Liquid  Power  Bl 

Mapp  Concentrate  Al 

Medi  Soap  Plus  El 

Mop  It  Once    CI 

Odor  Enz  CI 

Rapid  Clean  Plus  CI 

Release  A4 

Roadtest  Al 

Sanquat    E3 

Scrub-It  Concentrate  Al 

Smart  N'  Sassy    CI 

Solo    E2 

Speedway  CI 

Steel  Shine  CI 

Ure-Strip    C3 

View  Clean    CI 

Winterinse   CI 

1-2-3  Spray  Cleaner    A4 

80%  Jelly  Soap   A1.H2 

Mercury  Supply  Company 

D-M  Drain  Maintainer  &  Odor  Coun- 
teract     CI 

Merco  Power  Foam  C2 

Merco  Sundance   CI 

Tuf-N-Ez   E4 

Meridian  Petroleum  Company 

Dri-White  Jl 

Merit  Chemical  Company,  Inc. 

Caustic-Jell  Merit  675  Al 

Hi-Foam  1    Al 

Hi-Foam  2  A4 

Kloro-Kleen  Merit  White  2XW   Al 

Kloro-Kleen  White  220 Al 

Kloro-Kleen  White  227  Al 

Liquid  Hand  Soap  15    El 

Liquid  Hand  Soap  20   El 

Liquid  Steam  Kleen  Merit  HD701   A2 

Low  Foam  Merit  71 1    CI 

Low  Suds  Merit  21 XX  Bl 

Merit  Acid  Foam  A3 

Merit  HD702    A4 

Merit  HD712    A4 

Merit  Liquid  Skin  Cleaner    El 

Merit  11DX  A2 

Merit  1200  A2 

Merit  217X    CI 

Merit  3650  A2 

Merit  487XC  A3 

Merit  712  A4 

Merit  7500  Al 

Merit-Kleen  Merit  12RX    A2 

Ment-Kleen  Merit  14RX    A2 

Merit-Kleen  Merit  22BX    Al 

Merit-Kleen  Merit  258   Al 

Merit-Kleen  Merit  28BX    Al 

Merit-Kleen  Merit  3Box  A2 

Merit-Kleen  Merit  3DCX   A2 

Merit-Kleen  Merit  325    A2 

Merit-Kleen  Merit  41    A3 

Merit-Kleen  I0RX A2 

Ment-Kleen  2BX Al 

Merit-Kleen  500    Al 

Power  Kleen    A4 

Vari-Kleen  Merit  7BDX  A4 

Van  Kleen  Merit  7XX    Al 

Van-Kleen  Merit  705   A4 
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Merit  Chemical,  Inc. 

AL-10 Al 

AL-32 Al 

BTC  Al 

Chloricide-12  D2 

Chlorinated  Kleen  Suds    Al 

Circl-Acid    A3 

Circl-Alkali    A2 

Circl-Phos    G2 

General  Sheen  A4 

Hi-Shine  Alkali  A2 

Iodibac  D2 

Kleen-Brite    A2 

Liqui-Kleen   A2 

Mer-It Al 

Mer-O-Lube  No.  1    H2 

Mer-O-Lube  No.  3    H2 

PH-5  A3 

Special  Circl-Alkali  A2 

Suds-Rite  Al 

Super  Chloro  Al 

Merit  Corporation,  The 

"Merit"  No-Mess  Oven  and  Grill 
Cleaner   A8 

Merit  Paper  Corp. 

Merit  Par  Excellance  Hand  Dish.  Cmpd  Al 

Merit  Supply,  Inc. 

Acti-Scrub   A4 

Arktik  Kleen    A5 

E-2  Foodservice  Hand  Cleaner  &  Sani- 

tizer  E2 

Git  Grill  Cleaner  Al 

Heavy  Duty  Cleaner  #101     A4 

Heavy  Duty  Cleaner  #333    A4.A8 

Heavy  Duty  Cleaner  GFC  A4 

Heavy  Duly  Glass  Cleaner  CI 

McGlow  Pot  And  Pan  Cleaner  Al 

Orange  Citrus  Degreaser CI 

Power-Pak#1300    A4 

Premium  Power  #1400  A4.A8 

Meritech,  Inc. 

Chlorine  E-3  Hand  and  Glove  Sanitizer  E3 
Iodophor  E-3  Hand  and  Glove  Sanitizer  E3 
Meritech  CHG  E-2  Sanitizing  Hand 

Clnsr   E2 

Quat  E-2  Sanitizing  Hand  Cleanser  E2 

Quat  E-3  Hand/Glove  Sanitizer   E3 

Self-Clean  Solution  Al 

Merkert  Laboratories,  Inc. 

BioDegreaser  I L2 

BioDegreaser  II  L2 

BioDegreaser  III    L2 

BioDegreaser  IV   L2 

BioDegreaser  V  L2 

BioFresh    L2 

Sani-Soap E2 

Mesa  Supply 

Citra  Kleen    CI 

Mesa  Detergent/Disinfectant D2 

Mesa  Dynamite  Al 

Mesa  Sanitizing  Rinse D2 

Mesa  Strip-It  CI 

Messner,  Inc. 

ACL-921  Closed  Loop  Treatment   G7 

AOR-927   G6 

ASB-901  Steam  Boiler  Treatment  G6 


ASB-908  Steam  Boiler  Treatment   G6 

ASR-932    G6 

MB-325   G7 

Metal  Lubricants  Co. 

Ecopress  46  H2 

Metalite  Vehicle  Cleaner    Al 

Metallite  Super  844  Al 

ML  66-844 Al 

Plantohyd  40   H2 

Renolin  FG-0  HI 

Renolin  FG-140  HI 

Renolin  FG-2  HI 

Renolin  FG-90 HI 

Renolin  H  1-100  HI 

Renolin  H  1-150  HI 

Renolin  H  1-32   HI 

Renolin  H  1-68   HI 

Renopure  EP  90    HI 

Renopure  EP140   HI 

Renopure  G-l    HI 

Renopure  G-2    HI 

Renopure  TNT46 HI 

Renopure  10SH  HI 

Renopure  150    HI 

Renopure  20SH  HI 

Renopure  260    HI 

Renopure  30SH  HI 

Renopure  450    HI 

Renopure  700    HI 

Metalcote 

Aluminum  Complex  EP  .5   H2 

Aluminum  Complex  EP  0    H2 

Aluminum  Complex  EP  1.5  H2 

Aluminum  Complex  EP  2  Grease    H2 

Aluminum  Complex  EP1    H2 

Extreme  Pressure  Food  Mach  Grs  NLGI 

#0    HI 

Extreme  Pressure  Food  Mach  Grs  NLGI 

#1    HI 

Extreme  Pressure  Food  Mach  Grs  NLGI 

#2    HI 

Green  Lithium  EP1   H2 

Green  Lithium  EP2  H2 

HV  LS  EP  #2  XDMY H2 

LCEP2GB    H2 

LCEP2Red  H2 

LS  EP0  HI 

LSEP00  H2 

LS  EP  1   HI 

LS  EP  2  Grease  H2 

LS  EP  2  Moly  1    H2 

Red  HV  LS  EP  #2    H2 

White  LS  EP  1    H2 

White  LS  EP  2    H2 

Metalworking  Lubricants  Company 

Metsafe  FR-200 H2 

Meterpak  Inc. 

Meterpak  120  Detergent  Disinfectant  ..    CI 

Metro  Chemical  Corp. 

Grease  Trap  Digestant L2 

Lustre  A7 

Rough  Touch  Hand  Cleaner  w/Volcnc 

Pumice    E4 

Soft  Touch  Hand  Cleaner  E4 

Metro  Cleaning  Systems  Inc. 

Best  Hand  Cleaner    E4 

Dry  N'  Brite  A7 

Power  Foam CI 


Metro  Products  Company 

Concrete  Cleaner  X-l    Al 

Concrete  Cleaner  X-6  Al 

Feen-O-Pine  CI 

Geolin  Antiseptic  Lotionized  Liquid 

Soap    El 

Kwik  Kleen   E4 

Liquid  Drain  Opener  LI 

Liquid  Hand  Soap  El 

Litnin  Sol  CI 

M-0  Concentrate  A4 

Metro  Formula  M-32    Al 

Metrolite  Creme  Cleanser  A6 

Metrolite  Tempered  Organic  Digester   ..  LI 

Metzolite   Al 

Ozonene  CI 

S-D-C Al 

S-F  Cleaner  Al 

Soap  Powder  CI 

Stain-Off   C2 

Steam  Cleaner  KS  A2 

Steam  Cleaner  MSP    A2 

Thick&Form  Cling  T/C  200 

Bwl/TileGrt  Cln   C2 

Metro  Professional  Products  Inc. 

Asepticlean  Ready  to  Use 

Dtrgnt/Disinfnt   C2 

Bowl  Care  23%  Heavy  Duty  Bowl 

Cleaner   C2 

Pro-Strip  No  Scrub  Stripper  CI 

20%  Clinging  Bowl/Tile/Porcelain 

Cleaner   C2 

Metro-Chem,  Inc. 

Alka-Plus  Bl 

Aqua-Soft Bl 

Buffer  Sour   B2 

Diamond-Lustre  Bl 

Dry  Oxy  Bleach    Bl 

Dynasty   Bl 

Dynasty-NP  Bl 

Eclipse  Bl 

Eclipse  NP  Bl 

Econo-Bleach  Bl 

Laundermaster/Enzyme  Detergent    Bl 

Liqua-Gold Bl 

Liqua-Solv  Bl 

Liqua-Solv  Industrial  B2 

Metro  Flo  Alkali  Bl 

Metro  Flo  Antichlor    Bl 

Metro  Ho  Bleach-Ox    Bl 

Metro  Flo  Detergent  Bl 

Metro  Flo  Fabric  Softener    B2 

Metro  Flo  Sour  Softener  Bl 

Metro  Ro  Whitener-CL    Bl 

Metro-Suds    Bl 

Perfect   Bl 

Poly-Soft   B2 

Pro-Alk    Bl 

Pro-AC Bl 

Pro-Det Bl 

Pro-Safe  Ox  Bl 

Pro-Soft   B2 

Pro-Sour  Bl 

Pro-SS   Bl 

Pro-White Bl 

Regal    Bl 

Royal-NP  Bl 

Royal-Plus  Bl 

Silver  Satin  1  Bl 

Silver  Satin  2  Bl 

Super-Charge  Bl 

2001   Bl 

Metrochem  Industries,  Inc. 

Permakill   F2 
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Metropolitan  Chemical  Company 

Degreaser  208   Al 

Freeze  Zone    A5 

PM  55  (Freezer  Locker  Cleaner)   A5 

Scrubb  Soap Al 

Scrubb  Soap  Plus    A4 

Sequest  Al 

08  Cleaner  A4 

Metropolitan  Concessions  Industries 

Metro's  Best  Cleaner  Degreaser  CI 

Metro's  Best  Cleaner/Degreaser  Cone  A4 
Metro's  Best  Floor  Cleaner  Concentrate  CI 
Metro's  Best  Glass  Cleaner  Ready-To- 

Use    CI 

Metro's  Best  Lime/Milkstone  Descaler  A3 
Metro's  Best  Non-Acid  Bowl  &  Bathrm 

Clnr  CI 

Metro's  Best  Orange  Rough  Touch    E4 

Stainless  Steel  Cleaner  & 

Polish_OilBase   CI 

Sugar  and  Spice CI 

Metropolitan  Refining  Company/ 
Div.  of  the  Metro  Group,  Inc. 

Clean-Away  300   A2 

Corrodicide  Dry G2 

Corrodicide  FP    G2 

Corrodicide  Liquid    G3 

Corrodine  5000   G6 

Corrodine  5010   G6 

Corrodine  5020  G6 

Corrodine  5030  G6 

Corrodine  5060  G6 

Corrodine  710  G6 

Corrodine  930  G6 

Corrodine  940   G6 

Duboth  B  G6 

Duboth  CA    G6 

Duboth  H-6  G6 

Duboth  LP  G6 

Duboth  Ox  Decharactenzed   G6 

Duboth  OX    G6 

Duboth  P   G6 

Duboth  S-5    G6 

Duboth  1010   G6 

Duboth  1030   G6 

Duboth  2010   G6 

Duboth  3000   G6 

Duboth  3010   G6 

Duboth  3020   G6 

Duboth  4002   G7 

Duboth  6112   G5 

Metro  #630  Water  Supply  Treatment  ..  Gl 

Metio  Anti-Foam  U-125  G6 

Metro  Clean-Away  Formula  200   G7 

Metro  Clean-Away  Formula  400   A4 

Metro  Clean-Away  Formula  500  CI 

Metro  Cleaner  1 29    Al 

Metro  Cleaner  671    PI 

Metro  CS  Cleaner  #35    Al 

Metro  Degreaser  AP  Kl 

Metro  Descaler   A3 

Metro  Solvent  EM  Kl 

Metro  Steam  Cleaner    Al 

Metro  340    G6 

Metrofloc  515   G6 

Metrosperse  269    G7 

Sterokleen    Al 

Vaporene  C  G6 

Vaporene  C-2    G6 

Vaporene  D-680    G7 

Vaporene  FP   G6 

Vaporene  K-5    G7 

Vaporene  SA-1 12   G7 

Vaporene  216    G7 

Vaporene  6120    G5 


Vaporene  6204    G5.G7 

Vaporene  6301    G6.P1 

Vaporene  72    G7 

Vaporene  94    G7 

Meyer  Laboratory,  Inc. 

All-Bright    Bl 

Attack CI 

AC-101    Al 

AK  100   Al 

Blue  Chlor  Al 

Blue  Max  Bl 

Boil  Out  24   Al 

Bright  Time  Bl 

Champion    Al 

Crystal   A2 

CD-55  Heavy  Duty  Cleaner-Degreaser  Al 

De-Lime  A3 

Destainer   Bl 

Dry  Bleach  Bl 

Excel    Al 

EB-38  A4 

EZ-D   CI 

Fluff   B2 

Fresh    Bl 

Good  Time Bl 

Grand  Slam  Bl 

Grease  Release    CI 

Hi-Power   A2 

HD71    Al 

HD-50    Al 

HWD   Al 

Klean  Break  Bl 

Laundry  Detergent Bl 

Liquid  Oxygen  Bleach    Bl 

Maximum    B2 

Neutralizer  B2 

Premium  Laundry  Compound Bl 

Purple  Power  A3 

Release  Bl 

RJ  3   Al 

Sanitime  D2 

Sanitizer  D2.Q4 

Score    Bl 

Shine-Time  Plus    Al 

Slugger A2 

So  Soft  B2 

Special  Liquid  Laundry  Detergent  Bl 

Squeeze  Play   Bl 

Super  Shine  Al 

Super  Wash   Al 

Ten  Speed  Fast  Action  Org  Pum  Hnd 

Clnr  E4 

Victory  A2 

Wash  Time    Al 

33-Blitz    Bl 

40  Plus  Al 

Meyer  Supply  Co.,  Inc. 

Great  II  Lotiomzed  Antiseptic   E4 

Hog  Wash  Heavy  Dty  Foaming  Meat- 
room  Clnr  Al 

Mark-Off  CI 

Pinky  Clean  El 

Ready  To  Use  Hand  Soap    El 

Sof-Gard  Hand  Soap  El 

Sparkle  CI 

Meyer-Blanke  Company 
See:  Em-Bee  Chemicals,  Inc. 

Meyer,  H.  B.  &  Son,  Inc. 

"rr  E4 

Action    A4 

Clenzene    Al 

Cream  Lotion  Hand  Soap  El 

Dare   A4 

Dek-Ade A4 


H.B.  Meyer  Hand  Clnr.  &  Sanitizer    ....  E2 

Kleenswell  A4 

Lemon  Odor  Disinfectant  C2 

Lotion  Clenzene    Al 

Metaclean Kl 

Pepsene    Al 

Pineolene  CI 

Sani-Sope  El 

Sedoc  CI 

Sterylclene  A4 

Super  Clenzene   Al 

Mia  Rose  Products,  Inc. 

Air  Therapy  CI 

Air  Therapy  Extra  Lime  (Aerosol)  CI 

Air  Therapy  Original  Orange  (Aerosol)  CI 

Citri-Glow  Total  Home  Cleaner  CI 

Miami  Products  &  Chemical  Co. 

Miami  Liquid  Chlorinat- 
ing Dsnf  &  Grmcd  B1,D2,E3.G4.Q4 

Michaels,  A.  A.,  Inc. 

pH7  Neutral  Cleaner  A4 

Michigan  Sales  Co. 

Pete's  Stuf  Cleaner    A4.A8 

Michigan  Sanitary  Supply  Company 

NB  131    Al 

Sani-Rough    E4 

Sani-Smooth    E4 

Sani-S(e«l  Polish  A7 

Sanitary  Hi-Foam  Meat  Room  Cleaner    Al 

Michigan  State  Industries 

Cleaner/Degreaser  #8754    A4 

Iodophor  Disinfectant  Concentrate  E3 

Micro  Flo  Company 

Malathion  5  EC  F2 

Micro  Products  Corporation 

Heavy  Duty  Degreaser  XX-1810  Al 

Micro  All-Purpose  Cleaner  Al 

Micro  Car  Cleaner Al 

Micro  Marine  Cleaner Al 

Micro  Shield  Co.,  Inc. 

Commode  &  Urinal  Stripping  Formula 

#109    C2 

Germicidal  Cleaner  Formula  #1 122  ....  D2 

Heavy  Duty  Formula  #645  C2 

Micro-Aire  Surgical  Instruments 
Inc. 

Micro-Lube  For  Micro-Aire  Pneum 
Instr HI 

Micro-Bac  International  Inc. 

Lacto-Bac L2 

Mega-Bac L2 

Mega-Bac  X    L2 

Micro-Blend  Company 

Tuff  Act  #3  Does  It" D2 
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Micro-Gen  Equipment  Corporation 

Micro-Gen  Pro-Control  Ant  Baits    F2 

Pro-Control  Dual  Choice  Ant  Baits  F2 

Pro-Control  Fogger  V  Fl 

Pro-Control  II  Total  Release  Fogger  ....  Fl 
Pro-Control  IV  Total  Release  Fogger  ..  F2 
R-300  3%  Multipurpose  Spr  Form 

W/SBP1382  Fl 

ULD  BP-100  Insecticide Fl 

ULD  BP-110  Emulsifiable  Insctcd 

Cncntrt    Fl 

ULD  BP-15  Flying  Insect  Control  Fl 

ULD  BP-30  Insecticide Fl 

ULD  BP-30  Mill  and  Food  Plant  Spray   Fl 

ULD  BP-300  Insecticide  Fl 

ULD  BP-50  Insecticide Fl 

ULD  BP-50  LC  Insecticide    Fl 

ULD  R-400+1   Fl 

ULDR-50  Fl 

Micro-Tech  Products,  Inc. 

Envirotech-Plus  PM    L2 

Micro-Tech  Sales,  Inc. 

Mega-Bac L2 

Microban  Germicide  Company 

Micro  Ban  Formula  X-580  Intsl  Spray  F2 
Microban  Hospital  Spray    CI 

Microban  Products  Company 

Microban  Commercial  Fabric 
Sftnr/Sntzr  B2 

Microbes  Research  and 
Development,  Inc. 

Action  Bac  L2 

Microbest  Products,  Inc. 

RT-1 100  Microbe  Bio-Cleansing  Cone     CI 

Microgen  Inc. 

D-125  D2 

Microtech  Co.,  Inc. 

Pressure  Kleen  Al 

Microtech  Water  Management 
Systems,  Inc. 

D-Foam   G7 

Micro  B-01    G6 

Micro  B-08    G6 

Micro  B-10   G6 

Micro  B-ll    G6 

Micro  B-12   G6 

MicroB-13    G6 

Micro  B-14   G6 

Micro  B-23    G6 

Micro  B-24    G6 

Micro  B-25    G6 

Micro  B-26    G6 

Micro  B-40   G6 

Micro  B-41    G6 

Micro  B-51    G6 

Micro  B-61    G6 

Micro  B-71    G6 

Micro  B-81    G6 

Micro  C-130    G6 

Micro  C-131    G6 

Micro  C-42    G7 


Micro  C-60    G7 

5020  G6 

5044  G6 

5052  G6 

5111   G6 

5120  G6 

5165  G6 

5214  G6 

5220  G6 

5226  G6 

6010  G7 

6025  G6 

6030  G7 

6040  G7 

6043  G6 

6060  G6 

6070  G6 

6075  G6 

Mid  America  Chemical  Inc. 

Tru-Klor  Liquid  Disinfectant   D2 

Mid  American  Chemical 

Oven  Cleaner A8 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Mid  American  Chemical 

Disinfectant/Deodorant  CI 

MAC  Incredible!  C2 

MAC  Simply  Incredible  CI 

TreyFoam C2 

Mid  Con  Systems,  Inc. 

Alco  Gel  Skin  Sanitizer    E4 

All  Weather  Reflections  CI 

Anti-Seize  Compound  (Aerosol)    H2 

Anti-Seize  Compound  (Bulk)  H2 

Belt  It PI 

Chain  &  Cable H2 

Chlorinated  Cleaner Al 

Citra-Gel    CI 

Citrus  D  CI 

Citrus  Kleen  S.G CI 

Citrus  Power   CI 

Contact  Cleaner  II  K2 

Corro-Ban    A3 

Corro-Ban  Plus   A3 

CRT  Screen  Clean CI 

Dri-Lube    HI 

Dri-Mol   H2 

Duz  All    CI 

Electrical  &  Mechanical  Contact 

Cleaner  K2 

Enviro  Systems  I  L2 

Enviro  Systems  IA    L2 

Enviro  Systems  III    CI 

Food  Grade  Acid  Cleaner  No.  1     A3 

Food  Grade  Acid  Cleaner  No.  2    A3 

Fresh-N-Lite    CI 

Glean  A3 

Glisten  18%  CI 

Glisten  35%  CI 

Grease  Pump  Red  Spray  Grease H2 

Hi-Sept  1   Dl 

Let  Go  HI 

Liquid  Alive  Bacteria  CI 

Liquid  Auger  LI 

Metal  Brite A7 

Metal  Parts  Cleaner Kl 

Micronene   CI 

Moly  Pen  H2 

Multi-Pen  H2 

Multi-Solv   K2 

MCL-921   G7 

MCS  All  Purpose  Cleaner    A4 

MCS  Arctic  Clean  Super  Lo-Temp 

(Clrls)   A5 


MCS  Breakthru  D2 

MCS  Chlorinated  Foaming  Cleaner  ....    Al 

MCS  Citrus  Kleen  CI 

MCS  Coolant  101    H2 

MCS  Food  Grade  Hand  Cleaner    E4 

MCS  Hi  Sept  6  D2 

MCS  Hi-Sept  4  C2 

MCS  Porcelain  Cleaner A6 

MCS  130  Al 

MCS  135  Al 

MCS- 110  Al 

MCS-I20  Al 

MOR-927  G6 

MSB-901    G6 

MSB-903  G6 

MSB-908  G6 

MSC  Arctic  Cleaner  A5 

MSC  Deo-Drain    LI 

MSR-932  G6 

Natural  HI 

Natural  Force  CI 

Nature  Clean   CI 

Od-A-Bate  Mint    CI 

Ortho  Gran  I   CI 

Power  Granules  LI 

Restore  E4 

Rough  Stuff  E4 

Sanitary  Lube    HI 

Soy  Kleen    Kl 

SBD  F2 

TFE-Lube H2 

TLC  E4 

Uni-Grease  H2 

Wash  Out  35%    A3 

White  Lube   HI 

Wipe  Out  F2 

Mid  Peninsula  Industries 

Omni-AU  II  Al 

Omni-All  III    Al 

Mid  South  Chemical  Company,  Inc. 

Alkatrol  27  G6 

Alkatrol  27L    G6 

MBT#105  G6 

MBT#106  G6 

MBT#107  G6 

MBT#127  G6 

MBT#157  G6 

MBT1123  G7 

MBT  138  G6 

MBT  138R    G6 

MBT  161   G6 

MBT  254  G7 

MBT  254A    G6 

MCT#501   G2 

MCT#502  G2.G6 

MCT#504  G2 

MCT501C    G2 

MCT506  G2.G6 

MCT506A    G2.G6 

MCT558  G5,G7 

MCT560  G5,G7 

MCT561   G5.G7 

MCT  562  G5.G7 

MCT572  G5.G7 

MCT  574  G5.G7 

MHT#156  G6 

MIC  800    Al 

MIC  806    CI 

MIC  835    Al 

MIC  836    A4 

MOS#144  G6 

Resin  Cleaner  #402  PI 

Steam  Treat  #200   G6 

Steamtect  G6 

Steamtrol   G6 
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Mid  South  Supply  Co. 

Aerodet  Heavy  Duty  Cleaner  A4 

Mid-America  Chemical  Co. 

B-D-G  #110  Belt  Dressing  PI 

Dyna-Mite  Sulfuric  Acid  Type  Drain 

Clnr  LI 

Electra  #155  Electronic  Solvent  Dgrsr.    K2 

Germicidal  Cleaner  &  Deodorant  CI 

Glass  &  Utility  Cleaner    CI 

Insecticide  (w/residual  insect  control)   ..  F2 
Liquid  Boiler  and  Feed  Water  Treatment  G6 

Quatra  Rinse   D2 

Slash  #195  Nut  &  Bolt  Loosener  Pene- 
trant      H2 

Super  Fogging  Insect  Killer  F2 

Super  Steam  Steam  Cleaner  A2 

Super-Kleen  Heavy  Duty  Cleaner    A4 

Three  Gly CI 

Mid-America  Chemical,  Inc. 

Tru-Kleen  Sodium  Hypochlorite  Sol- 
ution        Bl 

Mid-America  Indust.  Products  Co., 
Inc. 

Aqualess E4 

Jet  Grease    H2 

Lifter   CI 

Taragon  Jell  Degreaser  &  Tar  Remover  CI 

Mid-American  Research  Chemical 
Corp. 

All  Purpose  Descaler A3 

Bug-Off  Roach  &  Insect  Spray    F2 

Citation    CI 

Coil  Cleaner CI 

Command    CI 

Concentrated  Glass  Cleaner   CI 

Concentrated  Hi-Pressure  Cleaner   ..  A4.C1 
Concentrated  Hvy  Dty  Eng  DgTsr  & 

MtrClnr  Kl 

Contact  Deodorizer  CI 

De-Limer  A3 

Deodorizer  CI 

Gel  Degreaser   A4 

Glass  Cleaner CI 

Gone A8 

Got-A-Mess  CI 

Hi-Con  CI 

Hot  Shot    A4.C1 

HC  Bacterial  Enzymes   L2 

Ice  Melting  Compound  CI 

Industrial  Deodorizing  Granules  CI 

Liquid  Ice  Block  CI 

Marc  Germicidal  Multi-Purpose  Cleaner  C2 

Marcicide  CI 

Marcicide  II  CI 

Marcicide  III   CI 

Marcicide  IV  A4 

Medi-Care   El 

Mighty-Solv  Kl 

Mint  Power  Off CI 

Multi-Purpose  Bathroom  Cleaner  C2 

MARC  All-Purpose  Cleaner  CI 

MARC  Double  Strength  Descaler    A3 

MARC  Fiberglass  Cleaner   C2 

MARC  Nice  Touch  CI 

MARC  Power  Off B2.C1 

MARC  Tile  &  Grout  Cleaner A3 

MARC  Tuff  Stuff  CI 

MARC  38-AAA  Marcicide  A4 

MARC  41    A4 

MARC  56  Drain  Line  Maintainer    CI 

MARC-103    Kl 

MARC-109  Glass  Cleaner   CI 


MARC-116    HI 

MARC-127    H2 

MARC-139    F2 

MARC-158  Oven  &  Hood  Protector        HI 

MARC- 162  Liquid  Grease   H2 

MARC-218    CI 

MARC-50    C2 

MARC-55    LI 

Natural  Orange  Crush  CI 

Neutralizer  CI 

Odor  Counteractant  Cherry  CI 

Patrol   H2 

Penetrating  Red  Grease H2 

Pur-Solv  K2 

Q-T-C A4 

Racer   PI 

Right  Stuff  Germicidal  Foaming  Cleaner  C2 

Safe  Solv  Kl 

Safeguard  CI 

Scented  Super  Strength  Bowl  Cleaner      C2 
Sewage  Degreaser  and  Odor  Control  ..    CI 

Sewer  Solvent   LI 

Spectrum   A3 

Super  Concentrated  Jelled  Paint  Stripper  C3 

Tackle    CI 

Vanish  Insect  Killer    F2 

Wipe CI 

Mid-Co  Chemical,  Inc. 

MC-100  Extra  Heavy  Duty  Clean- 
er-Degrsr  A4.A8 

Mid-Continent  Industries,  Inc. 

Alpha  C  Chlorinated  Al 

Alpha  Pledge  Al 

G  W  Klene  II    A4 

Mid-Florida  Mining  Company 

Durasorb    Jl 

Mid-Lands  Chemical  Co.,  Inc. 

AC  Foamer    Al 

AC  103    A3 

AC  104    A3 

CC  100    A2 

CC-101    A2 

CC-102    A2 

EO-203 HI 

Heavy  Duty  Truck  Soap  Al 

LB  48  Bl 

LC-01  CI 

LD60 Bl 

LD-61  Bl 

LHS40    El 

MC  100  D2 

MCC  Germicidal  Hand  Scrub    E2 

SS-98  K2 

Total  Al 

Mid-Ohio  Paper  &  Supply  Co. 

Ice  &  Snow  Melter  CI 

Mid-South  Analytical  Lab 

MSAL#]  L2 

Mid-South  Industrial  Chemicals 

Quick  Action  A4 

Mid-State  Chemical  &  Supply  Corp. 

Alka-Clean  1109  A2 

BWC-1115  A2 

Chlorinated  Hand  Scrubbing  Cleaner  ..  Al 

CIP  Acid  Circulation  Cleaner  NP    A3 


CIP  Circulation  Cleaner   A2 

Foam  Additive  1650  Al 

Heavy  Duty  Alkaline  Drain  Opener  LI 

Heavy  Duty  Bottle  Wash   A2 

Heavy  Duty  Chlorinated  Cleaner  A2 

Heavy  Duty  Floor  Cleaner  7120    A4 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Smoke  House  Cleaner   ....  A2 
Heavy  Duty  Solvent  Degreasing  Cleaner  Kl 

Hook.  Trolley.  And  Tree  Cleaner A2 

Low-Alkaline  General  Purpose  Cleaner  Al 

Rapid  Clean  2000  A3 

Raven  Brand  CIP  Acid  Circulation  Clnr  A3 

Raven  Brand  Gen.Purp.Powdrd  Clnr  Al 
Raven  Brand  Phos-Free  Det  Chain 

Lube8430    H2 

Raven  Brand  Rinse  Aid  1675  G5 

Safety  Solvent  14000    Kl 

Super  Clean  1500   A4 

Super  Clean  1600   Al 

Super  Kleen  1630  Al 

Truck  Wash  110   Al 

Truck  Wash  110  A   Al 

Mid-States  Laboratories,  Inc. 

Concentrated  Cleaning  Crystals   CI 

Multi-Solv  Liquid  Super  Base    A4 

MSL  Lemon  Odor  Disinfectant  Cleaner  A4 
MSL  Urinal  Maim  w/Built  in  Screen      C2 
MSL  1001  Stainless  Steel  &  Metal  Pol- 
ish       A7 

MSL  1002  Penetrating  Lube H2 

MSL  1003  All-Purpose  Silicone  Spray     CI 

MSL  1006  Safety  Solvent    Kl 

MSL  1007  Glass  &  Mirror  Clnr  & 

Brightner  CI 

MSL  1009  Oven  Cleaner  (Aerosol)  ....    A8 
MSL  1012  Foaming  Germicidal  Cleaner  CI 
MSL  103  Drain  Line  Opener  and  Main- 
tainer    LI 

MSL  107  Enzyme  Sewer  &  Drain  Line 

Mntr    L2 

MSL  1 15  Organ.  Drain  Line  Opnr  & 

Maint  LI 

MSL  207  Hvy  Dty  Floor  Stripper 

Cncntrt    A4 

MSL  208  Super  Cone  All-Purpose 

Cleaner   Al 

MSL  226  Hvy  Dty  Water  Base  Dgrs 

Cone    A4 

MSL  227  Super  Neutral  Cleaner    Al 

MSL  247  Heavy  Duty  All  Purp  Orange 

Clnr  CI 

MSL  248  Non-Butyl  Orange  Cleaner       CI 

MSL  407  Liquid  Hand  Soap    E! 

MSL  408  Descaler-Delimer  Concentrate  A3 
MSL  410  Liquid  Dishwashing  Concen- 
trate      A8 

MSL  412  Non- Abrasive  Liquid  Cleanser  CI 

MSL  423  Oven  Cleaner   A8 

MSL  503  Safety  Solvent  Cleaner  & 

Dgrsr  Kl 

MSL  533  Timed-Rel  Ice  &  Sno  Mltr 

Pelts  CI 

Natumate   L2 

Orange  Solv  Super  Base  CI 

206  Heavy-Duty  Multi-Purpose  Cleaner  A4 

Mid-York  Products,  Inc. 

Reliable    Al 

Reliable  Disinfectant  Bowl  Cleaner  ....    C2 
Reliable  Pine-Cleaner   CI 

Midco  Products  Company,  Inc. 

All  Purpose  Cleaner    CI 

All  Purpose  Plus   CI 

Basin.  Tub  and  Tile  Cleaner  C2 

Battery  Terminal  Cleaner  &  Protector    .  PI 
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Belt  Dressing  PI 

Brake  Parts  Cleaner PI 

Choke  &  Carburator  Cleaner  II   PI 

Choke  &  Carburetor  Cleaner   PI 

Citra  Burst  CI 

Cleaner  &  Pish  WtrBsd  Stn  Stl  &  Frrnc 

Cln  A7 

Cleaner  Disinfectant  Citrus  CI 

Cleaner  Disinfectant  Lemon  CI 

Cleaner  Disinfectant  Mint  CI 

Cleaner/Disinfectant   CI 

Concession  &  Food  Equipment  Cleaner  Al 
Dbl  Actn  Insect  Kill.  w/Dbl  Actn 

"Spray"   F2 

Degreaser  K2 

Disinfectant  Deodorant  CI 

Disinfectant  Deodorant  Citrus    CI 

Disinfectant  Deodorant  Lemon  CI 

Disinfectant  Deodorant  Mint    CI 

Dri-Mist  Baby  Fresh  Air  Frshnr  & 

Deodrzr  CI 

Dri-Mist  Bamboo  Air 

Freshner&Deodorizer  CI 

Dri-Mist  Bouquet  Air  Freshener  & 

Deodrzr  CI 

Dri-Mist  Cherry  Air 

Freshener&Deodorizer  CI 

Dri-Mist  Green  Apple  Room  Freshener   CI 
Dri-Mist  Lemon  Air  Freshener  & 

Deodrzr  CI 

Dri-Mist  Mint  Air  Freshener  &  Deodor- 
izer        CI 

Dri-Sil  Dry  Silicone  Spray  Food  Grade    HI 

Dry  Film  Lubricant  H2 

Dry  Moly  Lubricant  With  Graphite  ....    H2 

Foaming  Cooling  Coil  Cleaner  PI 

Gel  Vandal  Mark  Remover CI 

Hi-Heat  Multi-Purpose  Spray  Lube   ....    H2 
Kitchen  Safe  Stainless  Steel  and  For- 
mica      A7 

Long  Shot  Wasp-A-Way F2 

Lubra  Penet  H2 

Midco  Condenser  Blaster  PI 

Non  Flammable  Penetrating  Oil  H2 

Open  Gear  Lubricant H2 

Oven  Cleaner  A8 

Penetrating  Oil  H2 

Protective  Skin  Cream    E4 

Pyreban  3  F2 

Room  Service  Total  Release  Fogger   ....  F2 

Silicone  Spray  Food  Grade  HI 

Stainless  Steel  &  Formica 

Cleaner&Polish  CI 

Super  Solvent  Degreaser  CI 

Tangerine  Air  Freshener  &  Deodorizer    CI 

Tangerine  All  Purpose  Cleaner CI 

Vandal  Mark  Remover   CI 

Waterless  Hd  Clnr  w/  Mink  Oil  &  La- 
nolin      E4 

White  Grease  HI 

Midco  Products,  Inc. 

Midco  "AA"  Concentrate   CI 

Midco  D-64  Germcidal  Detergent  & 
Deod CI 

Midlab,  Inc. 

"Amber  Suds"    Al 

"Concept"  Liquid  Concentrated  Skin 

Clnr  El 

"Eze  Strip"  Oxidation  Remover  & 

Cleaner   A3 

"Liqui-Clean"  A4 

"Phos-Free"  Alkaline  Cleaner  A2 

CIP  Cleaner  50  L    A2 

CIP  Cleaner  60P   A2 

CIP-150  Al 

Dish  Delight    Al 

DS  490  Maxim   D2 

Green  Dynamite    CI 


GPC-28    Al 

H.P.C.  Cleaner Al 

Machine  Descaler   A3 

Malodor  Concentrate  CI 

Maxim  CC  950  Al 

Maxim  DS  404   CI 

Maxim  DS  406    CI 

Maxim  DS  410   CI 

Maxim  DS  494   D2 

Maxim  FC  1102    CI 

Maxim  FC  1602    A3 

Maxim  FC  1602    A3 

Maxim  FC  1800    CI 

Maxim  FP  2801     Ql 

Maxim  FP  2850    A8 

Maxim  GC  508  CI 

Maxim  GC  518  CI 

Maxim  GC  520  CI 

Maxim  GC  531    A4 

Maxim  GC  532  CI 

Maxim  GC  536  CI 

Maxim  GC  540  CI 

Maxim  GC  542  CI 

Maxim  GC  551   A2 

Maxim  GC  572  Al 

Maxim  GC  573  Al 

Maxim  GC  574  Al 

Maxim  HB  210  El 

Maxim  HB  220  E4 

Maxim  HB  230  E4 

Maxim  HB  270  E2 

Maxim  HB  272  Antiseptic  Hand  Soap  El 

Maxim  1M  607    A4 

Maxim  IM  610    A4.A8 

Maxim  IM  614    A4.A8 

Maxim  IM  620    A4 

Maxim  IM  630    K2 

Maxim  IM  644    CI 

Maxim  IM  650    Al 

Maxim  KS  2400   Al 

Maxim  KS  2450   Al 

Maxim  KS  2460   Al 

Maxim  KS  2500   A8 

Maxim  KS  2600   A4 

Maxim  KS  2711    A2 

Maxim  KS  2970   Al 

Maxim  LP  4089    Bl 

Maxim  LP  4099    Bl 

Maxim  LP  4101     Bl 

Maxim  LP  4105    Bl 

Maxim  LP  4130    Bl 

Maxim  LP  4208    Bl 

Maxim  LP  4308    Bl 

Maxim  LP  4520    B2 

Maxim  LP  4522    B2 

Maxim  MW  3122   Al 

Maxim  MW  3221    Al 

Maxim  MW  3230  Al 

Maxim  MW  3232  Al 

Maxim  MW  3234   Al 

Maxim  MW  3454  A3 

Maxim  MW  3590  D2.Q4 

Maxim  RB  306   C2 

Maxim  RB  308  C2 

Maxim  RB  309  CI 

Maxim  RB  322   C2 

Maxim  RB  324   C2 

Maxim  RB  325   C2 

Maxim  RB  352  CI 

Maxim  RB  370  CI 

Maxim  RB  380  C2 

Maxim  SP  702    CI 

Maxim  SP  710    CI 

Maxim  SP  712    CI 

Maxim  SP  755    CI 

Maxim  SP  758    A5 

Maxim  SP  766    H2 

Maxim  SP  771     Ql 

Maxim  SP  796    CI 

Maxim  SP  798    L2 

Maxim  TA  851    A2 

Maxim  81 10    CI 


Milkstone  Remover  &  Descaler  Con- 
centrate       A3 

Multi-Purpose  Steam  Cleaning  Concen- 
trate      Al 

Organic  Acid  Detergent    A3 

Phos-Delimer  A3 

Quick  Clean  El 

RB  320  Hosp  Tp  Xtra  Str  Dsnfctnt  Bl 

Clnr  C2 

510  Degreaser  A4.A8 

Midland  Chicago  Corp. 

TilePro  Super  Gleam-All    CI 

Midland  Paper  Co. 
Maintenance  Supply  Div. 

Midpaco  Power  Plus  A4 

Midpaco  Vanish  Bowl  Cleaner C2 

Midpaco  101-Cleaner   A4 

Midland  Research  Laboratories, 
Inc. 

Chem  Coil  100   PI 

Chem  Coil  300   PI 

Chem  Coil  400   Al 

Chem  Coil  500   A3 

Chem  Coil  600   A8 

Ion-X  110    PI 

Ion-X  120    PI 

Midland  Chemet  Liquid   Gl 

Midland  Chemet  Powder    Gl 

Midland  G203  G6 

Midland  G210  G5.G6 

Midland  G210P  G5.G6 

Midland  G211    G6 

Midland  G212  G5.G6 

Midland  G213  G5.G5.G6 

Midland  G222  G6 

Midland  G250  G6 

Midland  PCF  6206   G5 

Midland  PCF  6207   G5 

Midland  PCF  6262   G5 

Midland  PCF  6408   G5 

Midland  PCF  6409   G5 

Midland  PCF  6410   G5 

Midland  PCF10I0  Al 

Midland  PCFI613  G5 

Midland  PCS  1015    Al 

Midland  PCS  1062   A8 

Midland  100    Al 

Midland  101L   A3 

Midland  10IP    A3 

Midland  101  PS    A3 

Midland  115    PI 

Midland  116    PI 

Midland  200    G5.G6 

Midland  201    G6 

Midland  202    G5.G6 

Midland  205    G7 

Midland  207    G7 

Midland  208    G7 

Midland  212    G5.G6 

Midland  213    G5.G6 

Midland  214    G5.G6 

Midland  215    G5.G6 

Midland  216    G5.G6 

Midland  217    G6 

Midland  217L   G6 

Midland  218    G5.G6 

Midland  219    G5.G6 

Midland  219C   G6 

Midland  220    G5.G6 

Midland  2204    G6 

Midland  221    G5.G6 

Midland  222    G5.G6 

Midland  2223    G5.G6 

Midland  223    G5.G6 

Midland  224    G5.G6 
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Midland  2247    G6 

Midland  225    G5.G6 

Midland  226    G6 

Midland  227    G6 

Midland  228    G7 

Midland  229    G6 

Midland  230    G6 

Midland  2301    G6 

Midland  2302    G7 

Midland  231    G6 

Midland  233    G6 

Midland  234    G6 

Midland  235    G6 

Midland  236    G6 

Midland  237    G6 

Midland  238    G6 

Midland  239    G6 

Midland  240    G6 

Midland  250    G6 

Midland  251    G6 

Midland  252    G6 

Midland  253    G6 

Midland  254    G6 

Midland  255    G6 

Midland  256    G5.G6 

Midland  256P   G5.G6 

Midland  257    G6 

Midland  258    G5.G6 

Midland  259    G7 

Midland  265    G6 

Midland  271    G5.G6 

Midland  272    G5.G7 

Midland  273    G5.G7 

Midland  280    G6 

Midland  281    G6 

Midland  282    G6 

Midland  283    G6 

Midland  284    G6 

Midland  285    G6 

Midland  286    G7 

Midland  287    G7 

Midland  390    G6.P1 

Midland  394    Gl 

Midland  396    Gl 

Midland  400P    G6 

Midland  401    Al 

Midland  402    G5.G6 

Midland  404    G6 

Midland  404S    G5.G6 

Midland  405    G3 

Midland  406    G2 

Midland  407    G3.G6 

Midland  408    G5.G6 

Midland  409    G2 

Midland  411    G6 

Midland  419    G6 

Midland  421    G6 

Midland  422    G6 

Midland  423    G6 

Midland  424    G5.G7 

Midland  425    G6 

Midland  426    G5.G7 

Midland  430    G7 

Midland  432    G7 

Midland  433    G7 

Midland  434    G7 

Midland  440    G6 

Midland  446    G7 

Midland  447    G7 

Midland  448    G7 

Midland  449    G7 

Midland  450    G7 

Midland  450X  G7 

Midland  452    G7 

Midland  453    G7 

Midland  454    G7 

Midland  455    G7 

Midland  456    G7 

Midland  457    G7 

Midland  460    G6 

Midland  461    G6 

Midland  462    G6 


Midland  465    G7 

Midland  466    G7 

Midland  467    G7 

Midland  470    G7 

Midland  471    G7 

Midland  477    G7 

Midland  479    G7 

Midland  480    G7 

Midland  481    G6 

Midland  482    G7 

Midland  483    G6 

Midland  484    G5.G6 

Midland  484A  G7 

Midland  486    G7 

Midland  491    G7 

Midland  492    G2.G6 

Midland  493    G7 

Midland  494    G7 

Midland  495                     G7 

Midland  4%    G7 

Midland  497    G5.G7 

Midland  498    G2.G6 

Midland  499    Gl 

Midland  605    G7 

Midland  610    G7 

Midland  625    G7 

Midland  654    G7 

Midland  655    Dl 

Midland  667    G7 

Midland  676    G7 

Midland  686  G5.G7 

Midland  753    G7 

PCS  1000 A3 

PCS  1002 A3 

Midway  Supply  Co. 

Dynamic  Egg  Wash    Ql 

Whiff  Miracle  Cleaner  &  Degreaser    ..  CI 

Midwest  Chemical  &  Supply 

FP  Acid  150    A3 

FP  Alka  100    A2 

MCS  Boil-Brite  Al 

MCS  Chloro-Clean   Al 

MCS  Crete-Clean    A2 

Midwest  Chemical  Co.,  Inc. 

MC  Concentrate  Scrubber Al 

Midwest  Chemical  Supply,  Inc. 

Midwest  Degreaser   A8 

Midwest  Chemicals 

MW  Liquid  Smokehouse  Cleaner    Al 

MW-1 17  Alkaline  Foamall  Al 

Midwest  Cleaning  Systems 
Company 

Midwest  Multi-Wash Al 

Midwest  Diversified  Products 

MDP  "Scrubbing  Soap"  Concentrate  ..  A4 

MDP  Foaming  High  Alkaline  Cleaner  Al 

MDP  Multipurpose  Cleaner/Degreaser  CI 

Midwest  Engineered  Products 
Corporation 

Power  Lube  F-100 HI 

Power  Lube  F-200 HI 

Power  Lube  F-300 HI 

ScaleBuster    A3 


Midwest  Food  Supply  Compam 

F.C.  Floor  Cleaner  CI 

Midflash  Al 

No.  150  Super  Cleaner  A I 

No.  200  All  Purpose  Cleaner  A I 

No.  2000  Al 

No.  300  General  Cleaner  A 1 

No.  700  Chlor  Cleaner  Al 

No.  925  Chelated  Alkali  ..    A2 

Midwest  Janitor  Supply- 
Safety  Solvent  Degreaser  K2 
Warpath  A4 

Midwest  Janitorial  Supply  Corp. 

Oven  Jell   A8 

Professional's  Choice  Liquid  Chisel  ....    A I 
Top  Flite    A4 

Midwest  Supply  Co. 

Industrial  Acid  ..  .    A3 

Midwest  Supply  Company 

Aqua-Solv  Cleaner  Degreaser A4 

Attack  #10  F2 

Bafix  Germicidal  Cleaner  CI 

Belt  Dressing  PI 

Big  Red  H2 

Grease-Solv   A4 

Hi-P  Contact  Cleaner   K2 

Lemon  Sewer  Sweetener CI 

Lemon-Lite    CI 

Liquid  Alive    CI 

Magic  Mint    CI 

Med-I-Co  A4 

Mid  Zone  Disinfectant  Deodorant   C2 

Midwest  Power  Solv  A4 

Midzyme  Digestant  250   L2 

Mighty  Pine  CI 

MSC  No.  2  Safety  Solvent  K2 

No-Grab  H2 

No-Ox    A3 

Open  Up  Drain  Pipe  Cleaner   LI 

Orange  Krush    CI 

Sani-Lube HI 

Sentry  Mark  Remover CI 

Sewer  Solvent   LI 

Sila-Lube  H2 

Skjn  Shield    E4 

Spray-A-Way  CI 

Squeeze    E4 

Strip  All  C3 

Super  Solv  A4 

Super-Solv  CI 

Warpath  Roach  n'  Ant  Killer   F2 

White  Wave  A7 

White  Wizard  Emulsion  Bowl  Cleaner     C2 
4  Way  Action    H2 

Midwest-Chem  Specialties,  Inc. 

CWT  350  G5.G7 

Mid  wood  Industrial  Supply  Co. 
Midwoood's  Super  Lean  A4 

Mighty  Mac  Products 

Enviro-Prep   CI 

Miken  Industries,  Inc. 

Ultra  Clean  324  (Butyl  Base)  CI 
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Milchingan  Sanitary  Supply 
See  Sanitary  Supply  Co. 

Milfred  Company,  The 

Diocene    CI 

Metal  Brite  A7 

Milfuso  Fog  Generator  Insect  Spray    ....  Fl 
Milfuso  No.  200  Residual  Insect  Spray     F2 

Miller  Chemical  Company,  Inc. 

Mill  Chem  700    Al 

Miller  Chemical  230  Al 

Miller  Oil  of  Indiana,  Inc. 

Reliance  Gear  Oil  140    H2 

Miller  Products  Company 

KA-33  Heavy  Duty  Formula    Al 

Super  MF  CI 

Wet-One A4 

Miller  Scales  &  Food  Machines,  Inc. 

Sani-Lube HI 

Miller  Supply  Company 

Ben's  Best  Cleaner-Degreaser A4.A8 

Miller-Aldridge  Chemicals,  Inc. 

Aluminum  Cleaner    Al 

Anti-Static  Wash  Al 

Brite-Lume A1.B1 

Can  Wash    A1.Q1 

Chlor-O-Kleen  A4 

Chlorinated  C.I.P.  Cleaner   A1.Q1 

Chlorinated  General  Cleaner  No.  A-2  Al 

Chlorinated  General  Cleaner  No.  102  Al 

Chlorinated  Heavy  Duty  Cleaner  A2 

Chlorinated  Liquid  C.I.P. 

Cleaner   A1.B1.Q1 

Chlorinated  Liquid  Foam  Cleaner    Al 

Cir-Chlor  ALQ1 

Circulation  Cleaner  No.  1  Al 

Combat    D2 

Conveyor  Lube  #1000 H2 

Conveyor  Lube  #900 A1.H2 

Conveyor  Lube  No.  800  Al 

CIP  Acid  No.  60  A3 

CIP  Acid  No.  7  A3 

Easy  Pad    Al 

Foam  Cleaner  No.  100   Al 

Foam  No.  150  Al 

Foam  No.  72  Al 

Fryer  Cleaner A8 

Galvalume   Al 

Gel-On  Al 

General  Cleaner  No.  A-l    Al 

General  Cleaner  No.  A-3   Al 

Genera]  Cleaner  No.  101    Al 

General  Cleaner  No.  103    Al 

General  Cleaner  No.  5    Al 

H.T.S.T.  Cleaner  A2 

Handi-San  #619  E3 

Heavy  Duty  Laundry  Detergent  Bl 

High  Shine  Al 

Laundry  Bleach  Bl 

Laundry  Detergent  No.  900   Bl 

Liqua-Brite Al 

Liquid  Acid  #50    A3 

Liquid  Acid  Cleaner  #6    A3 

LiquidAcidCleanerNo.il   A3 

Liquid  Acid  Cleaner  No.  11NC   A3 

Liquid  Acid  Cleaner  No.  22  A3 

Liquid  Acid  Cleaner  No.  22NC  A3 

Liquid  Acid  Cleaner  No.  33  A3 


Liquid  Acid  Cleaner  No.  33NC   A3 

Liquid  Acid  Cleaner  No.  4  A3 

Liquid  Acid  Cleaner  No.  44  A3 

Liquid  Acid  No.  600  A3 

Liquid  All-Purpose  Foam  Cleaner   Al 

Liquid  Foam  Cleaner  No.  50   Al 

Liquid  Foam  Cleaner  No.  60   Al 

Liquid  Foam  Cleaner  No.  65   Al 

Liquid  Foam  Cleaner  No.  70   Al 

Liquid  General  Cleaner  No.  A-4    Al 

Liquid  General  Cleaner  No.  1    Al 

Liquid  General  Cleaner  No.  104    Al 

Liquid  Self  Foaming  Acid  #70  A3 

Liquid  Smokehouse  Cleaner  A8 

Lo-Foam  Circulation  Cleaner  Al 

Lo-Foam  CIP  Acid   A3 

Low  Foaming  Smokehouse  Cleaner  ....  Al 

Mac  Chloro  Shine  Al 

Mac  Citra  Clean    CI 

Mac  High  Foam    Al 

Mac  Inhibited  Acid  A3 

Mac  Liquid  Fabric  Softener   B2 

Mac  Liquid  Laundry  Detergent    Bl 

Mac  Liquid  Oxygen  Bleach   Bl 

Mac  Nutra  Brite    CI 

Mac  Sani-Wash  E2 

Mac  Solid  Wash    Al 

Mac  Super  Case  Wash   Al 

Mac  Window  Cleaner  C2 

Mac-Cleen  A2 

Mac-Klor  Al 

Macsan  D2.G4 

Micro-Zyme  L2 

MAC  Bottle  Wash A2 

MAC  Bowl  Cleaner    C2 

MAC  Chelated  Heavy  Duly  Cleaner   ..  A2 

MAC  Complete  A2 

MAC  Defoamer  Al 

MAC  Degreaser Kl 

MAC  Disinfectant  Sanitizer  #617    ..  D2.E3 

MAC  Econo-Foam    Al 

MAC  Foam   Al 

MAC  General  Cleaner  X    Al 

MAC  General  Cleaner  XL  Al 

MAC  Heavy  Duty  Cleaner  No.  1  A2 

MAC  Heavy  Duty  Cleaner  No.  2 A2 

MAC  Low  Foam  Floor  Cleaner  A4 

MAC  One  Step   E2 

MAC  Powdered  Acid   A3 

MAC  PL  Bottle  Wash    A2 

MAC  Quat  Hand  Sanitizer  E3 

MAC  Quat  Sanitizer  No.  668  D2.Q3 

MAC  Rust  Stripper  A2 

MAC  Smokehouse  Cleaner A2 

MAC  Super  Ride HI 

MAC  Super-AM   CI 

MAC  Super-Solv  Al 

MAC  Tote  Cleaner  Al 

MAC  Trolley  Kleen    A2 

MACW/T  Al 

MAC-HGS  Al 

MAC/BAC  Handsoap  E2 

Nu-Tral    Al 

Oven  Cleaner Al 

Oxysan  D2 

Pan  Wash  Al 

Plastic  Case  Wash  Al 

Powdered  Case  Wash   Al 

Rapid  Foam  Al 

Self  Foaming  Acid  #75  A3 

Self-Foaming  Smokehouse  Cleaner   ....  A2 

Shell  Kleen  Supreme Ql 

Shell-Kleen  #1  Ql 

Soil-Off  A1.B1 

Spectacular  MAC  Floor  Cleaner    A2 

Super  Clean  Al 

Trolley  Oil  HI 

Utility  Cleaner  #777   A1.H2 

Miller,  B.  Products,  Inc. 

Complete  Degreaser    A4.A8 


Heavy  Duty  Industrial  Foaming  Cleaner  A8 
Miller's  Tub  N'  Tile  T-N-T  Foam  Dsnf 

Cln  C2 

Northland  Green  Sense  CI 

Northland  Lemon  Sense   CI 

Millican  Chemical  Corp. 

Magic  Germicide  D2 

Organic-Citra-Solv    CI 

Santi-Wash  Hand  Soap  E2 

Mills,  C.VV.  Paper  Co. 

CW  303  C2 

Preferred  Lotion  Skin  Cleanser    El 

Preferred  Plus    E2 

Milor  Products 

Citro-Green   A4.A8 

Milor  Blue  Al 

Milport  Enterprises,  Inc. 

Coil  Clean  A3 

Detergent  Zero-Zero   A1.B1 

General  Purpose  Cleaner Al 

Inhibited  Chemical  Water  Meter 

Cleaner   A3 

Liquid  Smokehouse  Cleaner  A8 

Mil-Dri  Jl 

Milonic  Aqua  Ammonia  Al 

Milonic  AF-10  Al 

Milonic  Caustic  Soda   A2 

Milonic  LF    Al 

Milport  All  Purpose  Cleaner CI 

MilsurfNP-9  Al 

No  Specx  Alkali    A2 

No-Specx  Alkali  No.  42  A2 

No-Specx  Alkali  No.  43  A2 

No-Specx  Alkali  No.  46  A2 

No-Specx  Alkali  No.  47  A2 

No-Sprecx  Alkali  No.  45    A2 

Phospho-Clean  A3 

Smoke  House  Cleaner A2 

Sodium  Hypochlorite  Solution  D2.Q4 

Milsolv  Companies,  The 

Blandol  NF  85  HI 

White  Mineral  Oil  70  Technical HI 

Milwaukee  Solvents  &  Chemicals 

White  Mineral  Oil  70  Tech.  A HI 

Mineola  Supply  Company 

Fury  II  Heavy  Duty  Cleaner-Degreaser  Al 

Minerals  Technology  Corp. 

Clear  Reflections  CI 

Minerals  Tech  Silicone  Lubricant    H2 

Natural  Force  CI 

Nudge H2 

Power  Dog  CI 

Mingo  Sales  &  Service  Co. 

D-Greaser A4 

Liquid  Pen-E-Trate   A4 

Liquid  Pink  Suds  Al 

Mighty  Red   Al 

Mingo  W-E-D  A4 

NDX   A4 

New  Improved  Mingo  W-E-D   Al 

Ole  Blue A4 

Pink  Energy-15   A4 

Pink  Power    A4 
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Product  7-11    Al 

TK-60 A4 

Yellow  Sud>  \4 

Mining  and  Construction  Suppliers, 
Inc. 

Ruf-Kleen    E4 

Sof-Kleen  E4 

Minto  Industries  Limited 

Magi-Clean  Disinfectant  Cleaner  CI 

Mione  Manufacturing  Company 

Liquid  Lotion  Soap  El 

Powdered  Hand  Soap  (with  Lanolin)   ...  E4 

Special  C2 

W  P- 1  Lotion  Soap    El 

Mirachem  Corporation,  The 

Mirachem  100  Indstrl  Strength 

Clnr/Dgrsr  CI 

Mirachem  250  Rust  and  Scale  Remover  A3 
Mirachem  500 

Cleaner/Degreaser A4.A8.B1 

Miraclean  Cleaner/Degreaser   B2.C1 

Now  All  Purpose 

Cleaner/Degreaser A4.A8.B1.C1 

Miracle  Supply,  Inc. 

Lectro-Sol    K2 

Mirandy  Products  Ltd. 

Aim   CI 

Charge  A8 

Foam  N'  Kleen  A4 

Glad  Hands   El 

Grease-X   Kl 

Hammer  Insect  Spray   Fl 

Kwikleen   A4 

Kwikleen  Plus  A4.A8 

Purolube  White  Grease  H2 

RT-7  Neutral  Cleaner   A4 

Whip    Al 

Miranol  Inc. 

C2M-SFConc Al 

Mirapon  FA-OP Al 

Mirapon  FBS  Al 

Mirataine  CB  Al 

Mirawet  ASC Al 

Mirawet  B   Al 

Mirque  Chemical  Products  Inc. 

Bacti-Cream  El 

Carboff A8 

Grease  Buster    CI 

HP-20  High  Pressure  Detergent  CI 

Lube  Job    H2 

Misco  Chemical 

Unique  A4.A8 

Misco  International,  Inc. 

"Regency"  Liquid  Energy  A4 

pHDegreaser   A4 

Ammoniated  All  Purpose  Cleaner   A4 

Bio-Cycle  L2 

Blue-Green C2 

Chemical  Cleaner   A3 

Clear  Out  Insect  Fogger   Fl 


Clear  Out  Space  Spray  Insecticide  Fl 

Dispray CI 

Drex  Al 

Dyna-Mic  A4 

Electrical  Equip  Protector  (Aer.)  PI 

Electrical  Equip.  Protector  (Bulk)    PI 

Eliminate  CI 

Foam    CI 

Foam  General  Purpose  Disinfectant  Clnr  C2 

GTC CI 

Hand/Dish  Soap A1.E2 

Instant  Action    LI 

IOGEN  D2.E3 

K.O CI 

Liquid  Auger  LI 

Liquid  Hand  Soap  El 

Liquid  Sanitizer  II  D2 

Microdyne   L2 

MU-II  Al 

Nature's  Method    L2 

No  Hash    CI 

Patrol   F2 

Pert  CI 

Pine  IV CI 

Power  Al 

Ready  to  Use  Window  Cleaner    CI 

Ready-To-Use  Disinfectant  Cleaner    C1.A4 

Ready-To-Use  Glass  Spray  CI 

Removes    CI 

Safety  Solvent  Kl 

Sanifect   A4 

Sanitizing  Hand  Soap  E2 

Sanitizing  Hand  Soap   E2 

Sprall   A4 

Spray-Clean  Oven&Grill  Cleaner  A8 

Stainless  Steel  Treatment  (Aerosol)  ....  A7 
Stainless  Steel  Treatment  (Bulk  Liquid)  A7 

Sunsolv    CI 

Sunspeed   CI 

Super  S/S  Al 

Super  Safety  Solvent(Aerosol)  K2 

Super  Safety-Solvent(Bulk)    K2 

Super  V  Heavy  Duty  Cleaner  A8 

Sustain  Multi-Purpose  Floor  Cleaner  ..    A4 

Thresh  Hold  A4 

Touch  of  Mint  A4.C1 

Touch  of  Spring    CI 

Triple  C  Al 

Triple  D  A1.E1 

Triple  D  Manual  Dishwash  Liquid  Al 

Vue CI 

4- Way  Bowl  &  Bathroom  Cleaner C2 

Misco  Products  Corporation 

Acidulate  Foaming  Acid  Cleaner  C2 

Action  Non-Butyl  Cleaner    Al 

All  Surf  All  Purpose  Cleaner  A4 

Arctic  Kleen  Freezer  Locker  Cleaner  ..  A5 
Bayberry  Breeze  Non-Acid  Dsnf  Bthrm 

Clnr  CI 

Big  Break  Hi  Foaming  Degreaser    Al 

Big  John  H.D.  Clng 

Bwl.Tl.&PrclnClnrDeod  C2 

Blast  Off  Hi  Pressure  Washer  Detergent  Al 
Body  Spa  Hair  and  Body  Shampoo  ....  C2 
Bowl  Bryte  Low  Acid  Bowl  Cleaner  ..  C2 
Bowl  Bryte  Plus  Mild  Acid  Bowl 

Cleaner   CI 

Bul-It  Non-Acid  Scum  &  Scale  Re- 
mover        Al 

Bully  Creme  Cleanser  CI 

Buster  Defoamer  A4 

Clean-Up  Waterless  Cleaner Kl 

Coco  Creme  Antiseptic  Lotion  Hand 

Soap    El 

Coco  15  Coconut  Oil  Hand  Soap  El 

CoCo  H/D  Antiseptic  Lotion  Hand  Soap  E4 

CoCo  40  Concentrated  Hand  Soap El 

Dazzle  Multi-Purpose  Polish    A7 

Dissolve  Citrus  Floating  Degreaser   ....    CI 


Endz-It  Liq  Enz  Digester,  Spotter  & 

Deod   CI 

Force  Liquid  Drain  Opener LI 

Fresh  Breeze  Non-Acid  Disnfcnt  Bthrm 

Cln  CI 

Fresh  General  Purpose  Cleaner    Al 

Glass  Glo  Concentrated  Glass  Cleaner  CI 

Glass  Glo  Glass  Cleaner  CI 

Grill-Glo  Oven  and  Coil  Cleaner  A8 

Hang  Tite  Clinging  Bowl  Cleaner  C2 

Hang  Tite  Plus  Clinging  Bowl  Cleaner  CI 
Hi-Con  128  Concentrated  Di- 

sinf.-Deterg Dl 

Hi-Con  256  Hi  Cone.  Disinfectant-De- 

terg Al 

Hi-Con  64  Disinfectant  and  Detergent  Dl 
KM-1  Super  Concentrated  Glass 

Cleaner   CI 

KM-2  Super  Concentrated  Spr  &  Wipe 

Dgrsr  CI 

KM-3  Super  Concentrated  Disinfnt  Clnr  CI 
KM-4  Super  Concentrated  No-Rns  Fir 

Clnr  CI 

KM-5  Super  Cone  Non-Acid  Bathroom 

Clnr  CI 

Lime-Off  Non- Foaming  Descaler  A3 

MPC  Seabreeze  Foaming  Dsnfctnt  Spry 

Clnr  CI 

New  Era  Wood  Floor  Cleaner   CI 

Odors  Away  Air  Freshener  &  Deodorant  CI 

One  Step  H.D  Cleaner  &  Disinfectant  CI 

Orange  Thunder CI 

Orange-It  Cone.  Natural  Citrus  Cleaner  CI 

Orange-Solv  Natural  Citrus  Solvent  ....  CI 

Pearl  Drop  Pearlescent  Hand  Soap E4 

Pinex  Pine  Deodorant  Cleaner  CI 

Ready-to-Use  Orange-Spra  Nat  Citrus 

Clnr  CI 

Refresh  Super  Cone.  Deod  &  Air  Frshnr  CI 

Revite  Heavy  Duty  Cleaner- Degreaser  Al 
Revite  Plus  10  Extra  Duty  Cleaner- 

Dgrsr  A4.A8 

Revite  Ready  to  Use  Cleaner-Degreaser  Al 

Rinse  Free  Neutral  Floor  Cleaner CI 

Sani-512  Sanitizer-Disinfectant-Deod.  D2 
Sparkle  Mild  Bowl  Tile  &  Porcelain 

Clnr C2 

Steam  Off  Hi  Alkaline  Steam  Cleaner  Al 

Super  Blue  All  Purpose  Detergent  CI 

Suspend  Spontaneous  Emulsifier  Al 

Trans-It  Vehicle  &  Transportation  Wash  Al 

Wash  Bryte  Liquid  Laundry  Detergent  Bl 

White  Mineral  Oil  HI 

Wondersuds  Dishwashing  Detergent  ..  Al 
Wondersuds  Pink  Lotion  Dishwashing 

Det Al 

Mission  Aerosol  Products 

Amaze  Stainless  Steel  Cleaner  &  Polish  A7 

DW-4  H2 

Extermo  I  F2 

Extermo  1  Prof  Strength  Ant&Roach 

Killer  F2 

Extermo  II  Fl 

Extermo  II  Prof  Strength  Fly  Insect  Kill  Fl 

EEZ   A8 

Kleenol  +  CI 

Kleenol  +  Heavy  Duty 

Cleaner/Degreaser CI 

Refresh  CI 

Restore  Kl 

Sanisol  CI 

Sanisol  Disinfectant CI 

Sanisol  Lemon  Scent  Dsnfct  Odor 

Neutrlzr  C2 

Sano  Brite    C2 

Sunshine    CI 

Vandex  CI 

Wonder    A7 


11-289 


Mission  Janitorial  Supplies 

Ammonia  Number  2  CI 

Liquid  Alive  Bacteria  CI 

Mical   A4 

Milmite    Al 

Misco  Suds    A4 

Mission  Cleanser  A6 

Pipe  and  Drain  Cleaner LI 

Spray-93  Concentrate   A4 

Mission  Kleensweep  Products,  Inc. 

Amazing  Heavy  Duty  Concrete  Cleaner  CI 
Amazing  No.59/PT  81  Heavy  Duty 

Cleaner  Al 

Amazing  Silicone  Lubricant  H2 

Amazing  Special  Green    CI 

Bio  Gest  Drain  Maintainer  CI 

Breeze  Cleaner-Degreaser-Stripper Al 

Eez  Oven  Cleaner  A8 

ETO-6  Insect  Spray  F2 

Fussy  Bathroom  Disinfectant  Cleaner       CI 

Hygienic  Hand  Soap  E2 

Kleenol  15  A4 

Kleenol  30  A4 

Lemon  Scented  Sanisol  Plus    CI 

Non  Caustic  Steam  Cleaner   Al 

Pine  Plus  Pine  Odor   CI 

Purinse  D2 

Reflection A7 

Rinse  Free   CI 

Sanisol  Concentrated  Lemon  Scented  Ci 
Sano  Brite  Fragrant  Washroom  Cleaner  C2 
Sano  Jon  Bowl  Cleaner  &  Disinfectant  C2 
Simply  Clean  Concentrated  Cleaner 

&Dgrsr    A8.C1 

Tru  Eez  Oven  Cleaner    A8 

Wonder  Coconut  Oil  Liquid  Soap   El 

Wonder  Concrete  Floor  Compound   ....    CI 

Wonder  General  Purpose  Cleaner    Al 

Wonder  Heavy  Duty  Citri-Clean    CI 

Wonder  Hvy  Dty  Steam  Mach.  Cmpnd  CI 
Wonder  Pink  Cleaner  A4 

Mission  Laboratories 

Breeze   A4.C1 

Clear  Choice   CI 

Heavy  Duty  Kleenol  30    A4.A8 

One-Step  Rinse  Free  A4 

Reflection  Metal  Cleaner  and  Polish   ..    A7 

SanoBrite  CI 

Wonder  Pink  Cleaner   A4 

Mission  Labs 

Exxit    CI 

Misty  Products,  Inc. 

Nitro  LI 

Mitchell  Sales  Company 

Posi  Kleen  A4.A8 

Mitco  Water  Laboratories 

1020  G6 

1021  G6 

1022  G6 

1030  G6 

1032  G6 

1041  G6 

1051  G6 

1052  G6 

1062  G6 

1101  G6 

1300  G6 


1400  G6 

1401  G6 

1540  G6 

1560  G6 

Mitco,  Incorporated 

A-5  G6 

A-5-1    G6 

A-5-I0  G6 

A-5-18  G6 

A-5-2  G6 

A-5-3   G6 

A-5-4  G6 

A-5-5  Condensate  Treatment   G6 

A-5-6  G6 

A-5-7  G6 

A-5-8  G6 

A-5-9  G6 

AC-7    A3 

B-125  G6 

B-322  G6 

B-324  G6 

B-324  NT G6 

B-5305NT   G6 

B-6003  G6 

BSP-2  G6 

CC-12-L  Algicide  G7 

CC-3  Algicide  G7 

CW-325L  G5 

CW-326L  G5 

CW-4236L  G5.G7 

CW-4237L  G5.G7 

CW-723L  G7 

CW-728  L  G7 

CW-755  L  G7 

CW-924L  G7 

Liquid  Descale  DS-1  A3 

LB-14  G6 

LB-15  G6 

LB-18  G6 

LB-19  G6 

LB-20 G6 

LB-21  G6 

LB-21A   G6 

LB-22  G6 

LB-303  G6 

LB-4008  G6 

LB-4043  G6 

LB-65  G6 

LB-66  G6 

LB-72  G6 

LB-80  Liquid  Boiler  Compound    G6 

LB-81  Liquid  Boiler  Compound    G6 

LB-83  G6 

LB-874  Liquid  Boiler  Compound    G6 

LB-876  G6 

LB-95  G6 

LBF-85    G6 

LBF-86    G6 

Mitco  CC-I0L  Aligicide  G7 

Mitco  CC-ll-L  Algicide G7 

Mitco  CC-3T  Algicide    G7 

Mitfloc  5380L  LI 

Mitfloc  5795L  LI 

MCP G6 

PW-3   G2 

PW-4   G2 

PW-4L  G2 

PW-44L  G2 

PW-5   Gl 

PW-51L  G3 

R-46L G6 

T-8  G6 

T-8C  G6 

T-8L  G6 

ZT-30  PI 

ZT-62  PI 

ZT-63  PI 

ZT-65  PI 


Moab  Salt  Inc. 

Fine  Solar  Salt Gl 

Medium  Solar  Salt    Gl 

Mobil  Chemical  Company 

Mobil  Ester  P131    H2 

Mobil  Ester  P43    H2 

Mobil  SHF  1001   HI 

Mobil  SHF  21    HI 

Mobil  SHF  401   HI 

Mobil  SHF  41   HI 

Mobil  SHF  61    HI 

Mobil  SHF  82  HI 

MobiladG-321    H2 

Mobilad  G305  H2 

Mobilad  G351   H2 

MCP  151   HI 

MCP  152  HI 

MCP  228  HI 

MCP  369  HI 

MCP  468  HI 

MCP  651   HI 

Mobil  Oil  Corporation 

DTE  797  Oil   H2 

Extra  Hecla  Super  Cylinder  Oil  Mineral  H2 

Gargoyle  Arctic  SHC  224 HI 

Gargoyle  Arctic  SHC  226 HI 

Gargoyle  Arctic  SHC  230 HI 

Gargoyle  Arctic  SHC  234 HI 

Gargoyle  Artie  Oil  300  H2 


Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mob 
Mobi 
Mobi 
Mobi 
Mil 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 
Mobi 


1  DTEFM  100   HI 

1  DTE  FM  150   HI 

1  DTE  FM  220   HI 

1  DTEFM  32   HI 

1  DTEFM  320   HI 

1  DTEFM  46   HI 

1  DTE  FM  460   HI 

1  DTEFM  68   HI 

1  DTEFM  680   HI 

1  DTE  Oil  Heavy    H2 

I  DTE  Oil  Heavy  Medium  H2 

1  DTE  Oil  Light   H2 

1  DTE  Oil  Medium  H2 

1  DTE  11M   H2 

1  DTE  13M  H2 

1  DTE  15M  H2 

I  DTE  16M  H2 

1  DTE  18M  H2 

1  DTE  19M   H2 

I  DTE  24  H2 

1  DTE  25  H2 

1  DTE  26  H2 

1  DTE  797  Oil    H2 

I  Extra  Hecla  Super  Cylinder  Oil 

1   H2 

1  EAL224H    H2 

1  Mist  Lube  24   H2 

1  Rarus  SHC  1024    H2 

1  Rarus  SHC  1026    H2 

1  Rarus  SHC  924    H2 

1  Rarus  427  H2 

1  Rarus  826  H2 

1  Rarus  827  H2 

1  Synthetic  Oven  Lube  1090    H2 

1  SHC  626  H2 

1  SHC  629  H2 

1  SHC  630  H2 

1  SHC  632  H2 

1  SHC  634  H2 

1  SHC  636  H2 

1  1  Synthetic  ATF H2 

lfluid424    H2 

lgear626  H2 

lgear629  H2 

lgear630  H2 

lgear632  H2 

lgear  634  H2 
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Mobilgear  636  H2 

Mobilith  AW-1    H2 

Mobilith  AW-2   H2 

Mobilith  SHC  007  H2 

Mobilith  SHC  220 H2 

MobilmetS  122    H2 

Mobiltemp  SHC  32  H2 

Mobiltemp  78    H2 

Mobiltherm  603  H2.P1 

Mobilube  SHC  80W-140   H2 

MulrexM H1.H3 

Whiterex  425  HI 

Mobil  Oil  Corporation 

Mobilgrease  FM  101  HI 

Mobilgrease  FM  102  HI 

Mobile  Fleet  Services 

Film  Fighter Al 

Heavy  Duty  Cleaner  Al 

Mobile  Janitorial  &  Paper 
Company,  Inc. 

Master  Degreaser  Cleaner A4 

Master  Neutral  Cleaner  A4 

Mobile  Sales  &  Service,  Inc. 

Air  Conditioning  and  Cooler  Cleaner  CI 

Film  Fighter  Plus    Al 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Hood  &  Vent  Cleaner  ....  Al 

Hood  &  Vent  Cleaner  CI 

HD-Mel   Al 

Natural  B  CI 

Non-Acid  Trailer  Cleaner  Al 

Super  Fleet  Wash    Al 

Vinyl  And  Aluminum  Siding  Cleaner  Al 

Wood  Shingle  &  Shake  Cleaner Al 

Mobile  Wash  of  America 

Grease  Away  SD  Al 

Modern  Chemical,  Incorporated 

Blue  Gold    A4.A8 

Modern  Research  Corporation 

A  B  Aluminum  Cleaner   A3 

All-Bright    A7 

Belt-D    PI 

Big-Mac  Al 

Brave   A3 

Break  Thru LI 

Bright-View  CI 

Clean-N-Glo    Al 

Coil-X   A3 

Deluxe  Wintergreen  Deo.-Fung  Clnr- 

Dsnf.  CI 

Digest  L2 

Diplomat    Kl 

Easy-Stripp    C3 

End  Zip   L2 

F.P.  Lube  HI 

F.P.-Lube  HI 

Fast  Action    LI 

Foam-Stick    Al 

Formula  MR  777  Kl 

Heat   A2 

HP  Control    G6 

Liquid  Sander    C3 

LP  Control  G6 

Modereen  C2 

Modereen  XL    C2 

Modern-Ox    A3 

Moderns  99  CI 


Mr-Strength  Al 

Multi-Purpose  Degreaser  No.  70   Al 

MR  101    HI 

MR  610  A4 

MR  61 1  Heavy  Duty  Steam  Cleaner  ..  Al 

MR  625  A4 

MR  628   CI 

MR  777  K2 

MR-678  K2 

O-GO  G6 

Odor-End  CI 

Oven-Klean   Al 

Ox-Out  G6 

Pinen    CI 

Protect   E4 

Rich  El 

RCT-Away A3 

Scrub-A-Matic  A4 

Smell-Away  CI 

Sta-Bright    CI 

Strength  LI 

Strip-All  C3 

Super  All  Al 

Super-CC  CI 

Super-Kill    Fl 

SSR    CI 

Tiger Al 

Modrak  Chemical  Products 
Company,  Inc. 

Heavy  Duty  Cleaner   Al 

Mokan  Chemical  Company 

Absorbent CI 

Blast  Al 

Boiler  Compound  FG   G6 

Chemcide  Dl 

Circling  Bowl  Cleaner    C2 

Cove  Cleaner  A4 

Down  the  Line LI 

Drain  Pipe  Cleaner  &  Opener    LI 

Dyz  Residual  Roach  Liquid  F2 

Food  Industry  Disinfectant  D2 

Force    CI 

General  Duty  Steam  Clng  Cmpd 

(Powder)  Al 

General  Duty  Steam  Clng.  Compound  Al 

Glycol  Vapair   CI 

GDX  Cleanser  A2 

Heavy  Duty  Floor  Cleaner  A2 

Heavy  Duty  Type  Steam  Cleaning 

Compound Al 

Hvy  Dty  Type  Steam  Clning  Comp.   ..  A2 

Ice  Melt  CI 

Liquid  Hand  Soap  FG  El 

Liquid  Porcelain  Cleaner    C2 

Mokan  Stainless  Steel  Cleaner  A7 

MKC  Blast    Al 

NOW CI 

Neutraclean    A4 

Non-Scents CI 

Orange  Float   CI 

Orange  Shop  Clean  CI 

Oven  Loven  A8 

Pink  Lotion  Glo  Concentrate  FG  Al 

Powdered  Hand  Soap   C2 

Prestige    A4 

Pyrethrum  Space  Spray  Fl 

R-U-Ready  CI 

Reprieve  A4 

Safety  Solvent  Kl 

Sanol  Liquid  Hand  Soap  FG    El 

Solu  Pinol    CI 

Spray  &  Rinse  Degreaser  Al 

Steamline  Compound    G7 

Strike  Out    CI 

Sub-Z  A5 

The  Big  Bang    CI 

The  Natural   CI 


Thirty  A4 

Velvet  Cream  FG    El 

Watergate L2 

White  Velvet  C2 

Windo-Kleer   CI 

Window  Kleer  All  Purp.  Gls  Clnr/Dgrsr  CI 
Zip  Detergent  Concentrate   Al 

Molectron  Company 

Food  Lube  HI 

Food  Machinery  Grease   HI 

Food  Machinery  Grease  EP   HI 

Silicone  Lube-Food  Plant  Grade    HI 

Moli-Tron  Company,  Inc. 

Moli-tron   CI 

Mollen 

Bowl  Cleaner C2 

Deodorized  Toilet  Fluid   C2 

Liquid  Hand  Soap  El 

Molopine  Phenol  Coef.  3   CI 

Molopine  Phenol  Coef.  5   CI 

Molopine  Phenol  Coef.  5.5  CI 

Super  Clean  Concentrate A4 

Molnlycke  AB 

Mevon  No.  77  El 

Molnlycke,  Inc. 

Mevon  No.  72  Hand  Sanitizing  Com- 


pound     

Moltan  Company 


E2 


Moltan  Safety  Absorbent    Jl 

Ultrasorb    Jl 

Momar,  Incorporated 

A-2402  Coil  &  Filter  Cleaner PI 

A-2409  Bottle  Wash  A2 

A-2429  Liquid  Enzymar  CI 

A-2493  Hook  And  Trolley  Powder 

Cleaner   A2 

A-5083  Rack  Washer   Al 

Act  On  CI 

All-Pur-Klean    Al 

Amber   E2 

Anchor  D2 

Bev-Lube  H2 

Big  M    CI 

Brite  Al 

Bug  Mugger Fl 

C-Cide   CI 

Caliber  CI 

Carrier   Al 

Chex  E4 

Chlor-Best  B1.D2.G4.G7.Q4 

Coil  and  Filter  Cleaner/Brightener  PI 

Contract  Bee.  Wasp.  &  Hornt  Killer  ....  F2 

Deo  99  CI 

Dinah-Mol   CI 

Down  for  the  Count    Fl 

Drain-Klean  LI 

Dri-Lon  Dry  Spray  Lubricant  HI 

Du-Bleach   Al 

E.M.O HI 

Escort  E-2  Odorless    E2 

Escort  Herbal  E4 

Escort  Lemon    E4 

Escort  Tangerine  E4 

Far  Out Al 

First  Mate    D2 

Foaming  Cleanser  A6 

Fog  Gone-It  CI 
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Four-S    Al 

Garbo-Klean    CI 

Glass  &  Mirror  Cleaner    CI 

Grime  Go  E4 

Grime  Go  True  Grit    E4 

Hands  Off    CI 

Handy  E4 

High  Test  K2 

How  'Bout  Them  Berries    CI 

Hurricane  A8 

Hydro-Solve A4 

Ice-Go    CI 

Imperial  III    Fl 

Imperial  V  Thermal  Fogger   Fl 

Imperial  XX F2 

Imperial  XXX   F2 

Jell-M  CI 

Kettle-Brite    A3 

Lakecide CI 

Lan-O-Surg   E4 

Lan-O-Surg  FF   El 

Lectro-Klean   K2 

Liquid  Action    Al 

Liquid  Hand  Soap  El 

Locker  Room  Scum  Remover    A3 

Loco  Al 

M-Bang    A4 

M-118    A4 

M-23    CI 

M-4    CI 

Milkstone-X  A3 

Miracle  Man    CI 

Miracle  Tool   CI 

Mo-Flo  LI 

Momar  Enzymar  L2 

Momar  Spray  Away    CI 

Mulu-50  Al 

New-Trol   A4 

Nox-Smoke   A8 

Nugget  E4 

Odorless  Steam  Cleaner   A2 

Odorless  Stripper  A4 

On  Board  K2 

Orange  Punch    E4 

Paramount   A4 

Pearl  E4 

Peerless    CI 

Pine-O-Disinfectant  CI 

Porcleaner    A3 

Poultry  Processors  Cleaner  Al 

Poultry  Processrs  Concrt  Clsr  Cone.    ..    A4 

Power  Solve  CI 

Q-22  D2 

Q-99  CI 

Refuse-Trol   CI 

Safe"    CI 

Sewer-Cide    LI 

Silicone  Spray  HI 

Slicer   CI 

Sniper Fl 

Spray-Sol  K2 

Spring    CI 

Stainless  Steel  Cleaner  And  Polish    ....    CI 

Steam  Cleaner  Compound    A2 

Steam  It  A2 

Super  Bowl    C2 

Super  Pine  Disinfectant CI 

Super  Velvet   El 

Surrender  D2 

Syn-Tho  Concentrate CI 

SPC  Special  Purpose  Cleaner  A3 

Teriffic  E2 

Tidy  Tile   C2 

Tuff-Stuff CI 

Twenty-S  CI 

Un-bead-able  E4 

Vision    A4 

White  Knight  A7 

XTRA    A4.A8 

10-S   CI 

10-S  Industrial  Strength  Clnr&Dgrsr 
Cone   CI 


10-S  Ready  to  Use  Indstrl  Strn 

Cln&Dgrsr    CI 

8-Alive  CI 

Momarket/ 

Division  of  Momar,  Inc. 

Aluminum  Chiller  Powder   Al 

Ashford    A2 

Bestever  H2 

Bottle  Line  A2 

Broadside  Al 

Chlor-Line  Al 

Commander  Al 

Commander  B.  C Al 

Deep  Fat  Fryer  Cleaner A2 

Destroyer  Al 

DEF  Al 

Ensign    Al 

Firecracker  Al 

Free-Flow LI 

Freezer  &  Locker  Cleaner    A5 

Garic    A8 

Green  Scrub  Al 

Kar  Klean  Powder  Al 

Klor  Star    Al 

Lemon  Ensign  CI 

Metal  Brite A3 

Mild  One   Al 

Momarket  D-Skale    A3 

No  Mo  Foam  Al 

Nox-Smoke  II   A2 

Nu-Bottle  Al 

On  Deck Al 

Pink  Foaming  Cleaner Al 

Racker   Al 

Regency  Al 

Relentless  A8 

Robust   A3 

Ruler    Al 

Sani-Bev    D2 

Sani-Clear    E2 

Sani-Dish  D2 

Sani-Plant    D2.E3 

Sani-Quip D2.G5 

Scale  Prevent  G6 

Slick  H2 

Spector  A4 

Sunnyside    Al 

Swabby    Al 

Thor  A2 

Trie A3 

Vitality  Al 

4-Clor  Al 

Mon-D-Aid  &  Cleanit  Company 

Ma  Co  San  C2 

Ma  Co  Sol  C2 

Maco  Safety  Solvent  K2 

No-Fume   LI 

Mon-Eco  Industries,  Inc. 


Mona  Industries,  Incorporated 

Monamine  ALX-100S  Al 

Monawet  MO-70E Al 

Monarch  Laboratories 

Electro-Sol  Kl 

Lithium  Lube  H2 

Moisture  Guard  H2 

No  Seize    H2 

Moncano  Chemical,  Corp. 

MC-2001  Oven  Grill  A8 


MC-2002  Cleaner  (Non-Ionic  Deter- 
gent)        CI 

Monroe  Fluid  Technology 

Astro-Clean  2001  A    Al 

Astro-Cut  2001  A   PI 

Cool  Tool    PI 

Cool  Tool  II PI 

Monroe  Machinery  and  Supplies, 
Inc. 

CCC21    Al 

DAC  A3 

GMCC34    Al 

N  10  Al 

Monsanto  Company 

Dequest2010 G5.G6 

Disodium  Phosphate   G6.G1 

MSP  Anhydrous  Monosodium  Phosp- 
hate       Ql 

Nutrifos   Ql 

NB  #3429014  High  Act  Del  Acid  Sntzr 

Cone   D2 

NB#3429013  Liquid  Acid  Sanitizer 

Cone D2 

Phosphoric  Acid  75%  A3 

Sodium  Hexametaphosphate  G2.G6 

Sodium  Tripolyphosphate  A1.G6.GI 

Tetrasodium  Pyrophosphate    A1.G6.GI 

Therminol  FS  Heat  Transfer  Fluid  PI 

Therminol  XP   PI 

Trisodium  Phosphate A1.G6.G1 

80%  Phosphoric  Acid  Food  Grade  A3 

85%  Phosphoric  Acid  Food  Grade  A3 

Montco  Industrial  Sanitation  Prod., 
Inc. 

A-Free   C2 

Cling-On    CI 

D.C.C A6.C2 

Montgomery  Chemical  Co. 

Aquanex  MC  Kl 

Moncosolve  100   CI 

Moncosolve  210   CI 

Moncosolve  90   CI 

Swish  Aerosol  Elektrokleen   K2 

Montgomery  Manufacturing 
Company 

A  Break  Bl 

Acidic  Cleaner A3 

Artie  Kleen    A5 

Automatic  Dishwash  Detergent  II    Al 

Bake  Ware  Cleaner  Al 

Bonus  Bl 

Bottle-Brite    A2 

Brite  Bl 

Carbsolve  Al 

Centurian  Al 

Chlor  Clean   Al 

CinChlor  Bl 

Citro  Solv    CI 

Cold  Thaw  CI 

Colonial  Chlorine  Bleach   Bl 

DT-638 Al 

Eclipse  Bl 

Egg  Washing  Compound    Ql 

Evict  Bl 

Flow-Eze  Bacterial  Digestant  CI 

Food  Process  Cleaner  II.  Equipment 

Clnr Al 

Formula  542    CI 

Freedom  B2 
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Freezer  Cleaner  A5 

Fresh  Bl 

Fresh-N-Clean  Bowl  Cleaner   CI 

Fury  A4 

FS-IOOO  Saniuzer/Mildewstat  D2.Q3 

Gandre  CLP.  Cleaner  Al 

Hand-I-San E2 

HolUday  Bl 

Laundry  Break  Bl 

Laundry  Detergent  I   Bl 

LHD  Extra  Heavy  Duty  Liquid  Laundry 

Det Bl 

Mean  Red    Al 

Meat  &  Poultry  Degreaser   Al 

Medallion  Bl 

Mineral  Oil    HI 

Neutral  Clear  Al 

One  Shot   Bl 

Orange  Concrete  Cleaner   A4 

Orange  GIo    CI 

Orange  Scrubber  Cleaner   A4 

Pathfinder Al 

Phos  Clean  CI 

Pink  Cloud  Supreme  A4 

Pink  Fury  A4 

Pink  Panda  El 

Pink  Suds-Z  Al 

Plus  Laundry  Detergent    Bl 

Power  Clean    A4.A8 

Power  Solve  T E4 

Power  Steam   Al 

Preface  Bl 

Premier Bl 

Safe  Brite  20  Bl 

Sampler   Bl 

Sanidet  E3 

Save  Bl 

Sewer  Pipe  Cleaner  LI 

Smasher  CI 

Sparkle  Al 

Special  Concrete  Cleaner   A4 

Suprasoft   B2 

SAC  83-820 A2 

Tallow  Brite Bl 

Triple  XXX  A4 

Triumph  Al 

Vat  And  Fryer  Cleaner  A8 

XA-1  Mildew  Remover    C2 

20-100  All  Purpose  Cleaner  A4 

311  Orange  Sewer  Deodorant  CI 

904  Spray  N1  Wipe   CI 

Moon  Chemical  Products,  Inc. 

MCP-1001  Al 

MCP-1002  Al 

MCP-1003  Al 

MCP-1004  Al 

MCP-1005  A4.A8 

MCP-1006  Al 

MCP-1007  Al 

White  Mineral  Oil  HI 

Moore  Research,  Inc. 

Bowl  Cleaner C2 

Gassens  20/20  CI 

Germa-Klenz  A4 

Moore  Kill  Insect  Killer  Fl 

Moore  Kill  Insecticide    Fl 

Moore  No.  18   Al 

Moore  No.  36   A4 

Moore  Residual  Roach  'N  Ant  Killer  ....  F2 

Moore  Stainless  Steel  Cleaner   A7 

Morcept  Hospital  Disinfectant  Deodo- 
rant       C2 

No-Mor-Marx    CI 

Power  Kleen    CI 

Super  Strength  Insecticide    Fl 

Triad  Germicidal  Cleaner  Deodorant  ..    CI 


Moore,  A.  E.,  Inc. 

Lotion  Hand  &  Body  Gel  El 

Lotion  Hand  Soap  El 

Moorman  Manufacturing  Co. 

Fly  Spray  F2 

Moorman's  Ra-Mo-Cide  Plus  F3 

MoorMan's  MoorMaKleen  1  Stroke 
Environ  A4 

Mop  N"  Bucket  Janitorial  Supplies, 
Inc. 

Mop  N'  Bucket  Cleaner/Degreaser      A4.A8 

Mops,  Etc. 

Diamond  Blue  A4.C1 

Mor-R-Les  Inc. 

Mor-R-Les  CI 

Moraine  Oil  Co.,  Inc. 

Gear  Oil  SAE  80W-90  H2 

Hydraulic  Oil  AW  ISO  32   H2 

Hydraulic  Oil  AW  ISO  46   H2 

Hydraulic  Oil  AW  ISO  68   H2 

Moralube  Gear  Oil  SAE  85W-140 H2 

Morco  Chemical  Company 

Activate   Bl 

Amigo   Al 

Big  Blue  Kreme  Kleanser A6 

Big  Dog  CI 

Chloro-det   Al 

Coil-Ite  A4.P1 

Combat    C2 

Conveyor  Lubricant H2 

Correct  Disinfectant  Deodorant    C2 

CIP  Cleaner  A2 

Detergent  100    Al 

Detergent  2000   Al 

Freez-Kleen  A5 

Fry  Clean  A8 

Granular  Sewer  and  Drain  Solvent LI 

Greaseater    Al 

Hot  Rod  A8 

Industrial  Aerosol  Insecticide  Fl 

Iodine-175   Dl 

LPS.  Liquid  Pot  Soap  Al 

L-Tox  Spray    Fl 

Liminox  F2 

Minus  C  Al 

Neutra-Fluff  B2 

Odo-Rout  CI 

One  Shot   Bl 

Pan  Power  Al 

Pan  Right  Al 

Panacea    Bl 

Pine  Kleen  CI 

Pine-Fresh   CI 

Power  Off   A8 

Radiant Bl 

Reflect  Bl 

Sani-Lube HI 

Scale  Away   A3 

Splash    Al 

Squeak  Al 

Super  Blue  A4 

Super  Glo Al 

Super  Shine  A7 

Task  Al 

Truck  Wash  Al 

Ultra  Glo  Al 


Morgan  Mfg.  Company 

New  Concept  PI 

NonFlam    PI 

Morgan  Trading  Company,  Inc. 

Carlson  Clean  Formula  98    Al 

Morgan-Gallacher,  Inc. 

Acid  #40    A3 

Acid  Clean  A3 

Acidisol   Dl 

Act-OS-100  G6 

Act-74-SW  G7 

All  Brite  Al 

ACT-87  TAL  G7 

ALK-1    A2 

B-Brite#2   A2 

Bio-Gard    D2 

Bio-Quat    D2 

Biodisan  D2 

Biodyn  LF  D2 

Blue  Foamer    Al 

Boiler  Gard  SCF  G6 

Boiler  Gard-MF G6 

Brite  A6 

BBK  #3   A2 

Candidate  Egg  Wash  Ql 

Chem  Brite    A2 

Or  Lac  A3 

Clor-VL  A2 

Coconut  Scented  Pink  Hand  Soap  E4 

Concentrated  All  Purpose  Cleaner  Al 

CIP  Special   Al 

CIP  150  Al 

CIP  350  A2 

CIP-A  Al 

CLDIV   Bl 

CSD  A2 

CWC-2  Al 

C55    A4 

DefomerllO  Q5 

Drain  Opener/AL  CI 

Duo-Clor   Al 

Duo-Clor-Pink  Al 

E-Z  Strip    Al 

Econobrite   A2 

Egg  Cleaner  Sanitizer  Dl 

EZ  Vise  A8 

Finale  Acid  Cleaner    A3 

Floor  Cleaner A4 

Floor  Cleaner  S  CI 

Foam  Shine   A3 

Freezer  Cleaner  A5 

Fry-Out    A8 

FC-1000  A4 

FCC-!     Al 

FCC-2    Al 

FCC-4    Al 

FM-1000  Pan  Washer  Al 

Gleam Al 

GC-400    Al 

GP-5  Al 

GSD  A2 

Hand  Sanitizer  Solution  #101  E3 

Heavy  Duty  MSR   A3 

Hi-Glow  A2 

HLC  Bl 

HLP-30    H2 

HM-6  A1.G1 

HT-1  A2 

Improve   A1.B1 

Liquid  B  Brite  A2 

Liquid  Gleam  3  Al 

Liquid  Green  Dish  Al 

Liquid  Laundry-0  Bl 

M  &  G  Foam  Breaker Q5 

M.G.  Power  99  Plus   Al 

M.G.  Power  99  RTU \4 
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Minerai  Oil-IOLT   HI 

MG95   Al 

MG.  Sprayclean Al 

MG-F  Hand  Soap    E2 

MG-K  Al 

MG-120  Special  Liquid  Caustic  A2 

MG-124FC  A5 

MG-50  CRS    A2 

MG-500  Al 

MG-60  CI 

MG-700  Al 

MG-770  Al 

MG-90  Al 

MSR  Concentrate    A3 

Nu  Brite  A2 

Orange  Degreaser   CI 

Organic  Remover  STU  A2 

Oxygen  Bleach    Bl 

Pan  Safe  Al 

Poly  Detergent  A1.B1 

Powder  Clean    Ql 

Powdered  MSR-Inhibited   A3 

Power  Clean  Plus    Ql 

Premium  Auto  Dish    Al 

PDQ  All  Purpose  Clnr  Concentrate  ....  Al 

Rack  Cleaner  Al 

Resin  500 G6 

Resque  A4 

Resque  Plus  B1.A4 

Rinse  Aid  A1.G5 

Safety  Wash Al 

Shur-San    D2 

Special  Acid    A3 

Special  Acid  R    A3 

Steam  Gard-SCF  G6 

Suds-All  Al 

Super  AL  Jet  A2 

Super  Duty A2 

Super  Gleam    Al 

SCP-1  CI 

Tri-Chlor   D2 

TSL-45  A2 

X-100  Al 

X-25  Al 

103-F  Al 

16%  Bleach  Bl 

6%  Bleach  Bl 

7%  Fabric  Softener  B2 

Morgan,  K.  I..,  &  Company,  Inc. 

Alki-Clean  Al 

Morganics  Incorporated 

Attack"  CI 

Bioblast   L2 

Bioblast  Maintenance  Microbes  L2 

Pow"  All  Purpose   CI 

Morgro  Chemical  Company 

Ice  Fighter  Plus  CI 

Moroil  Corporation 

AW/AL  100 H2 

AW/AL  32 H2 

AW/AL  68  H2 

Indlube  10-100    H2 

Indlube  10-150    H2 

Indlube  10-220    H2 

Indlube  10-460    H2 

Indlube  10-680    H2 

Syntent  100  H2 

Syntent2100  H2 

Syntent  2150   H2 

Syntent  68   H2 

Waylube  220  H2 


Morris  Automotive  Products,  Inc. 

Glass  Cleaner CI 

Morris  Industries,  Inc. 

Electro  Kleen  K2 

Hold-Tite  Belt  Dressing  &  Conditioner    PI 

Liquid  Grease    H2 

Moly-Kote  H2 

Tuff  Stuff E4 

Morris  Paper  &  Chemical  Corp. 

Aero-Det    Al 

Big  Red  Bowl  &  Porcelain  Cleaner  ....  C2 

Fresh-Blocks  16 C2 

Fresh-Blocks  24 C2 

Fresh-Blocks  4 C2 

Grillo  Grill  and  Oven  Cleaner   A8 

Mor-Zag  C2 

MPC  Lemon-All   A4 

Power-mite  Al 

Remove-All  Scale  and  Grout  Remover  A3 

Total  Break-Up   Al 

Morris  Paper  Co. 

Swing  Shift    CI 

Morrisette  Paper  Company,  Inc. 

MPC  Heavy  Duty  Cleaner/Degreaser  A4.A8 

Morton  Chemical  Co. 

MOR'  Power  Foam  CI 

Rough  Touch  MC-669    E4 

Morton  International,  Iiu . 
Morton  Salt 

Morton  Evaporated  Salt  Pellets    PI 

Morton  Purex  Salt  PI 

Morton  Rust  Remover  Super  Pellens 

Salt   PI 

Morton  Rust-Rout  Brine  Block    PI 

Morton  System  Saver  Formula  Brine 

Block PI 

Morton  System  Saver  Formula  Pellets  ..  PI 

Morton  White  Crystal  Brine  Block    PI 

Morton  White  Crystal  Northern  Rock 

Salt    PI 

Morton  White  Crystal  Rock  Salt   PI 

Morton  White  Crystal  Solar  Salt   PI 

Morton  White  Crystal  Southern  Rock 

Salt    PI 

Morton  Pharmaceuticals,  Inc. 

Silicone  Sanitary  Lubricant  Spray   HI 

Spra-Lub  Sanitary  Lubricant  Spray   ....    HI 

Moseley  Associates 

MWT-540    G6 

MWT-610   G6 

MWT-611    G6 

MWT-612    G6 

MWT-620   G7 

MWT-621    G7 

MWT-622    G6 

MWT-630    G6 

MWT-632    G7 

MWT-640    G6 

MWT-6401    G6 

MWT-6402    G6 

MWT-650   G6 

MWT-6501    G6 

MWT-660    G6 


MWT-661  G6 

MWT-680  G6 

MWT-740  G7 

MWT-860  A3 

Motak  Specialty  Products  Co. 

Digestant  250 L2 

Live  Micro-Organisms    L2 

Motion  Laboratories 

Result E4 

Motomco  Ltd. 

Hawk  Bait  Chunx   F3 

Hawk  Rodenticide  Ready  To  Use  Place 

Pac  F3 

Rampage  Mouse  Seed  Ready-To-Use 

PlacePac    F3 

Rampage  Rat&Mouse  Bait  Rdy-To-Use 

PlcPac  F3 

Rodent  Pellets   F3 

Tomcat  All-Weather  Bait  Chunx   F3 

Motor  Oils  Refining  Company 

Morflow  Light  AAV  Z05  Code  421  ....    H2 

Moulder  Company 

Almond  Lotion  Hand  Soap  El 

Cleaner  Concentrate    A4 

King  Concentrated  Cleaner  Al 

Lemon  Disinfectant-Cleaner  A4.C1 

Liquid  Beam  Dish  Detergent   Al 

M-0  Cleaner  Concentrate  A4 

M-0  Porcelain  &  Metal  Cleaner    C2 

Monarch  Al 

Olympic  700   Al 

Oven  &  Grill  Cleaner  A8 

Pearl  Liquid  Toilet  Soap El 

Wallop  Institutional  Foaming  Degreaser  A I 

Mound  Tool  Co. 

No.  3333  Silicone  Grease  Lubricant    .     HI 
Mountain  Industrial  Products 

Germ-I-San  Spray  Cleaner  CI 

Loosen  Up  H2 

Moisture  Guard  H2 

Mountain  Brite    CI 

Safety  Solvent  K2 

Super  Slide    HI 

Wasp  &  Hornet  Killer F2 

Mountain  Supply,  Inc. 

Sanitizing  Hand  Soap  E2 

Mountain  Valley  Supply 

Big"G"   Al 

Brandex   A4 

Citrosene  10 CI 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner   C2 

Li'L  Bit    CI 

Mighty  Mike  Concentrate  Al 

Odo-Rout  Concentrate CI 

Mountain  West  Chemical  Supply 

Citra  Clean  CI 

Liqui-Clean    Al 

Super  Bio  Al 
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Mountaineer,  Inc. 

Mr   Muscle    Al 

Mr.  Foamy  Inc. 

r  Macho'  PI 

Mr  Foam)  Al 

King  Foam  A1.P1 

KIK    A4 

Lift-Off    Al 

Penetrate    Al 

MrSweeper 

M  A  D A3 

Pee  Be  Gone   CI 

Pink  Lotion  Hand  Soap    E4 

Sparkling  Glass  Cleaner  CI 

ML  Hood  Chemical  Corporation 

Al-Kleen    Al 

Alkatrete  II    G7 

Attack Bl 

BigO  CI 

Boomerang Al 

Bug-Away   Fl 

Bulldozer  Al 

CThru  CI 

C-80  Al 

Challenge  Bl 

Clear A4 

Compact A2 

Conquest    G6 

Contane   G6 

Contex   G6 

Corgon  G7 

Corstop    G7 

Crown  Sodium  Hypochlorite    D2 

Crusader Al 

Culture  Shock   CI 

CRL-80   G6 

D.G.C A2 

Daisy    Al 

Dandi-Suds    Al 

Deo  Solv    Bl 

Detergo-Suds  Bl 

Diamond    A4 

Dri-Walk    CI 

Duet  A4.B1 

Duz-AII  II  Germicidal  Foaming  Cleaner  C2 

Dy-No-Mite  A2 

Dynamo  Al 

Effex    G6 

Electronic  Solvent  K2 

F-1309  Stainless  Steel  Cleaner  &  Polish  A7 

Floor  Matic   A4 

Foam  Kleen  A3 

Formula  100    Al 

Formula  21    Al 

Formula  210    A2 

Formula  26    Al 

Formula  39    A2 

Formula  43    Al 

Formula  510    Al 

Formula  540    Kl 

Formula  560    Al 

Formula  561     A4 

Formula  563  Steam  Cleaner  Al 

Formula  699    LI 

Formula  711     Al 

Formula  750    A2 

Formula  790    A2 

Gone  Al 

Gorilla   A2 

Grease  Kicker   A8 

Hammer  Al 

Handsept    E2 

Hercules  Al 

Hi  Jet  Al 


Hospit-All  II    CI 

Ice  Away  CI 

Ido-Sept  Disinfectant D2 

IDO-Septll   D2 

Kleen  N  Foam  Al 

Klenz-All  Bl 

Kreme  N  Kleen    A6 

Lift  A4 

Liquid  Sani-Fluff B2 

Liquid  Soft  &  Fresh   B2 

Lo  Temp    Q5 

Lubricon H2 

Mira-Tex    Bl 

Mira-Tex    B2 

Ml.  Hood  Defoamer   Al 

MH  111   G7 

MH  121   G6 

MH  131   G6 

MH  141   G6 

No  Spot  Al 

Nocal   G6 

Now  D2 

Noxpromine  G6 

Nugen  G6 

NCT-1    G7 

Oven  Ex  A8 

Oxygon    G6 

OMO   Al 

Phosclean  A  CI 

Polar  Bare   A5 

Polyquest  G2 

Power  Scrub    Al 

Presto  A4 

Quadrex  El 

Quick  Al 

Ramrod    Al 

Re-Nu  Al 

Redex  G7 

Release  HI 

Rinse-Well  A2 

Rite    A4 

Rough  Touch  E4 

S-44   Bl 

S-77   Bl 

S-88   Bl 

S-99  Bl 

Safety  Solvent  Kl 

Sani  Brite  D2 

Sani  Det  Sanitizer  Dl 

Sani  Fluff B2 

Sani  Guard  A4 

Sani-Cleaner  Sanitizer  D2 

Sanomatic    Ql 

Scalex A3 

Seditrol    G6 

Shell  Game    Ql 

Shell  White   Ql 

Silver  Brite    Al 

Soft  &  Fresh   B2 

Soft  Touch  E4 

Stakool  G7 

Stakool  Plus  G7 

Star  Al 

Steel-Glo  Stainless  Steel  Cleaner  CI 

Sterling    Al 

Strike   A2 

Strip  A2 

Strip  Eaze    CI 

Super  Alk A2 

Super  Lift A4 

Super  Re  Nu   Bl 

Super  Shine  Brite    Al 

Super  Trio  Al 

Super  White  Bl 

Surgatol   El 

Surgatol  Ready  to  Use    El 

Surgi-Kleen   CI 

Total  Bl 

Tn-Tex  C2 

Tno    Al 

Tristar  155  G7 

Triumph  Bl 


Trix    Bl 

Twinkle   Al 

Vent  Hood  Detergent    A4 

White  Bl 

Wildcat A4.A8 

Wonder    A3 

Zippo   A3 

Mu-Ray  Industries,  Inc. 

AM-Glide  II HI 

AM-Seize  (Aerosol)    H2 

AM-Seize  (Bulk)  H2 

Blastout   LI 

Contasol  K2 

D-Solv   K2 

D-Solv   K2 

Glass  Sheen  CI 

Glove  Kote    E4 

Grime  Off   E4 

Nutralite  A4 

Plexo    CI 

Pro  Lube  F HI 

Pro-Lube  W  H2 

Samson    A4 

Scrubber  Hand  Cleaner  w/Volcanic 

Pumice    E4 

Silicone  Heat  Stable  Mold  Release    ....  HI 

Steam-Off    A4 

TF  Glide    H2 

Multi-Chemical  Products,  Inc. 

Dishwashing  Detergent  Spray  Dry  Al 

Multi-Clean/ 

A  Div.  of  Minuteman  Int'l.,  Inc. 

Blue  Blazes   CI 

Butyl  Plus  Cleaner    A4 

Clean  Shine  CI 

Eliminator    CI 

Formula  305    Al 

Formula  340    A4 

Ful-Trole   CI 

Ful-Trole  (green/pine)  CI 

Ful-Trole  (yellow/lemon)   CI 

General  Purpose  Cleaner CI 

H  D  Hi-Foam  Al 

H  D  Mac  Cleaner  CI 

High  Alkaline  Cleaner    CI 

Mac-Cleaner    CI 

Mastery-dL    CI 

Multi-Clean  B-Q  32  Pine  Odor  Dsnfctnt  CI 

Multi-Clean  B-124  Bowl  Cleaner C2 

Multi-Clean  B-9  Bowl  Cleaner C2 

Multi-Clean  Century  Maint.  Cleaner   ..  CI 

Multi-Clean  Freezer  Cleaner A5 

Multi-Clean  Heavy-Duty  Degreaser  ....  A4 

Multi-Clean  Spray  &  Wipe  Degreaser  CI 

Multi-Clean  Super  Staph-Trole  256  ....  A4 

Red  Lightning   CI 

Take-Out    Bl 

Multi-Mist  Products/ 
Div.  of  NCH  Corporation 

Aloe  Vera  Lotion  Soap  E4 

Aquablock   H2 

Big  Red   LI 

Chill  Clean    PI 

Chill  Out   CI 

Citri  Solv  Aerosol  CI 

Citrus  Lift  Station  Degreaser   CI 

Citrus  ME.  Cleaner    CI 

Clear  Cleaner/Degreaser  (Bulk)   CI 

Cooling  System  Cleaner  PI 

CBT(Bulk)   G6 

Element   H2 

Fast-Act  PI 

Freezer  Floor  Cleaner  A5 
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Hand-A-Peel    E4 

Healthy  Hands  E4 

Hot  Tank  Cleaner   A2 

Hydraulic  Oil  Additive  H2 

Multi  Mist  Ferti-Melt   CI 

Multi  Mist  Liquid  Dishwash    Al 

Multi  Mist  Liquid  Enzyme  CI 

Multi-Mist  Creme  Cleanser    A6 

Multi-Purpose  Lubricant  10W-40  H2 

Multi-Purpose  Lubricant  5W/20  H2 

Nature's  Power    CI 

Non-Acid  Cleaner  C2 

Non-Acid  Coil  Cleaner  A1.P1 

Penetrating  Lubricant    H2 

Release  Agent  HI 

Scrubbing  Machine  Cleaner   CI 

Silicone  Release  Bulk  HI 

Silver  Sliks    A7 

Silver  Sliks  Plus  (Aerosol)  CI 

Stalker   F2 

Super  Safety  Solvent  Kl 

WT-15   G7 

Multi-Serv  Unlimited 

Kleen-Up  A4.A8 

Master  Kleen  Al 

Powerkleen    A4 

Sure  Bet  Bl 

Multitherm  Corporation 

Multitherm  PG-1   PI 

Municipal  Industrial  Chemicals 

Hi  Alkaline  Floor  Cleaner    A4 

Munro  Supply  Co.,  Inc. 

Liquid  Alive    CI 

Oven  Jell   A8 

Time  Saver    CI 

Muralo  Company,  Inc.,  The 

Murnell  Wax  Company,  The 

Big  Bite  Detergent  Cleaner A4 

Murray  Chemical  Supply,  Inc. 

Aero/Mist A4 

Double  Up  CI 

Liquid  Alive  Bacteria  CI 

Murray  Spray  Foam  Meatroom  De- 
greaser  Al 

MCS  Foamy  (Aerosol)   CI 

Rough  Touch  Hand  Cleaner  w/Volc 

Pumice    E4 

Value  +   Al 

Murray,  B.  L.  Co.  Inc. 

Break  Thru Al 

Myco  Service  &  Supply/ 
Div.  Of  Pressure  Systems,  Inc. 

Myco  Magic    Al 

Myers  Supply,  Inc. 

Big  Red  Floor  Cleaner   A4 

Black  Belt  Residual  F2 

Black  Belt  Space  Spray    Fl 

Clear  Lemon  Disinfectant  C2 

Forest  Pine  Odor  Disinfectant    CI 

Make  My  Day  C2 


Make  My  Day  C2 

Micro-Fog   FI 

Multi-Purpose  Insecticide  Fl 

Multi-Use  Sanitizer  D2 

Pac-Zyme  CI 

Residual  Insecticide F2 

Soft  Hands  Clear  Lotion  Hnd  Dshwshng 

Det Al 

Squeeky  Kleen CI 

Super-Solv  Cleaner-Degreaser   Al 

40%  Concentrated  Coco-Castile  Hand 

Soap    El 

Mystic  Mist  Corp.  Inc.,  The 

Deep  Suds   Al 

N  A  PCO 

Creamy  Pink   Al 

Dish-A-Clean  Al 

Lime  &  Scale  Remover    A3 

Oven  &  Grill  Cleaner  A8 

Plunge  Sulfuric  Drain  Opener    LI 

N  A  R  D  C  O  Corp. 

Nardco  Cutting  and  Tapping  Fluid  PI 

N  A  R  Enterprises,  Inc. 

Accelerate  II  General  Purpose  Cleaner     Al 

AP-100  General  Purpose  Cleaner  Al 

Formula  100  Multi-Purpose  Cleaner  A4.A8 
Formula  109A  H.D.  Heavy  Duty 

Cleaner   A4.A8 

Formula  16  Degreaser  Kl 

Formula  9000  Bottle  Wash  A2 

Formula  9150  Circulation  Cleaner  Al 

Formula  9275  General  Cleaner Al 

Formula  9300  Chlor.  Heavy  Duty  C1P 

Clnr  A2 

Lotion  Hand  Soap-410   E4 

Nar-Quat  745  Detergent/Disinfectant  ..  D2 
Narco  209  AG  Heavy  Duty  Cleaner    ..    A4 

Narco  420  Sanitizing  Hand  Soap  E2 

Narco  9100  Egg  Wash    Ql 

Narco  9105  Egg  Wash   Ql 

Narco  9333  Acid  Cleaner  A3.Q2 

Narco-90  General  Purpose  Cleaner    ....    A4 

NAR-Phos-Quat D2 

NARCO  9081 -Can  Wash   Al 

NARCO-610  Foam  Depressant  ....  A1.Q5 
NARCO-740  Conveyor  Chain  Lubricant  H2 

Pro-Kleen-200  CI 

Tru-Grit  Lotion  Hand  Soap-405  E4 

N  A  S  S  C  O,  Inc. 

Oil  And  Grease  Absorbent  J I 

N  C  H  Corporation 

Aerolex  Without  1,1,1  (Aerosol)    H2 

Basque  E4 

Boiler  Sludge  G7 

BPS-2020 L2 

Cease   H2 

Chemsearch  Concentrate  Al 

Chemsearch  900   G6 

Dura-Gard   PI 

EAPC-CB    C1.L2 

Greez-SAF  HI 

Josh    CI 

Lextend  Aerosol    K2 

Non-Phosphate  Optica CI 

NC-123  Bulk  W/Out  1,1,1    H2 

Penetrating  Oil  FG  Aerosol    H2 

PCL   H2 

Rat-Tat-Tat  II  Rat&Mouse  Bait  Pks(Pel)  F3 
Super  Clue  Kl 


Swoop  II    El 

Voltz  Flocculent  Bulk  PI 

Wil-Dew    PI 

N  E  O  Oil  Co. 

Watercraft  Grease   HI 

N  I  P  A  Laboratories,  Inc. 

Hospital  Broad  Band  CI 

Super  Ocide  Hospital  Cleaner-Disin- 
fectnt  CI 

N  J  D  Janitorial  Supplies 

Rinse  Magic CI 

N  L  B  Promotions 

NLB  AF/79   C2 

NLB  Klinging  Bowl  Cleaner   CI 

N  L  Industries,  Incorporated 

AA  US  P.  Castor  Oil   HI 

Crystal  O  U.S.P.  Castor  Oil   HI 

XXX-I   HI 

N.E.  Marketing 

H  D.  Cleaner-Degreaser  Concentrate  ..    Al 
Klor-Clean  Al 

Nabcoa  Sales  &  Service 

WT55   G6 

WT  55  NA G6 

WT7E  G6 

WT77   G7 

WT8   G7 

WT9  G7 

Nabors  Supply,  Inc. 

Bobcat  All  Purpose  Cleaner  Al 

Bobcat  Foaming  Degreasing  Cleaner  .     Al 
Bobcat  Heavy  Duty  All  Purpose  Cleaner  A4 

Power  Wash  Al 

Pre-Soak Al 

Nadco,  Inc. 

OB  Special CI 

Nalco  Chemical  Company 

A-Z-Lite  7356  Corrosion  Inhibitor     G5.G7 

Cuprose   G7.G1 

Dynacool  8301 D  Cooling  Water 

Dispersant  G5.G7 

Nalchelate  760  G6 

Nalclean  2561    A2 

Nalclean  2568   A3.G7 

Nalclean  2569  CI 

Nalclean  8900   A2 

Nalclean  8910   A4 

Nalclean  8912  Alkaline  Cleaner  ....    A4.A8 
Nalclean  8921  General  Purpose 

Cleaner  A1.G7 

Nalclean  8926  Cleaner   Al 

Nalclean  8930  Scale  Remover  A3 

Nalclean  8933  Cleaner   A3 

Nalclean  8940   A3 

Nalco  A+Z+Lite  7355  Corrosion  Inhi- 
bitor      G7 

Nalco  Dynacool  7302  Cooling  Wtr 

Disprsnt G7 

Nalco  Nalsperse  7308  Dispersant  G7 

Nalco  Phosperse-Plus  8306  Corsn   In- 
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hib G7 

Nalco  Phosperse-Plus  8307  CorTsn.  In- 

hib G7 

Nalco  Phosperse-Plus  8309  Corrrsn 

Inhbtr G7 

Nalco  RO-Plus  7285  Reverse  Osmosis 

Clnr  PI 

Nalco  RO-Plus  7286  Reverse  Osmosis 

Clnr  PI 

Nalco  RO-Plus  7287  Reverse  Osmosis 

Clnr  PI 

Nalco  Sur-Gard  1700  BoilFdwtr 

Oxgn  Sc\gr  G5.G6 

Nalco  Sure-Cool  1346  Multifunct  C.W. 

Trt  G5 

Nalco  Transpon  Plus  7203  Bo- 

ilFdwtrTreal    G5.G6 

Nalco  Transport-Plus  2800 

Boil.Fdwtr  Trt G5.G6 

Nalco  Tri-Act  1820  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  1830  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  2813  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  2814  Corrosion  Inhibitor  G6 

Nalco  1195  Dispersant  Polymer  G7 

Nalco  1 199  Diagnostic  Trasar  Sol- 
ution        G5.G7 

Nalco  1722  Oxygen  Scavenger    G6 

Nalco  1741  Boiler  Feedwater  Treatment  G6 
Nalco  1742  Internal  Boiler  Fdwtr 

Trtmnt  G6 

Nalco  1746  Boiler  Feedwater  Treatment  G6 
Nalco  1749  Boiler  Feedwater  Treatment  G6 

Nalco  2  Sodium  Aluminate    G6 

Nalco  23206  Cooling  Water  Treatment    G7 

Nalco  2513  Water  Stabilizer G3.G5.G7 

Nalco  2542  Boiler  Feedwater  Treatment  G6 

Nalco  2543  Pulv G6 

Nalco  2549  Pulv.  Fdwtr  Oxygen 

Scavenger   G5.G6 

Nalco  2556  Corrosion  Inhibitor  G6 

Nalco  2560    A3 

Nalco  2563  Liquid    G6 

Nalco  2567    A4 

Nalco  2570    G2.G5 

Nalco  2573  Cooling  Water  Dispersant     G7 

Nalco  2574    G2.G7 

Nalco  2580  Pulv G6 

Nalco  2584    G1.G5.G6 

Nalco  2587    G6 

Nalco  2588    G6 

Nalco  2778    G6 

Nalco  2780  Pulv G6 

Nalco  2817  Chlorine  Stabilizer  ....  G5.G7 
Nalco  2827  Multifnctnl  Cool  Wtr 

Trtmnt  G7 

Nalco  2828  Multifunctional  Boiler 

Trtmnt  G6 

Nalco  2828  Plus  Multifnctnl  Boiler 

Treat   G6 

Nalco  2846  Condensate  Corrosion  Inhib  G6 

Nalco  2857    G6 

Nalco  2888  Internal  Treatment  G6 

Nalco  2896  Multifnctnl  Cool  Wtr 

Trtmnt  G7 

Nalco  2897  Multifnctnl  Cool  Wtr 

Trtmnt  G7 

Nalco  2898  Multifunct  Cooling  Wtr 

Treat  G5.G7 

Nalco  2899  Multifnctnl  Cool  Wtr 

Trtmnt  G7 

Nalco  3005  Thermal  Processing  Aid  G5 
Nalco  3008  Thermal  Processing  Aid  .  G5 
Nalco  3009  Thermal  Processing  Aid  G5.G7 
Nalco  3010  Thermal  Processing  Aid  G5.G7 

Nalco  356  Corrosion  Inhibitor  G6 

Nalco  4207    G6 

Nalco  4220  Chemical  Oxygen  Scaven- 
ger      G6 

Nalco  4222  Oxygen  Scavenger    G6 

Nalco  7207    G6 

Nalco  7210  Internal  Boiler  Treatment  G6 
Nalco  721 1  Boiler  Feedwater  Treatment  G6 


Nalco  7213  Boiler  Feedwater  Treatment  G6 
Nalco  7220  Boiler  Feedwater  Treatment  G6 
Nalco  7222  Boiler  Feedwater  Treatment  G6 

Nalco  7292    G1.G5.G6 

Nalco  7307  Nalco  Delta-T  Cool  Wtr 

Dsprsn  G7 

Nalco  7309  Dispersant   A1.G7 

Nalco  7320    PI 

Nalco  7320    G7 

Nalco  7326    G7 

Nalco  7328    G7 

Nalco  7330    G7 

Nalco  7338  Microorganism  Control 

Chmcl   G5,G7 

Nalco  7340    G7 

Nalco  7344  Chlorine  Stabilizer  ....  G5.G7 
Nalco  7363  Multifnctl  Cool.  Wtr  Trtmnt  G7 
Nalco  7384  Corrosion  Inhibitor 

Supplmnt  G7.G5,G1 

Nalco  7387  Delta-T  Scale  Inhib./Disprt.  G7 
Nalco  7390  Corrosion  Inhbtr./lron 

Stblzr G2.G5 

Nalco  7392  Corrosion 

Inhibitor/Iron  G2.G5.G7 

Nalco  7396  Water  Stabilization 

Treatment   G7.G2 

Nalco  7398  Corrosion  Inhibitor  ....    G2.G5 

Nalco  7399  Inhibitor/Stabilizer G2,G5 

Nalco  750  Boiler  Antifoam    G5.G6 

Nalco  756  Pulv G6 

Nalco  8300  Delta-T  Disprt.  &  Scale  In- 
hib      G7 

Nalco  8302  Dispersant   G7 

Nalco  8303  Dispersant   G7 

Nalco  8305  Nalco  Delta-T  Corsn.  Inhib.  G7 
Nalco  8365  Plus  Corrosion  Inhibitor  ..    G7 
Nalco  8367  Corrosion  &  Deposit  Con- 
trol      G7 

Nalco  8735    G1.G6 

Nalco  8759  Once-Through  Corro- 
sion Inhib   G2.G5 

Nalco  918  PULV  Water  Stabilizing 

Trtmnt  G2.G6 

Nalco  92NB109  Alkaline  Liquid 

Phosphate    G6 

Nalsperse  Chlorine  Helper  2504 

Disprsnt G7 

Nalsperse  7348    G5.G7 

Transport  Plus  7204  Boiler  Fdwtr 

Trtmnt  G6 

Transport-Plus  2803  Boiler  Fdwtr  Treat.  G6 
Transport-Plus  2804  Boiler  Fdwtr  Trtmt  G6 

Trasar  20420  G5.G7 

Trasar  20428  Thermal  Processing  Aid     G5 

Trasar  20429   G5.G7 

Trasar  23107   G5.G7 

Trasar  23246  Cooling  Water  Treatment  G7 
Trasar  23247  Cooling  Water  Treat- 
ment        G5.G7 

Trasar  23248  Cooling  Water  Treat- 
ment        G5.G7 

Trasar  23249  Cooling  Water  Treatment  G7 

Trasar  23261    G7 

Trasar  23265   G7 

Tri-Act  1 826  Condensate  Corrosion  In- 
hib     G6 

18-S  Pulverized  G6 

19-H  G6 

2551  Corrosion  Inhibitor G6 

2552  Corrosion  Inhibitor G6 

350  Corrosion  Inhibitor G6 

352  G6 

357  G6 

359  Corrosion  Inhibitor G6 

41   G7 

519  Pulverized  G2.G6 

7221  Boiler  Feedwater  Treatment    G6 

7310  Cooling  Water  Dispersant  G7 

95NF070  Cooling  Water  Corrosion 

Control    G2.G5 


Namco  Manufacturing 

Crystal  Blue  Glass  Cleaner CI 

Foaming  Glass  Cleaner  (Aerosol)    CI 

Namico,  Inc. 

"444"  Cleaner- Deodorizer  A4 

Acid-Free  270-WP    C2 

Alkor   Bl 

AL2  Cleaner    Al 

A9O0  Windo-Clear  A    CI 

A942  Silicone  Spray  HI 

B-263  Star  Chain  Lube  H2 

Bake  Pan  Cleaner  A/S    Al 

Borax  Base  Powdered  Hand  Soap   C2 

Bur-Chem  Bottle  Wash  #2000  A2 

C-25  Hand  Cleanser   C2 

Clout  110-WP   CI 

Coco  Tallow  40%  Liquid  Soap    H2 

Cyclone  Bowl  Cleaner   C2 

CLD  Al 

Deep  Fatfry  Cleaner   A2 

Delimer  576-WP  A3 

Deluxe  Dishwashing  Compound    Al 

Devour  136-WP Al 

Drichlor  Bl 

Econo  Bleach Bl 

Foaming  Cleanser  C2 

Formula  "L"  Al 

Freezer  Room  Cleaner    A5 

FDA  Hand  Soap   C2 

General  Purpose  Cleaner Al 

General  WV-7  130-WP CI 

Gentle  Giant  Powdered  Hand  Soap  C2 

Grand  Slam   Bl 

Green  Liquid  Detergent  522-WP   A4 

H.  D.  Deluxe  Al 

H  D  Chlorinated  Cleaner  Al 

Hand  Suds  Al 

Hi-Suds    A6 

HD  Oven  and  Grill  Cleaner  536-WP  ..    A8 

K-2  Al 

Liquid  Hand  Soap  Coconut  Oil    El 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Detergent  Bl 

Liquid  Smoke  House  Cleaner  A2 

Lo  Temp  Machine  Dishwash   Al 

Mechano-Det  A4 

Nami-Cide  A  D2 

Nami-Cream  790-WP   E4 

Namichlor-60  Bl 

Namico  "458"    Al 

Namico  Abrasive  Detergent   A6 

Namico  CT  Flakes    Bl 

Namico  Green  Bar  Soap  H2 

Namico  Power-Chlor Al 

Namico  Premeasured  Detergent  CI 

Namico  Premeasured  Quat.  Det.  Dsnf 

Deod   CI 

Namico  Sour  "B"    Bl 

Namico  SPTX  A2 

Namico-Cleaner  Degreaser  GP  Al 

Namifluff  Beads    Al 

Namilube  A1.H2 

Namilube  1058    H2 

Namisolv   Bl 

Namisuds  Al 

Namisuds  520-WP \4 

Namisyn  Flosuds  Al 

Non-Butyl  Industrial  Cleaner   Al 

Omnibus    Al 

Oven  and  Grill  Cleaner  A8 

Porcelene  262-WP  \4 

Pot  and  Pan  Cleaner  Al 

Powdered  Grill  Cleaner  ...    A2 

Protos  Bl 

Pure  Coconut  Oil  40%  Liquid  Soap El 

PR-261-P  Al 

Quarry  Tile  Cleaner  329-WP  \- 

Refresh  Baby  Powder  166-WP  CI 

Refresh  Citrus  166-WP  CI 
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Refresh  Floral  166-WP  CI 

Sapphire  CI 

Smoke  House  Cleaner  Heavy  Duty   ....  A2 

Smokehouse  Cleaner  A2 

Soft  Kleen  Creme  Cleanser    A6 

Soft  Suds  A4 

Special  "B"  Cleaner    Al 

Special  "C"  Compound  Al 

Speedee  Mop  118-WP    CI 

Sprint  132-WP  CI 

Stainless  Steel  Cleaner  &  Polish    CI 

Stout  192-WP   A4.A8 

Super  H.D.  Chlorinated  Cleaner A2 

Supreme  Steam  Cleaner  Granules    Al 

Supreme  Steam  Cleaner  Liquid   Al 

Suresuds A1.B1 

Thick-Quick  534-WP   A8 

Topaz  Bl 

Torrent  Bowl  Cleaner  CI 

Vehiclean  768-WP    Al 

X-Out  168-WP    CI 

Zeotex    B2 

112-WP  All-Over    A4 

1I4-WP  Big-Bicep    A4 

116-WP  Scamp  A4 

134-WP  Consume   Al 

180-WP  Namidyne    D2 

326-WP  Metal  Brite    A3 

447  Al 

462G    Bl 

795-WP  E2  Sanitizing  Hand  Soap  E2 

Nash  Finch  Company 

Our  Family  Liquid  Bleach   D2 

Nashco 

Butyl  Cleaner  and  Degreaser   A4 

Nash-Co-Lac   A3 

Nashville  Chemical  &  Equipment 
Co.,  Inc. 

AB  60    A2 

AB  61    PI 

BWT  12  G6 

BWT  I2S  G6 

BWT  124  G7 

BWT  125  G7 

BWT  14  G6 

BWT  210  G6 

BWT  225  G6 

BWT  227  G6 

BWT  228  G6 

BWT  23  G6 

BWT  238  G6 

BWT  247  G6 

BWT  254  G6 

BWT  2640  G6 

BWT  265  G6 

BWT  269  G6 

BWT  271  G6 

BWT  275  G6 

BWT  35  G6 

BWT  600  G7 

BWT  69  G6 

BWT  70  G6 

BWT  72  G6 

BWT-11  G6 

BWT-15  G6 

BWT-18  G6 

BWT-19M  G6 

BWT-190M  G6 

BWT-21  G6 

CC200    A3 

CL220 A3 

CL280 A3 

CL310 G7 

CL500 A4 

CL530 A5 


CL550 Al 

CL600 A4 

CL627 CI 

CL630 CI 

CL668 CI 

CL670 Al 

CL672  Al 

CWT20  G7 

CWT2109  G2.G5.G6 

CWT2551  G2.G5.G6 

CWT30  G7 

CWT30CV  G7 

CWT300  G7 

CWT301  G7 

CWT  309  G2.G5.G6 

CWT31  G7 

CWT  312  G3 

CWT  313  G7 

CWT  319  G2.G6 

CWT  320  G7 

CWT  321  G7 

CWT  322  G7 

CWT  33  G7 

CWT  330  G7 

CWT  331  G7 

CWT  332  G7 

CWT  353  G7 

CWT  361  G7 

CWT  370  G7 

CWT  373  G7 

CWT  380  G7 

CWT  383  G7 

CWT  61  G6 

CWT634B    G7 

CWT6345B    G7 

CWT  798  G7 

CWT  90  G2.G6 

CWT  900  G7 

CWT900H    G7 

D.S.R A3 

L.S.R A3 

MBC  125  G7 

MBC415  G7 

MBC  529  G7 

MQ  80  D2.Q4 

MQ95  Al 

RC  1000    G7 

RC  223    PI 

RLT22    G6 

RLT23    G6 

RLT25    G6 

RLT  30    G6 

RLT35    G6 

RLT  440    G6 

RLT  45    G6 

RLT  475    G6 

RLT  50    G6 

RLT  50V  G6 

RLT  550    G6 

RLT  888    G6 

RLT  99    G6 

RLT-20    G6 

RLT-21    G6 

RLT-40    G6 

ST  202  Al 

ST  204  Al 

ST  205  A4.A8 

ST  212  A8 

National  American  Sales  Corp. 

"AF-21"  C2 

Auto  Lo  Foam  A4 

BC  25    L2 

Citra-Clean  E4 

Clear  Clean   Al 

Cockroach  Killer  F2 

Crust  &  Lime  Dissolver  A3 

Formula  #11    A4 

Glass  Cleaner CI 

Hand  Sof-Lemon  Al 

Hand  Sof-Pink  Al 


Kitchen  Power  A8 

Lemonex    CI 

NA-5    K2 

NS-Concentrate  Al 

Orange  All  CI 

Pink  Lotion  H.S E4 

Power-X  Spray    CI 

Quick  Strip    A4 

RX  Concentrate  A4 

Sani-Kleen  D2 

Sanodyne  D2 

Spray  Foam  Meatroom  Degreaser   Al 

Super  Power    A4 

Super  Scent  Lemon  CI 

Super  2000 A4 

Triple  Play  Hand  Cleaner  E4 

National  Brands  Industrial,  Inc. 

NBI  B2900    D2.Q3 

NBI  1040  A3 

NBI  2948  A2 

National  Brands  Sales/ 

A  Division  of  Federated  Foods,  Inc. 

Parade  1005  Liquid  Hand  Dish  Wash  Al 
Parade  1090  Institnl  Liq  Dm  Opnr 

&Mntnr  LI 

Parade  330  Machine  Dish  Wash  Com- 
pound      Al 

Parade  335  Inst.  Deep  Fat  Fryer  Cleaner  A8 
Parade  341  Supreme  Low  Suds  Laundry 

Det Bl 

Parade  345  Concentrated  Dry  Bleach  Bl 
Parade  920  Heavy  Duty  General  Purp 

Clnr  Al 

Parade  925  Ammoniated  All  Purpose 

Clnr A4 

Parade  940  Bowl  Cleaner  C2 

Parade  945  Alkaline  Dgrsr  &  Oven  CI 

Cone   A8 

Parade  950  Extra  Heavy  Duty  De- 
greaser      A4.A8 

National  Brands,  Inc. 

Fantastik    CI 

Glass  Plus    CI 

Grease  Relief  Dishwashing  Liquid  CI 

Janitor  In  A  Drum  CI 

Neptune  Carbon  Remover CI 

Neptune  Food  Service 

Disinfectant/Sntzr  D2 

NB  Oven-Grill  Cleaner  A8 

Pine  Power CI 

Production  Center  Bathroom  Cleaner 

Cone   C2 

Production  Center  Hvy  Dty  Spr  Clnr 

Cone   CI 

Production  Center  Odor  Neutralizing 

Cone   CI 

Production  Cntr  All  Purp  Spr  Clnr  Cone  CI 
Production  Cntr  Gl  &  Mlti-Surf  Clnr 

Cone   CI 

Production  Ctr  Gl  &  Multi-Surf  Clnr 

Cone   CI 

Production  Ctr  Hvy  Dty  Neut  Clnr  Cone  CI 
Scrubbing  Bubbles  Cleanser  With 

Chlorine    A6 

Scrubbing  Bubbles  Clnsr  with  Oxygen 

Blch  A6 

Scrubbing  Bubbles  Dsnfctnt  Bathroom 

Clnr  CI 

Scrubbing  Bubbles  Dsnfctnt  Bthrm  Clnr 

II   CI 

Sun  Glo  Dishwashing  Liquid  CI 

National  Chemical  Company 

Jet  Magic  Cleaner  Al 
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National  Chemical  Company,  Inc. 

Floor  Clean    A4.A8 

K-K  Cleaner    Al 

NCC  Deodorant CI 

X-Stream  Detergent A4 

5 1 1  Cleaner  Degreaser   A4.A8 

701  Cleaner  Degreaser   A4.A8 

National  Chemical  Division/ 
National  Service  Industries,  Inc. 

Boiler  Quest G6 

Condamine  G6 

D.C.A.  (Deposit  Control  Agent) G7 

Foam  Fighter  G7 

Low  pH  Formula  4-L  G7 

National  1001-C    G6 

National  1003-C    G6 

Neutra-Line   G6 

NC  1005-C    G6 

NSD  G7 

PolySperse  G7 

Revivel  PI 

Steem  Kleen    G6 

T.P.T.  (Tri-Pro-Tec)   G7 

Threshold  G2 

Volamine  G6 

Zeolite  Algaecide  NP-40L    G7 

Zeolite  Base  "D"  Formula  120O-4L    ...  G6 

Zeolite  Boiler  Control  G6 

Zeolite  Boiler  Cure  G7 

Zeolite  Boiler  Cure-CT G6 

Zeolite  Boiler  Kleen  G6 

Zeolite  Boiler  Max   G6 

Zeolite  BFWT  1200-1 9L  OH  Adjunct  G6 

Zeolite  BFWT  1200-3L  Oxy-Pit-Cide  G6 
Zeolite  BFWT  1200-7-L  Generator- 

TMT   G6 

Zeolite  BFWT-1200-IL  G6 

Zeolite  BFWT-1200-21L    G6 

Zeolite  BFWT-1200-3P G6 

Zeolite  Formula  1200-4P    G6 

Zeolite  HWT-Potable    Gl 

Zeolite  Liquid  Descaler  Formula  709-L  A3 

Zeolite  Powder  Descaler  Formula  "A"  A3 

Zeolite  Premium  Boiler  Treatment  G7 

Zeolite  Steam  &  Return  Line  TMT 

1000-4L G7 

Zeolite  Steam  &Return  Line  TMT 

#1000-3-L  G6 

Zeolite  Trpl'S'Plus  Non-Poltng  1300- 

13L   G7 

Zeolite-BFWT  1200-19L-CT  (OH-Ad- 

junct)  G6 

Zeolite-BFWT- 1200-2P G6 

National  Chemical  Labs,  of  PA.,  Inc. 

Acti-Pine  Disinfectant  CI 

All  Off  II  Mechanics  Hand  Soap  El 

Ail-Off  Mechanics  Hand  Soap  E4 

Astro-Chem  Degreaser  Cleaner    ....    A4.A8 

Baby  Fresh CI 

Bacti-Chem   Dl 

Bacti-Cream El 

Bacti-Quat  Heavy  Duty  Disinfectant 

Clnr  D2 

Big  Punch  Oven  &  Grille  Cleaner  A8 

Blast  Al 

Bullseye  Al 

Butyl  Cleaner  Degreaser  C1.A4 

C-AII    CI 

C-AM  Ammoniated  Window  &  Glass 

Cleaner   CI 

C-22  Stainless  Steel  Cleaner  Polish  ....  A7 

Chase  CI 

Chem-Eez    Al 

Citrol  Degreaser  Cleaner  Deodorizer    .  CI 

Citrus-Kleen CI 


Conkleen  204 A4 

Conveyor  Lube  1215  H2 

Deo  Pine  Oil  Deodorant  CI 

Dermacide   E2 

Descum  Surface  Scum  Remover  Reno- 
vator      Al 

E  C  Cone.  Dish  Wash CI 

E  2  One  Step  Sanitizing  Hand  Cleaner  E2 

Eco-Solv    CI 

Foam  Boost  Al 

Formula  NBC  All  Purpose  Degreaser 

Clnr  A4 

Formula  100  Food  Plant  Cleaner  Al 

Formula  1 50  Alkaline  Cleaner  A2 

Freezer  Cleaner  A5 

Fresh  Air   CI 

Frost  Free A5 

Germj-Kleen  Disinfectant  Cleaner  CI 

Glimmer  Stainless  Steel  Cleaner    CI 

Golden  Pot  and  Pan    Al 

Green  Emerald Al 

GC12  Protective  Shield  Cleaner A7 

Hi  Lite  General  Purpose  Cleaner  Al 

Hurrah    Al 

Ionox  Disinfectant  Cleaner  D2 

Kitchen  Mate  Professional  Oven&Grl 

Clnr  A8 

Kleen-Stat    CI 

Kleer-Brite  CI 

Lazer  Wax  &  Floor  Finish  Stripper  ....  A4 
Lemon-Quat  Disinfectant  Cleaner    ..  A4.C1 

Liquid  Hand  Soap  El 

Lube  D  H2 

Luster  A7 

LSR  Lime  Scale  Remover   A3 

Marvel   Al 

Met  Plan    Al 

Micro-Chem D2 

Micro-Chem  Plus 

Detergent/Disinfectant   CI 

Micro-Cide  Health  Care  Disinfectant 

Clnr  CI 

Mighty  Giant  Cleaner  Al 

Mint-Quat  Disinfectant  Cleaner  CI 

Mirage   Al 

Nac  Lube  H2 

Nac  Mint  Disinfectant CI 

Nac  Pine  Odor  Disinfectant   CI 

Nac-Phene  256    CI 

Nac-X  Disinfectant-Cleaner   A4 

Naca  Pine  Oil  Disinfectant  CI 

Nactrol  CI 

Natural  Wonder  CI 

Nature's  Solution  CI 

Neutro-Air  CI 

Nu  Hide  A7 

NAC-Safe  Super  Safety  Solvent Kl 

NL  Nuclear  Cleaner  Degreaser A4 

Pine  Scrub  Soap    CI 

Pine-Quat  Disinfectant  Cleaner    CI 

Pink  Lotion  Hand  Soap    El 

Pink  Panther  All-Purpose  Cone  CI 

w/Ion-D  A4 

Pink  Suds  Al 

Pooff  Foam  Degreaser  and  Cleaner  ....  Al 

Pow    D2 

Power-Eez  Detergent A4 

Pronto  Foaming  Disinfectant  Cleaner  CI 

Quarry  Tile  Cleaner    A4 

Rainbow  Bl 

Road  Away   A4 

Ruff  N'  Ready  CI 

S  C  Cleaner  A2 

S  D  Ammoniated  Wax  Stripper  A4 

Sani-Derm   E3 

Sani-Turge  Non-Acid  Bowl&Bathrm 

DsnfCln  CI 

Saniquat  Disinfectant  Sanitizer  Deodrzr  D2 

Scum  Remover  and  Renovator  Al 

Septisurge    El 

Septisurge  Concentrate   El 

Steam  &  Pressure  Cleaner    Al 


Steamco  Al 

Strike  Oven  &  Grill  Cleaner  A8 

Sun  Kleen  Citrus  Cleaner  Degreaser  ..  CI 
Sun  Spray  Ready  to  Use  Foam  Citrus 

Dgrsr  CI 

Super  Cherry  Deodorant  LI 

Super  Concentrated  All  Purp  Citrus 

Clnr  CI 

Super  Concentrated  Degreaser  Cleaner  A4 
Super  Concentrated  Odor  Counteractant  CI 

Super  Lube  D    H2 

Super  Nac  Concentrate   Al 

Synglide  Conveyor  Lubricant  H2 

Synglide  H  F  Conveyor  Lubricant  H2 

SE  Degreaser  1 236   Kl 

SS  5  Safety  Solvent    Kl 

Tergicide   Dl 

Touch  Lotionized  Hand  Cleaner E4 

Ultramax    A4 

Wash-Brite  Bl 

White  Pearl    E4 

Wild  Cherry  Deodorant CI 

Yukon  Heavy  Duty  Solvent  Cleaner   .     CI 

10X  Concentrate   CI 

15%  Coco-Castile  Liquid  Hand  Soap        E4 

15%  Coconut  Liquid  Hand  Soap   El 

40%  Coco-Castile  Liquid  Hand  Soap  ..  El 
800  Conveyor  Lube H2 

National  Chemicals  &  Services 

Foam  Away  Al 

Pink  Magic    A4.A8.E1 

National  Chemicals,  Inc. 

D-B-C  Drainboard  Cleaner  A3 

Inject  Heavy  Duty  Liquid  Detergent  Al 

LFD  Low  Foaming  Detergent    Al 

Q.A D2 

T-D-C  Detergent  A3 

National  Colloid 

Cleaner  Al 

Super  Concentrate  Al 

National  Colloid  Co.,  The 

Boiler  Colloidene  A    G6 

Boiler  Colloidene  A-l  G6 

Boiler  Colloidene  A-100 G6 

Boiler  Colloidene  A-120 G7 

Boiler  Colloidene  B    G7 

Boiler  Colloidene  B-2  G7 

Boiler  Colloidene  B-4  G6 

Boiler  Colloidene  BP-42 G6 

Boiler  Colloidene  BP-45  G6 

Boiler  Colloidene  C-2  G7 

Boiler  Colloidene  C-4  G6 

Boiler  Colloidene  C-6  G6 

Boiler  Colloidene  C-8  G6 

Boiler  Colloidene  CSL-50    G6 

Boiler  Colloidene  D-10  G6 

Boiler  Colloidene  D-2  G7 

Boiler  Colloidene  D-5  G6 

Boiler  Colloidene  D-6  G6 

Boiler  Colloidene  XTP-AF  G7 

Boiler  Colloidene  1500  G6 

N  C  SLT-20 G6 

N  CSLT-30 G6 

N  C2020  G6 

Natcolamine  No.  1    G6 

Natcolamine  No.  2    G6 

Natcolamine  2020  G6 

Natcolamine  2525   G6 

Natcolamine  4040  G6 

Natcolene  "P"    G6 

Natcolene  AF-1   G6 

Natcolene  CH-50 G6 

Natcolene  P-2    G6 
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Natcolene  P-25    G6 

Nalcolene  P-5    G6 

Natcolene  SP-25    G6 

Natcolene  216L  G6 

NC2525    G6 

NC4040    G6 

SL-100  G6 

SL-200  G6 

National  Enviro  Chem  Inc. 

All  Purpose  Cleaner  -  Ultra  Formula 

40:1   Al 

Big  Orange    CI 

Coil  Ease  PI 

901  Degreaser  A4 

National  Environmental  Chemical 
Corp. 

Blue  Boy  Liquid  Cleaner  Concentrate  C2 

Blue  Boy  Solid's   C2 

Chem-Mite  Al 

Citrusol    A4 

Spotless   A4 

National  Interchem  Corp. 

#48  Cleaner  CI 

A. B.C.  Spray  Cleaner  Al 

ADE  L2 

Bi  Faze Kl 

Borated  Hand  Soap  NIC  221 1    E4 

Caustic-Jell    Al 

Chlorinated  Machine  Dish  Wash   Al 

Citrus  Power  Pack  CI 

Clean  It-All  Purpose  Cleaner   Al 

Clear  View  Glass  Cleaner  NIC  5913  ..    CI 

Cling  Degreaser Kl 

Cloroclene   Al 

Coil  and  Filter  Cleaner  NIC#  5658  ....  A3 
Concentrated  Liquid  Pipeline  Cleaner      A2 

Concrete  Cleaner  A4 

Dairy  Cleaner-Sanitizer Dl 

De-Scum  NIC#  1140 CI 

Degrease  NIC  5540  CI 

Deodorant  Nuggets   CI 

E-Z  Truck  Wash  NIC  5170    Al 

Electro  Cleaner  NIC  5562    K2 

Essence  of  Almond  Waterless  Hand 

Cleaner   El 

Fast  Oven  And  Grill  Cleaner  A8 

Film-Foam  A3 

Finest  Al 

Floor  Cleaner  Al 

Foam  Tex Al 

Freezer  Locker  Cleaner A5 

Fresh  Impression  NIC  6145   CI 

Gentle  Power  Al 

Great  NIC  1171  A4 

Green  Kleen  NIC  1160  A4.A8.C1 

Green  Power  Powder  NIC  1214  Al 

Hair,  Hand  and  Body  Shampoo  NIC# 

1450    E4 

Heavy  Duty  Steam  Cleaner  #5730  A2 

Heavy  Duty  Steam  Cleaner  #5773  Al 

Hi  Quat    D2 

Hook  and  Trolley  Cleaner    A2 

Industrial  Water  Treatment  G7 

Insect-X  Fl 

Institutional  Insecticide  Fl 

KleanStroke  CI 

LP  Belt  Lube  Al 

Lemon  Hand  Soap El 

Lotion  Hand  Cleaner  E4 

LFSuds  Bl 

LFSuds  Bl 

Neutra-Clean   Al 

Neutrafoam  Concentrate  Al 

Neutral  Cleaner  Concentrate  NIC  1 180  Al 
Non-Residual  Space  Spray  Fl 


Nova A3 

Odorless  Low-Foam  NIC  1195    A4 

P-700  Pot  And  Pan  Cleaner   Al 

Paint  and  Varnish  Remover   C3 

Pine  Powder  Floor  Soap  NIC  1217    ...  CI 

Pink  Concentrate  Al 

Pot  N'Pans  Al 

Power  Cleaner  Al 

Power  Cleaner  #1 143    Al 

Power  Crystals  CI 

Quadrizyme   L2 

Ram  Rod   LI 

Red  Heat  NIC  1497    Al 

S.A.I.D.  II    D2 

Steam  Cleaner  NIC  1176   Al 

Steam  Cleaner  1170   A4 

Strip  CI 

Super  Safety  Solvent  NIC#  5561   K2 

Super  Suds  Al 

Super  Tuff  Concrete  Cleaner   A4 

Take  Off    A3 

Tough  Stough    Al 

1.2.3.  Concentrated  Powd.  Granules  A4 

1001   A4 

National  Laboratories 

Amphyl    CI 

Amphyl  Spray  C2 

Con-O-Syl  Disinf.-Detergent    A4 

Cone.  Lysol  Heavy  Duty  Bathroom 

Cleaner   C2 

Conpact    Al 

Food  Handlers  Sanitizing  Lotion  Soap  E2 

Liquid  Power  Al 

Lysol    C2 

Lysol  l.C.  Brand  Disinfectant  CI 

Lysol  l.C.  Brand  Disinfectant  Spray  .  CI 
Lysol  l.C.  Brand  Foaming  Disnfcnt  Clnr  C2 
Lysol  l.C.  Brand  Phenolic  Dsnf  Cleaner  CI 
Lysol  l.C.  Brand  Quaternary  Cleaner 

Dsnf Dl 

Lysol  l.C.  Brand  Toilet  Bowl  Dsnfct 

Clnr  C2 

Lysol  IC  Antimicrobial  Soap   E4 

Masterpiece  Baseboard  Cleaner  & 

Stripper  A4 

Masterpiece  Neutral  Cleaner CI 

Metalist  Low-Suds  Floor  Cleaner Al 

N-L  Concentrate   A4.E4 

N-L  Creme  Cleanser  A6 

Neutrodor C2 

Neutrodor  Lemon  Liquid  Deodorizer  ..  CI 

Neutrodor  Liquid  Deodorizer  Potpourri  CI 
Neutrodor  Liquid  Deodorizer  Ultra 

Fresh  CI 

New  &  Improved!  Prof  N-L  Cone  All- 

PurpCln  CI 

O-SYL  Disinfectant-Detergent  CI 

Organic-Quat  A4.C1 

Premeasured  Quatsyl  256  A4.C1 

Prof  Grimex  Heavy-Duty  Allen  Clnr  & 

Dgrsr  Al 

Prof  N-L  Hi-Foam  Concentrated 

Cleaner   Al 

Prof  Neutrodor  Liq.  Deod   Ultr  Frsh 

Cone   CI 

Prof  Neutrodor  Liquid  Deod  Lemon 

Cone CI 

Prof.  Formula  Lysol  Plus  Bleach  A. PC.  Al 
Prof.  Lysol  Brand  Deodorizing 

Cleaner   A4.C1 

Prof.  Lysol  Disinfectant  Foam  Cleaner  C2 
Prof.  Lysol  Foaming  Basin  Tub  &  Tile 

Cln C2 

Prof.  Lysol  Liq.  Disnf.  Toil  Bwl  Clnr  C2 
Prof.  Premeasured  N-L  Cone  All  Purp 

Clnr  CI 

Prof.  Vani-Sol  Bulk  Dsnf.  Washroom 

Clnr  C2 

Prof.  Vani-Sol  Disinfectant  Wshrm. 

Clnr  C2 


Prof.  Vani-Sol  High  Acid  Bowl  Cleanse  C2 
Prof.  Vani-Sol  Washroom  Drain  Opener  LI 
Professional  Brisk  Cone  Liquid  De- 
tergent   ^ A1.Q1 

Professional  Fasolv  Degreasing  Cleaner  Al 
Professional  Galley  Oven-Grill  Cleaner   A8 

Professional  Lime  Shine  A3 

Professional  Lysol  256  Cleaner  Disnf      Dl 

Professional  Scene  Concentrate    CI 

Professional  Scene  Window  and  GIs 

Clnr  CI 

Professional  Scene  2  Glass  Cleaner 

Cone CI 

Professional  Scene  2  Glass  Cleaner  RTU  CI 
Professional  Soaperior  Liquid  Hand 

Soap    El 

Professional  Soapure  Lotion  Soap  E4 

Professional  Tergiquat  Germicidal  Clnr.  Dl 

Quatsyl  256  Dl 

Roccal  II  10%  D2.Q3.E3 

Roccal  Mist  CI 

Shimmer  (Aerosol)   A7 

Soapure  IC  Lotion  Soap  E4 

Soapure  Lotion  Hand  &  Body  Soap    ....  El 

Tergiquat   Dl 

Vani-Sol  Per  Diem    C2 

National  Maint.  Supplies  &  Service 
Inc. 

NMSSI  77  X  A4.A8 

National  Oil  Products 

Transpower  17  H2 

Transpower  19  H2 

Transpower  22  H2 

National  Polymers  Inc. 

NP  834  Water  Soluable  Degreaser  CI 

NP  915  Easy  Cleaner   CI 

NP  916  Easy  Cleaner   Al 

National  Products  Co. 

Coach  House  Non-Butyl  Cleaner  A I 

National  Refrigeration  Products 

Alka-New PI 

National  Sales  Corp. 

Degreaser/Cleaner  Al 

National  Sanitary  Supply  Co. 

Action-D    A4 

All  Purpose   CI 

All-Clear  2803  Glass  &  Hard  Surf.  Clnr  CI 

Aqua  Satin  CI 

Battery  Cleaner  and  Protector  3012  PI 

Big  Break Al 

Blitz  Airborne  F2 

Blitz  Airborne  1912  Liquid  Insecticide     F2 

Blitz  Residual    F2 

Blitz  Residual  Roach'NAnt  Killer  F2 

Blitz  Residual  1914  Liquid  Insecticide     F2 

Blitz  1929  Room  Fogger  Spray   F2 

Blitz  1930  Insect  Killer Fl 

Blitz  1932    F2 

Bouquet  Glycol  Mist  1870  Air  Deodor- 
izer        CI 

Brake  Parts  Cleaner  3013  Kl 

Carburetor  Cleaner    PI 

Chemtrol  Deodorant  Air  Freshner   CI 

Chemtrol  Multi-Purpose  Cleaner   CI 

Citrus  Glycol  Mist  1872  Air  Deodorizer  CI 
Contact  Plus  3020  Cntct  &  Crct  Brd 
Clnr  K2 
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Crystal  Glass  &  Lulus  Cleaner  CI 

Crystal  Glass  Cleaner   CI 

Crystal  Glass  Cleaner  2804    CI 

D-Fen  C2 

D-Fen  30-40    A4 

D-FEN  30-40A  1719 

Detergent/Disinfectant   D2 

Derma  Care  Antimicrobial  Lotion  Soap  E4 

Derma  Care  Luxury  Bath  E4 

DermaCare  Enriched  Lotion  Soap   E4 

DermaCare  Premium  Lotion  Cleanser  E4 

Dn  Mist  1864  Citrus  Grove   CI 

Dn  Mist  1865  Powder  Fresh    CI 

Dn  Mist  1866  Rain  Forest  CI 

Dn  Misi  1867  Green  Apple   CI 

Electro  Solve  K2 

Electro  Solve  3019  Aero  Sfty  Solv 

Dgrsr  K2 

Foam  Up   Al 

Freeflo  CI 

Gel  Solv  CI 

Gentle  Scrub  Plus  1511  Creme  Cleanser  A6 

Gleam-Ette  Gro-Suds    Al 

Grip    C2 

Hi-Tech    K2 

Household  Bleach  Bl 

Industrial  Extra  Strength  Bleach  Bl 

IODO-4  Iodine  Based  Hospital 

Dsnfctnt  D2.E3 

Jackpot  2676  Slot  Machine  Cleaner  ....  CI 

Jiffy    E4 

Lectrosol K2 

Lectrosol  3019  K2 

Lemon  D-Fen  1763  C2 

Liqui-Terge    CI 

Liquid  Lemon  Hand  Soap E4 

Liquilive  Bacteria  Drainzyme  2564  ....  CI 

Lubn-Can  3055  Industrial  Penetrant    ..  H2 

Lubrican  H2 

Malgon  CI 

Measure  Up  CI 

Microtec  A7 

Mint  Glycol  Mist  1868  Air  Deodorizer  CI 

Moly  Grease    H2 

MosMoly    H2 

Mulu  Grease  &  Chain  Lube  3064   H2 

N.S.S.  Cement  Cleaner  CI 

NBC  2107  Cone.  Non-Butyl  Deo. 

Clnr/Dgrsr  Al 

NSS  Concentrate  Cleaner  A4 

Odorless  10  D2 

Oil  Sorb  22   Jl 

One-Shot  Drain  Opener  With  Odor 

Blanket   LI 

Orange  Surge  CI 

Oven-Eze  2845  Oven  Cleaner    A8 

Pathfinder A4 

Pow-7  Residual  Powder  Insect  Killer    ..  F2 
Powder  Scent  Glycol  Mist  1871  Air 

Deod CI 

Power  Stripper  A4 

Power  Wash  2623  Truck  And  Equip- 
ment CI  Al 

Quat  Guard  Sanitizer  Dsnfctnt  Deodo- 
rant     D2 

Release  22D CI 

Satin  CI 

Satin  3250  A7 

Scum  Clean  A4 

Secure    CI 

Septophene  1120  Antiseptic  Liq.  Hnd 

Soap    E4 

Silicone    HI 

Silicone  Mold  Release    H2 

Silicone  Spray  3049  Food  Grade   HI 

Slick  Silicone  Spray   H2 

Slick  3050  Cone.  Silicone  Release 

Agent HI 

Spice  Glycol  Mist  1869  Air  Deodorizer  CI 

Stinger  Citrus  Base  Cleaner- Degreaser  CI 

Sud-N-Kleen    Al 

Teflex  H2 


Van  Guard  CI 

Vanguard  2660    CI 

Verticide  2511  Disinfectant  Bowl 

Cleaner   CI 

Vortex    C2 

Vyflex  3048  H2 

White  Lithium  Grease  3065  HI 

Xtra  Solve   K2 

1718  Pine-O-Quat 

Detergent/Disinfectant   CI 

1723  Lem-O-Quat 

Detergent/Disinfectant   CI 

2505  John  Disinfectant  Bowl  Cleaner  C2 

3018  Lectrosol  K2 

National  Sanitary  Supply  Co. 

Kleen-Up  E4 

National  Starch  and  Chemicals 
Company 

Aquatreat  DNM-80  G7 

National  Utilities  Supply  Co. 

Spray  Fog    Fl 

National-Chem  Industries,  Inc. 

That  Stuff Al 

National-Purity,  Inc. 

#65  Prime  Oil  Soap    H2 

Fabric  Soft  Blue"  B2 

Emulso  Degreaser  A4 

Fabri-Soft  Green   B2 

Fabri-Soft  Powder  B2 

Garflor  CI 

Glass  Shine    CI 

Kwi  Kleen  Hvy  Dty  Acid  Detergent    .  A3 

No.  20  Coco  Soap  NPS    El 

No.  40  Coco  Castile  Liquid  Soap    El 

No.  60  Detergent  Cleaner  Al 

NPS  Laundry  Compound  #177    Bl 

NPS  Pipeline  And  Bulk  Tank  Cleaner 

#711    Al 

NPS  Proto-Clean  Bl 

NPS  Proto-Wash  Bl 

NPS  100  Floor  Cleaner  CI 

NPS  20  Liq.  Surgical  Soap El 

NPS  40  Liq.  Surgical  Soap  El 

NPS  8A-15  Lube  PN  #625  H2 

P#589  Scrappy  Liquid  Cleanser  CI 

Pentro  Soap  Builder   Bl 

Plastic  Gloss  Cleaner    A4 

Purity  Glass  Wash  Al 

Rex  Dry  Bleach  Bl 

Rex  Heavy  Duty  Laundry  Detergent   ..  Bl 

Rex  Low  Suds  Bl 

Rex-One-Shot   Bl 

Royal  Oil  Soap  #50    H2 

Satin  Suds   Bl 

Spik  Cone.  D5  Del.  Floor  Cleaner  A4 

Sterlite  #1 13  Powdered  Bleach Bl 

Super  Glownite   Al 

Tno    C2 

3-V  Liquid  Detergent   Al 

Nationwide  Chemical  Co.,  Inc. 

All  Purpose  Cleaner    CI 

All  Purpose  Cleaner  Plus  Blue- 
Green  A4.A8.C2 

All  Purpose  Cleaner  Plus  Clear  A4.A8.C2 
All  Purpose  Cleaner  Plus  Opal  ..  A4.A8.C2 
All  Purpose  Heavy  Duty  Alkaline 

Cleaner   A2 

All-Purpose  Cleaner  #6079  Al 

All-Purpose  Cleaner  Blue  A4 


All-Purpose  Cleaner  Clear    A4 

All-Purpose  Cleaner  Opal  A4 

All-Purpose  Truck  Wash Al 

Aluminum  &  Stainless  Steel  CI.  & 

Bright A3 

Applaud  #405    Al 

Block  Buster  Cleaner,  Strip  &  Dgrsr 

Blue  CI 

Block  Buster  Cleaner,  Strip  &  Dgrsr 

Opal  CI 

Block  Buster  Cleaner.Strip  &  Dgrsr 

Clear  CI 

Clean-It  All  Purpose  Cleaner  A4 

Compactor  &  Kitchen  Aqueous  Spray 

#4005    Fl 

Concrete  Remover  &  Masonry  Cleaner  A3 

CIP  Powder  Al 

Degrader#59  C1.L2 

Deodorant  Granules CI 

Dirt.  Lime.  Metallic  Salt  Remover A3 

Dishwashing  Liquid  (Hand)  #509    Al 

Drain  Flo  LI 

Emulsifiable  Degreaser  A2 

Flo-Go  308    CI 

Foaming  Butyl  Cleaner  A4.A8 

Freezer  Cleaner  #1090    A5 

Germacidal  Cleaner  CI 

Hard  Surface  Cleaner  #115  A4 

Heavy  Duty  Cleaner   CI 

Heavy  Duty  Dgrs  Tar  &  Asphalt  Re- 
mover      Kl 

Heaw  Duty  Emulsifiable  Degreaser  .  Kl 
Heavy  Duty  Steam  Cleaning  Compound  A2 

Hot  Tank  Degreasr   A2 

Hvy  Dty  Wtr  Sol  Indust  C1&  Dgrsr 

Purple    Al 

Hvy  Dty  Wtr  Soluble  Indust  C1&  Dgrsr 

Clr  Al 

Hvy  Dty  Wtr  Soluble  Indust  Cl&Dgrsr 

Red    Al 

Jumbo    B2 

Jumbo  #1087  CI 

Liquid  Air  Freshener  #1038   CI 

Liquid  Hand  Soap  El 

Multiple  Purpose  Boiler&Feedwater 

Trtmt G7 

Nationwide  #145  Food  Plant  Dgrsr  & 

Clnr  Al 

Orange  Citru  #162  CI 

Oven  Cleaner  Jell    A8 

Oven  Cleaner  X423  A2 

Packing  House  &  Food  Plant  Cleaner  Al 

Packing  House  Cleaner  Al 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant  CI 

Powder  Hot  Tank  Degreaser  6038  A2 

Powdered  Hand  Soap    C2 

Powdered  Heavy  Duty  All  Purpose 

Cleaner   Al 

Quat  Dl 

Refuse  Cleaner    CI 

Refuse  Odor  Relief  CI 

Safety  Solvent  K2 

Scented  All  Purpose  Cleaner    CI 

Sewer-Treatment  LI 

Simmons  Silicone  Lubricant  #1073  ....  H2 

Soap  Base  Lubricant  H2 

Special  Stripper  #1    Al 

Special  Stripper  #2   Al 

Steam  Cleaner  Pressure  Wash  Blue  ....  Al 

Steam  Cleaner  Pressure  Wash  Clear  ..  Al 
Super  Food  Plant  Fogging  Insect.  #4003  Fl 
Super  Hvy  Dty  Wtr  Sol  Indust  CI  & 

Dgrsr  Al 

Super  Industrial  Cleaner  &  Dgrsr.  Clear  A4 
Super  Industrial  Cleaner  &Degreaser 

Blue  -\4 

Super  Industrial  Cleaner  &Degreaser 

Pink  A4 

Surface  Odor  Control    CI 

Synthetic  Cleaner    A4 

Tuff-Guy  Waterless  Hand  Cleaner  E4 
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Tuff-Guy  Waterless  Hand  Cleaner 

w/Pumice    E4 

Tuffy  Odor  Control  CI 

Vaporizer  Concentrate  #4002  Fl 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Blue  A4 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Clear  A4 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Pink  A4 

X610  Chlorinated  Hi  Foaming  Cleaner  Al 
105  Plus  All  Purpose  Cleaner-Blue 

Green A4.A8 

105  Plus  All  Purpose  Cleaner-Clear  A4.A8 
105  Plus  All  Purpose  Cleaner-Opal    A4.A8 

Nationwide  Chemical  Products,  Inc. 

General  Purpose  Household  Insecticide  Fl 
Indust&Instl.  Inset  Spr  con.  1%  Propo- 

xur  F2 

Pro  Kill  Concentrate  2.25%  +  22.5%    ..  Fl 

Pro  Kill  Expel  Roach  &  Ant  Killer  F2 

Pro  Kill  General  Purpose  Aqueous 

Insctcd Fl 

Pro  Kill  Insecticide  110    Fl 

Pro  Kill  Insecticide  145    Fl 

Pro  Kill  Mill  Spray  Fl 

Pro  Kill  Pressurized  Insecticide  550  ....  Fl 
Pro  Kill  Pressurized  Residual  Spray  ....  F2 
Pro  Kill  Roach  &  Ant  Pressurized  Spray  F2 

Pro  Kill  Roach  &  Ant  Spray    F2 

Pro  Kill  Roach,  Fly  &  Space  Spray  Fl 

Natural  Botanical  Group/ 
Div.  of  Nationwide  Chemical 
Products  Inc 

Natural  Odor  Absorber  CI 

Natural  Environmental  Solutions, 
Inc. 

Biological  Activator  Cleaner    LI 

Nature  Clean,  Inc. 

TD3  Odor  Eliminator   CI 

Nature  Plus,  Inc. 

EcoCare  CI 

NaturCare CI 

Nature's  Plan 

All  Purpose  Concentrated  Cleaner  ..  A4.CI 
Natures  Maid  Laboratories 

Hitter   Al 

Resolve  Non-Butyl  Degreaser    Al 

Navajo  Chemical  Company 

Aluminum  Cleaner   Al 

Mold  Cleaner Al 

Packing  House  Cleaner  A2 

Navy  Brand  Manufacturing 
Company 

#800  Degreaser  C2 

Action  Grease   H2 

Algatrol  A  Water  Treatment  Microbio- 

cide   G7 

Algatrol  Z  Water  Treatment  Microbio- 

cide  G7 

Aquanism  Liquid  Live  Micro-Organisms  L2 

AC-40    A3 


AD-242  Acid  Descaler   PI 

Big  Red   H2 

Blaster   A4 

BC-620  Special-Formula  5511   G6 

BC-620  SX-Formula  66X  G6 

BC-621  Boiler  Water  Treatment    G7 

BC-623  Boiler  Water  Treatment    G6 

BC-623  HD  Boiler  Water  Treatment  ..    G6 

BC-623-P  Boiler  Water  Treatment G6 

BC-624  Boiler  Water  Additive  G6 

BC-628  Boiler  Water  Treatment    G6 

BC-629  Boiler  Water  Polymer  Additive  G6 
BC-629-C  Boiler  Water  Polymer  Addi- 
tive        G6 

BC-641  Boiler  Water  Treatment    G7 

BC-645  Boiler  Water  Treatment    G7 

BC-98  Boiler  Compound    G6 

Challenger   E4 

Citron  H.D CI 

Conquer  CI 

CT-501  Cooling  Tower  Treatment  G7 

D-1300  Digester  Grease  Solvent    LI 

DeChlor   K1.K2 

Deo  Dis-1    CI 

Deo  Pelts  CI 

Deo-Dis  C2 

DishGlo    Al 

Dyna  Terge    A4 

E.E.C K2 

EC-20  Safety  Solvent  K2 

EZD  Pipe  Opener   LI 

Food  Loob  HI 

Formula  No.  200  A4 

Kleenz-lt    A3 

Kold  Kleen    A5 

Lift  Station  Cleaner  And  Degreaser  LI 

Little  Tiger  Portion  Control  Drain  Opnr  LI 

Lucin    H2 

LHS  Liquid  Hand  Soap    E4 

M-33    A2 

Maintain  CI 

N-Zyme  L2 

N-4  D2 

Navy  Brand  Absolute  Al 

Navy  Brand  128    Al 

Navy  Marine  Cleaner   Al 

Navy  Solv-77  Kl 

NBC  Concentrate    Al 

NCC-2020  Contact  Cleaner   K2 

NDG-2001   K2 

Odors  Gone  CI 

OS-206  Oxygen  Scavenger G6 

Penaqua-4    H2 

Power  Terge  H.D Al 

PS-22  C3 

Rebuf  (Aerosol)  HI 

Redi-Foam  A4 

RCT-9    K2 

RM-1  Germicidal  Foaming  Cleaner  ....    C2 

RP-49  A3 

Sailor  Boy  Antimicrobial  Lotion  Soap      E4 

Sailor  Boy  Body  &  Hair  Shampoo    E4 

Sailor  Boy  Lotion  Soap    E4 

Sailor  Boy  Septisoap  El 

Sani-Kleen  Plus  C2 

Sanico#600  C2 

Septisoap  E4 

Shine  Brite  Metal  Cleaner  and  Polish       A7 

Spring  Mint  CI 

Squirt  On-Blue    CI 

Super  Job  Part  A  Liquid  CI 

Super  Job  Part  B  Powder  Synergizer  ..    CI 

Super  Workhorse  Part  A  Liquid  CI 

Super  Workhorse  Part  B  Powder  Syner- 
gizer        CI 

SA-44  Kl 

SA-47  Kl 

SC-7  Liquid  Solvent  A2 

SLT-343  Steamline  Treatment   G6 

SLT-344  Steamline  Treatment  G6 

SLT-345  Steamline  Treatment   G6 

SS21  Sewer  Solvent   LI 


Tuffy  Hand  Cleaner    E4 

Tuffy  In  A  Tube   E4 

Vista  Al 

White  Grease  H2 

Workhorse  H.D CI 

WOW  CI 

Nebraska-Iowa  Industrial  Fasteners 
Corp. 

Waterless  Hand  Cleaner  with  Vole. 

Pumice    E4 

Waterless  Hand  Clnr  Hvy  Dty 

Cond.Creme    E4 

Necedah  Janitorial  Service  & 
Supply  Co. 

Blue  Suds  Bowl  Cleaner  C2 

Nature's  Way  Bacterial  Digestant  Deod.  CI 

Punch  Bowl  Cleaner  C2 

Truly    C2 

Needels  Janitor  Supply 

Blast  Off  All  Purpose  Spray  Cleaner  ..  CI 
Blitz  Heavy  Duty  Cleaner  and  De- 
greaser    A4 

Bulldog  Commercial  Clean  Up  Dtrgnt  Al 

Bulldog  Floor  Detergent  A4 

Chlorinated  Scouring  Powder  Cleanser  A6 

Commercial  Clean  Up  Detergent   Al 

Foamy    Al 

Fresh  Scent    CI 

Hotel  Special  Liquid  Hand  Soap   E4 

Low  Foam  Concentrate  Al 

Miracle  Cleaner  Al 

Pink  Lotion  Hand  Cleaner    E4 

Scale  Remover C2 

1000  Food  Plant  Cleaner    Al 

Nelco  Industrial  Products  Co. 

Do  All  Plus   Al 

Power  Wash  100  Al 

Ultra  200  Al 

Nelson  Industrial  Supply  Co. 

New  NRG   A4 

Nisco  Foam-I-Cide   CI 

Nisco  Mint  CI 

Nisco  San  Bowl  Cleaner  C2 

Nelson  Products  Company 

ALA-100  A3 

CL-12 B1.D2.G4 

Detergent  395    A2 

Foamerol    Al 

Grind  Aid  2000  LI 

Liq.  Hand  Soap  No.  658  Concentrate    ..  El 

Liqui-Terge  No.  51-C  CI 

Nelchelate  587  A2 

Nelchem  HPS    Al 

Nelchem  HPS  Hifoam Al 

Nelchem  767  A3 

Nelcide  #10  Solution D2.Q3 

Nelcide  #2  D2 

Nelcide  #6  D2 

Nelkleen  Acid  15    A3 

Nelkleen  Acid  20    A3 

Nelkleen  Acid  40    A3 

Nelkleen  Acid  45    A3 

Nelkleen  CIP  120   Al 

Nelkleen  CIP  150   Al 

Nelkleen  CIP  200   A2 

Nelkleen  Foam  100  Al 

Nelkleen  Foam  115  Al 

Nelkleen  Foam  75  Al 

Nelkleen  Foaming  Acid  25  A3 
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Nelkleen  Lube  10   H2 

Nelkleen  Lube  20   H2 

Nelkleen  P-l  CIP    A2 

Nelkleen  P-10   Al 

Nelkleen  P-15    Al 

Nelkleen  P-2  CIP    A2 

Nelkleen  P-5    Al 

Nelkleen  P-80   A2 

Nelkleen  Sanitizing  Hand  Soap   E2 

Nelkleen  Super  Foam   Al 

NellubeCATC  H2 

Nelscrub  A6 

Pink  Pearl  Hand  Soap  El 

Super-Kleen  #1    Al 

Super-Kleen  #1  Plus  Al 

TCC-No.3    Al 

150  Acid  Sanitizer D2 

175  Disinfectant    D2.E3 

640  Sanitizer  D2 

Nelson-Jameson,  Inc. 

Chlorinated  CIP  Brute A2 

Chlorinated  General  Cleaner Al 

Chlorinated  Tank  &  Pipeline  Cleaner  Al 

Controlled  Suds  Laundry  Detergent  ....  Bl 

Heavy  Duty  Follow  Up  Alkali  A2 

Industrial  Floor  Cleaner    CI 

Non-Chlorinated  General  Cleaner    Al 

Pine  Floor  Cleaner    CI 

Neo-Life  Company  of  America 

Neo-Life  Multi-Purpose  Concentrate  ..    CI 
Rugged  Red  Al 

Neozyme  International,  Inc. 

Eco-Zyme    L2 

EcoSystem  Plus  L2 

MC501    Al 

Neponset  Chemical  &  Engineering, 
Inc. 

BC-20    G7 

BCT-76   G7 

BWT74  G6 

CCT80   G7 

Neptune  Water  Services,  Inc. 

BWT601  G6 

BWT605  G6 

BWT610  G6 

BWT630  G6 

BWT633  G6 

BWT634  G6 

BWT642  G6 

BWT643  G6 

BWT  650  G6 

BWT658  G6 

BWT  660  G6 

CLT441    ..  G7 

CWT420  .  G7 

CWT434  G7 

CWT435  G7 

RLT670    ..  G6 

RLT672    G6 

RLT676    G6 

RLT678    G6 

Nessa  Chemical  Inc. 

General  Purpose  Cleaner A4 

Network  Services  Company 

All  Purpose  Cleaner    A4 

All  Purpose  Cleaner    CI 

All  Purpose  Delimer  A3 


All-Purpose  Lemon  Scented  Cleaner  .     A4 

Ant  &  Roach  Spray  F2 

Antiseptic  Hand  Cleaner  E4 

Antiseptic  Hand  Soap  El 

Antiseptic  Lotion  Soap  El 

Apple  Dry  Air  Deodorizer   CI 

Baseboard  Cleaner  &  Floor  Stripper   .     CI 

Boil-Out  Compound   A2 

Chalk-Board  Cleaner  CI 

Cinnamon  Dry  Air  Deodorizer  CI 

Clean  Red  Hand  Soap  El 

Cleaner  Degreaser  A4.A8 

Cleaner/Degreaser  Non-Butyl  A4.A8 

Clinging  Restroom  Cleaner C2 

Com-Quat  Cleaner-Disinfectant  Dl 

Concentrated  Alkaline  Drain  Opener  ....  LI 

Coronado  Cleaner  Degreaser   CI 

Dishwashing  Detergent  Al 

Driveway  Cleaner   CI 

Flying  Insect  Killer  F2 

Foaming  Disinfectant  Cleaner    CI 

Foaming  Grease  &  Fat  Cleaner   Al 

Formula  2207  Oven  &  Griddle  Cleaner   A8 

Formula  3310  Cleaner-Degreaser  Al 

Formula  3320  Butyl  Cleaner  &  De- 
greaser      A4 

Formula  3325  Industrl  Dgrsr  CInr. 

Cone A4.A8 

Formula  3340  Non  Ammd  Lo-Foam 

Strpr  Cone  A4 

Formula  762  Detergent  Disinfectant 

Clnr  Dl 

Formula  838  Pine  Deodorant  Cleaner  CI 
Formula  927  Pine  Odor  Disinfectant  ..  C2 
Formula  931  Fortified  Pine  Odor 

Dsnftnt    CI 

Formula  9921  Stainless  Steel  Cleaner  A7 
Formula-3345  Hvy  Dty  Non  Butyl  Dgsr 

CInr  Al 

Glass  &  Utility  Cleaner    CI 

Glass  &  Utility  Cleaner  (Bulk) CI 

Glass  Cleaner CI 

Hand  Cleaner  E4 

Heavy  Duty  Acid  Bowl  Cleaner C2 

Heavy  Duty  Cleaner/Degreaser  ....  A4.A8 
Heavy  Duty  Cleaner/Degreaser 

(Aerosol)  A4.C1 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Waterless  Hand  Cleaner  ....  E4 
Heavy  Duty,  Citrus  Clnr  Dgrsr  (Bulk)      CI 
Heavy  Duty,  Citrus  Clnr/Dgrsr  (Aer- 
osol)        CI 

Hospital  Disinfectant  Deodorant CI 

Industrial  Soap El 

Lemon  Cleaner/Disinfectant  C2 

Lemon  Disinfectant  C2 

Lemon  Foaming  Cleaner/Disinfectant       CI 
Low  Phosphorous  Laundry  Detergent      B2 
Maxi-D  Muiti-Dilutable  Cleaner-De- 
greaser      A4 

Mild/Clinging  Porcelain  Cleaner    C2 

Mint  Quat  Disinfectant  CI 

Multi-Duty  Hand  Cleaner  with  Scrub- 
bers     E4 

Netcare  Concentrated  Pot  &  Pan  Deter- 
gent      Al 

Netcare  Deod   Bacteria/Enzyme  Diges- 
ter        CI 

Netcare  E2  Food  Industry  Sanitizing 

Soap    E2 

Netcare  Flying  &  Crawling  Insect  Killer  F2 
Netcare  Foaming  Disinfectant  Cleaner  C2 
Netcare  Hospital  Disinfectant  Deod 

Spray  CI 

Netcare  Insect  Killer  Fl 

Netcare  Lemon  Air  Sanitizer   CI 

Netcare  Wtr  Soluble  Deodrzr  Fresh 

Scent  CI 

Netcare  Wtr  Soluble  Deodrzr  Lemon 

Scent  CI 

Neutral  All  Purpose  Cleaner  A4 

Non-Perfumed  Pink  Lotion  Dishwash 


Dtrgnt   Al 

Oil  Base  Stainless  Steel  Cleaner    CI 

Oil  Based  Stainless  Steel  Clnr  (Aerosol)  CI 

Organic  All  Purpose  Cleaner   CI 

Oven  &  Grill  Cleaner  A8 

Oven  &  Grill  Cleaner  A8 

Oven  &  Grill  Cleaner  (Aerosol) A8 

Pine  Fragrance  Disinfectant   CI 

Pine  Odor  Disinfectant   CI 

Pine  Quat  Disinfectant   CI 

Pink  Petal  Hand  Dishwashing  Detergent  Al 

Pure  Pine  Oil  Disinfectant    CI 

Quaternary  Cleaner/Disinfectant  Dl 

Quaternary  Sanitizer  D2 

R.T.U.  Cleaner/Degreaser  A8.C1 

Residual  Roach  Spray  F2 

RTU  Hand  Soap   El 

Sanitizer  Concentrate    D2.E3 

Smooth  'N'  Soft  E2 

Smooth  'N'  Soft  Antimicrobial  Lotn. 

Soap    E4 

Smooth  'N'  Soft  Antimicrobial  Ltn  Hnd 

Sp    E4 

Smooth  N'  Soft  Body  and  Hair  Sham- 
poo      E4 

Smooth  N'  Soft  Fine  Lotion  Soap  E4 

Smooth  'N'  Soft  Moisturizing  Hand 

Cream   E4 

Spearmint  Disinfectant   C2 

Spectrum  4  CI 

Sudsing  Creme  Cleanser  A6 

Toilet  Bowl  Cleaner   C2 

Vandalism  Mark  Remover   CI 

Water  Base  Stainless  Steel  Cleaner  ....  A7 
Water  Based  Stainless  Steel  Cleaner  ..  A7 
40%  Pure  Coconut  Liquid  Soap  El 

Neutron  Industries,  Inc. 

A-l  All  Purpose  Cleaner  Degreaser  Al 
Apple  Scent  Washroom  Maintainer  ...     C2 

AppleScent CI 

Back  To  Bare    A4 

Bahama  Breeze   CI 

Blue  Base  NI-700  Water  Soluble  De- 
greaser      A4 

BB  Breeze  Deodorizer-Disinfectant  ...    CI 

BB-Brute  Cream  Cleaner   CI 

California  Dry  Spice  CI 

Citrus  Power   CI 

Clean  Skin  El 

Clean  Skin  Antiseptic  Generation  II    ....  E2 

Clean  Skin  Generation  II    El 

Crud  Erator   A4 

D-Molish   L2 

Drain  Bullet  NI-775  Liquid  Drain 

Opener LI 

Drain  Genie  Drain  Opener  and  Main- 
tainer    L2 

Dry  Spice  CI 

Dry-N-Free  NI-735  H2 

Earth  Care   CI 

Eco  Solve CI 

Eco  Solve  (Bulk)  CI 

Extraordinary  Orange    CI 

Field  of  Flowers    CI 

Flush-N-Clean  Generation  III  Bowl  Bars  C2 
Flush-N-Clean  Urinal  Blocks  NI-740  ..    C2 

Formula  NI-712  (Orange  Scent)  CI 

Formula  NI-730 CI 

Formula  NI-800  Ceiling  To  Sewer CI 

Germ  Control  CI 

Grease  Blaster  Al 

Hint  of  Mint  NI-765   ...  ..    CI 

Lemon  Lime    CI 

Lemon  Squeeze  CI 

Lily  Mist    CI 

Lime-B-Gone  Bathroom/Kitchen 

Cleaner   CI 

Mighty  Mint    CI 

Mildew  Marshal    CI 

Naturally  Peach  CI 
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Neutron's  NI-712  Strawberry  Scented  CI 

NI-712  Mint CI 

NI-725  Ice  Bullets  Ice  Melting  Com- 
pound      CI 

Odor  Assassin   CI 

Orange  Bandit  Degreasing  Gel  CI 

Orange  Base  NI-825   A4 

Orange  Mist  Concentrated  Liquid 

Deodrzr  CI 

OrangeSational    CI 

Oven-Ease  II   A8 

Pine  Time  Cleaner  &  Degreaser CI 

Power  Punch   Al 

Quad  Sol  (Aerosol)  Kl 

Quad  Sol  Bulk  Kl 

Sharper  Vision  CI 

Slick  Finish   A7 

Smooth  Move  NI-790  Silicone  Spray 

Lube    H2 

Son  of  a  Gun  Multipurp  Aerosol  Lubri- 
cant     H2 

Sudden  Impact  Bulk  Roach  and  Ant 

Killer  F2 

Sudden  Impact  Roach  &  Ant  Spray  F2 

Surface  Bright  CI 

The  Protector  NI-845    CI 

The  Wrench  Penetrating  Oil  Spray  NI- 

770    CI 

Total  Foam  NI-760  C2 

Touch  of  Spice    CI 

Triple  Quick    CI 

VersaTile  Heavy  Duty  Washroom 

Cleaner   C2 

Viva  Vanilla    CI 

Nevada  Water  Tech.,  Inc. 

B804    G6 

B808    G6 

B812L    G6 

B841L    G6 

B842L    G6 

C610L    G3 

C620L    G7 

C620XL  G7 

New  Bio  Labs  Inc. 

Bio-Stain  Begone    CI 

NBL  Bio-Control    CI 

NBL  Bio-Degreaser  Grease  Digestant  ..  L2 

NBL  52035  Bio-Fresh  CI 

New  Blends  Incorporated 

Aratex  Industrial  Blend  #3   Bl 

Aratex  Linen  Blend  #4  Bl 

Extra Bl 

Flash  II Bl 

New  Bleach  16% Bl 

New  Detergent Bl 

New  Castle  Engineering,  Inc. 

Premium  250  HI 

Premium  260  HI 

Premium  270  HI 

Premium  280  HI 

New  Concept  Chemical  Products 

TSW#A1  Al 

New  Dimensions  Housekeeping 
Service 

Disappear  CI 


New  England  Marketing 
Consultants,  Inc. 

Klor-Clean  Al 

New  England  Specialty  Company 

Cleaner/Degreaser  2    A4.A8 

New  Era  Chemical  Corporation 

New  Era  Formula  2000  Cleaner  &  De- 
greaser    A4 

New  Era  Formula  2000  Grease-Off  ....  A8 

New  Horizon  Products 

Blue  Horizon  A4 

Foam-Away  CI 

Foamy  DC  C2 

Grandview  CI 

Grandview  N/A  Concentrate CI 

Mop-N-Shine  CI 

Natural  Citrus  Foam   CI 

Neutral  Brite    CI 

Neutral  Brite  Q   CI 

Neutral  Pine  Disinfectant   CI 

New  Blossom    CI 

New  Horizon  Tile  Brite    CI 

Powerhouse   CI 

Resolve    CI 

Super  Suds  Al 

White  Tiger  C2 

Workforce    A4.A8 

Workforce  Road  Patrol  Al 

Workforce  110 A4 

Workforce  220 A4 

New  Image  Enterprises 

N.I  E.  Pizza  Oven  Cleaner   A8 

New  Image  Industries  Ltd. 

Grime  Buster  A4 

Kwik  Kleen   A4 

New  Life  Corporation 

Power  X  Formula  II    Al 

Power  X  Steam-!    Al 

New  Systems  Carpet  &  Building 
Care,  Ltd. 

Quick  Suds    Al 

Top  Job    C2 

Newell  Paper  Company 

New-Jax  Foaming  Germicidal  Cleaner  CI 
New-Jax  Heavy  Duty  Foam.  Tile&Grout 

Clnr  C2 

New-Jax  Hospital  Disinfectant  CI 

Oven  Cleaner  A8 

Newport  Chemical  &  Equipment 
Co. 

Poof  Al 

Nexgen 

Aero-Grease  Multi-purpose,  Red  Grs 

Lubr H2 

Apple  Air  CI 

Bac-Attack  CI 

Battery  Clean  Battery  Terminal  Cleaner  PI 

Circ  Clean   K2 

Classy  Glass    CI 


Classy-Glass  II    CI 

Clean  Solv  Solvent  Cleaner  &  De- 
greaser    Kl 

Dirt  Away   E4 

Duz  It  C2 

Electro  Clean  Contact  Cleaner  II   K2 

Flora  Air    CI 

Foamy  Clean  All  Purpose  Clnr  Clngng 

Fm  CI 

Grit  Away    E4 

High  Foam  A1.C1 

Lime  Away   A3 

Nature's  Way  Ind.  Strength  Solvent 

Dgrsr  CI 

Nex-Solv  Industrial  Solvent  Cleaner   ..  K2 

Nexchoice    Al 

Porce-Kleen  C2 

Rust  Pen  Non-Chlorinated  Nut&Bolt 

Lsnr  H2 

Sani  Lube HI 

Stop  Seize  Anti-Seize  Lubricant H2 

Ultra  Pen   H2 

Ultra  Sil  Dry  Silicone  Spray  HI 

Up-Scale    C2 

Niagara  Blower  Company 

Hygrol  Liquid   PI 

Niagara  No-Frost  Liquid  KV   PI 

Niagara  No-Frost  Liquid  LV    PI 

Niagara  Lubricant  Co.  Inc. 

White  Oil-AA   HI 

Niagara  National  Corporation 

Accusol    A4 

Acid  Detergent  LF    A3 

All  Purpose  Steam  Cleaner  Powder  ....  Al 

Anti-Foam  D  Al 

AL-850  Compound  Al 

Bannex  2000   A4 

C  &  S  Concentrate    Al 

Caustic  Booster  Al 

Chlorinated  Egg  Wash    Ql 

Chlorinated  Egg  Wash-D   Ql 

Concrete  Cleaner  Liquid  A4 

Concrete  Floor  Cleaner  A4 

CIP  Cleaner  Al 

Defoamer  S   Al 

DCX-500  Compound    A2 

Egg  Wash  Defoamer-S  Q5 

Foam  Away  Al 

General  Purpose  Steam  Cleaner  A I 

Heavy  Duty  Alkaline  Cleaner A2 

Heavy  Duty  Cleaner  AD A2 

Heavy  Duty  Liquid  Cleaner   A2 

Hi  Foam  Al 

Interior  Reefer  Cleaner  Al 

Liquid  Tray  Wash  Al 

Niagara  #MD-33  Dishwashing  Com- 
pound      Al 

Niagara  #SH-90  Concentrate   Al 

Niagara  #4500  Concentrate  Al 

Niagara  Formula  D-400  Pot  &  Pan 

Detrgnt    Al 

Niagara  Formula  300  Descaling  Com- 
pound      A3 

Niagara  Formula  400  Descaling  Com- 
pound      A3 

Niagara  Formula  500  Descaling  Com- 
pound      A3 

Niagara  NT-50 Al 

Niagara  TK- 10  Concentrate    A4 

Niagara  TK-20  Concentrate    A4 

Niagara  TR-100A  Power  Terg  Al 

Niagara  101  Product  1000    Al 

Niagara  330  Trail-Clean  Concentrate  ..  Al 
Niagara  446  WY-59  Cone.  Dgrs&Stm 

Cl.Cmpd   Al 
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Niagara  5959  Klex  Comp'd    A2 

Niagara  621 1  Spin-Kleen   Al 

Powdered  Acid  Cleaner    A3 

Powdered  Caustic  Cleaner    A2 

Powdered  Tray  Wash   Al 

Shroud  Bleach  Bl 

Shroud  Cleaner  II   A2 

Smokehouse  Cleaner  A2 

Stainless  Cleaner  &  Rust  Remover   ....  A2 

Stainless  Steel  Cleaner   A2 

Steam  Cleaner  II  Al 

Super  Chlor  Cleaner  Al 

Super  Foam  Al 

Tray  Wash-Chlorinated  Al 

TA-5050  Concentrate   A4 

Vanguard  1000   Al 

2700  OD    Dl 

Nichols  Chemicals  Inc. 

CC-53    Al 

Dual-27    Dl 

Mint  Disinfectant  CI 

NC-50    A4 

Orange  Deodorant  CI 

Nichols  Paper  and  Sanitary  Supply 

All  Purpose  Cleaner    CI 

Heavy  Duty  Floor  Cleaner  A4 

Neutral  Floor  Cleaner  CI 

Non-Butyl  Cleaner    Al 

Orange  Citrus  Cleaner A4 

Pink  Lotion  Hand  Soap    El 

Nifda,  Inc. 

Blue  Magic  Degreaser Al 

Confidence  Hospital  Disinfectant  & 

Deod C2 

Deodoraid    CI 

Knockout  Fl 

Lusterite  CI 

Medi-Klenz  Lotionized  Liquid  Soap   ....  E4 

Nifda  All-Gone  Residual  Insecticide   ....  F2 

Nifda  Defense  Disinfectant  Deodorant  CI 

Nifda  Protect  D2 

Nifda  Zap  ULV  Dry  Mist  Insect  Killer  FI 

Pivot  CI 

Soft  Touch  E4 

Spot  Lite  WtrBsd  Stnls  Stl  Clnr  &  Pol- 
ish     CI 

Sunbrite   CI 

Whirlwind   A8 

Nikron  Industries,  Inc. 

Crystal  Clear  CI 

Nature's  Way  CI 

Nilodor,  Inc. 

Baby  Powder  Nilium CI 

Cherry  Nilium  CI 

Green  Apple  Nilium   CI 

Lemon  Nilium  CI 

Neutrasol  Deodorizing  Neutral  Cleaner  CI 

Nilecho  Oil  Soluble  Reodorant CI 

Nilodew  Deodorizing  Granules    CI 

Nilodor  Tap-A-Drop  Deodorizer  Cncntrt  CI 
Nilosol  General  Purpose  Deodorizing 

Clnr  CI 

Nilosorb  Deod.  Moisture-Absorbent 

Granls   CI 

Nilozyme  Bacteria/Enzyme  w/Free  En- 
zymes      CI 

Orange  Nilium  CI 

Original  Bacteria/Enzyme  Digester    ...  CI 

Original  Nilium  CI 

Spice  Nilium  CI 


Spring  Mint  Nilium CI 

Vanilla  Nilium  CI 

Nissan  Industrial  Equipment  Co. 

Dura-Lift  Parts  Cleaner K2 

Nisus  Corporation 

Bac-Attac  CI 

Bac-Azap  CI 

No.  1  Company,  The 

No.  1  Multi-Purpose  Cleaner  &  De- 
greaser    Al 

No-S-Mell 

No-S-Mell  Odor  Neutralizer  CI 

Noble  Pine  Products  Co. 

Sten-Fab    CI 

Nol-Chem  Corp. 

Acid  #20    A3 

Acid  #5    A3 

B-Brite  II  A2 

Chemlube  10  H2 

Chemlube  20  H2 

Conlube  80    H2 

CIP  Kleen    A2 

CSD  Chlorinated  Al 

CSD  Non-Chlorinated  A2 

Econo-Brite   A2 

Floor  Cleaner  S  CI 

Foam-Klor  Al 

Foaming  Acid  Cleaner   A3 

GC-400-C    Al 

Liquid  B-Brite  A2 

Liquid  B-Brite  (No-Freeze)    A2 

Liquid  CIP  Special   Al 

Pert  CI 

Power  Al 

25%  Liquid  Caustic A2 

50%  Liquid  Caustic A2 

50%  Liquid  Caustic  (No-Freeze)   A2 

Nolmar  Corporation 

Almond  Scented  Hand  Soap  Concentrate  E4 

Butyl  Based  Cleaner  A4.A8 

Germicidal  Cleanser  Detergent/Disinf  D2 

Neutral  Cleaner  Al 

Odor  Ban  CI 

Speedclean  CI 

Nonfluid  Oil  Corporation 

Air  Lube  AA  HI 

Chem-Plex  FM  #1  HI 

Chem-Plex  FM/AW  #0  HI 

Chem-Plex  FM/AW  #00  HI 

Chem-Plex  FM/AW  #1  HI 

Chem-Plex  FM/AW  #2  HI 

Chem-Plex  FM/AW  #3  HI 

Chem-Plex  1465    HI 

Chemplex  FM/AW  #000 HI 

F-925   H2 

F-925/EP   H2 

FM  Press  Lubricant  HI 

Gear  Pro  5  FM    HI 

Gear  Pro  7  FM    HI 

K-121  H2 

KF#132  HI 

KF-130/AWTypeII  HI 

KF-131  HI 

KF-13I/AW  HI 


KF-132/AW  HI 

KF-133  HI 

Non-Fluid  Oil  A-#5  H2 

Non-Fluid  Oil  Grade  #1315  HI 

Nonfluid  No  G-60   H2 

NFO  1315/#2  HI 

S-204   HI 

S-401    HI 

S-5   H2 

Synshield  140/FM  HI 

Synshield  1600/FM  HI 

Synshield  360    H2 

Synshield  360/FM  HI 

Synshield  75W/FM   HI 

Synshield-100   H2 

Synshield-32    H2 

Synshield-68    H2 

1184-NFO  A.TL.  Hyd.  Oil    H2 

NonScents  Inc. 

NonScents    CI 

Nor-Am  Chemical  Company 

Ficam  D  1%  Dust  Insecticide  F2 

Ficam  Plus  R/S   F2 

Ficam  Plus  Synergized  Pyrethrins    F2 

Ficam  W    F2 

Nor-Mar  Enterprises 

Citra-Clean  E4 

Clean  and  Thaw    A5 

Coconut  Hand  Soap    El 

Graphite  Lubricant    H2 

Heavy  Duty  Penetrating  Oil  (Aerosol)  H2 

Heavy-Duty  Penetrating  Oil  (Bulk)   ....  H2 

High  Glow  Al 

Liquid  Steam  Cleaner  Concentrate  Al 

Lotionized  Hand  and  Body  Soap  E4 

Orange  Degreaser    CI 

Orange  Flush  Degreaser  CI 

Rust  and  Corrosion  Preventative    H2 

Silicone  Lubricant  HI 

Super  Solv  #2   A4.A8 

Norco  Manufacturing  And 
Distributing  Co. 

Pizza  Inn  Ammoniated  All  Purpose 

Cleaner   A4 

Pizza  Inn  Instl  Liq  Drn  Pipe  Opnr  & 

Mntr    LI 

Pizza  Inn  Liquid  Hand  Dish  Wash  Al 

Pizza  Inn  Machine  Dish  Wash  Com- 
pound      Al 

Nordischer  Maschinenbau/ 
Rud.Baader  GmbH  +  Co.  KG 

Spezialfett  GLS  380/N1    HI 

Spezialfett  GLS  380/N3    HI 

Norlab 

Foaming  Germicidal  Cleaner    CI 

Indoor/Outdoor  Insecticide  Fl 

Norlab  Lemon  Disinfectant CI 

Norman  Manufacturing  Co. 

Boiler  Compound  BWT- 1  G6 

Boiler  Water  Treatment  No.  7  BWT  7  G6 

H-100  Oxygen  Inhibitor  BWT-100    ....  G6 

No   1 1  Boiler  Treatment  BWT- 1 1   G6 

No.  77  Sludge  Conditioner  BWT-77   ..  G6 

Oxygen  Catalyst  BWT-107  G6 

Poly-Ox  BWT-125    G6 
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Norman,  Fox  &  Co. 

Norfox  No.  45  Lube  Base    H2 

Norfox  No.  65  Green  Lube  Base  H2 

Norfox  X-75    H2 

Norshore  Distributing  Company 

Pestox  Mill  Spray  Synrgzd  Pyreth  Ind 

Spy    Fl 

Pestox  1-2-3  Concentrate   Fl 

Pestox  3-6-10  Concentrate   Fl 

Pestox  656  H-D  Aerosol  Insecticide    ....  Fl 

Nortech  Water  &  Energy  Inc. 

A-ll  G6 

C-30  G6 

C-31   G6 

R-92  G6 

R-93  G6 

S-26  G6 

S-27   G6 

T-50  G7 

North  American  Chemical 
Industries 

CitraMax CI 

Enzy  Action  L2 

North  American  Chemical 
Specialties 

N.A.C.S.  108-Gold-F    Al 

North  American  Paper  Co. 

Barrister  Lotion  Hand  Cleaner  E4 

Cleaner  &  Brightener   A3 

Foam  Brite  Grill  and  Oven  Cleaner  ....    A8 

Foam  Power Al 

Illini  El 

Illini  CNA   E4 

Napco  Pink  Lotion  Hand  Cleaner    E4 

Phosfo  30 C2 

Pink  Lotion  Soap    E4 

Spectrum  Aggressor    C2 

Spectrum  Crystal  Clean    Al 

Spectrum  Dazzle  C2 

Spectrum  Forest  Pine    CI 

Spectrum  Horizon  CI 

Spectrum  Lime  Fighter  A3 

Spectrum  Merit  CI 

Spectrum  Merit  Disinfectant  Deodorant  CI 
Spectrum  Merit  Neut  pH  Dsnf  Deod 

Detrgnt    CI 

Spectrum  Muscle  A6.C2 

Spectrum  Powerhouse  A4 

Spectrum  Shot  Gun  CI 

Spectrum  Ski  Dew    CI 

Spectrum  Trophy  A4 

Spectrum  Tuff  Stuff   Al 

Spectrum7  E2  Food  Industry  Sntzng. 

Soap    E2 

Spectrum7  Pink  Satin  Lotion  Cream 

Soap    El 

North  American  Professional 
Products 

#6007N  Crown  Rust  Inhibitor   H2 

All4   CI 

Anti-Seize  Compound  H2 

Crown  Lithium  Grease   H2 

Crown  Rust  Inhibitor    H2 

Crown  Safety  Solvent  K2 

Crown  5055  All  Purpose  Cleaner CI 

Crown  5056  Glass  Cleaner  CI 

Crown  8260  Heavy  Duty  Cleaner  De- 

greser CI 


Crown  8276  Off-Line  Contact  Cleaner  K2 
Crown  8376  Electronic  Component 

Cleaner   K2 

Drive  Belt  Dressing  #8079N    PI 

Dry  Film  Lubricant  H2 

Food  Grade  Silicone  Lubrcnt  Crown 

#8036N  ! HI 

Food  Grade  Silicone  Lubricant  (Bulk)  HI 

Food  Safe  Lubricant  Crown  #6035N  .  HI 

Pen  Oil  Kl 

Pulmore   H2 

Slix-It  6%  Silicone  Lube    H2 

North  American  Research  Corp. 

Alathene  Pre-Clean  PI 

Citra-Solv    CI 

Coilox  Concentrate  Evaporator  Coil  Clnr  PI 

Enviro-Coil  Concentrate  PI 

Lemmon  Coat   CI 

Narco  Narcout  Acid  Drain  Opener LI 

Narfoam  Concentrate    PI 

Narsol  Concentrate   Al 

Non  Acid  4X  Coil  Cleaner  Base   PI 

Non-Acid  Nu-Clear  (Base)  PI 

Non-Acid  Pro-Kleen  Concentrate  PI 

Pro-Coil  Concentrate  PI 

S.C.  30  Liquid  Ice  Machine  Cleaner   .     Al 

S.H.  Concentrate  A3 

Scalox    G7 

Solvo   K2 

SX-5  Scale  Remover  PI 

3-D  Non-Acid  PI 

North  American  Salt  Company 

American  Granulated  Kiln  Dried  Salt  ..  PI 
American  Industrial  Compacted  Salt   ....  PI 

American  Medium  Kiln  Dried   PI 

American  Medium  Rock  Salt  CI, PI 

American  Royal  Fine  Rock  Salt  CI 

American  Solar  Cube  Water  Softener 

Salt    PI 

American  Solar  Salt  Coarse  Wtr.  Sof- 
tener      PI 

American  Solar  Salt  Mixing  Kiln  Dried   PI 

American  Solar  Salt  Pellets    PI 

American  Uni-Cube  Food  Grade  Salt  PI 
American  Uni-Cube  Food  Grade  Salt 

Untrt PI 

American  Water  Conditioning  Salt    PI 

American  Water  Softener  Pellets  Gl 

Brine  Block  with  Rust  Buster    PI 

Culligan  Solar  Extra  Coarse  WtrSftnr  Sit  PI 

Culligan  Water  Softener  Salt   PI 

Evap  Cube  Water  Softener  Salt   PI 

Extra  Coarse  Water  Softener  Salt PI 

Granulated  Salt  Coarse  PI 

Granulated  Salt  Food  Grade  PI 

Guardian  Ice-A-Way  CI 

Guardian  Ice-Master  Plus  CI 

Guardian  Ice-O-Later    CI 

Ice-Master   CI 

Louisana  Rock  Salt  Spec.  Wtr  Sftnr.  Salt  PI 

Medium  Rock  Salt    PI 

Medium  Salt   PI 

Mini-Cube  with  Rustbuster PI 

North  American  Brine  Block  PI 

North  American  Extra  Coarse  Solar  Salt  PI 

North  American  Salt  Mini  Cube    PI 

North  American  Solar  Cube  PI 

Pellets  with  Rust  Buster  PI 

Rock  Water  Softener  Salt  PI 

Soft'ner  Pellets PI 

Soft'ner  Salt  PI 

Solar  Cube  with  Rust  Buster   PI 

Special  Prty  Gmltd  Fd  Grd  Salt  (w/YPS)  PI 
Special  Purity  Granulated  Food  Grd  Salt  PI 

Sun  Soft  Solar  Extra  Coarse  Salt  PI 

Water  Softener  Salt  Pellets  Plus  PI 

4-In-l  Salt   Bl 


North  Health  Care 
Safety  Products  Div. 

201  Protective  Glove  E4 

212  Skin  Conditioner    E4 

North  Star  Chemical  Sales,  Inc. 

Eat  It  Alive   CI 

Northeast  Chemical&Industrial 
Supply  Inc 

Blue  Sparkle    A4 

Cleaner-Deodorizer  Al 

Concrete  Floor  Cleaner  A4 

Formula  8712  Safety  Solvent  K2 

Formula  877    A4 

Liqua  Steam  Al 

Liquid  Hand  Soap  El 

Pine  Roma  CI 

Pine  Scrub  Soap    CI 

Powdered  Steam  Cleaner    Al 

Northeast  Industrial  Lubricants, 
Inc. 

FQL  Air  Line  Lube  A/L  HI 

FQL  Clear  Grease  HI 

FQL  Gear  Oil  2  HI 

FQL  Gear  Oil  320 H2 

FQL  Gear  Oil  5  HI 

FQL  Gear  Oil  6  HI 

FQL  Gear  Oil  7  HI 

FQL  Gear  Oil  8A   HI 

FQL  Hydraulic  Oil  32 HI 

FQL  Hydraulic  Oil  46 HI 

FQL  Hydraulic  Oil  68 H2 

FQL  Open  Gear  Grease    HI 

FQL  Steam  Cyl.  Oil   HI 

FQL  White  Grease    HI 

FQL  White  Grease  No   1    HI 

FQL  White  Grease  No.  2  TAC    HI 

FQL  White  Grease  No.  2T  HI 

FQL  White  TC  Grease   HI 

Nilcolube  GO  140  H2 

Nilcolube  GO  250  H2 

Nilcolube  GO  680  H2 

Nilcolube  GO  80  H2 

Nilcolube  GO  85/140   H2 

Nilcolube  GO  90  H2 

Nilcolube  HO  100  H2 

Nilcolube  HO  150  H2 

Nilcolube  HO  32  H2 

Nilcolube  HO  46  H2 

Nilcolube  HO  68  H2 

Nilcolube  No.  1  EP  Grease    H2 

Nilcolube  No.  1  EP-L  H2 

Nilcolube  No.  2  EP  Grease    H2 

Nilcolube  No  2  EP  MLG  H2 

Nilcolube  No.  2  EP-L  H2 

Northern  Building  Maintenance 

Pine  Forest  Cleaner  CI 

20%  Phosphoric  Bowl  Cleaner CI 

23%  HCL  Bowl  Cleaner C2 

Northern  Central  Supply,  Inc. 

Super  Degreaser    A4.A8 

Northern  Chemical  &  Janitor 
Supply  Co. 

Alive  Bacteria  Enzyme  L2 

Husky  Degreaser  Al 

Sanitizer  Rinse D2 

Super-Bac    L2 
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Northern  Chemical  &  Supply 

Hercules  Al 

No40000TF.  ElecCont.Swtch&Tape 
Head  CI  ..    K2 

Northern  Chemical  Blending  Corp. 

Alk-Plus  Meatroom  and  Smokehouse 

Cleaner   A2 

NCB  Chlorinated  Cleaner  Al 

NCB  CIP  Cleaner   A2 

Northern  Colorado  Paper 

Rough  Touch  E4 

Northern  Distributing 

Foaming  Degreaser  Al 

Northern  Haserot  Co. 

Klear  Guard  Flying  Insect  Spray  II   Fl 

Northern  Sanitary  Supply  Co.,  Inc. 

Mid  Acid  Norsan  Acidus  Quarry  Tile 

Rnvtr  C2 

Nor-San  Degreaser/CIeaner Al 

Nor-San  Hi-Foam   Al 

Northland  Chemical 

All  Purpose  Liquid  Detergent  Al 

Liquid  Hand  Soap  A-94   El 

Max-9  Heavy  Duty  Degreaser   A4 

Tiger CI 

Northland  Manufacturing,  Inc. 

#308  Aquacide Fl 

Clean-Up  Formula  #950  E! 

Contactual  Formula  #63   K2 

De-Rust  Formula  #74  H2 

Degree-All  Formula  #1010  Al 

Electrol  Formula  #100    H2 

Jermol  Formula  #356   A4 

Kitchen  Renovator  Formula  #205    Al 

Metalux  Formula  #93   CI 

Mr  B  Formula  #800  Al 

NL-304 F2 

Safe-Lube  Formula  #53    HI 

Totalzyme    L2 

1405  Bacterial  Deodorant  L2 

410  Bowl  Cleaner  C2 

485  New  &  Improved  Bath  Renovator  C2 
485  Tile  &  Metal  Cleaner C2 

51  Barrier  Cream E4 

52  Dri-Mol  Lubricant   H2 

55  Lithium  Grease H2 

58  Paint  And  Varnish  Stripper  C3 

67  New  Power PI 

72  Stainless  Silicone  Spray    HI 

97  Safety  Solvent  Equipment  Cleaner      K2 

Northland  Products  Company 

Pro-Wash  Citrus  Hand  Cleaner    E4 

Pro-Wash  Citrus  Hand  Cleaner  with 

Pumice    E4 

Talamar  Hydraulic  Fluid  150/10W 

IS032   H2 

Talamar  Hydraulic  Fluid  215/10W 

IS046   H2 

Talamar  Hydraulic  Fluid  315/20  ISO  68  H2 
Talamar  Hydraulic  Fluid  465/30  ISO  100  H2 


Northwest  Arkansas  Paper 
Company 

Big  Boss  Heavy  Duty  Hand  Cleaner  ....  E4 

Big  Shot  Wasp/Hornet  Killer  F2 

Bouquet  Odor  Neutralizer  CI 

Brilliant  Bathroom  Cleaner CI 

Chore  Boy  Heavy  Duty  Powdered  Hand 

Clnr C2 

Dazzle  Glass  and  Utility  Cleaner  CI 

Deluxe  Powdered  Hand  Cleaner C2 

Dis-N-Fect  Disinfectant  Spray   C2 

Flying  Insect  Killer  Fl 

Fresh  Start  CI 

Germicidal  Bowl  Cleaner  C2 

Glass  and  Utility  Cleaner  CI 

Grease  Emulsifier   Al 

Heavy  Duty  Degreaser   A4 

Kleenit  Bowl  Cleaner  C2 

Liquid  Life  Forms  Sta-Kleer    CI 

Mighty  Bowl  Cleaner  C2 

Multi  Use  Hospital  Disinfectant  Spray     C2 

Nap-Chlor  Bleach   D2.G4 

Napco  Bowl  Cleaner  C2 

Napco  Heavy  Duty  Cleaner  De- 
greaser      A4.A8 

Napco  Pink  Liquid  Dish  Detergent  Al 

Napco  Residual  Ant  &  Roach  Spray  ....  F2 

Nu-Quat-64   CI 

Refresh  CI 

Remove   A4 

Residual  Ant  and  Roach  Killer F2 

Sani-Max  Waterless  Hand  Cleaner E4 

Sani-Tize  Antiseptic  Lotion  Hand 

Cleaner  El 

Sparkle  Stainless  Steel  Polish  A7 

Spray  &  Wipe  Multi-Use  Cleaner  De- 
greaser      CI 

Supreme  Liquid  Hand  Soap  E4 

Taskmaster  Cleaner  CI 

Time  Saver  Cleaner- Degreaser  A4 

Truck  &  Rig  Spray  Cleaner- Degreaser    A4 
Utility  &  Bathroom  Cleaner  Disinfectant  CI 

Wipe  Out  Flying  Insect  Killer   Fl 

784  Disinfectant  Cleaner A4 

Norton  Company 

Bear  Brand  Oil    HI 

NorAmTech  Corporation 

Aurora  Solid  Laundry  Del.  LDS-69 

Caps Bl 

APL  15    A4 

Blast  Oven  Cleaner  A8 

DSL-85    D2 

FC  601  CI 

FC  603  Al 

HC-103    Al 

HT  505 A2 

HT514 A2 

Industrial  Strength  Laundry  Det.  LD-95  Bl 

Lotion  Hand  Soap  El 

Max  HCS  107  Al 

Metal  Safe  Nautilus  MCS  231   Al 

MC-201    Al 

MC-209  Ql 

MC205  Ql 

Nautilus  Plus  MCS  232    Al 

Regal  High  Perfrm  Solid  Lndry  Det 

LDS-68  Bl 

Spectrum  Solid  Bleach  LDS  66  Capsule  Bl 

Stride  MB  APL  18   A4 

SC  401  Al 

SC-403  Al 

SC-405  Al 

SC-407  A2 

SCL410    Al 

VW  303  Al 


VW  305  Al 

VWL312  Al 

VWL-311  Liquid  Car  Show  Al 

Wash  'N  Bleach  LDS  64  Capsules  Bl 

Notch  Chemicals 

The  Grease  Eater L2 

Nova  Consultants  Ltd. 

Alk  G6 

Amine  20  G6 

APS   G6 

DISP-S  G6 

Non-Solvent  Degreaser/CIeaner  Al 

Phos  P   G6 

SulP    G6 

3033  G6 

820  G7 

Novaclean  Chemical  GMBH 

Nova-Alushine  A3 

Nova-Flow  CI 

Nova-Foam  S A3 

Nova-Jet  Plus  Al 

Nova-Master   Al 

Nova-RKR  2  A2 

Nova-Schaum    Al 

Novablac-Heavy    A3 

Novagard  Inc. 


Noville 

Malabate  R-90-W   CI 

Malabate  R-93  CI 

Now  Chemical  Corporation 

LIB  Liquid  Living  Bacteria   CI 

Now  D-Ox  A3 

Now  Ovencleaner   Al 

Now  Power   LI 

Now  Solvent   Al 

Nowcide  Insect  Spray  "B"    Fl 

Nowgon  Contains  Baygon    F2 

Nowgon  Residual  Spray  Contains  Bay- 
gon      F2 

Nowmist    Fl 

Now  Chemical  Corporation 

Boiler  Water  Treatment  #3  G6 

Nu  Sheen  Products  Company,  Inc. 

Clean  Fast  Grill  &  Oven  Clnr A4.A8 

Nu  Sheen  Concentrate A7 

Nu  Sheen  Ready-For-Use  A7 

NuSoft  Fiberglass,  Prcln  and  Brass  Clnr  CI 

Nu-Air  Supply  Co. 

Glass  Cleaner CI 

\u-Ball  Manufacturing  Co. 

Nu-Glass  Cleaner    CI 

Shipshape  Concentrate    Al 

Zip-Strip    A4 

Nu-Brite  Enterprises,  Inc. 

Foam-A-Way  Al 

Formula  #9800  Scum  Remover   A3 

Top  Flite  All  Purpose  A4 
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Nu-Calgon  Wholesaler,  Inc. 

Alka-Brite    Al 

Calclean  PI 

Coil  Pow'r   Al 

Degreasing  Solvent  K2 

Electrical  Contact  Cleaner    Kl 

Evap  Pow'R  C  PI 

Fluorescent  Gas  Leak  Detector PI 

Food  Grade  Silicone  HI 

Gas  Leak  Detector PI 

IMS-II    D2 

Liquid  Ice  Machine  Cleaner  A3 

Liquid  Scale  Dissolver  A3 

Micromet  Crystals  G2 

Micromet  Plates G7.G2 

Nickel-Safe  Ice  Machine  Cleaner A3 

No.  340  Liquid  Scale  Inhibitor G7 

No.  90  Algaecide    G5.G7 

Nu-brite   A2 

Special  HD  CalClean    PI 

V-Belt  Dressing  PI 

Weltone   PI 

Zerol  200TD  Refrigeration  Oil  H2 

6R  Micromet  G2 

Nu-Ease  Cleaning  Materials  Co. 

Detergent  #195    Al 

Mark  Off  CI 

Power  Solv    A4,A8,C1 

Sugar  &  Spice  CI 

Nu-Life  Laboratories 

Action    El 

All  Purpose  Germicidal  Cleaner C2 

All  You  Need    Al 

Artie  Clean    A5 

Belt  Dressing  PI 

Butyl  Water  Dilutable  Cleaner  &  Dgrsr  A4 
Concentrated  Odor  and  Grease  Control    CI 

Deodorant  Granules CI 

Deoxidizing  Chemical  Cleaner  A3 

Detergent  Concentrate  Al 

Digestaway    CI 

Duo  Fog Fl 

Electronic  Pans  &  Contact  Clnr  &  Dgrsr  K2 

Glass  &  Utility  Cleaner    CI 

Grime-Away    E4 

Hand  Cleaner  E4 

Industrial  Heavy  Duty  Foaming  Cleaner  CI 

Jell  Degreaser  And  Tar  Remover  CI 

Kleen-N-Shine  CI 

Lotionized  Hand  &  Skin  Cleaner  El 

Mechanic's  Friend  H2 

Oven  Cleaner  A8 

Power  Foam CI 

Safety  Solvent  K2 

Silicone  Spray  HI 

Smooth-Away  Hand  Cleaner    E4 

Vandal  Mark  Remover  CI 

Water  Soluble  Cleaner   Al 

Nu-Look  Enterprise 

Multi-Purpose  Degreaser A4 

Nu-Tech 

Digestase  GTD  655  L2 

Super  Power  #1  A4 

Nu-Way  Products  Company 

Nuchlor    D2.G4 

Nu-Waye  Water  Conditioning  Co. 

Formula  500-C    G6 


Nudo  Products  Inc. 


Nugen,  Inc. 

NS  10-20  L2 

NS  20  L  L2 

NS  20-20  L2 

NS  50-20  L2 

Nugget  Distributors,  Inc. 

All  Purpose    A8 

Ammoniated  All  Purpose  Cleaner  925-1  A4 

Banish    D2 

Blitz  A4 

Bowl  Cleaner  940-1    C2 

Chlorinated  Bleach  Cleanser A6 

Concentrated  Dry  Bleach    Bl 

Consistent  ULV  Dry  Mist  Insect  Killer    Fl 

Control  Spray  Deodorant    CI 

Emulsion  Bowl  Cleaner    C2 

Heavy  Duty  General  Purpose  Cleaner 

920    Al 

Hi-Lite  CI 

Institutional  Deep  Fat  Fryer  Cleaner  335  A8 
Institutional  LiqDmPipe  Opnr&Mnt 

1090-1  LI 

Liquid  Hand  Dish  Wash  Al 

Low  Suds  Laundry  Detergent  Bl 

Machine  Dish  Wash  Compound  330- 

X50  Al 

Medi-Derm  Lotionized  Liquid  Soap    ....  E4 

Multi-X  Residual  Insecticide    F2 

Nugget  Brand  Sanni-Rinse   Dl 

Patrol   Fl 

Pursuit   A8 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 

Reflect  CI 

Reputation  Hospital  Dsnfctnt  &  Deodo- 
rant        C2 

Stainless  Glo  Stainless  Steel  Clnr&Plshr  CI 

Strike   CI 

Supreme  Low  Suds  Laundry  Det.  340- 

X50  Bl 

Sure  Gone  Disinfectant  Deodorant  CI 

950  Extra  Heavy  Duty  Degreaser  ..    A4.A8 

Nutmeg  Chemical  Company 

NB  26  Water  Treatment  G6 

NB  54  Water  Treatment  G6 

NB  94  Water  Treatment  G6 

NB  95  Water  Treatment  G6 

NB  96  Water  Treatment  G6 

NB-21    A2.G6 

NB-22    G6 

NB-23    G6 

NB-46    G6 

NB-50    G6 

NB-51    G6 

NB-52  Water  Treatment  G6 

NB-53    G6 

NB-56    G6 

NB-60    G6 

NB-66    G7 

NB-68    G7 

NB-81    Al 

NT-30 G7 

Nutmeg  Technologies,  Inc. 

B4626  Water  Treatment  G6 

B7064  Water  Treatment  G6 

CitruSolvent  I    CI 

Nutmeg  NC-46    G7 

Nutmeg  NC-48    G7 

Nutmeg  NC-52    G7 

Nutmeg  NC-53    G7 

Nutmeg  NC-54   G7 

Nutmeg  NC-55    G7 


NB  II  Water  Treatment  G6 

NB  12  Water  Treatment  G6 

NB  13  Water  Treatment  G6 

NB  1 4  Water  Treatment  G6 

NB  1 5  Water  Treatment  G6 

NB  16  Water  Treatment  G6 

NB  17  Water  Treatment  G6 

NB  18  Water  Treatment  G6 

NB  19  Water  Treatment  G6 

NB  24  Water  Treatment  G6 

NB  27  Water  Treatment  G6 

NB  39  Water  Treatment  G6 

NB  44  Water  Treatment  G6 

NB  62  Water  Treatment  G6 

NB  63  Water  Treatment  G6 

NB  64  Water  Treatment  G6 

NB  68  Water  Treatment  G6 

NB  69  Water  Treatment  G6 

NB  70  Water  Treatment  G6 

NB  86  Water  Treatment  G6 

NB  87  Water  Treatment  G6 

NB  91  Water  Treatment  G6 

NB  92  Water  Treatment  G6 

NB  93  Water  Treatment  G6 

NB-35  Water  Treatment  G6 

NB-36  Water  Treatment  G6 

NB-37  Water  Treatment  G6 

NB-59  Water  Treatment  G6 

NB-61  Water  Treatment  G6 

NB-67  Water  Treatment  G6 

NB-72  Water  Treatment  G6 

NB-99  Water  Treatment  G6 

NB121  Water  Treatment A2.G6 

NB130  Water  Treatment  G2 

NB131  Water  Treatment  G6 

NBI35  Water  Treatment  G6 

NB136  Water  Treatment  G6 

NB143  Water  Treatment  G6 

NB170  Water  Treatment G6 

NB50C  Water  Treatment    G6 

NB50M  Water  Treatment  G6 

NB51C  Water  Treatment    G6 

NB51M  Water  Treatment  G6 

NB52C  Water  Treatment    G6 

NB53C  Water  Treatment    G6 

NB59A  Water  Treatment   G7 

NB59D  Water  Treatment   G6 

NB69A  Water  Treatment   G7 

NC  160  Water  Treatment  A3.G5.G7 

NC  66  Water  Treatment  G7 

NC  67  Water  Treatment  G5.G7 

NC  82  Water  Treatment  G7 

NC  85  Water  Treatment  G7 

NC  86  Water  Treatment  G5 

NC  88  Water  Treatment  G7 

NC  89  Water  Treatment  G7 

NC  94  Water  Treatment  G7 

NC-351    G5.G7 

NC-42    G7 

NC-71    G7 

NC-72    G7 

NC-81    G7 

NC-84  Water  Treatment  G7 

NC-90    G7 

NC-92    G7 

NC-96    G5.G7 

NC-99  Water  Treatment  G5.G7 

NC84R  Water  Treatment    G7 

NT  125  Water  Treatment  ....  G3,G5,G6,P1 

NT  25  Water  Treatment  G3,G5,G6,P1 

NT  28  Water  Treatment   G5.G7 

NT  55  Water  Treatment  G5.G7 

NT  89  Water  Treatment  G5.G6 

NT-251  G5.G7 

NT-26  Water  Treatment  G7 

NT-261  G5.G7 

NT-27  Water  Treatment   G7 

NT-29  Water  Treatment  G7 

NT-40 G5.G6 

NT-401  G5.G7 

NT-42  Water  Treatment  G6 

NT-641  G5.G7 
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NT-68  Water  Treatment   G6 

NT150  Water  Treatment  G3.G5.G6 

Nuvite  Chemical  Compounds  Corp. 

Impact    CI 

Nuvite  All  Purpose  Cleaner   A4 

Release  Liquid  Drain  Cleaner LI 

NuBrite  Company- 
Grease  Gun   H2 

NuChem  Corp. 

NuChem  AL-206 Al 

NuChem  CBD-100   C2 

NuChem  CBD-102   C2 

NuChem  CDS  552    CI 

NuChem  CDS  5531    D2 

NuChem  CDS  5532    CI 

NuChem  CDS-100    D2 

NuChem  CDS-101    D2 

NuChem  CDS-102    CI 

NuChem  CDS-551    D2 

NuChem  CDS-681    D2 

NuChem  CDS-682    CI 

NuChem  CDS-6831    D2 

NuChem  CDS-6832    CI 

NuChem  CDS-8431     D2 

NuChem  CDS-8432    CI 

NuChem  CDS-891    D2 

NuChem  CDS-892    CI 

NuChem  CF-  122   Kl 

NuChem  CF-  145    Ql 

NuChem  CF-  170   Al 

NuChem  CF-  171    Al 

NuChem  CF-  190   Bl 

NuChem  CF-  196   Bl 

NuChem  CF-  201    A2 

NuChem  CF-  202   Al 

NuChem  CF- 211    Al 

NuChem  CF- 212   Al 

NuChem  CF-100  Al 

NuChem  CF-101   A2 

NuChem  CF-102  Al 

NuChem  CF-103  A2 

NuChem  CF-104  Al 

NuChem  CF-105  Al 

NuChem  CF-106  Al 

NuChem  CF-107  Al 

NuChem  CF-108  A2 

NuChem  CF-109  A2 

NuChem  CF-1 10  Al 

NuChem  CF- 1 1 1   A1.Q1 

NuChem  CF-1 12  Al 

NuChem  CF-1 13  Al 

NuChem  CF-1 14  A1.Q1 

NuChem  CF-1 15  A1.B1 

NuChem  CF-1 16  El 

NuChem  CF-1 17  C2 

NuChem  CF-1 18  Al 

NuChem  CF-1 19  A2 

NuChem  CF-120  Al 

NuChem  CF-121   A8 

NuChem  CF-123  Al 

NuChem  CF-124  Al 

NuChem  CF-125  Al 

NuChem  CF-126  A2 

NuChem  CF-1 27  Al 

NuChem  CF-128  Al 

NuChem  CF-129  Al 

NuChem  CF-130  A3 

NuChem  CF- 1 3 1   A3 

NuChem  CF-1 32  .  Al 

NuChem  CF-133  ..  A2 

NuChem  CF-13-*  ..  A3 

NuChem  CF-135  A3 

NuChem  CF-137  H2 

NuChem  CF-140  Al 


NuChem  CF-141   Al 

NuChem  CF-142  Al 

NuChem  CF-143  Bl 

NuChem  CF-144  Al 

NuChem  CF-148  A3 

NuChem  CF-149  Al 

NuChem  CF-150  A2 

NuChem  CF-151   Bl 

NuChem  CF-152  Bl 

NuChem  CF-153  Bl 

NuChem  CF-154  A1.B1 

NuChem  CF-155  A1.B1 

NuChem  CF-156  A2 

NuChem  CF-157  A2 

NuChem  CF-158  A3 

NuChem  CF-159  A2 

NuChem  CF-160  Al 

NuChem  CF-161   Al 

NuChem  CF-162  Al 

NuChem  CF-163  Al 

NuChem  CF-164  A3 

NuChem  CF-165  A3 

NuChem  CF-166  A2 

NuChem  CF-167  B1.D2.Q4 

NuChem  CF-168  Al 

NuChem  CF-169  Al 

NuChem  CF-172  Al 

NuChem  CF-174  Al 

NuChem  CF-175  Al 

NuChem  CF-176  Al 

NuChem  CF-177  Al 

NuChem  CF-178  A1.Q1 

NuChem  CF-179  H2 

NuChem  CF-180  Al 

NuChem  CF- 1 8 1   Al 

NuChem  CF-183  Al 

NuChem  CF-184  A3 

NuChem  CF-185  Q1.Q2 

NuChem  CF-186  CI 

NuChem  CF-188  Al 

NuChem  CF-189  A2 

NuChem  CF-191   Al 

NuChem  CF-192  Al 

NuChem  CF-193  Al 

NuChem  CF-195  A2 

NuChem  CF-197  A3 

NuChem  CF-198  A3 

NuChem  CF-199  Al 

NuChem  CF-200  A2 

NuChem  CF-203  A3 

NuChem  CF-204  Al 

NuChem  CF-206  A3 

NuChem  CF-210  Al 

NuChem  CF-216  CI 

NuChem  CF-217  CI 

NuChem  CF-218  Al 

NuChem  CF-219  Bl 

NuChem  CF-220  Bl 

NuChem  CF-221   Bl 

NuChem  CF-222  Bl 

NuChem  CF-229  Sparkle   Al 

NuChem  CF-230  Al 

NuChem  CF-231   Al 

NuChem  CF-232  Intent A2 

NuChem  CF-233  Worthy   A2 

NuChem  CF-234  Almighty    A2 

NuChem  CF-235  Intense    A2 

NuChem  CS    D2 

NuChem  CS-122  CI 

NuChem  CSL-250 B2 

NuChem  CSS- 100  B2 

NuChem  CSS-50  B2 

NuChem  CT-200  A2 

NuChem  CV-101  Al 

NuChem  CWA-100  G7 

NuChem  CWA-201  G7 

NuChem  PCD-60    CI 

NuChem  PCD-68    CI 

NuChem  Rack  Wash  Al 

NuChem  WT-173    G6 


NuTech  Chemical  Corporation 

Osmophage  Odor  Eliminator    CI 

Tallowmeister  Odor  Eliminator    CI 

NuTech  Environmental  Corp. 

OCA-21  Counteractant   CI 

Pond-X  Odor  Eliminator  LI 

Scavenger  Odor  Eliminator CI 

XP- 100  Odor  Eliminator  CI 

NuTech  Services,  Inc. 

Combat    Al 

Fresh  n  Clean  Pine  Scent  CI 

GermAway  CI 

GP-80  Al 

Hand  San  E3 

SaniKleen E2 

Steam-Off    Al 

Nyco  Products  Company 

All  Purpose  Odor  Controller  and 

Cleaner   B2.C1 

At-Eze  Spray  Oven  &  Grill  Cleaner    ..    A8 

Bactizyme    L2 

Balance  EC  Floor  &  All  Purpose  Cone.  A4 
Blaze  EC  Cleaner-Degreaser  Con- 
centrate       A4.A8 

Blaze  8  Cleaner-Degreaser  Concen- 
trate      A4.A8 

Bowl  Kleen   C2 

Citra-KIeen    CI 

Cleaner  Degreaser  CI 

Concentrated  Calci-Solve   A3 

Deoxidizer  and  Cleaner A3 

Drain  Solve   LI 

Ever  Pine  CI 

Gangbusters  Brk-Out  Bact  -Enzm  Drn 

Clnr  CI 

Grease-Solve   CI 

Green  Kleen  CI 

Hi-Cling  C2 

Iodophor D2 

Lime  and  Scale  Remover   A3 

Liquid  Deep  Fat  Fry  Cleaner  A8 

Lotionized  Dishwash  Al 

Lotionized  Hand  Cleaner    E4 

Low  Foam  De-Limer    A3 

Municipal  Sewer  Cleaner   LI 

N-230  Cleaner-Degreaser   A4 

N-233  Cleaner-Degreaser   A4 

N-601  Disinfectant-Sanitizer D2 

N-630  Odor  Control    CI 

Nyco  Iodine  Disinfectant    D2.E3 

Nyco  Oven  Cleaner  &  Heavy  Duty  De- 
greaser      A8 

Oven  Cleaner  Paste  A8 

Palm  Liquid  Hand  Soap  El 

Pearluxe  Soft  Hands  Lotionized  Hand 

Clnr  E4 

Pine  Odor  Disinfectant  Cleaner  CI 

Porcelain  Cleaner    C2 

Quick  Sudz  Pink  Lotionized  Dishwash    A I 

Qwiks  Blue  Glass  Cleaner   CI 

Septic  Tank  Activator  L2 

Special  Plumbers'  Ideal  LI 

Spray  Wash   A4.A4.C1 

Super  Toilet  Bowl  Cleaner  C2 

Uno    A4.C1 

Urina  Kleen  C2 

White  Ocean  Foam  Cleaner  &  Deodor- 
izer      \- 

White  Ocean  Foam  Porcln  &  Tile  Clnr- 

Dsnf 

Wintergreen  Disinfectant  &  Deodorant     CI 
108  Con-Cen-Trate  Economy 
Flr&AHPrpClnr V4  V8 
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O  B  A  N-Botanical  Group/ 
Div.  of  Nationwide  Chemical 
Products  Inc 

OBAN   CI 

O  B  C  O  Chemical  Corp. 

Away  Insect  Killer    Fl 

Bi-Dry   H2 

Bi-Lube   H2 

Bi-Strip  Paint  &  Varnish  Stripper    C3 

Bi-Zyme  L2 

Clean  All  All  Purpose  Cleaner  CI 

Contact  Cleaner  Plus  HI 

CCL  Chain  &  Cable  Lubricant H2 

Dyno  Solv   CI 

EZ  Kleen  A3 

Lithium  Base  White  Grease   H2 

Mighty  Brite    A7 

Mighty  Klean A3 

Nu-View  Glass  Cleaner    CI 

Prestige    C2 

Rub-A-Tub C2 

Seize-Free  Anti-Seize  Compound H2 

Sure  Shine  CI 

Tidy-Cide CI 

Triple  P   CI 

O  E  C  Corporation,  The 

Brake  Klean  PI 

Gasket  Stripper  9743 PI 

Glass  Cleaner  9140  CI 

Heavy  Duty  White  Grease  9104 HI 

Metal  Cutting  Oil  9132 H2 

Penetrating  Gel  Lubricant  H2 

Stainless  Steel  Cleaner   CI 

O  K  Janitorial  Supply 

OK  Meat  Room  Cleaner  Al 

O  K  S  Spezialschmierstoffe  GmbH 

OKS476   HI 

O  P  I  Correctional  Industries 

Health-Tech  Glass  &  Plastic  Cleaner  ..  CI 

Liquid  All-Purpose  Cleaner    CI 

Liquid  Hand  &  Body  Soap  E4 

Multi-Purpose  Floor  Cleaner    A4 

O  S  R  Cleaning  Specialties  Co.,  Inc. 

AD-BAC-4227 Dl 

Concentrated  Pressure  Washer  Cleaner  A 1 

CoCo  Liquid  Hand  Soap    El 

Freezer  Kleen    A5 

OSR  Heavy  Duty  Cleaner  Degreaser  ..  A4 

Ping   Al 

Power  Foam  Degreaser  Al 

Saflex  Concentrate  Synthetic  Floor  Clnr  A4 

Strip-XX  A    Al 

Stripp  XX    A4 

Super  Heavy  Duty  Clnr,  Dgrsr,  Wax 

Strpr    A4 

O'Brien  Industries,  Inc./ 

A  Zinkan  Enterprises  Company 

Alkaline  Deruster  Formula  No.  736  ....  A2 

Anti-Foam  Formula  No.  Ml 2073-1   ....  G6 

Aqua  Turge  No.  744  Disinfectant    D2 

Aqua  Turge  No.  744  Disinfectant    D2 

Aqua  Turge  743    D2 

Aqua  Turge  758    CI 

Aqua-Turge  Formula  No.  740    A3 

Aqua-Turge  Formula  No  741    A3 


Aqua-Turge  Formula  No.  747    A4 

Aqua-Turge  Formula  No.  750    Al 

Aqua-Turge  Formula  No.  752    Al 

Aqua-Turge  Formula  No.  754-M  A I 

Aqua-Turge  Formula  No.  757    A2 

Aqua-Turge  No.  756  Al 

Aqua-Turge  745-NP   Dl 

AFS   A4 

Baygon  Insect  Residual  Spray  No.  922  F2 

Bio-Mix  Formula  No.  B  L2 

Chain  Lube  Formula  No.  20 H2 

Chain  Lube  Formula  No.  22  H2 

Chain  Lube  Formula  No.  23  H2 

Chain  Lube  Formula  No.  24 H2 

Chain  Lube  No.  Z-5195-1     H2 

Cold  Solvent  #778    Kl 

Cold  Solvent  Cleaner  Formula  No.  788  K2 

Drain  Clean  Formula  No.  324    LI 

Dual  Synergist  Pyreth.  In- 

sect.For.No.920 Fl 

Dual  Synergist  Pyreth.  In- 

sect.For.No.923 Fl 

Foam  Additive  A4 

Formula  No.  PM  114    G6 

Formula  No.  PM  4107    G6 

Formula  No.  PM  453    G6 

Formula  No.  PM  454   G6 

Formula  No.  PM  456   G6 

Formula  No.  PM  655   G6 

Formula  No.  PM  694   G6 

H.C.  Treatment  No.  441   G3 

H-C  Treatment  Formula  No.  413  G2 

H-C  Treatment  Formula  No.  415  G7 

H-C  Treatment  Formula  No.  460  GI 

H-C  Treatment  Formula  No.  461   G7 

H-C  Treatment  Formula  No.  462  G7 

H-C  Treatment  Formula  No.  464  G7 

H-C  Treatment  Formula  No  465  G7 

H-C  Treatment  Formula  No.  468  G7 

H-C  Treatment  Formula  No.  477  G7 

H-C  Treatment  Formula  No.  478  G7 

H-C  Treatment  Formula  No.  480  ..    G3.G6 

Hand  Soap  Formula  No.  738   El 

KRK  A5 

Liqui  Phase  No.  126  G6 

Liqui-Phase  Boiler  Treatment  For.No. 

110    G6 

Liqui-Phase  No.  113  G6 

OB  Aid  HP  G6 

OB  Aid  LH-10  G6 

OB  Aid  LP  G6 

OB  Aid  500    G6 

OB  Aid  500T   G6 

OB  Amine  V-10  G6 

OB  Col-A   G6 

O'BCol-HA  G6 

O'B  Col-HAX   G6 

OB  Col-HP  G6 

O'B  Col-V-322    G6 

O'B  Col-125    G6 

O'B  OX-M  G6 

O'B-Aid  WT-IO G2.G6 

O'B-Col  D-610    G6 

O'B-Col  PP-233-A    G6 

O'B-Kool  CL-0   G7 

O'B-Kool  CT-1 14   G7 

Organic  Colloid  Formula  No.  650-X  ..  G6 

Oxamine  Corrosion  Inhbtr  For.  No.  603  G6 

Poly  Cide  Formula  No.  972-A  CI 

PolyCide  No.  961-SX    CI 

Poly-Cide  Formula  No.  940-A  CI 

Poly-Cide  Formula  No.  940-SX  CI 

Poly-Cide  Formula  No.  950-A  CI 

Poly-Cide  Formula  No.  961-A  CI 

Poly-Cide  Formula  No.  961-S   CI 

Poly-Cide  Formula  No.  966-A  CI 

Poly-Cide  Formula  No.  967-A  CI 

Poly-Cide  Formula  No.  968-A  CI 

Poly-Cide  Formula  No.  974-A  CI 

Poly-Prep  Formula  No.  607-X   G6 

Poly-Prep  Formula  No.  611 -X   G6 

Poly-Prep  Formula  No.  61 5-X   G6 


Poly-Prep  Formula  No.  61 6-X   G6 

Poly-Prep  Formula  No.  620-X   G6 

Poly-Prep  Formula  No.  621-X   G6 

Poly-Prep  Formula  No.  622-X  G6 

Poly-Prep  Formula  No.  626-X   G6 

Poly-Prep  Formula  No.  631 -X   G6 

Poly-Prep  Formula  No.  632-X  G6 

Poly-Prep  Formula  No.  634-X   G6 

Poly-Prep  Formula  No.  637-X  G6 

Poly-Prep  Formula  No.  643-X  G6 

Poly-Prep  Formula  No.  643-X  Adjunct 

D-l    G6 

Powdered  Detergent  Formula  No.  701  A I 

Powdered  Detergent  Formula  No.  703  Al 

Powdered  Detergent  Formula  No.  704  A2 

Powdered  Detergent  Formula  No.  709  A2 

Powdered  Detergent  Formula  No.  720  Al 

Powdered  Detergent  Formula  No.  721  A I 
Powdered  Detergent  Formula  No. 

721-NP   Al 

Powdered  Detergent  Formula  No.  722  Al 

Powdered  Detergent  Formula  No.  723  Dl 

Powdered  Detergent  Formula  No.  724  Dl 

Powdered  Detergent  Formula  No.  737  A2 

Powdered  Detergent  No.  700  Al 

Protectamine  Formula  No.  691  G6 

PM  455    G6 

PM  603-CAT G6 

Sno  Kleen    A4 

Stripper  Formula  No.  797  K3 

Sulfamic  Acid  Formula  No.  730  ..  A3.G7 
Sulfamic  Acid  Formula  No.  732    ..    A3.G7 

Volamine  692    G6 

Volamine  693    G6 

Zeolite  Conditioner  Formula  No.  832  PI 

Zeolite  Conditioner  No.  830  PI 

O'Donohue  Industries,  Inc. 

ODSCO-49    K! 

O'Neill  Industries,  Inc. 

A.P.  Rinse   Al 

Bonus  Laundry  Detergent  Bl 

Dry  Bleach  #8  Bl 

Jingo  II  A4 

Lube  900  AI.H2 

LC304  Al 

LC  305  Al 

LC-101  On-Premise  Laundry  Liquid 

Break  Bl 

LC-102  On-Premise  Laundry  Liq.  De- 
tergent    Bl 

LC-103  On-Premise  Laundry  Liq.  Des- 

tainer  Bl 

LC-105  On-Premise  Laundry 

Liq.Sftnr-Sour  B2 

LP  15  A3 

LP  164  Al 

LP  183  Refinish  Plus    Al 

LP  21  Al 

LP  240  Al 

LP  41  Al 

LP  57  A3 

LP57F  A3 

LP57N  A3 

LP  57  NF A3 

LP  59  A3.Q2 

LP59NF A3 

Mellow  Orange   C1.K1.K3 

Mellow  Orange  Solvent    C1.K1.K3 

O'Neill  All  Purpose  Cleaner-E  A4 

O'Neill  Bacti  Scrub  Lotion  Soap   El 

O'Neill  Destainer  828  Al 

O'Neill  LP  150    Al 

O'Neill  LP  178  Liquid  Detergent  O  ....  Al 

O'Neill  LP  29    Al 

O'Neill  LP  31     Al 

O'Neill  LP  31  F A4 

O'Neill  LP  33  F A4 

O'Neill  LP  349    A2 
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O'Neill  LP  57  H    A3 

O'Neill  LP  59  HF   A3 

11  LP59N    A3 

O'Neill  LP  59  NF   A3 

O'Neill  PC  106   A3 

O'Neill  PC  125   A2 

O'Neill  PC  128   Al 

O'Neill  PC  136   Al 

O'Neill  PC  16   Al 

O'Neill  PC  169   Al 

O'Neill  PC  19   A3 

O'Neill  PC  25    LI 

O'Neill  PC  29   Al 

O'Neill  PC  33    A2 

O'Neill  PC  46   Bl 

O'Neill  PC  60   Al 

O'Neill  PC  73  LF   A2 

O'Neill  PC  84    Al 

O'Neill  PC  86   Al 

O'Neill  PC  87   Al 

O'Neill  PC  91    Ql 

O'Neill  PC  93    A2 

O'Neill  Skid  Rid  C   Al 

O'Neill  Super  Chloro-Foam   Al 

Organic  Orange  CI 

PC  110  A1.Q1 

PC  122  A2 

PC  122  F  A2 

PC  133  A2 

PC  142  Al 

PC  230  Can  Wash  Al 

PC  39  A1.Q1 

PC  42  Al 

PC  65  Al 

PC  73  A2 

PC73HT    A2 

PC  94  A2 

PC  99  A2 

Oak  International  Chemical,  Inc. 

Caltech  100  HI 

Caltech  80  HI 

Oak  Materials  Group 

Man's  Hands    E4 

Oak  Ridge  Chemical 

Kleen  Kut    Al 

Oakite  Products,  Incorporated 

#22  Al 

#23  Al 

#61-A  Al 

#70  A4 

#78  Al 

Aluminum  Cleaner  NSS  Al 

Brite  CI 

Defoamant  EX  A1.Q5 

Egg  Brite  Plus  A2.Q1 

Fisan  Bottle  Clean  Al 

Fisan  LC3000   H2 

Fisan  Oxysanitizer D2 

Fisan  SR  FF    A3 

Fisan  500  FF  Al 

Fisan-DetS   A1.E1,G5,Q1 

Fisan-GC  Al 

Fisan-LC66   H2 

FiSan  Liquithix   Al 

FiSan  Maxilube  100   H2 

FiSan  Versagen  Al 

Fleetline  JC5   A4 

Food  Equipment  Cleaner    A2 

Hydrokite  Gl 

Liqualin  C-S-C    A2 

Oakite  Al 

Oakite  A-Plus    Al 

Oakite  All-Purpose  Cleaner    CI 


Oakite  All-Purpose  Liquid 

Cleaner  A1.G5.Q1 

Oakite  All-Purpose  Powder  Cleaner  Al 
Oakite  Aluminum  Cleaner  164  Al 

Oakite  ABC  A2 

Oakite  Bactericide  D2.Q2.Q4 

Oakite  Biocide  20  G7 

Oakite  Boost   Al 

Oakite  BCC1   Al 

Oakite  Caustic  Powder  Cleaner   A2 

Oakite  Caustic  Powder  Cleaner   A2 

Oakite  Chlor-Tergent    D2,Q1.Q2,Q4 

Oakite  Chlorinated  Foam  Cleaner    Al 

Oakite  Chlorinated  In-Place  Cleaner  ..  A2 
Oakite  Chlorinated  Sanitizing 

Cleaner   D1.Q1.Q4.Q2 

Oakite  Circhlor   A1.Q1 

Oakite  Circhlor  Plus  A1.Q1.Q2 

Oakite  CFC  Al 

Oakite  CHD A2 

Oakite  CIP  A2 

Oakite  CIP  Plus  A2 

Oakite  CPC  Al 

Oakite  CPC2   Al 

Oakite  Defoamant  G7 

Oakite  Detergent  Sanitizer  LF   D2 

Oakite  Detergent  Sanitizer  LF  2 D2 

Oakite  Detergent-Sanitizer   D2 

Oakite  Di-Sanite   Al 

Oakite  Drycid    A3 

Oakite  DZL  Al 

Oakite  Egg  Brite  Ql 

Oakite  Enprox  BWT  G7 

Oakite  Enprox  BWT-F   G6 

Oakite  Enprox  BWT-2   G6 

Oakite  Enprox  Disperse    G7 

Oakite  Enprox  NA    G6 

Oakite  Enprox  OSD    G6 

Oakite  Enprox  TG  G5.G7 

Oakite  Enprox  TT  G5.G7 

Oakite  Enprox  1111    G2.G5.G6 

Oakite  Enprox  1121    G6 

Oakite  Enprox  200    G6 

Oakite  Enprox  2214   G5.G7 

Oakite  Enprox  2215    G7 

Oakite  Enprox  355  NC  G7 

Oakite  Enprox  555    G7 

Oakite  Enprox  714    G6.QI.Q2 

Oakite  Enprox  777    G7 

Oakite  EXR  A3 


Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  F 
Oakite  F 
Oakite  Fi 
Oakite  F: 
Oakite  F 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 
Oakite  Fi 


san  ACF  Al 

san  FBO  Al 

san  LC55  PET    H2 

san  500  MP    A2 

san-Clean   AI.Q1 

san-Glow    G5 

san-Guard  LT  Al 

san-GFP   A2 

san-HD  A2 

san-ML  Al 

san-Panacea  LT   Al 

san-Tetradet   A2 

san-500M   A2 

ChlorFoam  HD  Al 

San  GC-1    Al 

San  MaxiLube  100 H2 

San  MaxiLube  200 H2 

San  MaxiLube  55 H2 

San  Polybrite    Al 

San  Versaclean  A4 

San-Brite A2 

San-Chlor  A1.Q1.Q2 

San-Det  A1.Q1.E1.G5 

San-Guard Al 

San-Lube    H2 

San-LCS  H2 

San-LC55  H2 

San-Panacea  Al 

San-Pep Al 

San-PB   A2 

San-SR   A3 

San-500 A2.Q1 


Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 
Oaki 


Fleetline  170   Al 

Fleetline  205    A4 

Fleetline  213    A4 

Foam-Det  Al 

Food  Equipment  Cleaner    A2 

General  Cleaner  Al 

Germicidal  Cleaner  C2 

Glass  Cleaner CI 

Hand  Cleaner  ...  E4 

e  Handsome  E2 

Highlite  A3.A6 

Hydrokite  L  G7 

HF-51  A2 

Inpro-Clean  1300 Al 

Jelcid  A3 

e  Liquacid  ...  A3 

e  Liqualin   Al 

Liqualin  C-C-X   A2 

Liqualin  CC  Al 

Liqui-Det  2    A1.E1 

Liquid  Bactericide  D2.G4.Q4 

Liquid  Caustic  ......  A2 

Liquid  Power-Det    Al 

Low  Heat  Cleaner  3    A2 

LC206  H2 

LFL    Al 

LRS   A2 

eLSD   Al 

e  Non-Foaming  Egg  Wash   A1.Q1.Q2 

P-167   Q1.Q2 

Penetrant    CI 

Penetrating  Oil  H2 

Plause  El 

Power-Det    Al 

Radiate  CLCI 

e  Real  Green  CI 

Rustripper    A2 

Rustripper  M   A2 

RB    B1.G5 

RB-LF   B1.G5 

Sanitizer  1    D2.Q3 

Sanitizer  2   D2 

Silicone  Lube  HI 

Speedet Al 

Stainless  Steel  Polish    A7 

Stripper  Additive  Al 

Stnpper  M3  A2 

Stripper  R6    A2 

Stnpper  R8    A2 

Super  Foam-Det    Al 

Super  Rustripper  A2 

Swiff   Kl 

Swiff  (Aerosol)   K2 

SC  129  Al 

SC225  Al 

SC929  Al 

STC    A2 

Test  X    A2 

Thickit   Al 

Tnsanite  D2.E3 

TnSodine  D2.G5 

Versadet  Al 

100  A2 

101   A4 

113-CC-18  Al 

113-XA-39 Al 

132  A3 

1551   A3 

162  A2 

167  AI.Q1.Q2 

19  CI 

190  A2 

20  Al 

202  Al 

220  Special    A4 

220NP    A4 

e2327  A2 

e  24     A2 

e30  A1.B1 

e  302  \4 

e31   A3 

e32  \- 
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Oakite  420  ML   Al 

Oakite  43-OM-150    Al 

Oakite  43-SE-l    A1.Q1.Q2 

Oakite  451    A3 

Oakite  51     A3 

Oakite  53  Al 

Oakite  56  C3 

Oakite  6  H2 

Oakite  61B  Al 

Oakite  62  A2 

Oakite  67  Al 

Oakite  71    Jl 

Oakite  75  A2 

Oakite  84-F  A3 

Oakite  84M   A3 

Oakite  86M   A3 

Oakite  90M   A2 

Oakite  92  Al 

Oakite  94  Al 

Oaklite  FiSan  Maxilube  250  HI 

Steri-Det D1.Q3 

Super-Det Al 

SC-229  Al 

TriSanile    D2,Q6,E3 

113-CC-30  Al 

Oakland  Paper  &  Supply, 
Incorporated 

Crystal   CI 

IPCOA601    Al 

Oven  Pro   A8 

Power  Kleen    A4 

Super  Orange  CI 

Oberon  Manufacturing  Company 

Oberon  G35  Mutli-Purpose  Food  Grade 
Lubr HI 

Occidental  Chemical  Corporation 

Caustic  Soda  Beads  A2.G6.L1 

Caustic  Soda  Diaphragm  Com- 
pounder    A2.G6.L1 

Caustic  Soda  Diaphragm  No.  2 

Flake  A2.G6.L1 

Caustic  Soda  Diaphragm  No.  4 

Rake  A2.G6.L1 

Caustic  Soda  Rayon  No.  2  Flake  A2.G6.L1 
Caustic  Soda  Rayon  No.  4  Flake  A2.G6.L1 

Hitest  Alkali  No.  3   A2.L1 

Liquid  Caustic  Soda  CH100  A2.L1 

Liquid  Caustic  Soda  CH101   A2.LI 

Liquid  Caustic  Soda  CH102  A2.LI 

Sodium  Metasilicate  Anhyd- 
rous Special-25 A1.B1.G6.Q1 

Sodium  Metasilicate  Penthydrt  Uni- 

flo#26 A1.G6 

Towerbrom  60M  Granules   G5.G7 

25%  Caustic  Soda  Diaphragm  ..  A2.G6.L1 
50%  Caustic  Soda  Diaphragm  ..  A2.G5.LI 
50%  Caustic  Soda  Membrane  ....  A2.G6.LI 

50%  Caustic  Soda  Purified  A2.G6.L1 

50%  Caustic  Soda  Rayon  A2.G5.LI 

Ocenia  Resources 

Bio  Solv  A4 

Circuit  Board  Cleaner  K2 

Foamy  Lube  Food  Grade  Grease  HI 

Foamy  Lube  Food  Grade  Oil  HI 

Moisture  Barrier    H2 

Octagon  Process  Incorporated 

ICC  #3  A4 

Octakleen  5117   Al 


Odor  Blok 

Odor  Blok  404  Heavy  Duty  Cleaner 
Dgrsr  Al 

Odor  Management,  Inc. 

Ecosorb    CI 

Odorcon  Sanitation  Service 

Chlorsan  Hand  Soap  E2 

D  &  D  Drain  Treatment  CI 

Degreaser  Heavy  Duty  Cleaner    A4 

Drain  Pipe  Opener  &  Maintainer  LI 

Formula  'G'    A4.A8 

Formula  999T   Al 

Liquid  Hand  Soap  20% El 

Lotionized  Hand  Soap  E4 

Pine  Odor  Detergent/Disinfectant  CI 

Plum  Quik  Concentrated  Cleaner  CI 

Odorite  of  Mid-South 

Germ-A-Way  El 

Odorite  International,  Inc. 

Food  Handler  Soap  El 

Odorology,  Incorporated 

Smell-Away  CI 

Ohio  &  Michigan  Paper  Co.,  The 

Ompco  AP-20  All  Purpose  Cleaner  ....    CI 

Ompco  Glass  &  Window  Cleaner   CI 

Ompco  Jet  Wite C2 

Ompco  Pine  Odor  Disinfectant CI 

Ompco  Steam  &  Pressure  Cleaner  Al 

OMPCO  #434   A4 

OMPCO  AB-1  Conveyor  Lubricant  ....    H2 

OMPCO  Blue  Boy    A4 

OMPCO  Brite  Bowl  Instant  Bowl  Cle- 
anse      C2 

OMPCO  Clean  Strip  Degreaser  A4 

OMPCO  Clean  Up  Concentrate  Al 

OMPCO  Clear  Lemon  Disinfectant  ....    CI 

OMPCO  Conveyor  Lubricant  H2 

OMPCO  Low  Suds  Cleaner  Al 

OMPCO  Mild  Acid  Detergent   A3 

OMPCO  Pine  Scrub  Soap    Al 

OMPCO  Regular  Liquid  Soap  15%  El 

OMPCO  Regular  Liquid  Soap  20%  El 

OMPCO  Regular  Liquid  Soap  30%  El 

OMPCO  Regular  Liquid  Soap  40%  El 

OMPCO  Soft  Amber  Vegetable  Oil 

Soap    Al 

OMPCO  Spray  Foam  F  &  G  Degreaser  Al 

OMPCO  Super  100  Cleaner  Al 

OMPCO  Viscous  Bowl  &  Porcelain 

Cleaner  CI 

OMPCO  166  Cleaner   A4 

OMPCO  208   Al 

OMPCO  231  Cleaner   Al 

OMPCO  941    A4 

Ohio  Soap  Products  Company 

Cherry  Clean  CI 

Clean-All  A4 

Foaming  Germicidal  Cleaner  CI 

Formula  #123  Iodine  D2 

Grease  and  Oil  Emulsifier    Al 

Grease  Gone    A8 

K-0  Concentrate  A4 

Liquid  Creme  Cleanser  A6.C2 

Low  Foam  Scrubber  Al 

Low  Suds  Bl 

Purple  Power  CI 


Rapid   Al 

Super  Blue  CI 

White 'O' Bleach  Bl 

Ohio  Tech  Manufacturing  and  Dist. 
Inc. 

Ohio  Tech  Bowl  Bathroom  &  Mlti-Surf 

Clnr  CI 

Ohio  Tech  Cream  Cleanser A6 

Ohio  Tech  Multi  All  Purpose 

Cleaner   A4.C1 

Ohio  Tech  Multi-Acid  Cleaner  C2 

Ohio  Tech  Odor  Digestant/Cntrctnt  Vnla  CI 

Ohio  Tech  Parts  Cleaner  A4.C1 

Ohio  Tech  Quick  Grime  Emulsifier  ....  A4 
Ohio  Tech  Smooth  Surface  Floor 

Cleaner   CI 

Ohio  Tech  Smooth  Surface  Floor  Strip- 
per      CI 

Ohio  Tech  Squeaky  Window/Glass 

Cleaner   Al 

Ohio  Tech  Stainless  Steel/Ceramic  Clnr  C2 
Ohio  Tech  Super  Degreaser  Con- 
centrate     A4.C1 

Ohio  Valley  Supply  &  Maintenance 
Co. 

Marathon  General  Detergent Al 

OVSM  Blue  Glass  Cleaner  CI 

OVSM  Lemon  Disinfectant  Deodorant 

Del CI 

5  Way  Bowl  &  Bathroom  Cleaner  CI 

Oil  Associates  Incorporated 

OA  350  T  Technical  White  Mineral  Oil  HI 
OA  500  T  Technical  White  Mineral  Oil  HI 
OA  70  T  Technical  White  Mineral  Oil     HI 

Oil  Center  Research,  Inc. 

DM  20  H2 

Liquid-0-Ring#114F  HI 

Liquid-O-Ring  151  Food  Grade  Grease  HI 
Liquid-O-Ring  151L  Food  Grade 

Grease  HI 

Liquid-O-Ring  351  High  Temp  Food 

GrdGrs  HI 

Mean  &  Green  1091  Heavy-Duty 

Cleaner   CI 

MD-50  H2 

PM-420    K2 

PM420  Electro  Solve    K2 

Smoke  House  Cleaner  9516  Al 

I093B  Solv-It    CI 

Oil-Dri  Corp.  of  America 

Oil-Dri  Jl 

Oil-Kraft,  Inc. 

Code  515  15%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  520  20%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  825  Cut-Off  Al 

Code  834  One-For-All    Al 

Code  842  40%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  842-L  Coconut  Oil  Blend  Soap  A1.H2 

Kraftclean  Mild  Bowl  Cleanse  C2 

Kwik  Wax  Stripper  A4 

Rapid  Liquid  Drain  Opener  And  Cleaner  LI 

Oil-Sorb  Industries 

Oil-Sorb  Oil  &  Grease  Absorbent   Jl 
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Ojserkis  Paper  &  Janitor  Supply 

Rocket  8 Al 

Olde  Tyme  Products,  Inc. 

Orange  Power  II    CI 

Olin  Corporation 

Calcium  Hypochlorite 

Granular   B1.D2.G4.G7.Q4 

Calcium  Hypochlorite 

Tablets-65  B1.D2.G4.G5.Q4 

Caustic  Soda   A2 

CCH  Commercial  Dry  Chlorina- 

tor  Tablets  B1.D2.Q4 

CDB  Clearon  Dry  Chlor. 

Cmpd.  Granular   D2.Q1.Q2.Q4 

CDB  Effervescent  25  LT  ....  D2.Q1.Q2.Q4 
CDB  Effervescent  25  ST  ....  D2.Q1.Q1Q4 
CDB  Effervescent  50  LT  ....  D2.Q1.Q2.Q4 
CDB  Effervescent  50  ST    ....  D2.Q1.Q2.Q4 

CDB  63   D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd  Large  Tab    D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd  Small  Tab D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd.  Granular   D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Compound  Sticks  D2.Q1.Q2.Q4 

Dry  Chlorinating  Compound 

OCI-56-I  Grnlr  D2.Q1.Q2.Q4 

HTH  Commercial  Dry 

Chlorinator  Tablets  B1.D2.G4.G5.Q4 

HTH  Commerical  Dry 

Chlorinator  Granular  .  B1.D2.G4.G5.Q4 
HTH  Dry  Chlorinator  Ta- 
blets    B1.D2.Q4.G7.G4 

Olin  CCH  Dry  Chlorina- 
tor Granular    B1.D2.G4.G7.Q4 

Olin  Dry  Chlmg  Cmpd 

OCI-90-I  Granular   D2.G7.Q1.Q2.Q4 

Olin  Dry  Chlrng  Cmpd 

OCI-90-I  Sticks    D2,G7,Q1.Q2.Q4 

Olin  Dry  Chlrng  Cmpd 

OCI-90-I  I"  Tablets  ....  D2.G7.Q1.Q2.Q4 
Olin  Dry  Chlmg  Cmpd 

OCI-90-I  3"  Tablets  ...  D2,G7,Q1.Q2.Q4 
Olin  HTH  Dry  Chlorina- 
tor Granular    B1,D2,Q4,G7.G4 

Pace  Concentrated  Pool 

Chlor.  Giant  Tab D2.Q1.Q2.Q4 

Pace  Concentrated  Pool 

Chlorinating  Stks   D2.Q1.Q2.Q4 

Pace  Concentrated  Pool 

Chlorinating  Tab D2.Q1.Q2.Q4 

Pace  Concentrated  Pool 

Chlorntng.  Granls  D2.Q1.Q2.Q4 

Poly-Chill  Fluid PI 

Poly-TergentCS-1  Al 

Poly-Tergent  J-200  (Surfactant)  Al 

Poly-Tergent  J-300  (Surfactant)  Al 

Poly-Tergent  P-17A  (Surfactant)   ..    Q1.Q5 

Propylene  Glycol  USP   PI 

Pulsar  Dry  Chlorinator 

Granular   B1.D2.G4.G7.Q4 

Scav-Ox  G7 

Scav-Ox  II  G7 

Scav-Ox  Plus  G7 

Sodium  Hypochlorite  12.5%  D2.Q4 

Oliver  Chemical  Co.,  Inc. 

Acti-Fresh    Bl 

Break  Ten    Bl 

Cell  Soak  380  Compound  N.F Al 

Cell  Soak  521  Compound  A4 

Chlor-Tech  Sanitizer  Cleaner  D2 

Chlorinated  Dishwash  Al 


Chlorinated  100  Washing/Compound  ..  A4 

Citru-Solv    CI 

Clean  Tech  50  Compound    Al 

Fabre-Soft/Sour  B2 

Flash  Clean   A3 

Rash  Clean  II   A3 

Rash-Tech  Power  Wash  A4 

Roormauc  Cleaner   A4 

Hi-Potency  Cleaner  &  Stripper A4 

Kitchen  Pleasure   Al 

Liquid  Hand  Soap  El 

Liquid  High  Pressure  Car  Wash  Al 

Lustre/Brite    Bl 

Mechnical  Dishwashing  Compound  ....  Al 
Olco  Wash  Controlled  Sudsing  Deter- 
gent    Bl 

Olco-Syn  Cleaner    A4 

OCCI-100    A2 

Pot-O-Matic  Cleaner  Al 

Power  Line  Industrial  Cleaner-De- 

greaser Al 

Power  Tech  Compound A4 

Speedy  Automatic  Car  Wash   Al 

Speedy  Industrial  Cleaner-Degreaser    .  A4 

Speedy  8  Compound  Al 

Super  Surf  Bl 

Super  White  Toilet  Bowl  Cleaner    C2 

Sure-Step  CI 

SCC  N'l  Compound    A4.A8 

SCC  PI  Compound  A4.A8 

ST  99  Cleaner  Al 

TS  667  Compound    Al 

Zip  Window  Cleaner CI 

Oliver  Distributing  Company 

Pink  Concentrate  Cleaner  A4 

Power  Clean    A4 

Surface  Scum  Remover  &  Renovator  Al 

Oliver  Sales  Company 

Alpha  Belt  Dressing   PI 

Alpha  Silicone  Spray(Aerosol)  HI 

Oliver  Supply 

Blue  Max  110  Industrial  Cleaner  Al 

Ols  Maintenance  Supply,  Inc. 

Industrial  Cleaner  Concentrate  Al 

Protect   CI 

Olsen  Chemical  Company 

Olco  Boiler  Water  Treatment  F  G7 

Olco  Boiler  Water  Treatment  F  10    ....  G6 

Olco  Boiler  Water  Treatment  F  20    ....  G6 

Olco  Boiler  Water  Treatment  F  30    ....  G6 

Olco  Boiler  Water  Treatment  F  40    ....  G6 

Olco  Cooling  Water  Treat.  Adjunct  A  G7 

Olco  Liquid  Boiler  Water  Treat.  CLF  G6 

Olco  Liquid  Boiler  Water  Treat.  F  1   ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  2  ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  3  ..  G6 

Olco  Liquid  Boiler  Water  Treat  F  4  G6 

Olco  Liquid  Boiler  Water  Treat.  F  5  ..  G6 

Olco  Volomine  T    G6 

Olympia  Labs,  Inc. 

Asidufoam  C2 

Liqui-Bac  CI 

Oven-Eze  A8 

Power  Foam CI 

Olympic  Chemical  and  Supply  Co., 
Inc. 


Kling 


CI 


Lotion  Hand  Cleaner  E4 

Speed  Spray  CI 

Omaha  Compound  Company 

Davene  Al 

Defiance  Fastball  CI 

Defiance  Foaming  Glass  Cleaner  CI 

Defiance  Gleam  Disinfectant  Foam 

Cleaner   CI 

Defiance  Kleensolv  A3 

Defiance  Lube-It  H2 

Defiance  Mint  Air  Sanitizer  CI 

Defiance  Power  Pak   F2 

Defiance  Sanite  Cleaner  Al 

Defiance  Stainless  Steel  Cleaner    A3 

Defiance  Vandal  Mark  Remover   CI 

Defiance  40%  Concentrated  Liq.  Soap  EI 

Definance  Glorene  A7 

Definance  Household  Ammonia CI 

Instant  Bowl  Cleaner CI 

Royal  Concentrated  Detergent   A1.B1 

Silken  Liquid  Hand  Soap  El 

Super  Glo-Tex  Al 

Unique  Al 

444  All  Purpose  Heavy  Duty  Cleaner  A4 

Omega 

AD  2000    A4 

APC  A4 

Bath-Brite    C2 

Before    E4 

Boffo   El 

Borax  Base  Powder  Hand  Cleaner  C2 

Brightl    Al 

Charge   A4.A8 

Chlorinated  Detergent  Al 

Cling1  C2 

CIP  Caustic  Cleaner   A2 

DelimerNF  CI 

Dilute  Then  Clean  A4.A8 

Drain  Opener  LI 

Dry  Chlorinated  Bleach    Bl 

DDDS  Lemon  Scent  CI 

DDDS  Orange  CI 

DDDS  Pine   CI 

DDDS  Wintergreen  CI 

DJ  Concrete  Cleaner  CI 

Eliminator    L2 

Fabrasoft    B2 

Fat  Ax   A4 

G-65  Al 

Germ-A-Clean  El 

HD  Green    A4 

Institutional  AD  2000  A4.A8 

Institutional  Laundry  Detergent   Bl 

Island  Shower  Spa  Soap  E4 

Laundry  Detergent  Liquid Bl 

Lime  Solve    A3 

Liquid  Scour   A6 

LoShun    E4 

Moon   Al 

Nu-Blu  Bl 

NAM  #1  A3 

One  Step  Germicidal  Cleaner  Al 

Orange  Fury  CI 

Orange  88  Degreaser CI 

Oven  and  Grill  Vista  A8 

Pan-A-Sol    C2 

Sodium  Hypochlorite  Solution  (9.2%)     D2 

Stayl  C2 

Sunny  Streakless  CI 

Vista  A8 

Vista  Plus    Al 

Xtra    D2 

Omega  Chemical  Co.,  Inc. 

Magnum  I    \4  \> 

Mega  Soft    B2 
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Megabreak  Bl 

Megasuds  Bl 

Nuclear Al 

Omega  O-440    Al 

Omega  0-220  Al 

Removit  A3 

Rival    Al 

Omega  Laboratories 

Citri-Solv  CI 

Handi-Helper  E4 

lodo-Stat  Disinfectant/Sanitizer/CIeaner  D2 

Magnum  CI 

Multi-Task  128   Al 

Multi-Task  64   Al 

Steam  Fury    Al 

Uni-Jell    Kl 

Omega  Laboratories 

Steam  Fury    Al 

Omega  Manufacturing  Co.  Pty.  Ltd 

Omega  58    HI 

Omega  Manufacturing  DivJ 
Magna  Industrial  Co.  Ltd. 

Omega  580    HI 

Omega  Products  Group/ 

of  Fine  Organics  Corporation 

Chase  Al 

Chlor   Al 

Chloro    Al 

ChloroD   A1.Q1 

CID  II    A3 

CIP  Acid  Cleaner  101  A3 

Deo  Clean   A4 

Emulso  Al 

HDX  A4 

Kern  A2 

Kwikleen  Al 

Lime  Off  A3 

Liqua  Strypp  5 A2 

Liquid  DMK    A4 

Liquid  Thrust  Al 

LCF   A2 

OSA  Thrust  A2 

Pan  Brite    Al 

Presto  Clean  A2 

Rip  It   A2 

Soakleen  18  A2 

Soil  Gone  Plus    CI 

Spray  Clean  101    Al 

Sudz  Al 

Sudz  II  Al 

Sudz  IV   Al 

Super  Penetrate   Al 

Super  Penetrate  Plus  Al 

Super  Stroil   CI 

Thrust  A2 

Zinc  Brite  A3 

1079  Al 

430  Al 

590  A4 

Omega  Products/ 

B-105  A4 

Omega  Products,  Inc. 

G-Solv  Concentrate  Nonflammable 

Dgrsr A4 


Omerex  Ltd. 

Dyma-C  Al 

Dyma-Phos    A3 

Kleever Al 

Omni  Products 

I.S.R   Industrial  Surface  Renovator     A4.A8 
Omni  Service  Systems  Inc. 

Aluma  Brite  Al 

Heavy  Duty  Cleaner/Degreaser    A4 

Liquid  Pan  Power   Al 

Omnitech  International,  Inc. 

Cherry  Dry  Air  Freshener  CI 

Concrete  Cleaner  A4 

Glass  Cleaner CI 

Hang  Tough  CI 

Horsepower   Al 

Lemon  Odor    CI 

Lemonex    CI 

Liquidator  Fast  Drying  Solvent  De- 
greaser  K2 

Liquidator  Food  Grade  Silicone  HI 

NH-Three  Al 

NH-Three  Odorless  Al 

Omni  Flo  LI 

Omni-AU   A4 

Omniklean  Al 

Penetrating  Lube  H2 

Pent-A-Lube    H2 

Power  Kill  Residual  Insect  Spray  F2 

Safety  Solvent  K2 

Slingshot  Plus    Fl 

Spray  &  Wipe  CI 

Stainless  Steel  Cleaner   CI 

Super  Omni-All  CI 

Tee-Pole  Al 

X-It Al 

One  Way  Products,  Inc. 

Belt  Dressing  PI 

Chain  &  Cable  Lubricant  H2 

Deluxe  Lotion  Hand  Cleaner   El 

DL  7200 CI 

DL7400 CI 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1080  Al 

GP  1090 Ql 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000   Ql 

HD  5015    Al 


HD  5025    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090    Al 

HD  5100    Al 

HD5105    Al 

HD  5125    Al 

HD  5150    Al 

HD5160   Al 

HD  5170   Al 

HD5175    Al 

HD  5190    Al 

HD  5195    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300   Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD  5400    CI 

HD  5410    Al 

HD  5420    A4 

HD5425    Al 

HD  5440    Al 

HD  5450    Al 

HD  5475    Al 

HD5505    Al 

HD  5545    Al 

HD  5550    Al 

HD5565    Bl 

HD5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5690   Al 

HD  5695    Al 

HD  5700   Al 

HD  5720   Ql 

HD5725    Al 

HD  5770    Al 

HD  5775    Al 

HD  5800   Al 

HD5845    Al 

HD5860    Al 

HD  5870   Al 

HD  5875    Al 

HD  5880   Al 

HD  5900   Al 

HD5925    CI 

HD  5940   Al 

HD5955    Al 

HD5965    Al 

HD  5975    Al 

KP  3000 A1.Q1 

KP3005  Al 

KP3010 Al 

KP3025  A4 

KP3050 Al 

KP3075  Al 

KP3125  Ql 

KP3150 Al 

KP3175  Al 

KP3200 Al 

KP  3225  A2 

KP3250  Al 

KP  3275  Al 

KP  3300 Al 

KP3325  A1.Q1 

KP  3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP  3525  Ql 

KP  3550 Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP3750  Al 

KP3775  Al 
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KP3825  Al 

KP  3850 A2 

KP3875  A1.Q1 

KP3900 Al 

KP3925  Al 

KP  3950 Al 

KP  3995  A8.Q1 

Lubricant  Penetrant  H2 

Meatroom  Degreaser  Al 

One  Way  Bowl  Cleaner   CI 

One  Way  Clinging  Bowl  Clnr CI 

One  Way  Pine  5   CI 

Oven  &  Grill  Cleaner  A8 

OS  6075  Al 

OS  6600 Al 

05  6725  Ql 

Pine  Oil  Disinfectant  CI 

Smoke  House  Cleaner A8 

Spring  Breeze    CI 

VC2105    Al 

VC2205    Al 

White  Grease  H2 

One-Up  Products  Co. 

1-Up  Bathroom  Cleaner   C2 

1 -Up  Oven  Cleaner  A4.A8 

1-Up  Stainless  Steel  Polish CI 

Optimol  Olwerke  Industrie  GmbH 

6  Co.  KG 

F+D  Fluid  (Spray) HI 

Inertox  Heavy    H2 

Longtime  Blanc  H2 

Obeen  UF  0  08240-246    HI 

Obeen  UF  00  08246-246    HI 

Obeen  UF  000  08248-246    HI 

Obeen  UF  1  08254-246    HI 

Obeen  UF  2  08238-071    HI 

Obeen  UF  3  08252-1 12    HI 

OlitCLS    H2 

Optileb  DAB  8    HI 

OptilebGT220  HI 

Optileb  GT  460  07259-011  HI 

Optileb  GT  680  07261-030 HI 

Optileb  PR  HI 

Optimoly  Paste  TA  H2 

Optimoly  Paste  White  T  H2 

Optitemp  HT  2    H2 

Optitemp  HT  2  EP    H2 

Optitemp  MT H2 

Suspension  SU    H2 

Viscogen  KL  130    H2 

Viscogen  KL  15    H2 

Viscogen  KL  23    H2 

Viscogen  KL  3    H2 

Viscogen  KL  300    H2 

Viscogen  KL  9   H2 

Viscoleb  150  HI 

Viscoleb  1500  07257-030  HI 

Viscoleb  32  HI 

Viscotemp  1  H2 

Viscotemp  2 H2 

Orange  Power  Cleaning  Products 
Inc. 

Degreaser  CI 

Graffiti  Remover  CI 

Orange  Magic  Full  Strength  Cleaner  CI 

Orange  Power  Household  Cleaner  CI 

Orange-Sol  Household  Products, 
Inc. 

Clean-Away_All  Purpose  Cleaner  De- 
greaser    CI 


Orange-Sol  Industrial  Products,  Inc. 

ADL-1  Cone  Water  Soluble  Citrus  Sol- 
vent    CI 

Clean-Away  All  Purpose  Cleaner  (Un- 

scent)  Al 

De-Solv-it  Multi-Use  Solvent  CI 

Industrial  Formula  De-Solv-It CI 

Orb  Industries,  Incorporated 

Industrial  Aerosol  Insecticide  Fl 

No.  116  Total  Release  Clean  Out  Fogger  Fl 

Orb  No.  561  Seal-Aid  HI 

ORB  No.  562  Food  Grade  Silicone  ....  HI 

Roach  and  Ant  Bomb  F2 

Orchem  Inc. 

-Red-  Liquid  Sanitizer  (Quat)  D2 

Acid  San  Acid  Sanitizer  D2 

Acid-San-Q   D2 

Alkaline  Cleaner  SFA  Al 

All  Purpose  Cleaner   Al 

All  Purpose  Polish    A7 

Breakaway  S  10    Al 

Breakaway  S-10-H    Al 

Breakaway  306   A2 

Breakaway  308   Kl 

Breakaway  312   A2 

Breakaway  312   A2 

Breakaway  315    A2 

Breakaway  315  NCL Al 

Breakaway  316   Al 

Breakaway  317   Al 

Breakaway  4761    CI 

Breakaway  640   Al 

Breakaway  701    A2 

Charge  R   Al 

Charge  201    El 

Charge  202    Al 

Charge  203    Al 

Charge  204    Al 

Charge  205    Al 

Charge  206    Al 

Charge  207    Al 

Charge  208    Al 

Charge  209    Al 

Charge  210    Al 

Charge  211    El 

Charge  212    Al 

Charge  213    A2 

Charge  214    Al 

Charge  221    Al 

Charge  222    A2 

Charge  294    Al 

Charge  299    Al 

Charge  516    CI 

Charge  800    Al 

Chem  Lube  515  H2 

Chem-Lube525  H2 

Chemdex    Al 

Chlorospray  LF  Al 

Cirket  A2 

Citra  Kleen    CI 

D-Fom  25    A1.Q1 

De-Stain  Al 

Deoclean    CI 

Dish  Bright    Al 

Dry  Acid  Cleaner    A3 

Dry  Bleach  Bl 

Dyna-Chem  Al 

DOC  D2 

Ezey  Acid    A3 

Flo-Chem  N  A3 

Flo-Chem  P.F A3 

Flor-Brite  Al 

Gel  Additive    Al 

Goliath!    A2 

Grill  Cleaner   A8 

Hand/Dishsoap A1.E1 


Heavy  Duty  Cleaner  A2 

LiftOff    Al 

Liquid  Blitz  Al 

Liquid  Chembrite    A2 

Liquid  Cirket  A1.Q1 

Liquid  Cirket  II  Al 

Liquid  Cirket  60   Al 

Liquid  Pan  Master Al 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Utility  Cleaner  11  Al 

LP  1167  Al 

Multi-Purpose  Cleaner    Al 

Orchem  AC-1000    A3 

Orchem  ASC  D2 

Orchem  LP  1108  Al 

Orchem  LP  1198  Al 

Orchem  LP  1250  A3 

Orchem  LP  1599  A3 

Orchem  LP  1600  A3 

Orchem  LP  1600  LV    A3 

Orchem  LP  1601  A3 

Orchem  LP  1700  C3 

Orchem  LP  313  Al 

Orchem  216  A3 

Orchem  284  A4.A8 

Orchem  45  A2 

Orchem  60  A2 

Orcide    B1.D2 

Ordine  HF  D2.E3 

Ordine  INS    D2 

Ordine  LF   D2 

Oven  Cleaner A8 

Pan  &  Case  Cleaner   Al 

Phosphoric  Acid  75%  A3 

Power  Foam  SHC  A2 

Purple  Fryer  and  Oven  Cleaner   A8 

R-San-NR-10  D2 

Rebound  103  Al 

Rebound  104  CI 

Rebound  104  Plus  CI 

Rebound  105  A4 

Rebound  106  Al 

Rebound  107   A3 

Rebound  108   A3 

Rebound  109  A3 

Rebound  110  A3 

Rebound  112  CI 

Rebound  157  Al 

Rebound  168   Al 

Rebound  51NP    A3 

Rebound  98  A4 

S-San-NR  D2 

Sanitizing  Hand  Soap   E2 

Smokehouse  Cleaner  A2 

Stainless  and  Panel  Dressing    CI 

Sterichem  No  2  Al 

Super  Brite  Al 

Thrash    D2.E3.Q6 

Trubrite    Bl 

Window  Cleaner   CI 

Orchid  Laboratories,  Inc. 

Neutrox  "G"  CI 

Neutrox  100  Revision  1    CI 

Ore-Lube  Corporation,  The 

Bakesafe  500  HI 

ET  10Y    HI 

ET20Y    HI 

ET-2A    HI 

ET2B   HI 

ET2G  HI 

ET2S    HI 

ET30Y  HI 

ET40Y  HI 

ET5Y  HI 

ET90  HOY    HI 

ET90Y  HI 

HA-1  h: 
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HT500   H2 

Ocean  7   H2 

Synplex  FG   HI 

07W  H2 

Organic  Sea  Products  Corp. 

Laundro-Kleen  Bl 

Spra-itt  A4 

Organic  Technologies,  Inc. 

Bioclean  CI 

Biowaterclean    CI 

Osborn  Manufacturing 

Cutting  Oil  No.  76203    H2 

Food  Grade  Lubricant  76308   HI 

Food  Grade  Silicone  76194    HI 

Food  Grade  White  Grease  76307  HI 

Glass  Cleaner  No.  76289   CI 

High  Tech  Electronic  Cleaner  76230  ..  K2 
Open  Gear  and  Wire  Rope  Lubricant 

76200    H2 

Penetrating  Oil  76202  H2 

Safety  Solvent  &  Elctrc  Mtr  Dgrsr 

76207    Kl 

Teflon  Dry  Lubricant  76215  H2 

Oscar  Mayer  Foods  Corporation 

Dry  Acid  Cleaner    A3 

Heavy  Duty  Cleaner   A2 

Liquid  Smokehouse  Cleaner  A2 

Liquid  Utility  Cleaner  II  Al 

Phosphoric  Acid    A3 

Smokehouse  Cleaner  A2 

Osceola  Supply  Co. 

Aloe  Vera  Protective  Ointment    E4 

Aloe  Vera  Skin  Creme  E4 

Hair  &  Body  Shampoo  C2 

Hair  &  Body  Shampoo  with  Aloe   C2 

Lotion  Soap  E4 

Medicated  Lotion  Soap  E4 

Sani-Gel  E4 

Osment  Paper  Co.,  Inc. 

OPC  709  Bowl  Cleaner    C2 

OPC  710  General  Purpose  Disnf.Cleaner  C2 

Osmonics,  Inc. 

C-S  Detergent  Solution  A3 

Ultrazyme  73  Al 

Ultrazyme  85  Al 

Osprey  Biotechnics 

Munox   L2 

Ossian,  Inc. 

Concrete  Cleaner  Al 

Food  Equipment  Oil    HI 

Green  Sweep  CI 

Liquid  Acid  Cleaner  A3 

Liquid  De-icer  C1.P1 

Quik-Thaw  CI 

Select  CI 

Tnple  Melt CI 

Ostrem  Chemical  Co.  Ltd. 

Liquid  Smokehouse  Cleaner  A8 

Ostrem  Acid  Cleaner  FP A3 

Ostrem  Alka-Chlor  Liquid  C.I.P Al 

Ostrem  C.I  P.  Cleaner  FP  Al 


Ostrem  Chlorfoam  Plus Al 

Ostrem  Cleanfoam  Plus    Al 

Ostrem  ES-35  Liquid  CIP  Cleaner Al 

Ostrem  Foam  Acid  Cleaner  FP    A3 

Ostrem  H.D.  Alkaline  Cleaner  A2 

Ostrem  H.D.  Liquid  Alkali  A2 

Ostrem  Liquid  Alkali  Plus  FP    A2 

Ostrem  Liquid  Chain  Lube  MO H2 

Ostrem  Liquid  Roller  Cleaner    A2 

Ostrem  NBC-500  Non  Butyl  Cleaner  Al 

Ostrem  Powdered  Roller  Cleaner  A2 

Ostrem  Powerfoam  Al 

Ostrem  Powerfoam  Plus  Al 

Ostrem  Spray  Foam  Cleaner-Degreaser  Al 

Ostrem  Spray  Foam  75  Al 

Ostrom  Boiler  Service,  Inc. 

"DSR"  Descaler PI 

BWT  101-AF G7 

BWT211  G6 

BWT  214  G7 

BWT  216  G6 

BWT  217  G6 

BWT  219  G6 

BWT  2190  G6 

BWT  222  G6 

BWT  224  G6 

BWT  225  G7 

BWT  239  G7 

BWT  254  G7 

BWT  266  G6 

BWT  269  G6 

BWT  271  G6 

BWT  653  G7 

BWT-202  G7 

BWT-205  G6 

CWT319  G2 

CWT3373  G7 

CWT-312  G6 

CWT-376  G7 

RC-477    PI 

RLT212    G6 

RLT  267    G6 

RLT70    G6 

RLT-270    G6 

Otares  B.V. 

Indob  15 Al 

Otto  Industrial  Chemicals 

Cleaner  4 13- ALT    Al 

WT-24  G6 

Ottsen  Oil  Company 

Packers  Extra  W   HI 

Overall  Supply,  Inc. 

All  Purpose  Polish    A7 

Battery  Terminal  Cleaner  PI 

Belt  Dressing  PI 

Chain  &  Cable  Lube  H2 

Clean  Earth  Orange  Power  CI 

Contact  Cleaner  K2 

CRT  Cleaner  CI 

Degreaser  CI 

Disinfectant  Cleaner   Dl 

Dry  Moly  Lubricant   H2 

Fast  Shot  Flying  Insect  Killer    Fl 

Glass  Brite  CI 

Glass-Brite  CI 

Liquid  Caustic  Drain  Opener   LI 

Liquid  Hand  Soap  El 

Liquid  Lightning  A4 

Lotion  Hand  Soap  El 

Mechanics  Friend  with  Grit   E4 

Mechanics  Friend  Citrus  with  Grit E4 


Metal  Brite A7 

Metal  Brite  Plus    A7 

Metal  Brite  Plus  Metal  Cleaner  &  Polish  A7 

Mighty-Bowl   CI 

Mighty-Drane    LI 

Nature's  Way  Bacterial  Digestant  CI 

Nut  Buster  -Plus- H2 

Orange  Grease  Digester  Concentrated      CI 

Orange  Lightning    CI 

Slide  N'  Glide   HI 

Soft  Touch  Antiseptic  Lotion  Hand  Soap  El 

Spray  N'  Wipe  Cleaner  CI 

Take-Off   Al 

Total  Release  Fl 

Vandal-Off CI 

Oxford  Chemicals/Hockwald  Div. 

Vaporkill   Fl 

Oxford  Chemicals,  Inc. 

Bloom    Ql 

Dry-Sense    CI 

Formula  C  Disinfectant-Sanitizer- 

Deodrz D2 

Oxford  Acidosan-D  D2 

Oxford  Algitroi  2    G7 

Oxford  Aqua-Blue  G7 

Oxford  AF-215    Q5 

Oxford  Bactozyme    L2 

Oxford  Bi-Trol    CI 

Oxford  Big  Boy C2 

Oxford  Blue-Check  G7 

Oxford  Bottle-Kare  A2 

Oxford  Brite-N-Tile  Concentrate   A3 

Oxford  Chase Al 

Oxford  Cross-Contamination  Control 

Soap    E4 

Oxford  D'Smoke   A2 

Oxford  DG-66  K1.K2.K3 

Oxford  Eg-Chlor  Ql 

Oxford  Eg-Terg  Ql 

Oxford  Envirox-G  A! 

Oxford  Envirox-HD    Al 

Oxford  Floor  Scrub  A4 

Oxford  Foam  AC    A3 

Oxford  Foam-Eze   Al 

Oxford  Frigi-Kleen   A5 

Oxford  G-42    Al 

Oxford  Glass-X  Liquid  CI 

Oxford  Green  Power  A4 

Oxford  Hi-Lite  II A7 

Oxford  Insecta-Spray    Fl 

Oxford  Kilz-M F2 

Oxford  Kleen  House  A2 

Oxford  Kleen-Plus Al 

Oxford  Klor-Plus  Q1.Q2 

Oxford  Knock-Out    F2 

Oxford  Lift    Al 

Oxford  Liquid  BG-26  Al 

Oxford  Lotionized  Super  Disheen   Al 

Oxford  Lustrex    A3 

Oxford  LFAC-36 Al 

Oxford  Marvo   Al 

Oxford  Micro-Foam    C2 

Oxford  Mity-Clean   Al 

Oxford  MR-56  A3 

Oxford  Ox-O-Cide    Fl 

Oxford  Oxy-Scale  G6 

Oxford  Oxy-Scale  Plus  G6 

Oxford  Pan-Terg  Al 

Oxford  Pro-Lub  (Aerosol)    HI 

Oxford  Pro-Med  II  Antiseptic  Lotion 

Soap    El 

Oxford  Pro-Skin   E4 

Oxford  Proven  (Liquid)    A8 

Oxford  Quatsan  D2.Q3 

Oxford  Ramix  A3 

Oxford  RM-457  A3 

Oxford  Safe-N-Clean    A4 

Oxford  Solid  State A1.Q1 
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Oxford  Spectrum  Al 

Oxford  Spra-Kleen    A4 

Oxford  Steamex Al 

Oxford  Super  Brand  Insecticide  (Bulk)     Fl 
Oxford  Super  Hi-Lite  StnlSteel 

Clnr&Plsh  A7 

Oxford  Supermarket  Glass  Cleaner     ...    CI 

Oxford  Syntox  Fl 

Oxford  SHS-900  B1.D2.Q4 

Oxford  Vaporkill  Fl 

Oxford  Versa-Clean    Al 

Oxford  514  Insecticide  Fl 

Oxford  722    Bl 

Oxford  745  Aerosol    HI 

Oxford  76    A3 

Oxo-Zyme   CI 

Spray  &  Wipe  CI 

Super  Chlorinated  Envirox  Al 

Ozark  Chemical 

Albrite    A3 

Bio-Sept  E2 

Blendrite    Bl 

Brute  TTC  Al 

Brute  TTC-EF  Extra  Foam  Al 

Clean  Trak  A3 

D-Frost A5 

Foamad    Al 

Foamex    A1.Q5 

Glide  Concentrated  Chain  Lubricant  A1.H2 

Kaustak    A2 

Kosgard   A2 

Laundraid  Bl 

Lusteron  Al 

Lusteron  DF Al 

Mag-Force  A4.A8 

Mag-Force  NC  Non-Chlorinated    Al 

Mag-Force,  NC,  LF  Non-Chlrnd.  Low- 

Fmng  Al 

Max-A  A3 

Multi  Use  Detergent   Al 

Peak  #100    Al 

Peak  #105    Al 

Peak  #106    Al 

Peak  #108    Kl 

Peak  #110    Al 

Peak  #113    CI 

Peak  #115    CI 

Peak  #177    Kl 

Peak  #190    Al 

Peak  #198    A2 

Peak  #199    A2 

Peak  #201    Al 

Peak  #202    Ql 

Peak  #203    A3 

Peak  #210   Dl 

Peak  #215    Dl 

Peak  #216    D2 

Peak  #225    A4.A8 

Peak  #230    H2 

Peak  #241    Ql 

Peak  #243    Ql 

Peak  #266    Al 

Peak  #310   G7 

Peak  #400  Soak  Cleaner  A2 

Peak  #405    A3 

Peak  #409    A3 

Peak  #444   Kl 

Peak  #500    CI 

Peak  #505    Bl 

Peak  #515  Hand  Soap El 

Peak  #517    El 

Peak  #520   E4 

Peak  #525    El 

Peak  #550    Al 

Peak  #551    Al 

Peak  #552    Al 

Peak  #553    Al 

Peak  #555    Al 

Peak  #566    D2 

Peak  #575    Al 


Peak  #577    Al 

Peak  #580    LI 

Peak  #599    A4 

Peak  Foam  Al 

Peak  Lotion  Skin  Cleanser  El 

Peak  1000    Al 

Peak  200    Al 

Peak  2200    Al 

Peak  380    A4 

Peaksolv  Cone  General  Purpose  Clnr      Al 

PeakLube  H2 

Picline    A3 

Proban   Al 

Proline   Al 

Proline  NF  No  Foam  Cleaner  A2 

Razorback  Red    A4 

Rustam  PI 

San-D  Iodine  Hand  Soap    E2 

Sani-Quat  D2.Q3 

Scrubsol  A4 

Sudsy  Plus  A1.H2 

Tame    B2 

Ozark  Industrial  &  Safety  Products 
Co. 

Blush  Lotionized  Hand  Soap   E4 

E-2  Iodine  Hand  Soap E2 

Gold  Hand  Soap   El 

Handi-Quat  E-2  Hand  Soap    E2 

Heavy  Duty  Butyl  Degreaser   A4.A8 

Natural  All  Purpose  Cleaner  CI 

OSi  Specialties,  Inc. 

SAG  710  Silicone  Antifoam  Emulsion 
10%  Q5 

SAG  730  Silicone  Antifoam  Emulslion 
30%  Q5 

P  &  D  Absorbents,  Inc. 

Spill  Magic  Super  Absorbent  CI 

P  &  M  Manufacturing 
A  Div.  of  Plumbmaster 

P/M-Zyme   L2 

Silencer  (Bulk)    HI 

P  &  M  Manufacturing  Co. 

P&M  Silencer  (Aerosol)  HI 

Pumice  Hand  Cleaner  E4 

P  &  S  Sales,  Inc. 

Natural  Force  CI 

Orange  Rough  Touch   E4 

P  B  I  Market  Equipment  Inc. 

P.B.l.'s  Food  Machine  Oil    HI 

P  B  I-Gordon  Corporation 

Diazinon  Roach  Spray    F2 

Gordon's  Prmthrn-10  Hrs  Lvstck  & 

PrmSpr   F2 

Institutional  Area  Spray    Fl 

Institutional  Mist  Spray    Fl 

Malathion  (51bs/gal)    F2 

New  Last  Meal    F3 

Quick  Draw  Fly  Bait F2 

PCI  Industries,  Inc. 

Solv-Al    CI 

Solv-Al  Industrial  Strength  Al 


PDF,  Incorporated 

New  Sure  Clean    Al 

P  D  Q  Manufacturing,  Inc. 

A-103  Neutral  Liquid  Cleaner   Al 

A- 105  Powdered  Truck  Wash    Al 

A-lll  Al 

A- 130  Chlorinated  General  Purpose 

Clnr   ..  Al 

A- 133  High  Pressure  Spray  Cleaner    ..  Al 

A- 142  Non-Chlorinated  Manual  Cleaner  Al 

A-145  Chlorinated  Manual  Cleaner  Al 

A-150H.D.  Chlorinated  Cleaner    Al 

A- 152  All  Purpose  Chlorinated  Cleaner  Al 

A- 155  Liquid  Truck  Wash   Al 

A-158  Neutral  Cleaner  &  Foam  Addi- 
tive      Al 

A-160  Powdered  Spray  Cleaner  Al 

A-166  Spray  Cleaner Al 

A- 175  General  Purpose  Cleaner  A I 

A- 180  General  Purpose  Cleaner  Al 

A-200  A2 

A-202  Chlorinated  High  Foam  A2 

A-203  Foaming  Liquid  Caustic  Cleaner  Al 

A-206  Chlorinated  Foaming  Cleaner  .  Al 

A-220  Alk  Extra  A2 

A-226  High  Alkaline  Cleaner  A2 

A-227  High  Alkaline  Low  Foam  A2 

A-229  Highly  Chlorinated  Gen. 

Purp.  Clnr  A1.Q1 

A-233  Liquid  Caustic  Cleaner    A2 

A-235  High  Alkaline  General  Cleaner  Al 

A-237  Foaming  Alkaline  Cleaner Al 

A-241  Powdered  Floor  Cleaner   A4 

A-242  Low  Foaming  General  Purpose 

Clnr  Al 

A-245  Chlorinated  Low  Foam   Al 

A-250  Chlorinated  Low  Foam   A2 

A-251  Powdered  Chelated  Caustic 

Cleaner   A2 

A- 252  Powdered  Chlorinated  CIP 

Cleaner   Al 

A-255  Hook  &  Trolley  Cleaner  A2 

A-256  High  Alkaline  Carbon  Remover  A8 

A-258  Powdered  Smokehouse  Cleaner  A2 
A-260  Low  Foam  H  D  Caustic  Cleaner  A2 
A-265  High  Alkaline  Chlorinated 

Cleaner   A2 

A-275  Liquid  Floor  Cleaner  A4 

A-276  High  Foaming  Acid  Rinse  A3 

A-280  High  Alkaline  Tank  Cleaner    ...  A2 

A-283  A2 

A-286  Al 

A-290  Alkaline  High  Foam    A2 

A-292  High  Foam  -  High  Alkaline    ....  Al 

A-299  Al 

A-300  Low  Foam  Passivating  Acid  ....  A3 
A-303  Non-Foaming  H.D.  Acid  Cleaner  A3 

A-305  Acid  Wash  A3 

A-306  Acid  Wash  Plus  A3 

A-307  Low  Foam  Acid  Wash    A3 

A- 308  Low  Foam  Acid  Wash    A3 

A-312  Acid  Descaler A3 

A-314  Acid  Descaler A3 

A-317  Low  Foam  Iodine  Rinse  Acid  ..  Al 

A-319  A3 

A-329  Acid  Descaler A3 

A-333  Low  Foam  Liquid  Acid  Cleaner  A3 

A-350  Foaming  Acid  Brightener   A3 

A-355  Acid  Brightener  A3 

A-360  Acid  Film  Remover  A3 

A-433  Medium  Duty  Liquid  Detergent  Al 

A- 509  De-icer  A5 

A-533  Freezer  Cleaner   AS 

Alka-Force  Bl 

Attack  Bl 

AD- 140  Chlorinated  General  Purpose 

Clnr  Al 

AQ-1 10  Chlorinated  Powdered  Egg 

Wash  Ql 
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AQ-1 15  Solid  Egg  Detergent  A1.Q1 

AQ-1 19  Powdered  Egg  Cleaner  Ql 

AQ-1 33  Liquid  Chlorinated  CIP 

Cleaner    A1.Q1 

AQ-1 33  Tray  Wash  A1.Q1 

AQ-140  Egg  Wash   Ql 

AQ-145    Ql 

AQ-280    Al 

B-100  Laundry  Detergent  Bl 

B-101  Laundry  Emulsifier    Bl 

B- 102  Laundry  Detergent  Bl 

B-103  Heavy  Duty  Laundry  Break    ....    Bl 

B-105  Industrial  Laundry  Break  Bl 

B- 106  Laundry  Break  Bl 

B- 107  Laundry  Break  Bl 

B-108  Industrial  Laundry 

Break/Detergent    Bl 

B-1I0  Heavy  Duty  Industrial  Laundry 

Det Bl 

B-111  Industrial  Laundry  Emulsifier  ..    Bl 

B-l  12  Laundry  Bleach    Bl 

B-l  14  Industrial  Sour  and  Softener    ...    B2 
B-l  18  Laundry  Bleaching  Compound       Bl 

B-l  19  Laundry  Bleach    Bl 

B-l 23  Laundry  Break  Bl 

B-l 24  Laundry  Detergent  with  Bleach     Bl 
B-l 25  Heavy  Duty  Laundry  Detergent     Bl 

B-l 28  Liquid  Laundry  Detergent  B! 

B-l 29  Liquid  Laundry  Sour  Bl 

B-l 30  Liquid  Laundry  Softener  B2 

B-l  32  Laundry  Softener  B2 

B-133  Laundry  Detergent  Bl 

B-l 35  Laundry  Sour/Softener B2 

B-l 36  Laundry  Spot  Remover  Bl 

B-l 37  Laundry  Sour  Bl 

B-l 38  Laundry  Reclaimer Bl 

B-l 52  Powdered  Laundry  Detergent    ..    Bl 
B-l 55  Heavy  Duty  Laundry  Detergent     Bl 

Biosect-P   Fl 

C- 129  Spray  Degreaser  CI 

C-2  Microsan  Tile  and  Grout  Cleaner      C2 

C-209  Powdered  Hand  Soap E4 

C-232  Bowl  &  Porcelain  Cleaner C2 

C-260  Tile  and  Grout  Cleaner  C2 

Conditioner  325  G6 

D-150  Acid  Cleaner/Sanitizer D2 

D-228  B1.D2.Q4 

D-229  D2.E3 

D-235  D2 

DQ-239  Disinfectant/Sanitizer   D2 

DQ-241    D2.Q4 

DQ-260  Egg  Shell  Sanitizer  D2.Q3 

DZ-37 CI 

E-120  E2 

E-129  Antiseptic  Hand  Soap    El 

E-133  Soft  and  Mellow  Hand  Soap  El 

Emulso-Kleen    Bl 

Enviro-Soft    B2 

Gel-X  Al 

H-233  Conveyor  Lubricant  H2 

H-260  White  Mineral  Oil  HI 

Iodine  Sanitizer  D2 

L-132  Liquid  Drain  Opener   LI 

L-138  LI 

L-139  Sewer  Solvent LI 

Optima  II  Bl 

Optima  1    Bl 

Power  Break   Bl 

Q  Rinse   D2 

Q-533  Defoamer   A1.Q1 

R.I.S.-15  Rsdl  Insctcd  Contains  Baygon   F2 

Release Bl 

Sanisep  600  Poultry  House  Disin- 
fectant      D2.Q3 

Sof-Stat    B2 

Strike   A2 

Wonder  Kleen  II  Al 

P  I  C,  Inc. 

Automatic    CI 

Block  Buster   Al 


Citra  Cure    CI 

Citra  Foam  CI 

Citra  Pure CI 

Clean  Strip  Heavy  Duty  Cleaner   A2 

Deep  Freeze  Auto  Scrub  A5 

Dilemma  Solve    CI 

Dynamite  E4 

Grit  King  E4 

Hang  Time  Al 

Heavy  Duty  NBC  Al 

High  C  Steam  Cleaner   Al 

Hot  Rod  Oven  Cleaner  A8 

Kryptonite  Hand  Cleaner    E4 

Multi  Purpose  2400  Al 

Muscle  A4 

MR  Maintenance  Scrubber  Soap    Al 

Neutral  Red  Cleaner  CI 

Old  Yeller   Al 

Pink  Lotion  Hand  Soap    E4 

Pot  &  Pan    Al 

Pressure  Plus  Al 

Pro  Concrete  Cleaner    A4 

PIC  Formula  100  Steam  Boiler  Treat- 
ment      G6 

Sanimaster  Detergent/Disinfectant   CI 

Sanimiser  D2 

Sanisaver  CI 

Super  B    A4 

29,000  Safety  Solvent  K2 

4  In  1   H2 

PIPPIN  Wholesale  Company 

All  Purpose  Cleaner    Al 

Clear  Reflection CI 

Glass  Cleaner  Concentrate    CI 

Hard  Water  Stain  Cleaner  CI 

Pippin  Disinfectant  Washroom  Cleaner  CI 

Pippin  High  Acid  Bowl  Cleaner C2 

Pippin  Low  Acid  Bowl  Cleaner  C2 

Pippin  Non-Acid  Bowl  Cleaner  C2 

Professional  Hospital  Disinfectant  Deod  CI 

PMC 

PMC  All  Purpose  Cleaner    A1.E1 

PMC  All  Purpose  Liquid  Magic    Al 

PMC  Sanitary  Maintenence 

Equipment 

And  Supplies 

Brilliance  455  All  Purpose  Cleaner  ....    Al 

P  M  Chemical  Company 

All  Purpose  Cleaner  Ready-To-Use  ....    CI 

Antifoam  Emulsion  Q5 

Astro    A4 

Bronco  CI 

Citrus  Sol  CI 

Cleaner-Stripper Al 

Degreaser  A4.A8 

Degreaser  LT A4 

Detergent  Sanitizer   Dl 

Egg  Wash    Ql 

Egg  Wash  &  Sanitizer    D1.Q4 

Freezer  Cleaner  A5 

Grill  Cleaner  Hot  Degreaser  A8 

Iodine  Skin  Cleanser  E2 

Lime  Remover A3 

Liquid  Hand  Soap  El 

Liquid  Organic  Cleaner A4.C1 

Mount  Palomar  Egg  Shell  Cleaner  Ql 

Orange  Floor  Cleaner  Al 

Park  Manor  Liquid  Skin  Cleanser   E2 

Reelite   A4 

Sofwite Bl 

Sofwite  10  Bl 

Steam  Cleaner  #51    Al 


P  M  E,  Inc. 

Centraulic  FG  22  HI 

Centraulic  FG  32  HI 

Centraulic  FG  46  HI 

Centraulic  FG  68  HI 

Food  Grade  Antiwear  ISO  32  HI 

Food  Grade  Antiwear  ISO  46 HI 

Food  Grade  Antiwear  ISO  68  HI 

FMG  387  Food  Machinery  Grease  HI 

No.  654  Outside  Gear  H2 

Super  GL-6  SAE  75W-90  Synthetic    ..  H2 

Super  Penetrating  Oil    H2 

527  Chain  Lubricant  H2 

P  M  P  Fermentation  Products,  Inc. 

Sodium  Gloconate  Al 

P  N  &  P  M  Corp. 

Three  For  One  CI 

Ultra  Pure    CI 

PPG  Industries,  Inc. 

Alkasan  EGX  Al 

Calcium  Hypochlorite  FR  Granular    D1.G4 

Caustic  Soda  Liquid  50%  A2.G6.L1 

Induclor   D2,G4,G5,G7,Q4 

Induclor+    D2.G4.G5.G7.Q4 

Induclor  Calcium  Hypo- 
chlorite Tablets  D2.G4.G5.G7.Q4 

Mazon  Bio-Act    L2 

MazuDF  110S    Q5 

Mazu  DF  201  PM  MOD  2  Al 

Mazu  DF  201  PM  MOD  3  Al 

MazuDF210S    A1.Q5 

MazuDF210SLV  Al 

Mildew  Check  CI 

Pels  Caustic  Soda  Beads  A2.G6 

Pittabs    D2.G4.G5.G7.Q4 

Piltclor  D2,G4,G5,G7,Q4 

PPG  Calcium  Hypochlor- 
ite Tablets  D2,G4.G5,G7,Q4 

PPG  70  Cal  Hypo  Gran- 
ules     B1,D2,G5,G7,Q4 

Sankleen  EGX  A3 

Tri-Ethane  1,1,1-Trichlorurethane    Kl 

P  Q  Corporation 

G    Al 

GD  Al 

Metso  Beads  2048  A1.G6 

Metso  Pentabead  20    A1.G6 

Metso  20   AI.G6 

Metso  200   A2 

Metso  55   AI.Q1 

N    A1.G6.G5 

O    A1.G6.G5 


P  Y  A.  SA. 

Revive   


Al 


P  Y  A/Monarch,  Inc. 


Attack  Bl 

Avail    D2 

Avail    D2 

C-10  Disinfectant-Sanitizer D2.Q3 

Cavalier  A3 

Charge   A8 

Fame    A2 

Fame    A2 

Oblige    B2 

Reign   Bl 

Safe-Sheen  CI 

Sheik    Al 

Signet  D2 
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Signei  D2 

Sultan  F2 

Support    Bl 

P.B.  &  S.  Chemical  Co.,  Inc. 

Prestochlor  D2.G4.G5.G^.Q4 

Prestochlor  D1.G4 

Presioline  Bottle  Bnte  Dry  A2 

Prestoline  Bottle  Brite  Liquid  A2 

Prestoline  7956    A3 

Prestolube    H2 

Prestotabs  D2.Q4 

Sno-Glo  Bleach  D2.Q4 

Sodium  Hypochlorite  Sol- 
ution 12.5*    B1.D2.G4.Q4 

P.H.T.  Systems  Inc. 

P-H-T  Liquid  Cleaner  A4.A8 

P-H-T  Systems  Cleaner A4  A8 

P.L.C.  Corporation 

Butylful  Blue  Al 

Machine  Dishwashing  Detergent   Al 

201  Heavy  Dut>  Cleaner    A4 

203  General  Purpose  Liquid  Cleaner        A4 

P.L.M.  Inc. 

Super  Heavy  Duty  Concentrate    A4 

P.M.S.  Chemical 

Hands  Up  E4 

P.S.F.  Organics,  Inc. 

Environmental-Aid    CI 

Pace  International  LP 

Optik  Rid-All    CI 

Soil-Solv    A4 

Top-Grit  E4 

Top-Grit  Natural-Type    E4 

Top-Hand  E4 

Top-Hand  Natural-Type    E4 

Pace  Products  International,  Inc. 

Hylo-Zyme  L2 

Kandu  Cleaner  Multi-Purpose    CI 

Pace  Products,  Inc. 

Hylo-Zyme  L2 

Kandu  110  A4 

Pacer  Enterprises  Inc. 

Citra  Crystals  CI 

Non-Acid  Total  Bathroom  Cleaner    ....  CI 

Orange  Squirt    CI 

Sanitizer  D2 

Pacer  Lubricants  Division/ 
South  Coast  Terminals,  Inc. 

Pacer  Goltex  Indust.  Gear  Oil  AGMA 

6EP    H2 

Pac«r  Hi-Q  Fluid  500  H2 

Pacer  Mineral  Gear  Oil  AGMA  6 

(SAE90)    H2 

Pacer  Non-Coke  HD  65    H2 

Pacer  Puritan  Oil  170  H2 

Pacer  Rock  Drill  Oil  600   H2 

Pacer  Syndrol  46  H2 

Pacer  Syntherm  700   H2 


Pacer  Thermal  T  315    H2 

Pacer-Therm  500  H2 

Ultron  Synthetic  Oven  Chain  Lube 

No.1000    H2 

Ultron  Ultra-Blue  NLGI-1  1/2   H2 

Ultron  9257  Puritan  1000  HZ 

Pacer  Technology 


Pacific  Chemical 

Acisan  Dairy  Cleaner  Sanitizer    D2 

Adhere  LK  Al 

Afoam    A3 

Alkut    Al 

All  Soil    A4 

Alldet-76   Al 

Alu-SoakSP-112  Al 

ACIP    A3 

BarCorL-66  G7 

Bar  Cor  N-128  G6 

BarToxDS-73C  G6 

Bar  Tox  L-44 G6 

BarToxL-72C    G6 

Bar-Cor  CWS-4  G6 

Bar-Cor-OWS    G3 

Bar-Tox  L-l  G6 

Bold  Al 

BAR  COR  L-l  17    G6 

Calsol  A3 

Chainlube  H2 

Chainlube  PET H2 

Chemprocide   D2 

Chlorcip  Al 

Chlorinated  Fish  Hold  Cleaner  Al 

Chlorinated  Fish  Hold  Cleaner-D  Al 

Chlorinated  Fish  Hold  Sanitizer  D2 

Chlorinated  Fish  Hold  Sanitizer-D  D2 

Circ-Clor   Al 

Clean-Add  97    Al 

Control  M-6I  G6 

Coupler  63  Al 

Defoamer  FG  Al 

Degreaser-S  K2 

DIP  Al 

E-Chlor    CI 

Ex-Cel    Ql 

Expel  L-49  Al 

Fish  Hold  Cleaner  Al 

Fish  Hold  Cleaner  &  Sanitizer  D2 

Fish  Hold  Sanitizer  D2 

Fist  Al 

FlordetMF-18  Al 

Greas-Solv  CI 

Heavy-Duty  CL  Al 

Hi-Klenz    Al 

Iocide  D2.E3 

Iodine  Fish  Hold  Sanitizer   D2.E3 

Klorkleen  Al 

Liquid  Tru-Wash  Al 

M-CAX   Al 

Master  BXX    A2 

Master  CAX    Dl 

Master  M-H-W   Al 

Microcide  CA-39 G7 

Microcide  L-36  G7 

Microcide  L-60   G7 

Neptune   G5 

Pace  A-D  A3 

Pace  E-7 LI 

Pace  S-L    Al 

Pace  SR  A2 

PaceT-10-X    Al 

Pace  T-20-XX  D2 

PaceT-60XX  Al 

Quat  Fish  Hold  Sanitizer    D2 

Residex    Al 

Ridall   A4 

Sam-Dip  E3 

Sani-Wash   E2 

Sani-WashS    E2 


SanitC-16   D2 

Sanit-Ease  L    D2 

Scale  Pro  L-38 G7 

Scale  Sol  WT-29  A3 

Scale-Cycle  D-30    G7 

Scale-Terg  81    A3 

ScalexD-13  G6 

Scalex  D-400  G6 

Scalex  DC-46    G6 

Scalex  DCH-47  G6 

Scalex  DO-45    G6 

Scalex  DP-42  G6 

Scalex  DS-41  G6 

Scalex  DS-73C    G6 

Scalex  EB-5  G6 

Scalex  L-20  .  G6 

Scalex  L-22  G6 

Scalex  L-23  G6 

Scalex  L-56  G6 

Scalex  L-57   G6 

Scalex  LCP-53 G6 

Scalex  LCPP-89    G6 

Scalex  LNC-6   G6 

Scalex  LOA-43   G6 

Scalex  LOA-52  G6 

Scalex  LP-51   G6 

Scalex  LPH-70    G7 

Scalex  LPP-63  G7 

Scraper  A4 

Scraper-P  CI 

Sidstryp    A3 

Solvit   A4 

Sump-Terg  N-107  Al 

T-Klor-XX  Al 

Tank-Clean  FP-99  Al 

Top  Hand  E4 

Tru  Wash  Al 

Vacate    Al 

Vacate  HF  A2 

Washbrite  Dry  Bleach  Bl 

Washrite  Detergent   Bl 

Wax-Tex    PI 

Pacific  Chemical  Co.,  Inc. 

Pacco  Colloid  Cleaner Al 

Pacific  Chemical  Company 

Formula  22    A4 

Pacific  Health  Products,  Inc. 

Hand  Sanitizer  Solution  #201  E2 

Sanitizer  Solution  #101  E3 

Pacific  Sales  &  Service 

PFG-200    HI 

Pacific  Specialty  Chemical,  Inc. 

True  Grip  Daily  Cleaner  CI 

True  Grip  PreCleaner   CI 

True  Grip  Reconditioner  1    CI 

True  Grip  Reconditioner  2   CI 

True  Grip  Treatment  1    CI 

True  Grip  Treatment  2   CI 

Pacific  Standard  Specialties,  Inc. 

BWT-310  G6 

Pacific  States  Chemicals,  Inc. 

PS-10    A4 

PS-105  Al 

PS-140  Al 

PS-20  \4 

PS-25  Al 

PS-5  A2 


11-319 


PS-70  A4 

PS-75  Al 

PS-85  A2 

Pacific  Tradewinds 

Formula  SC-5    Al 

Formula  XHD-15    Al 

PFC-90-SL CI 

Pacific  Water  Consultants 

PWC100    G6 

PWC101     G5.G6 

PWC110    G6 

PWC111     G6 

PWC130    G6 

PWC201     G6 

PWC210    G6 

PWC223    G6 

PWC224    G6 

PWC231    G6 

PWC400    G7 

420  G5 

462  G7 

463  G5 

7215  Microbiocide    G5.G7 

Packer  Sanitation 

Packer  Alkaline  No.  42  Al 

Packer  Chlor   D2.Q4 

Packer  Combo  A3 

Packer  DW-25  Al 

Packer  Heavy  Duty  Egg  Wash-1    Ql 

Packer  Heavy  Duty  Egg  Wash-2   Ql 

Packer  Kleen  No.  6  Al 

Packer  Kleen-Nl   Al 

Packer  Master  No.  3  A2 

Packer  Qua!  D2 

Packer  Task  38   A3 

Packer  Task  39   A3 

Packer  Terg  Bl 

Packer-Up   Q1.Q2 

Smoke  House  No.  10   A2 

Task  57    A3 

Packer-Scott  Company 


Packers  Engineering  &  Equip.  Co., 
Inc. 

Electro-Honer  Oil    H2 

Packers  Tech  A2 

Pak-Co  No.  40A   El 

Packers'  Chemical  Company 

Acid  Brite    A3 

Albrite   Bl 

Bulls-Eye    Bl 

Castercote    HI 

Chlorolye  I Al 

Cocopak  El 

CIP  No.  I  A2 

CIPNo.  II   A2 

CIP  No.  Ill    Al 

Econolube    HI 

FloraSan  Dip  E3 

Lubinol    HI 

Mach-One    A3 

Mach-Three  A3 

Mach-Two  A3 

Neutralite  A  Al 

Old  Smoky    Al 

Old  Smoky  II Al 

Old  Smoky  III  A8 

Oxybrite  101    Bl 

Packerlube  HI 

Piggy  Lube    HI 


Polyfoam  101     Al 

Premium  Blend  Trolley  Oil    H1.H3 

Quatraine  I  D2 

Quatraine  II  D2 

Red  Brand  El 

Red  Brand  Plus  El 

Sanex  101    E2 

Sanidyne    D2.G5 

Sequest A2 

Solvacel  Al 

Super  Strip  Al 

The  Rail  Doctor  I    Al 

The  Rail  Doctor  II Al 

The  Trolley  Doctor  Al 

Trollex  LQ  A2 

Trollex  PW    A2 

Trolley  Supreme   HI 

Padre  Janitorial  Supplies 

Hygienic  Hand  Soap  E2 

Padre  Hygenic  Handsoap  NB  E2 

Pagoda  Industries 

Alsolv    Al 

Alsolv  Powder  Al 

Eazolv  (Concentrate)  A4 

Exsolv    A2 

Handsolv    El 

Hisolv    Al 

Kezolv  (Concentrate)    A4 

Pago  All  Purpose  Vehicle  Cleaner  Al 

Pago  Hair  &  Body  Shampoo    E4 

Pago  Sanitizing  Hand  Soap    E2 

Pago  170  Vat  Cleaner  A2 

Pago  180  Heavy  Duty  Degreaser  Al 

Pago  180  Meatroom  Degreaser    Al 

Pago  200  Freezer  Cleaner/De-icer  G5 

Pago  205  Bowl  Cleaner   C2 

Pago  206  Mild  Bowl  Cleaner  CI 

Pago  215  Drain  Opener    LI 

Pago  220  Oven  and  Grill  Cleaner    A8 

Pago  225  Soap  Scum  Remover   Al 

Pago  230  Foam  Acid  Cleaner A3 

Pago  235  Low  Foam  Acid  Cleaner   ....    A3 

Pago  310  Powder  Hand  Soap  C2 

Pago  40  Hand  Soap E4 

Pago-64  Cleaner   Al 

Pagosolv  90  Citrus  Cleaner    CI 

Palm  Beach  Chemical  Co. 

New  Royal  Heavy  Duty  Cleaner  &  De- 
greaser    A4 

SSC  Stainless  Steel  Cleaner  A7 

Touch  It  Up  CI 

Work  Out  Neutral  Cleaner  A4 

Palm  Chemical 

H.T.  Concentrate  Al 

Lemon  Fresh  Lemon  Odor  Disnf.  Deod. 
Clnr  A4 

Palmer  of  Houston,  Inc. 

All  Purpose  Powder  Laundry  Detergent  Bl 

Ammoniated  Glass  Cleaner    CI 

Challenge  II  D2 

Chlorinated  Bleach  Powder    Bl 

Degreaser  Al 

Fabric  Softener   B2 

General  Purpose  Detergent  (GPD)  Al 

Heavy  Duty  Power  Laundry  Detergent  Bl 

Lavolan  Hand  &  Body  Soap    E4 

Liquid  Laundry  Detergent Bl 

Low  Foam  General  Purpose  Det Al 

Mess  Off  Al 

Oven  &  Grill  Cleaner  A8 

Power  Surge  Machine  Dishwash  Pow- 


der      Al 

RTU  A-l  Hand  Soap    El 

Thrifty  All  Purpose  Powder  Laundry 

Det A1.B1 

Total  Bowl  Cleaner  C2 

Winspray   CI 

9-N-l    CI 

Palmer  Company,  Incorporated 

#1005  Degreaser/Cleaner    Al 

#1015  Ready  to  Use  Multi  Use  Cleaner  A4 

#1015  Tough  Job  Cleaner  A4 

Aero  Clean  Germicidal  Cleaner  &  Deod.  CI 
Aero  Clean  Germicidal  Cleaner  &  Deod.  CI 

Brilliant  No.  13  C2 

Brite  CI 

Bug  Blast  ULV  Fogging  Insect  Killer  ..  Fl 

Contact  II  C2 

Crocket's  Always  Working  CI 

D  Liquid  Soap  El 

Deo-Dis   CI 

Easy  Wipe  CI 

Everything  Goes   A3 

Force    CI 

Freedom  CI 

Glisten  Al 

Gritted  Hand  Cleaner  w/Volcanic  Pum- 
ice     E4 

Guardian  Disinfectant  Detergent    A4 

Guardian  II    D2 

Handy  Helper  #1   K2 

Handy  Helper  #3  Kl 

Handy  Helper  #4  H2 

Handy  Helper  #5  H2 

Handy  Helper  No.  1    K2 

Handy  Helper  No.  2  Silicone  Lubricant   HI 

High  Power   Al 

Hot  Shot  Prilled  Drain  Opener  LI 

It's  Better  Al 

L  D.  Fumeless  LI 

Lemon  Odor    A4 

Lo-Suds  Laundry  Detergent   Bl 

Medi-Spray    C2 

Ocean  Breeze CI 

Orange  Solve  A4 

Oven  Cleaner A8 

Palm-A-Tize    Dl 

Palm-X  D2 

Palmer  #2001  Orange  Degreaser  and 

Deodzr CI 

Palmer  #2002  Citrus  Drain  Cleaner& 

Mntnr    CI 

Palmer  ACL-921   G7 

Palmer  ASB-901    G6 

Palmer  Chlorinated  Foaming  Cleaner       Al 

Palmer  Clean  and  Thaw   A5 

Palmer  Cleanser CI 

Palmer  Hand  Cleaner    E4 

Palmer  Heavy  Duty  Penetrating  Oil  ....    H2 

Palmer  Live  Micro  535  L2 

Palmer  Miracle  Wipe    CI 

Palmer  Non-Butyl  Cleaner  Concentrate    Al 
Palmer  Powdered  Machine  Dish  Deter- 
gent      Al 

Palmer  Protect  All  CI 

Palmer  Quat  Disinfectant  Mint  Odor  ..    CI 

Palmer  Super-Sope  Skin  Cleanser   El 

Palmer  3690 CI 

Paul's  Tube    E4 

Perfect  Match  Deodorant  Cleaner    A4 

Pine  Odor CI 

Power  Drain LI 

San-A-Cid  Foaming  Shower  Cleaner  ..    C2 

Schmutz  Fighter    E4 

Shop  Power  A4 

Smut  Off  CI 

Sparkle  No.  15  Disinfecting  Porcln  Clnr  C2 

Spray  Kleer  CI 

Super  Foam  Clean  Al 
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Palmetto  Chemical  &  Supply  Co., 
Inc. 

pH  Minus  G7 

pH  Plus   G6 

Act  95    G7 

Act-81    G7 

Algaway  G7 

Ammoniated  Oven  Cleaner A8 

Aquatonic G7 

Auto  Chlor  F.P.C.  150   Al 

Bio-Foam  L2 

Boiler  Colloid  Adjunct  G6 

Boiler  Water  Treatment-Liquid    G7 

Boiler  Water  Treatment-Powder G7 

C-P  Stainless  Steel  and  Metal  Polish  ..    A7 

Clean  Treat  300  L  G7 

Clean-Free  Germicidal  Spray  N  Wipe 

Clnr  CI 

Clean-Rite  200L   G6 

Combat    CI 

Cool  Brite    CI 

Cool  Rite  NC    G7 

Deo-Cide  D2 

Dynaforce    A4 

Dynamic Al 

Egg  Wash  1  Ql 

Enz-O-Matic    L2 

Extinguish  (Aerosol)  Kl 

Extinguish  (Bulk)    K2 

F-ll  Concentrate  A4 

Fly  Tox    Fl 

Foam  Kill    Al 

Foam  Kleen  F.P.C.  165    Al 

Fry-Kleen Al 

Fry-Kleen  F.P.C  170   Al 

Fry-Kleen  Liquid A8 

FPC-200 Al 

FPC-300 Al 

FPC-400 A3 

FPF-100  Al 

He  &  She  Concentrated  Liquid  Skin 

Clnr  El 

Heavy  Duty  Floor  Cleaner  F.P.C.  145      A4 
Hospi-Cide  Hospital  Disinfectant  Deod    C2 

Ideal  A4 

Killo  Insect  Spray   Fl 

Kleen  All  A2 

Liquimelt  A5.C1 

LB#1  C2 

Mark  IV  A4 

Metal  Brite A3 

Micro-Clean  K2 

Milk  Stone  Remover  A3 

Mint-O-Phene    CI 

Now  Al 

Now  Foam  F.P.C.  140    Al 

Nu-Way  CI 

One  Shot   G6 

Pal  Medic El 

Pal  Sanit  E2 E2 

Paladine  E2 

Palco  76  Al 

Palmetto's  S-Wipe  All  Purpose  Cleaner   CI 
Palmetto's  Speedy  Ammoniated  Oven 

Clnr A8 

Penelube H2 

Penelube  (Aerosol)   H2 

Perform    El 

Perform  Thick-Cone  Mech.  Liq.  Skin 

Clnr El 

Perma  Kill  F2 

Phene-O-Pine  CI 

Phene-O-Pine  250  CI 

Poly  Chem  CW  G7 

Poly  Chem  250  G7 

Poly  Chem  500  G7 

Poly  Chem  750  G7 

Poly  Rite  C  1000    G7 

Poly  Rite  C  500    G7 

Powercide    CI 

Preem  A4 


Pride  Al 

Princess   El 

Red  Hot  CI 

Release A4 

Safety  Sheen   A4.A8 

Safety  Solvent  Kl 

Sani-Lube HI 

Scalabate   PI 

Scalox    A3 

Seal-Ease  H2 

Sewer-Sol LI 

Shackle  Kleen  Liquid  Al 

Shackle  Kleen  Powder  F.P.C.  155  A2 

Show  Brite  C2 

Show  Brite  Bulk  CI 

Skin  Shield  Cream    E4 

Slimetrol    G7 

Solid  Kling    C2 

Spearmint CI 

Spectra  D2 

Speedy  II  A8 

Sta-Brite CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Sur-Grip  PI 

The  Answer  LI 

Thermo  Kill  Fl 

Trailer  Brite  A3 

Treat  Rite  100L  G6 

Tri-Tex  Al 

Triple  Power   Dl 

TFE  Fluorocarbon  Lubricant    H2 

Win    Al 

Pan  American  Chemical  Co. 

Liquid  Toilet  Soap    El 

Pacco  Aerodet  Al 

Pacco  Fast  Acting  Emulsion  Bowl 

Cleaner   C2 

Pacco  Foam  Away  Cleaner Al 

Pacco  No.  25  Insect  Spray  Fl 

Pacco  Pure-Lube  HI 

Pacco  Silicone  Spray HI 

SAF-OX-22  A3 

Paneco  Botanicals,  Inc. 

Natur-Glo CI 

Panther  Industries,  Inc. 

AS-33  A2 

AS-33  NF    A2 

AS-44  A2 

Bio-Remedy  WTL  L2 

Bowl-Kling  Porcelain  Cleaner   C2 

Brightener  B    A3 

CS    CI 

D-Hydro  Lub  H2 

D-22  Al 

D-22NF Al 

Dairy  Kleen  D2 

Desert  Breeze    CI 

Double  Action  II  F2 

Double  Tough   E4 

Duralube  #2  Mulu-Purpose  Grease    ....    H2 

Dyno  Foam  Breaker  Q5 

E-Z  Flow  Drain  Opener   LI 

Foam  Mate  II Al 

Germicidal  Cleaner  C2 

Hi-Five  E4 

Hospital  Spray  C2 

HD-250    Al 

Kleen  Skrub  A4 

Laundry  Detergent Bl 

Laundry  II   Bl 

Lime-Go CI 

Liqua-Chlor  Al 

LHT-100    A2 

Mean  Green  A4 

N-Ergy  405    Al 


N-Ergy  5010-NF  Al 

New  One-Eleven  Al 

New  Quatrocidal  D2.Q3 

Ox-O-Brite  Bl 

Pan-A-View  Push-Button  Glass  Cleaner  CI 

Pan-Gest CI 

Pangold    Al 

Panther  D-135-A  Solvent  Degreaser    ..  K2 

Panther  HD-25 Al 

Panther  Old  Yeller    Al 

Panther  SW-440  CL   A2 

Panther  W-248 G6 

Panther  WED- 129  Al 

Panther  WED-430  CI 

Panther  388   A3 

Panther  612   G6 

Penetron  Nut  &  Bolt  Loosener  Penetrant  H2 

Red  Hot  Al 

Red  Hot/20    Al 

RR-50    A2 

RR-50  NF    A2 

Scale-Away  A3 

Seven  Eleven  Al 

Skylark  Al 

Steel  Brite   CI 

Supreme  Al 

Virucidal    CI 

399  A3 

618  G7 

643  G6 

Paper  &  Maintenance  Supply 
Company 

Pamsco  Heavy  Duty  Cleaner-Degreaser  A4 

Paper  Chem.  Sales,  Inc. 

#226  Highly  Concentrated  Odor 

Cntractnt  CI 

Paper  Stock  Conditioner  CI 

Paper  Chemical  Supply  Company 

Enhance  Floor  Finish  Mntr  &  All  Purp 

Det Al 

Pine  Oil  Disinfectant  CI 

Quanto-Cide  Detergent  Cleaner-Disinf.  Dl 

Rapid  Foam  Foaming  Cleaner   Al 

Stop  All  CI 

Strong  Arm   A4.A8 

Strong-Arm  Concentrated 

Cleaner/Dgrsr A8 

Paper  Company,  The 

"Purity  Spray  Foam  Meatroom  De- 
greaser"    Al 

Purity  AFBC  C2 

Purity  D200  CI 

Purity  D300  CI 

Purity  Foam  Out  CI 

Purity  Hi-San  256  Dl 

Purity  Klear  Glass  CI 

Punty  Klear  Glass  CI 

Purity  Kream  Kleen    A6.C2 

Purity  Lotion  Hand  Cleaner  El 

Purity  Neutral  Cleaner    A4 

Purity  One  Step  C2 

Purity  Pine  Forest  5    CI 

Punty  Pot-N-Pan  Detergent    Al 

Punty  Spray  Foam  Meatroom  Deg Al 

Purity  Stainless  Steel  Polish  CI 

Purity  Ultra  2000 \4 

Punty  X-Cel    CI 

Purity  4-Way  CI 

Paper  Corporation  of  America 

Allstar  Acid  C1P  Cleaner   \3 

Allstar  Acid  Drain  Opener   LI 
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Allstar  Acid  Free  Disinfectant   C2 

Allstar  Airborne  Space  Spray  Fl 

Allstar  Alive    CI 

Allstar  Alkaline  Drain  Opener   LI 

Allstar  All  Purpose  Cleaner  (Aerosol)  CI 
Allstar  All  Purpose  Cleaner  (Bulk)  ....  CI 
Allstar  All  Purpose  Cleaner  RTU  ....  A4.CI 

Allstar  Antiseptic  Hand  Cleaner  El 

Allstar  Antiseptic  Hand  Soap  E-l    El 

Allstar  Antiseptic  Hand  Soap  E-2    E2 

Allstar  Aqua  Shine   A7 

Allstar  Automatic  Bowl  Cleaner    C2 

Allstar  Chlorinated  All  Purpose  Dgrsr     Al 

Allstar  Citrufoam CI 

Allstar  Citrus  Clean  All  Purpose  Cleaner  CI 

Allstar  Citrus  Cleaner  RTU    CI 

Allstar  Citrus  100  Solvent  Degreaser  ..  CI 
Allstar  Citrus  50  Solvent  Degreaser  ....  CI 
Allstar  Citrus  50  Solvent  Degreaser  ....    CI 

Allstar  Citruspray    CI 

Allstar  Crawling  Insect  Spray  F2 

Allstar  CC-410  Acid  Foam  Cleaner  ....    C2 

Allstar  Deep  Freezer  Cleaner  A5 

Allstar  Disf.  Deod  Spra  Cit  Bouq  Scent  CI 
Allstar  Disf.  Deod.  Spra  Baby  Pwdr 

Scent  CI 

Allstar  Disinfectant  Cleaner  RTU    CI 

Allstar  Disinfectant  Foam  Cleaner  CI 

Allstar  Duo-Kill F2 

Allstar  Duo-Kill F2 

Allstar  DT  Bowl  Cleaner   C2 

Allstar  Egg  Wash    Ql 

Allstar  Film  Free  Glass  Cleaner  CI 

Allstar  Foaming  Acid  Cleaner  &  Brtnr  A3 
Allstar  Foaming  Alkaline  Degreaser  ..  Al 
Allstar  Foaming  Chlorinated  Cleaner  ..  Al 
Allstar  General  Purpose  Dsnfctnt  Clnr     C2 

Allstar  Glass  &  Surface  Cleaner    CI 

Allstar  Glass  Cleaner  (Aerosol)  CI 

Allstar  Glass  Clnr  Org  Biodgrd  CI 

Allstar  Granular  All  Purpose  Degreaser  Al 
Allstar  Hand  Dishwashing  Compound      Al 

Allstar  High  Acid  Bowl  Cleaner    C2 

Allstar  High  Acid  Bowl  Cleaner    C2 

Allstar  Hospital  Disinfctnt  &  Deodrnt  II  CI 
Allstar  Hospital  Disinfectant  (Aerosol)     CI 

Allstar  HD  Butyl  Degreaser  CI 

Allstar  HD  Foaming  Degreaser   Al 

Allstar  HD  Solvent  Degreaser   A8 

Allstar  Klean  All  All  Purpose  Cleaner     A4 

Allstar  Lemon  Dis  CI 

Allstar  Lemon  Dis  Natural  Dsnfnt  Clnr   CI 

Allstar  Lemon  Disinfectant  CI 

Allstar  Lime  and  Scale  Remover  A3 

Allstar  Lime-Solve    A3 

Allstar  Liquid  Enzymes    CI 

Allstar  Low  Acid  Bowl  Cleaner  C2 

Allstar  Low  Acid  Disinf.  Bowl  Cleaner  C2 
Allstar  Low  Foaming  Butyl  Degreaser  A4 
Allstar  Low  Foaming  Chlorinated 

Dgrsr  A1.Q1 

Allstar  Low  Sudsing  Detergent    Bl 

Allstar  Lubricant  Penetrant  H2 

Allstar  Machine  Dishwashing  Com- 
pound        Al 

Allstar  Mint  Disinfectant  Cleaner CI 

Allstar  Mint-A-Dis    CI 

Allstar  Multi-Purpose  Insecticide  Fl 

Allstar  Neutral  Cleaner  CI 

Allstar  Neutral  Disinfectant    CI 

Allstar  Neutral  Disinfectant  Cleaner  ..  CI 
Allstar  Neutral  Germicidal  Detergent  CI 
Allstar  Neutral  Germicidal  Detergent  ..    Dl 

Allstar  No  Rinse  Sanitizer    D2.E3.Q3 

Allstar  Non  Acid  Bowl  Cleaner  C2 

Allstar  Non  Acid  Bowl  Cleaner  C2 

Allstar  Non  Acid  Bowl  Cleaner  (TC)       C2 

Allstar  Non  Ammoniated  Stripper   A4 

Allstar  Non  Butyl  Degreaser    Al 

Allstar  Non  Foaming  Alkaline  De- 
greaser      A2 


Allstar  Non  Foaming  Aluminum  Safe 

Dgrsr  Al 

Allstar  Non  Foaming  Granular  De- 
greaser      A2 

Allstar  One  Step  Foaming  Disinfectant  C2 
Allstar  Organic  Dry  Chlorine  Bleach  ..    Bl 

Allstar  Oven  &  Grill  Cleaner  A8 

Allstar  Oven  &  Grill  Cleaner  (Aerosol)   A8 

Allstar  Penetrating  Lube  H2 

Allstar  Phosphoric  Disnfctnt  Bowl  Clnr  CI 

Allstar  Pine  Cleaner  &  Deodorant  CI 

Allstar  Pine  Odor  Dis  CI 

Allstar  Pine  Odor  Dis  Natural  Dsnf  Clnr  CI 

Allstar  Pine  Scented   C2 

Allstar  Pink  Dish  Detergent   Al 

Allstar  Pink  Lotion  Hand  Soap    El 

Allstar  Residual  Insecticide    F2 

Allstar  Residual  Water  Based  Insecticide  F2 

Allstar  Silicone  Spray  (Aerosol) H2 

Allstar  Smokehouse  Cleaner  A2 

Allstar  Soft  Touch  Liquid  Creme 

Cleanser    A6 

Allstar  Solvent  Cleaner  &  Degreaser  ..  CI 
Allstar  Spot  Clnr  Solv  All  Org  Boidgrd  CI 

Allstar  Stainless  Steel  Cleaner   A7 

Allstar  Stainless  Steel  Cleaner  &  Polish  A7 
Allstar  Stainless  Stl  Clnr  AllOrgBiodgrd  CI 
Allstar  Super  Power  Punch  Degreaser 

Cone    Al 

Allstar  Surface  Disinfectant   CI 

Allstar  Tile/Porcelain  Bowl  Cleaner  ....  C2 
Allstar  Tile/Porcelain/Bowl  Cleaner 

(TC) C2 

Allstar  Tub&Tile  Clnr  (All  Org 

Biodgrd)   CI 

Allstar  Vandalism  Mark  Remover   CI 

Allstar  Vat  &  Processor  Cleaner    Al 

Allstar  Wasp  &  Hornet  Spray    Fl 

Allstar  Waterless  Hand  Cleaner  E4 

Allstar  15%  Liquid  Hand  Soap  E-l   El 

Allstar  23%  HCL  Hospital  Type   C2 

Allstar  40%  Liquid  Hand  Soap    El 

Allstar  80%  Pine  Oil  Disinfectant   CI 

Paper  Mart 

All  Purpose  Foaming  Cleaner A8 

Paper  Plus  Inc. 

All  U  Need  Plus   A4.C1 

Ant  &  Roach  Spray F2 

Asidufoam  C2 

Bio-Phene  Plus    CI 

Bio-Scrub C2 

Clean  &  Fresh  A8 

Clear  Reflections  CI 

Clear  Reflections  (Bulk)  CI 

Dry  Breeze CI 

Environmental  Odor  Counteractant    ....    CI 

Environmental  Odor  Digestor CI 

Expel   F2 

Foam  Away  C2 

Foaming  Germicidal  Disinfectant 

Cleaner   C2 

Jelled  Vandal  Mark  Remover  CI 

Orange  Power  Foam  CI 

Orange  Rough  Touch   E4 

Power  House  All-Purpose  Cleaner  Al 

Problem  Solver   CI 

Royal  Vision   CI 

Stainless  Steel   CI 

Super  Orange  Cleaner  Degreaser  CI 

Synergized  Liquid  Alive  Bacteria    CI 

Paper  Products  Company,  Inc. 

R.P.  75  CI 

R.P.  9145  RTU.  Degreaser  CI 


Paper  Supply 

Coconut  Oil  Hand  Soap  Concentrated  ..  El 

Paper  Supply  Co. 

Mello-Brite    A7 

Prevent  CI 

Screen-Kleen  CI 

Paper  Supply  Company 

Foaming  Cleaner  Al 

Kim-Eez  A4 

Parachem  Corporation 

Cleaf El 

Cleaf-300  El 

Parade  7K  Farms  Foodservice 
Distributors 

Blue  Glass  &  Surface  Cleaner  CI 

Oven  Kleen  &  Boil  Out  A8 

Paradigm  International,  Inc. 

Stardust  Super  Absorbent  CI 

Paradyme  Technologies,  Inc. 

Formula  One   Al 

Formula  Two  Al 

Surtexx-4000  CI 

Tropixx-2000  Al 

Parafirma  Kit 

Biogrease  HI 

Biogrease  T  HI 

Paragon  Products,  Incorporated 

Ex-Pel    Al 

Regent   A4 

Paramount  Chemical  Company 

PC-101  A4 

Paramount  Products 

Alaska   A5 

BZ-538  A3 

Charger    Al 

Cleo  Al 

Do-All   CI 

Foam  Clean  Al 

Green  Max  A4 

KV  237    A3 

Mustang  A4 

Nice  Hands    Al 

PH-7  A4 

Sani-Rinse   D2 

So  Fresh  Bl 

Target  Al 

Parasitix  Corporation 

SafeCide  Poultry,  Livestock  &  Prms  Spr  F2 

Paratherm  Corporation 

Paratherm  NF    H1.P1 

Pariser  Industries,  Inc. 

"Deo-Trex"    CI 

All  Power Al 
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Bac-Soft  B2 

Bleach  20  C  Bl 

Boiler  Water  Treatment    G6 

Charger  03  Bl 

Charger  51  Bl 

Chlorex  M  Bl 

Chlorex  T Bl 

Complete-C   Al 

CFC  Concrete  Floor  Cleaner   A4 

De-Lime A3 

DG  Solvent   B2 

Ecco  Bleach  Bl 

Glo-Win  Al 

Grease-Off  A8 

Hi-Alk  Booster   Bl 

In-Thox  II    B2 

LX-Lab    Bl 

Mildew-Not  Bl 

Mop-Oil  Bl 

Mr.  Drain  Opener  LI 

Nasp  B2 

Neutrachlor   Bl 

Nonic  B2 

Nonic  NA    B2 

Nu-Orth   Bl 

NASOP   B2 

One  Shot  Plus  Bl 

Organic  LGAF G6 

OrthS    Bl 

Oven  Eze  A8 

PC.  Softener  B2 

P.O.G B2 

Para  Bleach  20    Bl 

Para  Del  HS Bl 

ParaDetLS  Bl 

Para  Del  LS/CCL    Bl 

Para  Soft    B2 

Para-Brite-C Bl 

Para-N-Bnte Bl 

Para-N-Surf  B2 

Para-N-SurfP   B2 

Para-Pan  Al 

Paracid  G7 

ParacorCP G7 

Paracor  1    G7 

Paracor  1021    G7 

Paracor  1200  G7 

Paracor  911    G7 

Paraline  pH  LP  20 G6 

Paraline  Alkali  G6 

Paraline  BWT  LH  G6 

Paraline  BWT/FG   G6 

Paraline  Catalyzed  Sulfite  M    G7 

Paraline  LAF  G6 

Paraline  NAO    G6 

Paraline  OTL  PI 

Paraline  P-5-S  G6 

Paraline  P-75-S   G6 

Paraline  Paraplex  P3  G7 

Paraline  Phosphate    G6 

Paraline  PPS-P    G6 

Paraline  P100S    G6 

Paraline  S/R  #1   G7 

Paraline  SR/2 G6 

Paramine    G6 

Paraplex  P-2  LH   G7 

Paraplex  P100  G6 

Paraplex  P2   G7 

Paraplex  005   G7 

Paraplex  155    G7 

Parasperse  107  G7 

Parasperse  287  G7 

Parasperse  837N    G6 

Parazine  G6 

Pearl  Starch  B2 

Ph  Dry  G6 

Plate-Mate  K-E-X  Plus  Al 

Poly-Ox   Bl 

Pot  Shot  Al 

Pot  Stuff    Al 

Pro-Tile   A4.C2 

Protile  Concentrate   CI 


Purpose  HF   A4 

PC  Bleach   Bl 

PH  Liquid    G6 

PX-70  Bl 

Resin  Sweet PI 

RXR  Bl 

Safe  &  Bnte  PC    Bl 

Special  Starch  A   B2 

Spot-Less  B2 

Spot-Shot  Bl 

Spray  A  Mop  B2 

Stain  F  Bl 

Suds  Booster  Bl 

Surf-X-Tra  Bl 

Table  Talk  B2 

TAGR/10  G7 

Ware-With-All  Al 

0  III  S    Bl 

Parish  Maintenance  Supply  Corp. 


Parish  Supply  Corp. 

Big  Gee   A4 

Creme  Cleanser  A6 

Stainless  Steel  And  Metal  Polish   A7 

Stainless  Steel  Cleaner   CI 

Parke-Hill  Chemical  Corp. 

Boiler  Water  Treat.  No   10 G6 

BWT  No.  1    G6 

BWT  No.  2   G6 

BWT  No.  3   G6 

BWT  No.  4   G6 

Cesspool  Wizard  LI 

Chloro-Kleen  CI 

Econokleen    Al 

Liquid  Drain  Whizz    LI 

Parker  Company,  The/ 

Oxy  Metal  Industries  Corporation 

Hi-Foam  FP-55   Al 

Parco  Cleaner  FP- 17  Al 

Parco  Cleaner  FP-24  Al 

Parco  Cleaner  FP-46  A2 

Parco  Cleaner  FP-5  A3 

Parco  Cleaner  FP22 Al 

Parco  Cleaner  FP32 Al 

Parco  Cleaner  FP39 Al 

Parco  Cleaner  FP41  A2 

Parco  Cleaner  FP43  A2 

Transport  Cleaner  2172-T  A2 

Transport  Cleaner  2331T   Al 

Transport  Truck  Wash  2223-T  Al 

Parkham  Industrial  Distributors, 
Inc. 

Parkham  Rair  Cleaner  (Concentrate)   ..  A2 

Parkmont  Products 

Alcodine CI 

Alcodine  II CI 

Parkway  Research  Corporation 

Action  All  Purpose  Cleaner   CI 

Airborne  Multi-Purpose  Insecticide   Fl 

Blast  Al 

Blow-Away  A4 

Break-Up  LI 

Burst  Disinfectant  Foam  Cleaner  CI 

BWT    G6 

C.T.T G7 

Chain  &  Cable  Lubricant  H2 

Clean-Bowl   C2 


Cleans-All    A4 

Coil  Nu  Plus    A4 

Dead-Bug  Fl 

Destroy  Residual  Insecticide  F2 

Dri  Moly  Lubricant  H2 

Electra-Clean  K2 

Fogacide  Room  Fogger  Fl 

Gripper  PI 

Invisible  Skin  Shield  Cream  E4 

Kleen  Waterless  Hand  Cleaner  E4 

Lube-San  White  Grease    H2 

Mechanics  Friend  Penetranting  Lubri- 
cant      H2 

One  Stop  Battery  Terminal  Clnr  &  Pro- 
tec PI 

R  K   IX    Al 

R.K.  XXI  El 

Remove  Oven  and  Grill  Cleaner    A8 

Rid  Moisture  Guard    H2 

Safe-Clean   A3 

Sewer  Zyme  L2 

Sewer-Clean  CI 

Sheen  A4 

Shine    A7 

Slip  Dry  Silicone  Spray  (Aerosol)  HI 

Steam  Off    Al 

Steam-X  Al 

Tile  Nu A3 

Venus  Industrial  Deodorant    CI 

White  A4 

Parr  Inc. 

E.P.  Hydroil  83  H2 

Hydroil  AW  32  H2 

Hydroil  AW  46  H2 

Hydroil  AW-68  H2 

Plastilube  Moly  No.  3  H2 

Plasulube  No.  1  H2 

Plasulube  No.  2 H2 

Plasulube  WS  Light    H2 

Rotary  Screw  Air  Compressor  Oil  H2 

Parramar  Enterprises 

Parrachem    A4.A8 

Parson  Enterprises,  Inc. 

All  Purpose  Cleaner   A4 

De-Greaser  Cleaner  Al 

Floor  &  Concrete  Cleaner A4 

Pine  All    CI 

Startling  Hand  Soap    El 

Part  Works,  Inc.,  The 

Gel-Grease  White  Grease  H2 

Sil-Ez  Silicone  Spray    HI 

Parts  Associates,  Inc. 

Aero-Chem  Deep  Clng  Brute  Grit  w/Vol 

Pum  E4 

All  Purpose  Cleaner    A8 

Anti  Seize    H2 

BOSS.  Hand  Cleaner  Conditioning 

Creme   E4 

BOSS.  Hand  Cleaner  Natural  Citrus  ..  E4 

Brute  Magic  Oil    H2 

Contact  Cleaner  K2 

Food  Grade  White  Lithium  Grease    ....    H2 

Glass  Cleaner CI 

Grease  Gun  In  a  Can    H2 

Hi-Grade  Silicone   HI 

Natural  Force  CI 

Odor  Out  Part  No.  84895  CI 

Safety  Solvent  K2 

Tef-Gel H2 

Teflon  Dry  Lube  H2 
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Parts  Service  International,  Inc. 

FGH-120   HI 

FGH-130   HI 

PSI  N3000  H2 

PSI  S3000   H2 

PSIS4000   H2 

Partsmaster/ 

A  Division  of  NCH  Corporation 

Ari-Slick    H2 

AG-1000    H2 

Belt-Buddy    PI 

Cushion    HI 

Incredi-Blend  H2 

Lub-Dri    HI 

Perma-Gear   H2 

Pona-Cool  (Aerosol)  H2 

Spray-Loose  H2 

Tac-Guard   K2 

Withstand  H2 

Pase  Chemical  Corporation 

A.T.W A3 

Force  22D   A4 

Pase  Tile  Cleaner    CI 

Pasquale  Food  Company 

Ammoniated  All  Purpose  Cleaner   A4 

Institutional  Liq  Dm  Pipe  Opnr  &  Maim  LI 

Liquid  Hand  Dish  Wash  Al 

Patclin  Chemical  Co.,  Inc. 

#3 13-P.C.  Cleaner  Al 

K  &  W  #307-Floor  Cleaner  A4 

K  &  W  323NF  General  Purpose  Cleaner  Al 

Patclin  #368-KW  Al 

Patco 

The  Right  Stuff  CI 

Patco,  Inc. 

Action  Plus  Citrus  All-Purpose  Cleaner  Al 

Breakaway  Al 

Food  Service  White  Mineral  Oil    HI 

Patrick  Cudahy  Incorporated 

7601  Standard  Detergent Al 

7602  Chlorinated  Detergent   Al 

7606  Smokehouse  Detergent    A2 

Patterson  Company,  Inc. 

Adjunct  'A'  G6 

Patterson  Laboratories,  Inc. 

Blue  Ribbon  Bleach    D2 

Paul  A.  Bannick  Company 

Di-Gest CI 

Paulsen  &  Roles  Laboratories 

Alphastat  Spray  And  Wipe  Germicidal 

Clnr  CI 

Blue  Hawaii  El 

Bowl  Tamer  Daily  Use  Bowl  Cleaner  C2 

Clean  Sheen  A7 

Clean-All  A4 

Cream  Cleanser  A6 


Crete-Clean    Al 

Crystal  Glass  and  Utility  Cleaner  CI 

Cutter  Al 

Dish  Brite    Al 

Dri-Bleach  Bl 

Glisten   A4 

Grease  Lightning  Al 

Knockout  Heavy  Duty  Bowl  Cleaner  ..  C2 

Liquid  Hand  Soap  El 

Medistat  Hospital  Disinfectant  Deodo- 
rant      C2 

Non-Acid  Restroom  Cleaner C2 

Oven  Brite  A8 

Pink  Lotion    E4 

Power  Gel    A4 

Radiance    Bl 

Rambo  Mark  Remover  CI 

Reflection  Stainless  Steel  Clnr  &  Polish  CI 
Sani-Cleanse  Bowl.  Tile  &  Porcelain 

Clnr  C2 

Spray-Away  A4 

Super  Dazzle  Plus  Bl 

Super-Strip  Foaming  Degreaser  Cleaner  Al 

Three-In-One  Odor  Counteractant   CI 

Paulshar  Chemical  Corporation 

Bac-T-Gard   CI 

Disheen    Al 

Enzyme  Cleaner    CI 

Floor  Wash    A4.A8 

Food-Tizer  D2 

Freezer  Cleaner  A5 

Glass  Cleaner CI 

Handyman   Al 

Ice  Machine  Cleaner  A3 

Iodine  Disinfectant    D2.E3 

Mighty  A8 

Power  Clean    Al 

Premium  Egg  Wash    Al 

PM  4    A3 

Release  A8 

San-T-Gard    D2.Q3 

Smokehouse  A8 

Strong    E2 

Success Al 

Sure  Rinse  Al 

100SS  CI 

Peach  State  Chemical 

#350  Al 

"Hot  Stuff'  Al 

Ambush  Al 

C-101   Al 

Dixie  Blue  CI 

DG-20   Al 

DG-50  "The  Ultimate  Degreaser"    Al 

DG-50  Special  Al 

E-Z  Kleen    Al 

Foam-N-Shine  Al 

Formula  "77"  Al 

Heavy  Duty  Formula  88  Al 

Meen  Green  CI 

P-100  "The  Brown  Stuff  Al 

P-105   Al 

P-50  "The  Brown  Stuff  Al 

Purple  Magic  A4 

Step  No.  2  Concentrate  Clear  Al 

Step  No.  2  Concentrate  Red  Al 

Step  No.  2  RTU  Clear   Al 

Step  No.  2  RTU  Red    Al 

4-55   Al 

4-55  Heavy  Duty  Al 

4-55  Heavy  Duty  Special   A4 

Peak  Supply,  Inc. 

Phospho20    CI 


Peat  Belting  &  Supply  Company 

Belt  Dressing  PI 

Peck's  Products  Company 

#450  Dishwashing  Compound    Al 

Aseptex    El 

Aseptrol  El 

Big  Man  Bl 

Blu-Fome  A4 

Bntex  A2 

BNC  Al 

BNC-M    Pi 

Compound  701    Al 

Compound  702    Al 

D.C.S D2 

Degreaser  Al 

Deo  Clean  B   CI 

Duo  Lube  H2 

Envir-O-Safe  Cleaner  Degreaser    CI 

Foam  Clean   A2 

Foamtrol    Al 

Freen    CI 

Glycerole  17%  El 

Glycerole  20    EI 

Glycerole  20%  Liquid  Soap  El 

Glycerole  40%  Concentrtd  Liq   Soap    ..  El 

Green  Magic    CI 

Heavy  Duty  Pexide  A2 

K-3  A4 

L.G.C.  Lemon  Odored  Germicidal 

Cleaner   A4.C1 

Laboratory  Glass  Cleanser   Al 

Lemon  Odored  Pepco  DC CI 

Liquid  "Squeek"    Al 

Liquid  Pex-Zyme Bl 

Liquid  Pexchlor  Dl 

Liquid  TriSodium  Phosphate  (T.S.P.)       A I 

Liquilube  Conveyor  Lubricant   H2 

Master  Clean  A8 

Master  Muscle  A4.A8 

Mr.  Degreaser   Al 

N.B.C Al 

No  Phos  Bl 

No.  201  Jell-Lube  H2 

No.  213  Jell-Lube  H2 

No.  216  Jell-Lube  H2 

No.  431  Bar-Lube  H2 

No.  710  Chlorinated  Dshwshng  Cmpnd.  Al 

No.  77  Detergent  Al 

Orange  Degreaser   CI 

Ox    Bl 

P.G.C.  6  CI 

Peckleer  A2 

Pepco  Add  Al 

Pepco  Can  Cleaner  717 A2 

Pepco  Concentrated  General  Purpose 

Clnr Al 

Pepco  D-C  Plus  Dl 

Pepco  DC Dl 

Pepco  Foam  Al 

Pepco  Freeze  A5 

Pepco  GP  Conveyor  Lubricant  A1.H2 

Pepco  GP  25  Conveyor  Lubricant      A1.H2 

Pepco  NC  #463   Al 

Pepco  Pan  Acid  719  A3 

Pepco  Pan  Alkali  718  A2 

Pepco  Shine  PI 

Pepco  Soft  400   B2 

Pepco  Spray  143  Al 

Pepco  SQK    A4.A8 

Pepco  Winter  Lube  H2 

Pepco  107    A4 

Pepco  152    Al 

Pepco  1605    CI 

Pepco  1606   CI 

Pepco  1607    Al 

Pepco  1608    Al 

Pepco  1609   CI 

Pepco  1610    Al 

Pepco  260    A3 


11-324 


Pepco  295    El 

Pepco  310  Conveyor  Lubricant    E1.H2 

Pepco  315  Hand  Soap  El 

Pepco  330    A1.E1.H2 

Pepco  408    Al 

Pepco  410    Al 

Pepco  415    C2 

Pepco  418    C2 

Pepco  460    Al 

Pepco  477  Egg  Wash    Ql 

Pepco  485    A2 

Pepco  490  Acid  Detergent   A3 

Pepco  493    A2 

Pepco  553    A4 

Pepco  707    Al 

Pepco  714    A2 

Pepco  716    A2 

Pepco  720    A3 

Pepco  724    Al 

Pepco  725    Al 

Pepco  732    A3 

Pepco  914   Al 

Pepco-Lube   H2 

Pepcochlor  A2 

Pepcochlor  916   Al 

Pepcocide D2.Q3 

Pepcodex   A4 

Pepco]  C-110  A1.H2 

Peptize  Al 

Pex  Foaming  Degreaser    Al 

Pex  General  Cleaner  715    Al 

Pex  Granular  Al 

Pex-Cide  Liquid  Conveyor  Lubri- 
cant      A1.H2 

Pex-Glide  H2 

Pex-O-Dine  1.75  D2.E3 

Pex-O-Matic  Liq.  Conveyor  Lubri- 
cant      A1.H2 

Pex-San  Rinse  D2 

Pexan  Al 

Pexchlor  Dl 

Pexell  Al 

Pexide  Heavy  Duty  Chlorinated  Al 

Pexlar  A2 

Pexolv  #489  Acid  Detergent  Sanitizer      A3 

Pexsyn  586    A4 

Pexsyn  596    A4.A8 

Pivot  Bl 

Power  Forward    Bl 

PC-Lube  HI 

PEX  Lotion  Al 

Rebound  B2 

Restaurall  Al 

Sanisoft    B2 

Scaltrol  Al 

Skinny   Al 

Solid  Gold  +   Al 

Spa  &  Deck  Cleaner  CI 

Special  40   El 

Spray  66 A4 

Sprazo   Al 

Super  Break  Bl 

Super  Britex A2 

Super  CC  Code  P-478    Al 

Super  Pexide  Al 

Super  Pridex  Code  P-471    Al 

Super  703 A4.A8 

Swing  Guard   B2 

Syn-Lube  A1.E1.H2 

Syn-Lube  Plus  H2 

Syn-Lube  Special    H2 

Tackle    CI 

Terge-Off A4 

Transportation  Cleaner   Al 

Trium-pH  CI 

Truly    A3 

White  Lotion  A4,A8 

X-Stain  Bl 

76%  NA20  Caustic  Soda   A2 


Pecora  Corporation 

Peels  Plus  Company 

Peels  Plus    CI 

Peerless  Chemical  Company 

#8 1 2-S  Liquid  Hand  Soap    El 

NB-139    Al 

Peerless  No.  333  Al-Pine  All  Purp.  Clnr.  Al 

Spraykleen  No.  901-1   Al 

Peerless  Paper  Mills  Inc. 

#350  Heavy  Duty  Cleaner- Degreaser  .  Al 

Peerless  Products 

Activate  Al 

Low  Foam  #2   Al 

Peerless  Products  Company 

Alive    CI 

Body  Hand  Soap  E4 

Boss  A4 

Charger  II  Creme  Cleanser  A6.C2 

Diamond  Clean   CI 

Disinfectant  Cleaner   A4 

Fast  Bowl  Cleaner C2 

Foam-Away  Al 

Gleemo  II  Restroom  Cleaner   CI 

Hypine  Disinfectant CI 

Lemon  Dsnf.  Neut.  pH  Dsnf./Deod./Det  CI 

Macs  Liquid  Detergent  Al 

Mint  Disinfectant CI 

Pine  Disinfectant  CI 

Pink  Porcelain  C2 

Pink  Porcelain  C2 

Sani-Thix  CI 

Spray  &  Wipe  CI 

Spray  &  Wipe  CI 

Stainless  Steel  Polish    A7 

Penetone  Corporation 

Brawn Al 

Citrikleen  ECO   CI 

Citrikleen  HD    CI 

Citrikleen  Mod    CI 

Citrikleen  XPC    CI 

Cling  500  Al 

Foam-EzeC-100  Al 

Foam-Eze  HC   Al 

Formula  990    A3 

Formula  991    A3 

Four-Way H2 

Grafikleen  ES44    CI 

Inhibisol  (Spray)  Kl 

Inhibisol  OS    K2 

KAR-M-1  Al 

Lotion  Hand  Cleanser  E4 

Lotsa  Lemon   E4 

Lubrisil    HI 

Penblitz  200H    A4 

Penblitz  228M  Al 

Penblitz  230M  Al 

Penblitz  262H    A4 

Penblitz  327L    A4 

Penblitz  406L    A4 

Penblitz  564M  Al 

Penblitz  583L    A2 

Penblitz  623L    Al 

Penblitz  644M  A4 

Penetize  A4 

Penetone  169  Al 

Penpower  150H  A2 

Penpower  220L  Al 

Penpower  225L  Al 


Penpower  300L  A2 

Penpower  375L  A2 

Penpower  430L  A2,C3 

Penpower  500L  Al 

Penpower  605L  A2 

Penpower  690L  Al 

Pensolv  C68    K2 

Pensolv  L1060 Kl 

Pensolv  LI  15C CI 

Pensolv  L945  CI 

Power  Cleaner  Al 

Power  Cleaner  155   A4 

PC-6  A4 

PL-998  A3 

Rapidyne   D2 

Salubrite  Dl 

Slix  Al 

Special  Castile-Savole El 

Steam  Kleen    A2 

Tamed  Iodine  Cone.  Rapidyne  Germcd- 

Sntzr   G5 

Waterless  Handcleaner   E4 

Wescodyne  CA   D2 

WEDAC A3 

Peninsular  Paper  Company 

Big  Power   A4 

Big  Richard  Bl 

Blast  A4 

Clean  Hands    El 

E-2  1000  Food  Industry  Sanitizing  Soap  E2 

Easy  Clean  A8 

Grease  Eater    A8 

Invisible  CI 

Lime  Power  A3 

Limey  1000  E4 

Medisoft  1000  El 

Multi  Power  Al 

Oven  &  Grill  Cleaner  A2 

Pine  Cleaner  &  Deodorant  CI 

Piney  Woods  CI 

Sani-Hands  El 

Shine  Up   A7 

Shiney  Top    A7 

Smooth  Hands  1000   El 

Soft  N'  Silky  1000    El 

Strong  Arm   A2 

Sunny  Suds   CI 

Super  HD.  Cleaner/Degreaser  CI 

Washn'  Shine  Al 

Penn  Jersey  Paper  Company 

All  Natural  Citrus  Dgrsr  All  Purp  Clnr    Al 
Sani-Soap  Food  Industry  Sanitizing 
Soap    E2 

Penn  Valley  Chemical  Co.,  Inc. 

Mellow  Orange  Solvent    C1.K1.K3 

NB-1    Al 

Pennsylvania  Paper  &  Supply  Co. 

PV-712  C3 

Penntex,  Inc. 

Acid  De-Limer/Detergent  A3 

Alka  200    Al 

Alka  250    A2 

Alka  700    A2 

Alka  750    Al 

Alka  800    Al 

Antiseptic  Liquid  Hand  Soap  E2 

ACI  100  A3 

ACI  200  A3 

Bull's  Eye  Silicone  Spray  HI 

Chain  &  Cable H2 

Chlor  200 Al 
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Chlor700  A! 

Egg  Kleen   Ql 

Foam  Cleaner    CI 

Liquid  Egg  Wash    Ql 

Mr.  Koo!    H2 

Nut  Busier  H2 

Penn  Quat    E2 

Pennlube    H2 

Penntex  Emulsifiable  Solvent  Degreaser  CI 

Penntex  Germicide    D2.E3.Q3 

Safety  Solvent  K2 

Santi-Wash  Hand  Soap  E2 

12-B  Count  Sewage  Enzymes    L2 

Pennzoil  Products  Company 

Aluplex  EP2  H2 

Cylinder  Oil  #8  H2 

Drakeol  15  (Deep  Well  Pump  Oil)    ....  HI 

Gear  Plus  SAE80W- 140   H2 

Glycol  FR  Fluid    H2 

GL-4  Gear  Lubricant  SAE  80W-90  ....  H2 

Long  Life  Motor  Oil  SAE  20W/20   ....  H2 

Long-Life  Motor  Oil  SAE  10W  H2 

Long-Life  Motor  Oil  SAE  15W-40    ...  H2 

Long-Life  Motor  Oil  SAE  30  H2 

Long-Life  Motor  Oil  SAE  40  H2 

MolySulfide  EP  Grease  704  H2 

Multi-Purpose  E.P.  Gear  Lube  No.  4092  H2 
Multi-Purpose  E.P.  Gear  Lube  No.  4140  H2 

Multi-Purpose  Gear  Lube  No.  4096  ....  H2 

Multi-Purpose  White  Grease  705  H2 

PeacoOillOO   H2 

PeacoOil  32   H2 

Peaco  Oil  46   H2 

Peaco  Oil  68   H2 

Pennlith  EP  710  Grease    H2 

Pennlith  EP  711  Grease    H2 

Pennlith  EP  712  Grease    H2 

Pennzbell  AW-100    H2 

Pennzbell  AW-150    H2 

Pennzbell  AW-22    H2 

Pennzbell  AW-32    H2 

Pennzbell  AW-46    H2 

Pennzbell  AW-68    H2 

Pennzbell  AWX  Multi-Vis  Hydraulic 

Oil  H2 

Pennzbell  Dexron-11    H2 

Pennzbell  RO  150  H2 

Pennzbell  RO  220  H2 

Pennzbell  RO  320  H2 

Pennzbell  RO-100  H2 

Pennzbell  RO-22  H2 

Pennzbell  RO-32  H2 

Pennzbell  RO-46  H2 

Pennzbell  RO-68  H2 

Pennzbell  TO  100  Turbine  Oil  H2 

Pennzbell  TO  150  Turbine  Oil  H2 

Pennzbell  TO  22  Turbine  Oil  H2 

Pennzbell  TO  220  Turbine  Oil  H2 

Pennzbell  TO  32  Turbine  Oil  H2 

Pennzbell  TO  46  Turbine  Oil  H2 

Pennzbell  TO  68  Turbine  Oil  H2 

Pennzcom  A  100  Compressor  Oil    H2 

Pennzcom  A  32  Compressor  Oil    H2 

Pennzcom  A  46  Compressor  Oil    H2 

Pennzcom  A  68  Compressor  Oil    H2 

Pennzcom  HV  188    H2 

Pennzcom  R-68  H2 

Pennzcom  S  32   H2 

Pennzcom  S  46   H2 

Pennzcom  S-100  H2 

Pennzcom  S- 150   H2 

Pennzcom  S-68   H2 

Pennzlube  AG-W    H2 

Pennzlube  Polyurea  EP  2   H2 

Pennzoil  Adhezoplex  EP  2  Grease  H2 

Pennzoil  ATF  Automatic  Trans. Fluid  H2 

Pennzoil  Gearplus  Super  SAE  75W-90  H2 
Pennzoil  Premium  Wheel  Bearing  Grs. 

707L   H2 


Pennzoil  TTM  EP  Grease  302   H2 

Pennzsugarlube  Heavy    H2 

Pennzsugarlube  Light   H2 

Straight  Mineral  Gear  Lube  No.  409  ..  H2 

Super  Maxol  EP  100  Gear  Oil  H2 

Super  Maxol  EP  1000  Gear  Oil  H2 

Super  Maxol  EP  150  Gear  Oil  H2 

Super  Maxol  EP  220  Gear  Oil  H2 

Super  Maxol  EP  320  Gear  Oil  H2 

Super  Maxol  EP  46  Gear  Oil  H2 

Super  Maxol  EP  460  Gear  Oil  H2 

Super  Maxol  EP  68  Gear  Oil  H2 

Super  Maxol  EP  680  Gear  Oil  H2 

Super  Maxol  S  EP  100  H2 

Super  Maxol  S  EP  150  H2 

Super  Maxol  S  EP  220  H2 

Super  Maxol  S  EP  320  H2 

Super  Maxol  S  EP  460  H2 

Super  Maxol  S  EP  68  H2 

Supreme  Duty  Fleet  Motor  Oil  SAE 

15W-40  H2 

Therma-Solve    H2 

White  Food  Processing  Machinery 

Grease  HI 

Z-7  HD  Motor  Oil  SAE  20W-20  H2 

Z-7  HD  Motor  Oil  SAE  30    H2 

Z-7  HD  Motor  Oil  SAE  40    H2 

Penreco 

Amber  Petrolatum  NF HI 

Drakeol  10  HI 

Drakeol  13  HI 

Drakeol  15  HI 

Drakeol  19  HI 

Drakeol  21   HI 

Drakeol  32  HI 

Drakeol  33  HI 

Drakeol  34  Mineral  Oil  USP   HI 

Drakeol  35  HI 

Drakeol  5  HI 

Drakeol  6  HI 

Drakeol  7  HI 

Drakeol  9  HI 

Parol  100  HI 

Parol  60  HI 

Parol  70  HI 

Parol  80  HI 

Peneteck  HI 

Penreco  Blond,  Petrolatum.  USP   HI 

Penreco  Regent  White  Petrolatum  USP  HI 

Penreco  Snow,  White  Petrolatum,  USP  HI 
Penreco  Ultima,  White  Petrolatum,  USP  HI 

SontexlOONF    HI 

Sontexl30NF    HI 

Sontex  150  NF    HI 

Sontex  190  USP   HI 

Sontex  210  USP    HI 

Sontex  330  USP   HI 

Sontex  350  USP    HI 

Sontex  55  NF    HI 

Sontex  70  NF    HI 

Sontex  75-T  HI 

Sontex  85  NF    HI 

Sontex  85-T  HI 

Sontex  95-T  HI 

Spray  Type  Tro-Grees  4529  HI 

2251  Oil  HI 

2263  Oil  HI 

4463  Oil  HI 

6970  Low  Pour  HI 

6970  Oil  HI 

People's  Janitorial  Supply 

Magic  Foam CI 

Super  Stuff CI 

Percy  Harms  Corporation 

Slide  Silcn  Mold  Release  Prod.  No. 


40112    HI 

Slide  Silicone  Spray  Lube    HI 

Perdue  Inc. 

Perdue  Chlorinated  Foam  Cleaner  5335  Al 

Perdue  CIP  System  Cleaner  3451    Al 

Perdue  Foam  Cleaner  5390 Al 

Perdue  Foam  On  5269    A3 

Perdue  Food  Plant  Safety  Solvent 

5743    H1.K1 

Perdue  General  Purpose  Cleaner  3280  A I 

Perdue  QSR  Cleaner  3238   Al 

Perdue  Shackle  Cleaner  3450  A2 

Perdue  Super  Foam  Cleaner  5319    Al 

Perdue  Tray  Wash  5336  Al 

Perdue  Ultra  Foam  Cleaner  5316  A8 

Perfect  Products  Co. 

Deodorizing  Bacteria/Enzm  Dgstr  Sup 

Frsh  CI 

Pro-Zyme  Bacteria/Enzyme  w/Free  En- 
zymes      CI 

PPC  Garbage  Odor 

Counteractant(Granules)  CI 

PPC  Pro-Clean  General  Purpose 

Cleaner/ CI 

Perfection  Corporation 

Perfect  Polish  A7 

Performance  Industries,  Inc. 

Safe-T-Thaw    CI 

Performance  Products,  Inc. 

BD-45    G6 

CW-138  G5.G7 

FAE-16    G6 

KOS-32   G6 

KSD-19   G6 

LBP-13    G6 

LBP-15    G6 

LPC-75    G6 

NFA-100   G6 

OS-32  G6 

Perkins  Paper  Co. 

Pronto  Degreaser  Al 

Perma  Ceram  Enterprises,  Inc. 

Porcelaincote  Pre  Cleaner  CI 

Perma-Brite/ 

Div.  of  Bradford  Industries,  Inc. 

APD  Concentrate  A4 

Tile  Brite  CI 

Perma,  Incorporated 

Freezer  Cleaner  A5 

Grease  Cutter Al 

Grease  Strip-CL Al 

Grill-Fix  A8 

Thick  Synthetic  Hand  Soap    E4 

Permatex  Company,  Inc. 


Permatex  Industrial  Corporation 

Belt  Dressing  PI 

Cleaning  Solvent  K1.K2 

D.L.F H2 
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Gasket  Remover   PI 

Gear  Chain  And  Cable  Lubricant  H2 

Maintain  Lubricant   H2 

Natural  Blue    CI 

Silicone  Lubricant  HI 

Solvo  Rust  Super  Penetrating  Oil    H2 

Permite/Metroplex  Labs 

Arctic  Blue  Ice  Melt  Cleaner  A5 

Cherry  Blossom  CI 

Mean  Green  A4.A8 

Mean  Green  II  A4.A8 

Subdued  CI 

T-N-T CI 

Personal  Care  Products,  Inc. 

Combat  Plus    E2 

Pest  Control  Equip.  Co.,  Div. 

Formulation  16    Fl 

PCE  Industrial  Aerosol  Fl 

Pet  Chemicals 

Total  Release  Aerosol  Pyrethrin  Fl 

Peters-de  Laet,  Inc. 

Grime  Away    E4 

Pen-Tech  Moisture  Barrier  H2 

Tech-Solv Kl 

Petlaw  Chemical  Ind.,  Inc. 

All  Pro  Cleaner-Degreaser   A4.A8 

Petro  Products 

Bliss  E4 

Bliss  Hand  Cleaner  E4 

Dri-Eze H2 

Safety  Solvent  Kl 

Safety  Solvent  K2 

Tar  A  Gone  Jell Kl 

Petro-Canada 

Calflo  FG  HI 

Purity  FG  HI 

Purity  FG  AW32  HI 

Purity  FG  AW46  HI 

Purity  FG  AW68  HI 

Purity  FG  Chain  Oil  Heavy    HI 

Purity  FG  Chain  Oil  Light   HI 

Purity  FG  EP100  HI 

Purity  FG  EP150  HI 

Purity  FG  EP220  HI 

Purity  FG  EP320  HI 

Purity  FG  EP460  HI 

Purity  FG  WO  15   HI 

Purity  FG  WO  35   HI 

Purity  FG  WO  90  HI 

Purity  FG  100   HI 

Purity  FG  32   HI 

Purity  FG  46   HI 

Purity  FG  68   HI 

Reflo68A    H2 

Petro-Hydro  Chemical  Co.,  Inc. 

Boiler  Antifoam  pH  1510  G6 

Boiler  Antifoam  pH  1511  G6 

Boiler  Water  Treatment  pH  1235  G6 

Boiler  Water  Treatment  pH  1352  G6 

Boiler  Water  Treatment  pH  1401  G6 

Boiler  Water  Treatment  pH  1566  G6 

Boiler  Water  Treatment  pH  1818  G6 


Boiler  Water  Treatment  pH  1890  G6 

Boiler  Water  Treatment  pH  1991  G6 

Oxygen  Scavenger  pH  1331  G6 

Potable  Water  Treatment  pH  4918  G2 

Steam  Line  Treatment  pH  1712  G6 


Petro-Tech  Services  Inc. 

Food  Machine  Oil  R&O  A/W  ISO  32 
Food  Machine  Oil  R&O  A/W  ISO  46 
Food  Machine  Oil  R&O  A/W  ISO  68 

Petrochem 


HI 
HI 
HI 


HT-88  H2 

HT-88/S  (with  Silicone)  H2 

ISO  100  H2 

ISO  32  H2 

ISO  68  H2 

Petrofax 

Aquafax  B-100    G6 

Aquafax  B-200    G6 

Aquafax  B-250    G6 

Aquafax  B-50    G6 

Aquafax  DS-1 11    G7 

Aquafax  DS-222   A3 

Aquafax  DS-55   A3 

Aquafax  F-90 G7 

Bowltrol-X  C2 

Breakthru  L2 

Brite  Work A7 

BD-100    PI 

Cancel    CI 

Clean  &  Guard    CI 

Coilbrite  PI 

Coilfax  PI 

CLR  A3 

Dairex    A3 

Derma  Pro  El 

Derma-Shield  E4 

Enzymatic  Formula  B  L2 

Flowz  PI 

Garbosol CI 

Golden  Gleem  Formula Al 

Groutex    A4 

GR-100    H2 

GR-600    HI 

Hide  Out    CI 

Laundrite  Bl 

Lectrofax   K2 

Lectron-X K2 

Lumabrite A3 

LMD    Al 

Mortar  X    A3 

Motivate  CI 

Mulsoil  CI 

No  Locks  H2 

Odorex  CI 

Omni    CI 

Oxidex  A3 

OG-100    H2 

Penalube H2 

Petrodyne  A4.C1 

Petrokill  Brnd  Resdl  Insctcd  Baygon 

Type    F2 

Petrokill  II  F2 

Petrolene    CI 

Petromax   Al 

Petropine   CI 

Petropower A2 

Petrosol    A4.A8 

Petrox  A3 

Porcelite  C2 

Powerfax  444 A3 

Punch  Out   E4 

PLC-200    H2 

PLC-300    K2 

Renoven  Oven  Cleaner  A8 

Revive   Al 


San-N-Dis  Disinfectant-Sanitizer  Deod.  D2 

Scalit    A3 

Secticide F2 

Silifax    HI 

Slidz  H2 

Sof-Treet   B2 

Sofsteam    Al 

Solvit   CI 

Spot  Out  Formula  2    K2 

Stout  Homognzd  Metal  Porcelain&Tile 

Clnr  A6 

Stripp  C3 

Surge    El 

Trapsolv  CI 

Triple  XXX  300   LI 

Unisol    Al 

Unitrate    A4.C1 

Virofax  Disinfectant-Deodorant   CI 

Virofax  Hospital  Disinfectant  Deodorant  C2 

Petroferm  USA 

Bioact  Industrial  DG  3   CI 

Bioact  Industrial  DG1   CI 

Petron  International,  Inc. 

Petron  Plus  Food  Grade  Grease  HI 
Petron  Plus  Form  7  Hi 

TempM-PLithCmpxGrs   H2 

Petron  Plus  Nat.  Cit.  Lim.  Ind  Hnd  Clnr  E4 

PPX  Formula  7  Food  Grade  Grease  ....  HI 

Petrotech  Industries,  Ltd. 

Petrotech  25  Al 

PetroDynamics,  Inc. 

PetroDyn  COF-1000-150    HI 

PetroDyn  COF-1000-220    HI 

PetroDyn  COF-1000-32   HI 

PetroDyn  COF-1000-46    HI 

PetroDyn  COF-1000-68    HI 

PetroDyn  COF-1008-100    HI 

PetroDyn  COF-1008-150    HI 

PetroDyn  COF- 1008-220    HI 

PetroDyn  COF- 1008-32    HI 

PetroDyn  COF-1008-46    HI 

PetroDyn  COF-1008-68    HI 

PetroDyn  HLF-9053-32    HI 

PetroDyn  LOF-1017-15    HI 

PetroDyn  LOF-1017-5    HI 

PetroDyn  MOF-1017-100  HI 

PetroDyn  MOF-1017-150  HI 

PetroDyn  MOF- 101 7-220  HI 

PetroDyn  MOF-1017-32  HI 

PetroDyn  MOF-1017-320  HI 

PetroDyn  MOF- 101 7-46  HI 

PetroDyn  MOF- 1017-460  HI 

PetroDyn  MOF- 1017-68  HI 

PetroDyn  MOF-1017-680  HI 

PetroDyn  MOF-2500-32  HI 

PetroDyn  MOF-2500-46  .  HI 

PetroDyn  MOF-2500-68  HI 

PetroDyn  PLC  9000-2                          .  HI 

PetroDyn  SGF-1000-1                         ..  HI 

PetroDyn  VOF-1008-100   HI 

PetroDyn  VOF- 1008- 15    HI 

PetroDyn  VOF- 1008- 150   HI 

PetroDyn  VOF- 1008-220   HI 

PetroDyn  VOF- 1008-32    HI 

PetroDyn  VOF- 1008-46   HI 

PetroDyn  VOF-1008-68    HI 

Pettibone  Laboratories,  Inc. 

Cryocide  A4.C1 

Cryocide-20  -U.C1 
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Pettway  Oil  Co. 

Amoco  White  Mineral  Oil  No. 

35-U.S.P HI 

Amoco  White  Mineral  Oil  No.  5-NF  ..  HI 

Pfizer,  Incorporated 

Anti-Germ  55    D2 

Philips  ECG 

ACI000-11  All  Purpose  Lubricant  H2 

AC  1 10-12  Circuit  Refrigerant  Anti- 
Static  PI 

AC  1400-20  Heavy  Duty  Cleaning  Sol- 
vent    Kl 

AC200-20  Electronics  Prod.  Dgrsr  & 

Wash  K2 

AC2500-9  Food  Grade  Silicone  Lubri- 
cant    HI 

AC400-20  Electrn  Cntct  Clnr  Dgrsr  & 

Wsh  K2 

AC500-16  Electronics  Contact  Clnr 

w/Lube    K2 

AC600-20  Heavy  Duty  Flux  Remover  K2 

AC7OO-20  All  Purpose  Flux  Remover  K2 
AC800-20  Computer/Tuner  Cleaner  & 

Wash  K2 

AC900-16  Tuner  Cleaner  &  Lubricant  K2 

OZ100-12  Circuit  Refrigerant PI 

OZ100-16  Circuit  Refrigerant PI 

OZ1000-11  All  Purpose  Lubricant  H2 

OZ1 10-12  Circuit  Refrigerant  Anti- 
static    PI 

OZ1 100-12  Jet  Air  Cleaner    K2 

OZ1 100-14  Jet  Air  Cleaner    K2 

OZ 1400-20  Heavy  Duty  Cleaning  Sol- 
vent    Kl 

OZ  1600-23  Tape/Disk  Head  Cleaner  ..  K2 
OZ200-24  Electronic  Prod.  Dgrsr  & 

Wash  K2 

OZ300-24  All  Purpose  Degreaser  & 

Wash  K2 

OZ4O0-24  Contact  Cleaner  K2 

OZ400-8  Contact  Cleaner  K2 

OZ500- 16  Contact  Cleaner  with  Lube  K2 

OZ600-20  Heavy  Duty  Flux  Remover  K2 

OZ600-23  Heavy  Duty  Flux  Remover  K2 

OZ700-24  All  Purpose  Flux  Remover  K2 

OZ800-24  Computer/Tuner  Cleaner  ....  K2 

OZ800-8  Computer/Tuner  Cleaner K2 

OZ900-16  Tuner  Cleaner  &  Lubricant  K2 

OZ900-8  Tuner  Cleaner  &  Lubricant  ..  K2 

Phillip  Mart  Inc. 

Samson  Degreaser  K2 


Phillips  Petroleum  Company 

Automatic  Transmission  Fluid  Dexron 

II   H2 

ATF  Automatic  Transmission  Fluid  F  H2 

Hector  Oil  1000S    H2 

Hector  Oil  2000 H2 

Hector  Oil  2000S    H2 

Hector  Oil  3000 H2 

Hector  Oil  3000S    H2 

HDS  +  1  Motor  Oil  SAE  30    H2 

HDS  +  1  Motor  Oil  SAE  40    H2 

HDS  Motor  Oil  SAE  10W  H2 

HDS  Motor  Oil  SAE  20-20-W  H2 

HDS  Motor  Oil  SAE  30  H2 

HDS  Motor  Oil  SAE  40  H2 

HDS  Motor  Oil  SAE  50  H2 

HG  Fluid   H2 

Magnus  Oil  ISO  VG  100  Grade  465  ..  H2 

Magnus  Oil  ISO  VG  220  Grade  1000  H2 

Magnus  Oil  ISO  VG  32  Grade  150  ....  H2 

Magnus  Oil  ISO  VG  150  Grade  700  H2 


Magnus-A  Oil  ISO  VG  100  Grade  465  H2 

MM  Motor  Oil  SAE  10W    H2 

MM  Motor  Oil  SAE  20  20W  H2 

MM  Motor  Oil  SAE  30   H2 

MM  Motor  Oil  SAE  40    H2 

MM  Motor  Oil  SAE  50    H2 

Philkool  Soluble  Oil   H2 

Philube  All  Mineral  Gear  Oil  SAE 

85W-90  H2 

Philube  All  Minrl  Gr.  Oil  SAE  140  ....  H2 

Philube  All  Minrl  Gr.  Oil  SAE  250  ....  H2 

Philube  All  Minrl  Gr.  Oil  SAE  80  H2 

Philube  All  Purpose  Gear  Oil  SAE  140 

EP  H2 

Philube  All  Purpose  Gear  Oil  SAE  80W 

EP  H2 

Philube  All  Purpose  Gear  Oil 

SAE85W-90EP  H2 

Philube  ASM  H2 

Philube  Gear  Oil  All  Mineral  SAE  80W  H2 

Philube  L-0  Multi-Purpose  H2 

Philube  L-l  Multi-Purpose  H2 

Philube  L-2  Multi-Purpose  H2 

Philube  M  Grease   H2 

Philube  MW  Grease   H2 

Philube  PF  HI 

Philube  S.M.P.  Gear  Oil  SAE  80W-140  H2 

Philube  S.M.P.  Gear  Oil  SAE  80W-90  H2 
Philube  S.M.P.  Gear  Oil  SAE  85W-140  H2 

Soltrol  170  HI 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

10W H2 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

15W-40  H2 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

20-20W  H2 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

30    H2 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

40    H2 

Super  HD  II  Low  Ash  Motor  Oil  SAE 

50    H2 

Trop-Artic  All  Sea.  Mti  Oil  SAE  10W 

30    H2 

Trop-Artic  All  Season  Mtr  Oil  SAE 

10W-40  H2 

Trop-Artic  All  Season  Mtr  Oil  SAE 

5W-30 H2 

Trop-Artic  Fuel  EconmyMtr  Oil  SAE 

10W-30  H2 

Trop-Artic  Motor  Oil  SAE  10W    H2 

Trop-Artic  Motor  Oil  SAE  20-20W  ....  H2 

Trop-Artic  Motor  Oil  SAE  30   H2 

Trop-Artic  Motor  Oil  SAE  40   H2 

Trop-Artic  Single  Grade  Motor  Oil  SAE 

50    H2 

Type  C-2/C-3  Fluid  H2 

Unique  Motor  Oil  SAE  30  H2 

Phillips  Supply  Company 

Ammoniated  Oven  Cleaner A8 

Battery  Terminal  Cleaner  And  Protector  PI 

Belt  Dressing  PI 

Equal    B2 

Ever/Brite Bl 

EX-EL  K2 

Fresh    Bl 

Grease  Off  A8 

Industrial  Cleaner    Al 

Intense   Bl 

Liquid  Laundry  Builder    Bl 

Master  Lube H2 

Oil  Base  Residual  Insecticide  F2 

Open  Upper  Liq.  Drain  Opener   LI 

Oxy-Brite  Bl 

Plasti-Care  CI 

PS  Concentrate  Cleaner    Al 

Refine Bl 

Super  Fast    CI 

Water  Base  Residual  Insecticide    F2 


Waterless  Hand  Cleaner   E4 

Whyte-Lube  Lithium  Grease    H2 

Phillips  66  Company 

53730  ATF-Dexron  II  H2 

81230  Magnus  Oil  ISO  VG  32    H2 

81250  Magnus  Oil  ISO  VG  68    H2 

81270  Magnus  Oil  ISO  VG  150    H2 

Phoenix  Industrial,  Inc. 

259  Potable  Water  Treatment  G3 

Phoenix  Research  Industries,  Inc. 

Aquacide    Fl 

Blast  2  Concentrate  Al 

Fogging  Spray  Concentrate Fl 

Glass  &  Mirror  Cleaner   CI 

Kwik  Kleen  Oven  Cleaner  A8 

L-Tox  Spray    Fl 

Lemon-Eze  Cleaner-Deodorizer- 

Disnftnt A4 

Off  Vandalism  Mark  Remover  CI 

Pine  Oil  Disinfectant  CI 

PRI-100  Al 

R.1.S.-15  F2 

Red  Hot  LI 

Red-Line  Acid  Drain  Opener  LI 

Super  Clean  A4 

Vita-Pine   CI 

Whomp    LI 

PhyMet,  Inc. 

Micropoly  H-l  HI 

Micropoly  H-2 H2 

Picard  Chemical  Co.,  Inc. 

Assault  +  Al 

Big  G  Heavy  Duty  Cleaner  &  Degreaser  A4 

Blue  Bowl  Cleaner   C2 

Citrus  Degreaser   A4.A8 

Liquid  Enzyme    CI 

Picard  Creme  Cleanser  CI 

Picard  Lemon  Fresh    CI 

Picard  N/A  Bowl  and  Bathroom  Cleaner  CI 

Picard  Slide  N  Glide  HI 

Pine  Cleaner    CI 

Pink  Lotion    E4 

Pink  Lotion  Hand  Soap    E4 

Sparkle  Kleen    CI 

Speed  Kleen CI 

Spruce    CI 

Tally  C2 

Tropic  Coconut  Oil  Hand  Soap   El 

Pick  Products 

Pick  Instant  Stain  Remover    PI 

Pickett  Enterprises,  Inc. 

BWP  Alkaline  Cleaner  Al 

Conquest   Al 

Fogicide  Fl 

Freezer  Cleaner  A5 

Germicial  Detergent  III  Sanitizer  D2 

Iodine  Disinfectant/Sanitizer/Cleaner  ..    D2 

Lotionized  Hand  Cleaner    El 

Mighty  The  All  Around  Cleaner    CI 

Odorless  Drain  Opener  LI 

Odorless  Oven  &  Grill  Cleaner   A8 

Q-128  Germicidal  Detergent  and  Deo- 
dorant        Al 

Silicone  Spray  HI 

Synergy   A4.A8 

Ultra-Solv    K2 
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Pickwick  Chemical  International 

PCI  99  Solvent  Cleaner  &  De-Greaser    K2 

Pico  Chemical  Corporation 

Pico  Solv  1  Solvent  Cleaner  &  De- 
greaser  K2 

SCX  100   Al 

SCX  200    A4 

WGHF  H2 

WGHF-P   H2 

WGHF-200    H2 

WGHF-200-P H2 

Picolo  Productions,  Inc. 

AirDri  D2 

Almond  Joy  El 

APC99    CI 

Bio  Act    L2 

Fast  Break  CI 

Formula  99  FD   K2 

Fountain  Formula  241  A3 

Generate  AI 

Genesis  Formula  1  Utility  Foaming 

Clnr CI 

Genesis  Stainless  Steel  Cleaner  &  Polish  A7 

GFC40   A5 

Hi-Purity   K2 

Krystal  Klear  D2 

Lubi  Sil   HI 

Mad  Max  Al 

Renu  A2 

Smash    Al 

Solv-Away  CI 

Stainless  Steel  Cleaner   A7 

Super  Orange  APC  1000    CI 

Piedmont  National  Corporation 

Bowl  Brite  C2 

Clean-Crete   CI 

Deodorant  Blox  C2 

Dri-Lube    HI 

DSD  CI 

E-Z  Lube  HI 

Free-It    H2 

G.  C  D Dl 

Grout  Renu    C2 

Hand  Shield  E4 

Handy  Waterless  Hand  Cleaner  E4 

Jelly  Lube    H2 

Lectnc-Lube    H2 

Long  Kill  F2 

Oven-Kleen  A8 

Pine-Cide  CI 

Power  A4 

Power  Plus  Al 

Re-Fresh CI 

Safe  Solv  K2 

Safe-Sol v  Safety  Solvent  &  Degreaser  Kl 

Spray-It    CI 

Steam-Off   A2 

Steel  Shine  Stainless  Steel  Cleaner    ....  A7 

Tef-Lube    H2 

White-Lube   HI 

Pike  Systems,  Inc. 

PS.  Omni  Detergent  A4 

PS.  Power  Foam  A4 

P.S.  2000  Al 

Pike's  Enterprises 

All  Purpose  Degreaser    Al 

Heavy  Duty  Cleaner  &  Degreaser  A4 

Neutral  Cleaner  A4 


Pilot  Chemical  Company 

Calfoam  AAL   Al 

Calfoam  ES-30    Al 

Calfoam  LLD    Al 

Calfoam  NEL-60  Al 

Calsoft  L-40 Al 

Calsuds  A    Al 

Calsuds  CD-6    Al 

Calsuds  81  Concentrate  "new"  Al 

Pine  Chemical,  Incorporated 

Pineco  Glass,  etc CI 

Pineco  Neutral  Floor  Cleaner  A4 

Pineco  QS  512  Quaternary  Sanitizer   ..  D2 

Pineco  SD-103 A4 

Washing  Beads   Al 

Xtra  HD  Cleaner  A4 

Pine-O-Pine  Company 

Sani-Lemon  22    A4.C1 

Pineland  Paper  Company 

Antiseptic  Lotion  Hand  Soap  E! 

Bermuda  Breeze    CI 

Concrete  Cleaner  A4 

Dura  Tech  Lemon  Disinfectant    CI 

Dura  Tech  Mint  Germicide  Six    CI 

Heavy-Duty  Cleaner-Degreaser    ....    A4.A8 

Lemon  Disinfectant-Cleaner  C2 

Lemon  Hospital  Disinfectant    CI 

Meatroom-Kitchen  Degreaser  Al 

Neutral  Cleaner  A4 

Oven  &  Grill  Cleaner  A8 

Pinnacle  Marketing  Group,  Inc. 

Enviro-Gest  200  L2 

Enviro-Gest  300  L2 

Enviro-Gest  400  L2 

Enviro-Gest  500  L2 

Enviro-Gest  600  L2 

Enviro-Gest  700  L2 

Pioneer  Chemical  Co.,  Inc. 

Pioneer  Brite  Germicidal  Liq.  Detergent  A4 
Pioneer  Brite  Lotionized  Hand  Cleaner  El 
Pioneer  Brite  Sanitizing  Hand  Cleaner     E2 

Pioneer  Brite  Super-Con  Al 

Pioneer  Brite  Total   D2 

Pioneer  Brite  40%  Coconut  Oil  Hand 
Soap    El 

Pioneer  Chemical  Company 

Grime  Fighter   E4 

True  Grit  Hand  Cleaner  w/Volcanic 
Pumice    E4 

Pioneer  Chemical,  Inc. 

Pioneer  Sodium  Hypochlorite  ....  B1.D2.Q4 
Pioneer  Concepts,  Inc. 

Food  Area  Degreaser    Al 

Food  Handler's  Handsoap  El 

Pot  &  Pan  Cleaner    Al 

Sanitizer  D2 

Pioneer  Floor  Systems  Inc. 

Cutter  Al 

Stainless  Steel  Cleaner  &  Protector  ....    CI 


Pioneer  Manufacturing  Company 

Aqua  Noxstain  C2 

Blitz  Cleaner  CI 

Clean-Cut  Cleaner  CI 

Cleaneze  CI 

Control-35  Germicidal  Cleaner CI 

Formula  102  Safety  Solvent  Kl 

Formula  104  Silicone  Spray  HI 

Fumeless  Drain  Opener LI 

Germotox  A4.C1 

Ice  Thaw  (Flakes)  CI 

Ice  Thaw  (Pellets)  CI 

Instant  Wipe  &  Clean  CI 

Pioneer  Lotionized  Hand  Soap  El 

Pioneer  Riddo  Talc  Scent  CI 

Power  Clean    E4 

Power  Scour    CI 

PHD  Cleaner  A4 

Slice  Away    CI 

Solv-O-Mist  A4 

Super  Rinse  Al 

Super  Solv-O-Mist    A4.A8 

Surgiene  Antimicrobial  Soap    El 

Window  Cleaner  CI 

Pioneer  Paper  and  Plastics,  Inc. 

Final  Step    D2 

Pioneer  Research  Corporation 

Citra-Solv    CI 

Earth  Formula  #1    Al 

En-Solv    CI 

Enviro  Pro  Al 

Kitchen  Magic  Al 

Mean  Green  Al 

Prime  Cut    Al 

Sky  King   Al 

Solv  It    Al 

Super  Solv  Plus  Al 

Pioneer/Eclipse  Corp. 

Neutra  Quat  Germicidal  Detergent  & 

Deod CI 

Prime  Cut    Al 

Pipco  Chemical/ 

Phillips  Industrial  Products 

Pipco  Kleen-Coil  A3 

Pipco  Chemical,  Inc. 

Cleaner-Degreaser  #459   Al 

Magic  Touch-659    Al 

Pitt  Oil  Service,  Inc. 

Food  Machinery  Grease  2432 HI 

Pittsburgh  Chemical  Laboratory 
Co. 

Pittsburgh  Sterilex  6-Q  Sanitizing  Tab.  D2 

Plain  Jane's  Cleaning  &  Jntrl. 
Supply  Co 

Wide  Range  Cleaner  A4 

Planisol  Inc. 

Planisol  M   Al 

Plant  Engineering  Inc. 

Supra  Wash  Degreaser   Al 
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Plantasia  Products/ 

A  Division  of  U.S.  Soil  Inc. 

Farm  And  Home  Degreaser   A1.E1 

Platte  Chemical  Co. 

Aqueous  Insecticide    Fl 

Carbaryl  4L  Insecticide  F2 

Chlorpyrifos  4E  Insecticide    F2 

Diazinon  4E  Indoor-Outdoor  Insecticide  F2 

Food  Plant  &  Mill  Spray    Fl 

N  1%  Fly  &  Mosquito  Spray  F2 

Pest  Spray  Ready  To  Use  (Liquid)    F2 

Pyrfect  Insecticide  Fl 

Pocahontas  Foods  USA 

Liquid  Hand  Soap  El 

Point  Industries  Supply,  Inc. 

Bravo  I  Al 

Deep  Freeze  A5 

Point  Supply  Company,  The 

Bol  Maid   C2 

Bol  Master  C2 

Clean  Force  Al 

Clean  Force  A4 

Polar  Chemicals,  Incorporated 

Tek-Klean  D-61  Al 

Polibutenos  Argentinos  s.a. 

Polybutene  Lubricant    HI 

Polishing  Systems  of  Maryland,  Inc. 

The  Ultimate  Cleaner  Red  67  Al 

Pollock  Paper  Distributors 

ppd  Quat  Rinse   D2 

Blast  Wasp  Homet  &  Yellow  Jacket 

Killer  F2 

Blitz  Flying  Insect  Killer  (Cherry  Frag)    Fl 

Chain  Lube  11    H2 

Citro  Shine  Stainless  Steel  Cleaner  ....    A7 

CCB-II  K2 

Depo Bl 

Digest  CI 

Digest  Plus  4  CI 

Direct  Surface  Disinfectant  CI 

G.P .60  A4 

Glass  &  Utility  Cleaner    CI 

H.D.  66   A4 

Laundry  Detergent  I    Bl 

Lemon  Disinfectant  Cleaner  A4.C1 

Lemon  Peel  Dry  Deodorant   CI 

Liquid  Hand  Soap  El 

Lotion  Hand  Soap  El 

Marks  Off  Mark  Remover   CI 

Meat  Room  Degreaser    Al 

No  Crawl  Residual  Insecticide  F2 

Open-Up  Acid  Drain  Opener  LI 

Oven  &  Grill  Cleaner  A8 

Pex  Lotion  Detergent    Al 

Pine  Disinfectant  Cleaner  CI 

PPD  Bleach  Bl 

PPD  Direct  Disinfectant  Deodorant  ....  C2 
PPD  Direct  II  Disinfectant  Deodorant  CI 
PPD  Spray  &  Wipe  Germicidal  Cleaner  CI 

So-White  Porcelain  Cleaner  C2 

Spray  &  Wipe  Multi-Purpose  Cleaner  CI 
Stryker  Al 


The  Fogger    F2 

Tough  Job  Multi-Use  Cleaner  Degreaser  CI 
TBC  Concentrated  Bowl  Cleaner  Disnf- 

Deod  C2 

Vandalism  Remover   CI 

Polo  Citrus  Corporation 

Breeze    CI 

COD  Colorless  Odorless  Detergent   ....    Al 

Dragline  Degreasing  Fluid  DDF CI 

LEM-San  Lemon/Detergent/Disinfectant  CI 

Orange  Pump  Soap  w/Pumice    E4 

Orange  Super  Base  Organic  Cleaner 

Dgrsr  CI 

ODD-Sanitizer  D2 

Polo  Gold    CI 

SanGel   E4 

SanSoap  E2 

Poly  Chem,  Incorporated 

Beauti  Aide-Almond  E4 

Chef-Eze    Al 

Chef-Pride  Al 

Clean  Load    Bl 

Clean  Vu  Al 

Coco  Hand  Soap  El 

Cosmic  Al 

Crust  &  Lime  Dissolver  A3 

D2HO  Concentrate   A4 

D2HO  Super  Concentrate  A4 

Egg  Wash  Cleaner Al 

Emerald  A4.A8 

G  P  Cleaner  A4 

H  P  Low  Foam  Cleaner   A4 

Heavy  Duty  Steam  Cleaner    Al 

Hi  Power  A4 

Instant    CI 

Lemon  Caress   Al 

Lemon  Odor  Germicidal  Cleaner  CI 

Liquid  Steam  Cleaner  Al 

Low  Foam  Cleaner  A4 

Oven  &  Grill  Cleaner  A8 

Pine  Scent  Disinfectant  CI 

Poly  Biodorant    CI 

Poly  Chem  Odorless 

Detergent/Disinfectnt   D2 

Poly  Mint CI 

Scooper   A4 

Selectra    Al 

Super  Pine-3    CI 

Workload  A4.A8 

Polybac  Corporation 

CYTX-5  L2 

CYTX-6C    L2 

Formula  100    L2 

Formula  33    L2 

Naturbac-DT   L2 

Polybac  E LI 

PBGT  L2 

PBGT-103   CI 

Solubac    L2 

Polycheme/ 

Subsidiary  of  G  &  K  Enterprises 

Inc. 

Formula  No.  LD-80/20  G6 

Formula  No.  385  G6 

Formula  No.  393  G6 

Polycraft  Laboratories,  Inc. 

Biovic  Deodorizer  CI 

Polymer  Chemists,  Inc. 

Boiler  Treat  G7 


Boiler  Treat  Oxy  I-FG    G7 

Boiler  Treat  Oxy  II  G6 

Boiler  Treat  1120    G6 

Boiler  Treat  1130    G6 

Boiler  Treat  3750    G6 

Boiler  Treat  60   G6 

Boiler  Treat  6750    G7 

Boiler  Treat  7654    G7 

Boiler  Treat-S   G7 

Defoamer  86   G7 

Sludge  Treat  76  G6 

Sludge  Treat  76-FG G6 

Sludge  Treat  87  G6 

Steam  Line  Treat  G6 

Steam  Line  Treat  II  G6 

Tower  Treat  G7 

Tower  Treat  65   G7 

Polymeric  Systems,  Inc. 


Polymetrics,  Inc. 

Poly-650    G6 

Polytech 

APG-56   H2 

AS  105  Anti-Seize  &  Lubricating  Com- 
pound        H2 

Blitz  Foamy  Cleaner  CI 

Bug  Out  Fl 

BF252  CI 

BO-104  Insect  Spray  Fl 

BT-50 G6 

BT-60 G6 

COC-14  A4 

Disco   K2 

Dress  Right   PI 

DIA-102  C2 

DJ-154  Kl 

EC-143  Al 

EH-721  H2 

FMG-55  HI 

FRP-37  C3 

Glassy    CI 

GL-1 10  "A"  Glassy  CI 

GPC  101    Al 

H-200  D2 

HSP-74    A7 

H64    Al 

KO  68    Al 

Lab-24  Live  Active  Bacteria    CI 

Liminex   A3 

Liqui-Steam  M    Al 

LG-34 H2 

LX-111  K2 

LX-113 K2 

Mazo-1  CI 

MPL-16  H2 

Old-828   G6 

OED-202  CI 

OGL-71    H2 

OPG-26   E4 

Poly  Clean  (Bulk)  E4 

Poly  EXT-32  F2 

Poly  Grit    E4 

Poly  GL-1 10  "A  "Glassy  Glas&Util 

Cln/Plsh CI 

Poly  LG-35  Liquid  Grease  H2 

Poly  Pro  Co  Metal  Parts  Protector  H2 

Poly  STS  Kl 

Poly  TLI-78  Drain  Opener  &  Maintainer  LI 

Poly  US-7    Kl 

Poly-Clean  Hand  Cleaner  E4 

Poly-Sil    HI 

Polyclean  (Aerosol)  E4 

Polyglove  E4 

Polyzymes   L2 

Power  Plus  Al 

PAT-398    CI 
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PLX-61  Computer  Screen  Care    CI 

RAK-5   F2 

RK-352    CI 

Scoff A8 

SL-106  HI 

SMP-86   C2 

SO-42  C2 

SSC-4  A7 

TT-55  G7 

UFO-88   H2 

VF-202  A4 

PolySat,  Inc. 

Active-77  Butyl  Cleaner  Degreaser   ....  A4 

Bacti-Surge  159b  Coconut  Oil  Soap  El 

Bacti-Surge  40cr  Coconut  Oil  Soap  El 

De-Zolv  Wax  &  Floor  Finish  Stripper  A4 
Deo-Stroy  Sewer  &  Garbage  Odor 

Cntl&Dgrs CI 

Derma-San  Hand  Sanitizer  Concentrate  E3 
Dynamo  Concentrated  All  Purpose 

Cleaner   A4 

HD  Concentrate  All-Purpose  Cleaner  Al 

Knockout  Cherry  Deodorant  LI 

Pine-Scent  Pine  Oil  Deodorant  CI 

Saturn  IV  Industrial  Degreaser 

Cleaner   A4.A8 

Saturn  Take-Off  Faoming  Cleaner  Al 

Saturn's  Cherry  Deodorant   CI 

Saturn's  Heavy  Duty  Concrete  Cleaner  A4 

Saturn's  Pine  Scrub  Soap    CI 

Scum  Rid  And  Renovator  Al 

Space  Spray  Deodorant  Concentrate  CI 

Sparkle  Floor  Finish  Maintainer  Al 

Pool  Water  Specialist,  Inc.,  The 

Aqua  Brite  Calcium  Hy- 
pochlorite Granules    ....  D2.G4.G5,G7,Q4 

Popka  Supply 

Super  Sol  Al 

Portage  Broom  &  Brush 

Accelerator CI 

AAA  Lube  Food  Equipment  Lubricant  HI 

Bnte  &  Clean    CI 

Bruiser  "Powdered  B-B  Formula"    A4 

BG-100    C2 

Clothes  Clean    Bl 

Contact  CI 

Crawl  Kill    F2 

Creamedic    El 

Creme  Clean  Creme  Cleanser A6 

D-Day  Pellets    F3 

Deo  Grain    CI 

Diamogen-C Dl 

Diet    A4 

Dr.  One  Q256   Dl 

Dr.  Quat  Germicidal  Cleaner   Dl 

Endyne  D2 

Entram  H2 

Exotherm  CI 

Extinguish   Kl 

Fabuloid  C2 

Fabuloid  Aerate  Acidulant   C2 

Foam-Break  Al 

Fool  Proof  G6 

Goof-Proof  Low  Pressure  Boiler  Com- 
pound      G6 

Grizzly  Heavy-Duty  Floor  Cleaner     ...  CI 

Guard  Germicidal  Cleaner    A4 

Isocel  E4 

Lather  Lux  C2 

Liquid  Sparkle  Al 

Lo  Suds  CI 

Manhandler   E4 

Manhandler  Hand  Clnr  w/Volcanic 


Pumice    E4 

Mintalene  CI 

Mirex  Thixotropic  Concentrate A3 

Moly-Mate  H2 

Non-Flammable  Spray  Syn-Extend    ....  H2 

Non-Flammable  Spray  Ultrex  H2 

One  Better  HI 

Orthium456    El 

Perform  Liq  Solvent  Non-Flammable 

Clnr  A4 

Pine  Alive    CI 

Portage  Annox  #1    A2 

Portage  Paint  Stripper  C3 

Power  Plus  PI 

Punnol  CI 

Repel   CI 

RT-40  Liquid  Hand  Soap  El 

RTU-1520   El 

Satisfies  Al 

Satisfies  R.T.U CI 

Sleek    A7 

Snapshot    A7 

Sno  Cleang  Bowl  Detergent  C2 

Sno-Clean  Porcelain  and  Bowl  Cleaner  C2 
Sno-Cleang  Porcelain  and  Bowl  Clean- 
ser    C2 

Solid  Bowl  Mirex   C2 

Solid  Mirex   C2 

Sparkle  Chlorntd  Machine  Dish  Wash 

Cmpd Al 

Spray  &  Wipe  C2 

Squeek  Powder   Al 

Supreme  Al 

Syn#1958   Al 

Syn  Floe    LI 

SynSD-11   CI 

SynSTL-906  G6 

SynSX-11   CI 

Syn-Enzomatic  HP  Drain  Cleaner   L2 

Syn-Four-In-One  Mint  Disinfectant  CI 

Syn-Gly  Three-Gly   CI 

Syn-Lok  White  Expandable  Grease  ....  H2 

Syn-Ovex  Ammoniated  Oven  Cleaner  A8 

Syn-Pure  Contact  Cleaner  K2 

Syn-Slt  911  Condensate  Line  Condi- 
tioner    G6 

Syn-SS  2200  Sewer  Solvent  LI 

Syn-SX  22  Deodorizer   CI 

Syn-X  Concentrate    A3 

Synfect  Virucide  Dl 

SE-666  Al 

SYN#9676A  Al 

Tar-Rid Kl 

Tef-Rel  Fluorotelomer  Lubricant   H2 

Tef-Tape  Pipe  Thread  Sealer   H2 

Thermodyne  CI 

TX-12 Al 

Ultra-Lux  Al 

Ultra-Lux  Concentrate Al 

V-Lube  Belt  Dressing  PI 

Portage  Synergetics 

Adsorb-It  Jl 

Big  Boss    Al 

Body  Mate  Body  &  Hair  Shampoo   E4 

Doctor's  Choice  Lotion  Soap   E4 

Embrace  Lotion  Soap   E4 

Fabuloid  C2 

Killocide    F2 

Lube-Life  H2 

Orthium  Antiseptic  456 El 

R  V  I  #22    A2 

Sgt.  Cling CI 

Soothe  Lotion  Soap  E4 

Sun  Solve    CI 

Zoom   CI 

PortionPac  Chemical  Corp. 

DepotPacS  Cleaner  Degreaser    CI 

Germicidal  Detergent    Dl 


Mop-Pac Al 

PortionPac  Germicidal  Detergent 

QX204 Dl 

Pot&PanPac  10   Al 

SaniPac  10  Sanitizer  No.  1610  D2 

Scrub-Pac  Al 

SFS  Pac  All  Purpose  Cleaner  Al 

SFS  Pac  Germicidal  Detergent  Dl 

SFS  Pac  Pot  &  Pan  Detergent   Al 

SFS  Pac  Sanitizer   D2 

Posey,  T.  J.,  Inc. 

Spontaneous  Emulsifier Al 

Sunshine  Brite  Al 

Tru-Blue  150  Al 

Tru-Blue  50  Al 

Tru-Green  150  Al 

Tru-Green  50  Al 

Positive  Formulators,  Inc. 

Killmasterll    F2 

Pow  Laboratories 

Pow  Acid  Drain  Opener  LI 

Powell  Company,  Inc.,  The 

Big  Red  Cleaner   Al 

KC  Cleaner Al 

Lo-Suds  Concentrated  Cleaner  Al 

Poco  Grease  Go  Drain  Digestant  ....  A1.L1 

Poco  Neutral  Cleaner    Al 

Poco-Sol  Germicidal  Bowl  Cleanse  ....  C2 

Safety  Clean    A4 

TC-450  Special  Lo-Suds  Concentrate  A4 

Power  Chemical 

Degrease-It Al 

F-864  Al 

PA-114 A3 

PA-340 Al 

PA-848  A3 

PC-III  A3 

PC- 1 1 3  A2 

PC-2902  Al 

PC-539  A3 

PC-622  A2 

PC-710  A2 

PL-100  Al 

PL-1000  A4 

PL-182  Al 

PL-190  A4 

PL-204  A4 

PL-5000  A2 

PL-522  Kl 

PL-962  Al 

Power  Chemical  Corporation 

Grill  And  Oven  Cleaner  A8 

GPC  Super  Concentrate    Al 

Power  Brite   A3 

Power  Sudz  86    Al 

Score  2  Al 

Steam  L-276   A2 

Power  Chemicals  Inc. 

Aqua-Plus    G2 

Aqua-Plus  Pro-44    Gl 

Blend-Dex  Dyno  Stix   G6 

Boiler  Power  440    G6 

Boiler  Power  480    G6 

Boiler  Power  540    G6 

Boiler  Power  580    G6 

Boiler  Power  610    G6 

Boiler  Power  640    G6 
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Boiler  Power  680    G6 

Boiler  Power  730    G6 

Boiler  Power  750    G6 

Boiler  Power  780    G6 

Boiler  Power  780-2  G6 

Boiler  Power  840    G6 

Boiler  Power  880    G7 

Corchek  II   G6 

Eco  Blend    G7 

Flake-Aide  G6 

Neutramine    G6 

Oxytrol  2010  G6 

Oxytrol  2020  G6 

Oxytrol  2030  G6 

Poly  Power  400  G6 

Poly  Power  451  G6 

PowerPhos900   G2 

Pro-Cat  SS  G6 

Pro-Cat  ST G6 

Steamline  Treatment  BAS-25  G6 

Steamline  Treatment  CC-1   G6 

Steamline  Treatment  CC-2  G6 

Steamline  Treatment  CC-4  G6 

SST-95  G6 

Volamine  G6 

Power  Chemicals,  Incorporated 

Boiler  Compound  301  G6 

Boiler  Compound  51  G6 

Boiler  Water  Treatment  320  G6 

Boiler  Water  Treatment  321  G6 

Boiler  Water  Treatment  322  G6 

Boiler  Water  Treatment  323  G6 

Boiler  Water  Treatment  324  G6 

Boiler  Water  Treatment  325  G6 

Boiler  Water  Treatment  326  G6 

Boiler  302   G6 

Cooling  Water  Treatment  35    G7 

Cooling  Water  Treatment  987    G7 

Liquid  Boiler  Compound  50  G6 

Liquid  Boiler  Compound  57  G6 

Liquid  Boiler  Water  Treatment  551  ....  G6 

Liquid  Boiler  Water  Treatment  552  ....  G6 

Liquid  Boiler  Water  Treatment  553  ....  G6 

Liquid  Boiler  Water  Treatment  554  ....  G6 

Liquid  Boiler  Water  Treatment  555  ....  G6 

Liquid  Boiler  Water  Treatment  556  ....  G6 

Liquid  Boiler  Water  Treatment  557  ....  G6 

Special  Dry  Compound  32  G6 

Special  Liquid  Compound  52  G6 

Power  Cleaning  Equipment 

PC-700  Al 

PCX-20    A4.C1 

PCX-25    Al 

Power  Cleaning  Systems 

M-71 1-A  Heavy  Duty  Steam  Cleaning  Al 
Power  Engineering  Company 

2203  G6 

2207  G6 

2208  G6 

2209  G6 

2211  G6 

2230  G6 

2280  G6 

2284  G6 

2301  G6 

2302  G6 

2303  G6 

2304  G6 

2315  G6 

2361   G6 

2362  G5 

2363  G5.G6 

2383  G5 


3241   G6 

3242  G6 

3243  G6 

3251-30   G6 

4691   G7 

4692  G7 

7418  G7 

7419  G7 

8230  G7 

Power  Group,  Inc.,  The 

Pwr-Corr  10  G6 

Pwr-Corr  11  G6 

Pwr-Corr  30 G6 

Pwr-Corr  31  G6 

Pwr-Corr  40D   G6 

Pwr-Treat  80D  G6 

Pwr-Treat  82D  G6 

PWR-Corr  40 G6 

PWR-Corr42D   G6 

PWR-Treat  50  G6 

PWR-Treat60  G6 

PWR-Treat  80  G6 

PWR-Treat  82  G6 

Power  Kleen 

Food  Industry  Sanitizing  Lotion  Soap  ..  E2 

Power  Kleen  Corp. 

Amaze  Cleaner-Degreaser Al 

Contact  Fly  &  Insect  Spray    Fl 

Defoam-C    Q5 

Electrosolv  Electrical  Motor  Cleaner  ..  K2 

Gold  Kat    CI 

Hexsol  Mild,  Neutral  Liquid  Hand  Soap  El 

Hydro-Kleen    A2 

l-O-Dine  Disinfectant-Sanitizer-Det- 

ergnt    D2 

Kleen-Kwik  H.D.  Steam  Cleaning 

Compound A2 

Krystal-Blu  Cleaner-Dgrsr  &  Wax 

Stripper  A4 

Mitey  Mite  Al 

Nu-Pine   CI 

Nu-Trol  All  Purpose  Cleaner  Al 

P.K.4  Ammoniated  Wax  Stripper  CI 

P.K.5  All-Purpose  Cleaner  &  Degreaser  A4 

Power-Lac  Cone.  Liquid  Acid  Cleaner  A3 

Resi-Due    F2 

Sanitizer  P  D2 

Spray- A-Way  Spice  Room  Deodorant  CI 

The  Soap  Doctor  E2 

Ultra-Blue  Concrete  Cleaner CI 

Power  Line  of  America 

Dynasyl   Al 

Green  Clean  Al 

Luster  Al 

Power  Plus  Al 

Power  Plus-9  Al 

Regal    Al 

Power  One  Industrial  Supply 

Power  One  SGC  Al 

Power  Plant  Associates 

Adjunct  PL    G6 

BWT-OSU-Dry  G6 

BWT-OSU-L  G6 

CTT-1085    G7 

CTT-1085  LP    G7 

CTT-1085  PM  G7 

Formula  BWT  100-Boiler  Water  Treat- 
ment      G6 

Formula  BWT  430  H  Oxygen  Scaven- 


ger    G6 

Formula  BWT  800    G6 

Formula  CS  1065    G7 

Formula  RLT  D-20  Return  Line  Treat- 
ment      G6 

Powerline  Chemical&Janitorial 
Supply  Inc 

NB-500    Al 

Power  Plumber   LI 

Safe-T-Bowl  II    C2 

Powerpack  Enterprises 

Challenge  Cleaner-Degreaser  A4 

Pratt-Gabriel  Division 
Miller  Chem.  &  Fert.  Corp. 

Resmethrin  EC  26  Insect  Spray  Fl 

Praxis  Enterprises 

Super  Turbo  No. 333  Food  Machinery 
Grease  HI 

Precise  Chemical  &  Equipment  Ltd. 

Doodle  Bug  Vandalism  Mark  Remover   CI 

Full  Blast  Residual  Insecticide  F2 

Hurry  Upl  Foaming  Clnr  Dsnfctnt  & 

Deod CI 

Hurry  Upl  Foaming  Clnr.  Dsnfctnt  & 

Deod F2 

Long  Shot  Wasp  &  Hornet  Killer   F2 

No  Friction  Silicone  Spray  HI 

Sir  Disinfectant  Deod   Frsh  Org.  Frag     CI 

Sir  Disinfectant  Deodorant  C2 

Sleek  Stainless  Steel  Compound    CI 

Slippery  Stuff   CI 

Sock  It  To  Em  Insect  Killer    F2 

The  Answer  CI 

Them  Dirty  Ovens  Oven  Cleaner  A8 

Precision  Bearing  Company 

FoodMachineryGrea.se   HI 

Precision  Chemical,  Inc. 

Complete  A3 

Ensure  No-Rinse  Sanitizer   D2 

Fat-Solve  Al 

Foamy  Lube HI 

Food  Grade  Oil  HI 

Force    CI 

Glass  Cleaner CI 

Glide    H2 

Hydro-Clean    C2 

Oven  and  Grill  Cleaner A8 

Power  Pac   Al 

Premium    CI 

Red  Hot  LI 

Results  AI.Q1 

Sani-Clean  A4 

Sani-Gard El 

Stainless  Steel  Cleaner   A7 

X-Cel  Bl 

Precision  Chemicals/ 

Div.  of  Atlantic  Chemical  & 

Equipment  Co 

BL-130 G6 

BL-150 G6 

BL-151  G6 

BL-I512  G6 

BL-160 G6 

Precision  BL-170-C  G6 
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Precision  BL-180  Closed  System  Treat- 
ment        G7 

Precision  BL-504  Boiler  Water  Treat- 
ment        G7 

Precision  BL-504-S  Boiler  Water  Treat.  G7 

Precision  CL-211-M   G7 

Precision  CL-2151  G7 

Precision  Formula  MC-78  Al 

S-45  Scale  Remover  (Liq)    A3 

Precision  Chemicals,  Inc. 

Precision  XL-79    A4 

Precision  Control  Inc. 

Puriton  B   CI 

Precision  Industrial  Coatings,  Inc. 


Precision  Industries 

Gear  Lubricant  SAE  80W9O H2 

Precision  Laboratories,  Inc. 

Cling    Kl 

Cling  (Bulk)    Kl 

Decal  Remover   C3 

E  101  Electronic  Solvent  Degreaser  ....    K2 

ES-150  Solvent  Degreaser   K2 

Hantex  Cleansing  Cream    E4 

LAB   Liquid  Alive  Bacteria  CI 

Lube-2  H2 

Lustre  A7 

Orange  Hantex E4 

Paint  &  Varnish  Stripper    C3 

Penetral    H2 

Penetral-Industrial  Penetrant  H2 

Potato  Bin  Storage  &  Equipment  Disnf.  D2 

Power  "O"   A4 

Power  Foam CI 

PL-100  K2 

Sewage  Enzymes  L2 

Spray  And  Wipe   CI 

Sterene  C2 

Super  L.I.M CI 

Vangel   CI 

View  CI 

Precision  Supply- 
Belt  Save  Belt  Dressing    PI 

Cool  'N'Cut  H2 

D  Grease  II   CI 

D  Grease  Jelled  Degreaser   CI 

Dn-Mol    H2 

Glove  E4 

Glove  Sktn  Shield  Invisible  Coating   ....  E4 

Grime-Off   CI 

Instant  NF  Pntrnt.  Lbrcnt.  &  Dmstrnt      H2 

No  Seize    CI 

S.S.  1    K2 

Shine  Glass  Cleaner    CI 

Slide  (Bulk)  HI 

Slide  Silicone  Spray   HI 

Strip  Away C3 

Super  Lube  Red  Spray  Grease  H2 

SD-1200 Al 

Preferred  Chemical 

Foaming  Meat  Room  Cleaner Al 

Preferred  Cleaning  Systems,  Inc. 

P.M   Plumber    L2 


Preferred  Distributors,  Inc. 

Anti-Bacterial  Hand  Soap  E4 

Dish  Detergent CI 

General  and  Restroom  Disinfectant  Clnr  CI 

Heavy-Duty  Cleaner  1-2  CI 

Live  Bacteria  CI 

Meatroom  Degreaser  Al 

Meatroom  Sanitizer  D2 

Neutral  Disinfectant  Cleaner  I    CI 

Non-Butyl  Cleaner  &  Degreaser  Cone     CI 

Nutty  Green  E4 

Nutty  White  E4 

Pearl  Green   E4 

Pro  Link  All  Purpose  Cleaner    CI 

Pro  Link  Creme  Cleanser  A6 

Pro  Link  Food  Service  Sntzng  Lotn. 

Clnsr  E2 

Pro  Link  9.5%  Clinging  Bowl  Cleaner     C2 

Pro-Link  CI 

Pro-Link  Apple  Dry  Air  &  Fabric 

Deodrzr  CI 

Pro-Link  Baby  Pwdr  Dry  Air&Fbrc 

Deodrzr  CI 

Pro-Link  Baseboard  Stripper    CI 

Pro-Link  Dsnfctnt  SprfFor  Hlth  Care 

Use)  CI 

Pro-Link  Flying  Insect  Killer  F2 

Pro-Link  Germicidal  Cleaner  C2 

Pro-Link  Glass  Cleaner CI 

Pro-Link  Oven  &  Grill  Cleaner   A8 

Pro-Link  Roach  &  Ant  Killer F2 

Pro-Link  Stainless  Steel  Cleaner    CI 

Pro-Link  Stainless  Steel  Cleaner  Wtr 

Bs    A7 

Pro-Link  Total  Release  Insect  Killer  ...  F2 
Pro-Link  Tradewinds  Dry  Air&Fbrc 

Deodrzr  CI 

Pro-Link  Vandalism  Remover    CI 

Preferred  Industries  Corp. 

"Synergized"  Digester  Plus  CI 

ACT.  Acid  Cleaning  Trtmnt  Ready  to 

Use    A3 

All  Purpose  Cleaner    CI 

Anti-Seize  Compound  H2 

Battery  Terminal  Cleaner  and  Protector  PI 
Break-Out  One-Shot  Dm  Opnr  w/Odor 

Blnkt  LI 

Chlorotron   Al 

Citrus  Grit   E4 

Citrus  Lotion  Hand  Cleaner   E4 

Clean  and  Thaw    A5 

Coconut  Hand  Soap    EI 

De  Aqua  Lube  H2 

Digestor  Supreme    L2 

Double  Down    F2 

Dry-Moly  Lube  H2 

E-ZTap  H2 

Energizer  Grease  Trap  Maintainer  CI 

Glass  &  Plastic  Coating    CI 

Grease  &  Odor  Solv-It   CI 

Grease  Cutter A4 

Heavy  Duty  Penetrating  Oil   H2 

Hot  Stuff  LI 

Liquitron    LI 

MAD  Macro  Alkaline  Degreaser  A4 

Meda-Derm   E4 

Non-Flammable  Safety  Solvent   K2 

Oven  and  Smokehouse  Cleaner   A8 

P&D  Stripper C3 

Pent-Tel  Nut  &  Bolt  Loosener  Penetrant  H2 
Powdered  Hand  Soap  C2 

Red  Grease    H2 

Run  Away   LI 

Silicone  Release  H2 

Skin  Shield    E4 

Super  Hot  Stuff  LI 

Sur  Quat  Lemon   A4 

Sur  Quat  Mint  Disinfectant  Deod. 

Cleaner   CI 


Sur  Quat  Pine    CI 

SUR  Foaming  Disinfectant  Cleaner  ....    CI 

SUR  32  Disinfectant  Deodorant  CI 

SUR  32  Germicidal  Spray  &  Wipe 

Cleaner  CI 

Terminate  W.P.  Wettable  Powder  In- 

sectcd F2 

Terminate  20  Fl 

Terminator  Fl 

Ultra  Solve K2 

Ultra-Pure    K2 

Vandal  X-It  CI 

Vision  Glass  Cleaner CI 

Vision  32  CI 

10%  Disinfectant  Sanitizer  D2 

Preferred  Products  of  Central  FL, 
Inc. 

Formula  94    A2 

Formula  94  High  Foam    A2 

Heavy  Duty  Degreaser   A4.A8 

Heavy-Duty  Liquid  Detergent    Al 

Terrific  Al 

Preferred  Systems 

All  Purpose  Cleaner    CI 

Bathroom  Cleaner  C2 

Premier  Chemical  Corporation 

BW  Special   A2 

Citrisol  CI 

Descale A3 

Foamklor   Al 

Liquiklor    Al 

Liquiterg    Al 

Oxi-Foam  Al 

Oxiklor  A1.Q1 

Premchem  123  Ql 

Premchem  131  Al 

Premchem  133  A2 

Premchem  133L    .    A4.A8 

Premchem  134  A2 

Premchem  135  A2 

Premchem  135G    A2 

Premchem  146  A2 

Premchem  146L    A2 

Premchem  502  A2 

Premchem  516  A1.B1 

Premchem  545  A3 

Premchem  546  A3 

Premfome  1022  Al 

Premkleen  1522  Al 

Premkleen  1612  A4 

Premkleen  1814  Al 

Premkleen  1815  .  Al 

Premklor  1305  Al 

Premklor  1331   .  A2 

Premklor  205  Al 

Premklor  501   Al 

Premloob  117    H2 

Premloob  71     ..  H2 

Premscale  1545  \? 

Premscale  1644  A3 

Premscale  1645   A3 

Premsokell3l    Al 

Premsoke  1641    ..  A2 

Premspra  161 1   ....  Al 

Premsteem  1004  Al 

Premsteem  1005                                    ..  Al 

Premsteem  1631  A4 

Premstnp  1648  A2 

Premstrip  1649    \: 

Premier  Chemical  Corporation 

Blue-Sol    Al 

J-3.  Powerclean  Al 
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Premier  Industrial  Corporation 

Contax  II   K2 

V-Belt  Conditioner  91830 PI 

Premier  Products  &  Service  Inc. 

Cherry  Concentrated  Plant  Odor  Control  CI 
Premier  Services  Corp. 

Basiflux   Jl 

Premier  Water  and  Energy 
Technology,  Inc 

Salt  PI 

102  A3.G7.PI 

104  A3.P1 

112  PI 

113  PI 

115  PI 

116  PI 

201   G6 

214  G7 

215  G7.G2 

216  G7.G2 

218  G6.G2 

225  G7 

226  G7 

229  G7 

230  G6 

231  G7 

232  G7 

233  G7 

234  G7 

236  G7 

237  G7 

238  G7 

243  G7 

244  G7 

249  G3.G6 

252  G7 

261  G7 

262  G7 

263  G7 

264  G7 

265  G7 

267  G6 

275  G6 

276  G7 

277  G7 

278  G6 

315  G7 

316  Biocide  G7 

380  D2 

400  G6 

405  G6 

406  G6 

408  G6 

409  G6 

410  G6 

416  G6 

418  G6 

420  G6 

425  G6 

428  G6 

43.1    G2.G6 

438  G6 

466  G6 

468  G6 

470  G6 

472  G6 

473  G6 

475  G6 

477  G6 

478  G6 

479  G6 

484  G6 

487  G6 

488  G6 


490  G6 

492  G6 

494  G6 

496  G6 

498  G6 

499  G6 

610  PI 

Premiere  Product  Distributors 

SCR-250-Odor  Control  CI 

Premium  Supply  Company,  Inc. 

Boil-Out  A2 

Brake  Clean  Kl 

Carbaway  PI 

Centerlube  Graphite  Lube  H2 

Contac   K2 

Dri-Mol  Lubricant  H2 

Finish-Up  E4 

Insect-O-Fog    Fl 

Liquid  Grease    H2 

Melt  Away  CI 

O-Gear  H2 

Open  Up  Drain  Opener  LI 

PCC  Gel  Degreaser  Kl 

PD-80  H2 

PSC79 K2 

Release  H2 

Showcase  A7 

Silicone  Spray  HI 

Stop  Seize   H2 

Strip  It   C3 

Prentiss  Incorporated 

Prentox  Carbamate  1.5  EC  F2 

Prentox  D.D.V.P.  Five    F2 

Prentox  Diazinon  Emulsifiable  Cone.    ..  F2 

Prentox  Diazinon  IE  Insecticide    F2 

Prentox  Diazinon  4E  Insecticide    F2 

Prentox  Diazinon  4S  Insecticide F2 

Prentox  Dursban  2E  Insecticide  F2 

Prentox  Dursban  4-E  Insecticide    F2 

Prentox  Emulsifiable  Spray  Cone.  #96     Fl 

Prentox  Exciter   Fl 

Prentox  Fog  and  Mill  Spray  Fl 

Prentox  Fogging  Concentrate  #1    Fl 

Prentox  Fogging  Insecticide  PF  Fl 

Prentox  Insect  Spray  "A"    Fl 

Prentox  Insect  Spray  "B"    Fl 

Prentox  Insect  Spray  and  Fogging  Cone.  Fl 

Prentox  Larva-Lur  with  Dylox  F2 

Prentox  Perm-X  IE  F2 

Prentox  Prenbay  1.5  EC F2 

Prentox  Prenbay  1%  Oil  Solution    F2 

Prentox  Pyrifos  Residual  Spray   F2 

Prentox  Pyronyl  Crop  Spray  Fl 

Prentox  Pyronyl  Fogging  &  Contact 

Spray  Fl 

Prentox  Pyronyl  Insect  Spray&Fog  Cone 

#2    Fl 

Prentox  Pyronyl  Oil  Cone  125-25   Fl 

Prentox  Pyronyl  Oil  Concentrate 

#12294-A    Fl 

Prentox  Pyronyl  Oil  Concentrate 

#1233-A    Fl 

Prentox  Pyronyl  Oil  Concentrate  #15A  Fl 
Prentox  Pyronyl  Oil  Concentrate  #3610  Fl 
Prentox  Pyronyl  Oil  Concentrate  #525  Fl 
Prentox  Pyronyl  Oil  Concntrt. 

OR-3610-A  Fl 

Prentox  Pyronyl  Spray  Concentrate  Fl 

Prentox  Pyronyl  UL- 100  Concentrate  ..  Fl 
Prentox  Pyronyl-Diazinon  Emulsfbl. 

Cone F2 

Prentox  PBO-8    PI 

Prentox  Residual  Concentrate  DV-One     F2 

Prentox  Residual  Insect  Spray  #2  F2 

Prentox  Residual  Spray  (C/0.5%  Diazi- 


non)    F2 

Prentox  Residual  Spray  c/Propoxur   F2 

Prentox  Resmethrin  0.5%  RTU    Fl 

Prentox  Resmethrin  3%    Fl 

Prentox  Vapon  2  F2 

Prentox  Vapon  20%  Emulsifi.  Concen- 
trate    F2 

Prentox  Vapon  4E  F2 

Prentox  5  LB  Malathion  Spray F2 

Presco  Food  Products,  Inc. 

Grease  Remover   A2 

Super-Cleanser A2 

Two-In-One  Cleanser   Al 

Prescott  Chemical,  Inc. 

Isophene  HM  D2 

IsopheneWX  D2 

Septan  210  D2.Q3 

Septan  3.2.  D&F  CI 

Solophene  STL   Al 

Preservative  Paint  Co. 

Pro-Clean  70  Al 

Preserve  International 

Advantage  128 CI 

Advantage  256 CI 

Iodis  D2.E3.Q6 

PI  1000    A3 

PI  1200    A3 

PI  2000    Al 

PI  2100    Al 

PI-2200    Al 

PI-2400    E2 

Quick  Clean  Al 

Pressure  Equipment  Company 

Aqua  Blitz  A4 

Clean   Al 

Pressure  Techniques  International 
Corp. 

1210  A2 

Pressure  Vessel  Service  Inc. 

Chelated  Sodium  Hydroxide  A2 

Phosphoric/Nitric  Acid  Blend  A3 

PVS  Acid  Blend   A3 

PVS  CIP  Cleaner Al 

PVS  Foam  Cleaner  Al 

Pressure-Lube,  Inc. 

Jax  Battery  Saver  and  Cleaner  PI 

Jax  Belt  Dressing    PI 

Jax  Chain  &  Cable  Lubricant  H2 

Jax  Dry-Slide  HI 

Jax  Food  Grade  Penetrating  Oil  HI 

Jax  Lift  Truck  And  Sliding  Tandem 

Lub H2 

Jax  Magna-Plate  36-2  (Aerosol) HI 

Jax  Magna-Plate  78  (Aerosol)    HI 

Jax  Magna-Plate  86  Aerosol  HI 

Jax  Non-Toxic  Lube  HI 

Jax  Penetrating  Oil    H2 

JAX  Elec.  Contact  Clnr  Non  Flambl 

Form K2 

JAX  Electrical  Contact  Cleaner-FD  ....  K2 

JAX  GearGuard  Synthetic  (Aerosol)   ..  H2 

JAX  High-Tech  Cleaner/Degreaser    ....  K2 

JAX  Power-Pen  H2 
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Prestige  Labs.,  Inc. 

Achro-Wash  Al 

Achromatic  H   D  Power  Cleaner Al 

Air  Life   CI 

Cherry  Air  Life  CI 

Cherry  Odor  Control  CI 

Cirri  Chem  CI 

Clean  All  Multi  Purpose  Foam  Cleaner  CI 

Clear  View CI 

DAL.  Lubricant  Penetrant  H2 

Drainzit   CI 

E-Z  Flow  Liquid  Drain  Opener  &  Maint.  LI 

Easy  Way LI 

Envir-O-Care  CI 

Enzy  Matic    L2 

Enzymatic  L    CI 

FMC  MM4  Food  Management  Cleaner  A4 

Heaven  Scent  CI 

HD-221    CI 

L.S.R.  Delimer    A3 

Liquid  Enzymatic    CI 

Love  It  Al 

Marlene   Al 

Moly  Film   H2 

Mop  &  Strip    A4 

Mystic  Degreaser A4 

MM8  Cleaner,  Disinfectant  Deodorizer  Dl 

Navy-22  A7 

Navy-22  All  Purpose  Polish  A7 

Non-Acid  Coilex  A4 

NBC  Industrial  Degreaser  Cleaner  Al 

OGC A8 

Perfect   CI 

Prestige  Clean   A4 

Pure  Lube    H2 

Quats  New  Cleaner,  Disinfectant  Deod  Dl 
Sani-Pure  Disinfectant-Sntzr.  Deodor- 
izer      D2 

Scrubs-It CI 

Shine    A7 

Show  Case  CI 

Show  Case  50  CI 

T&G  Plus    CI 

Tamarac  Pot  &  Pan  Washing  Detergent  Al 

Terazz    A4 

Tough  Touch  Mechanics  Hand  Soap  ..  Al 

Tulip  Bowl  Cleaner C2 

TEC  Creamedic  El 

Value  Plus  CI 

Wonder    E4 

Prestige  Products 

dyn-O-mite A8 

BackOff   L2 

Mighty  Marc  Al 

See  CI 

Preston  Dist.  Co. 

Ultimate  Al 

Price  Company,  The 

Clout  Concentrated  Laundry  Detergent  Bl 

Jobmaster  Multi-Purpose  Cleaner  CI 

Price  Research  Ltd. 

Ami-Ox   A3 

BWT-200  Boiler  Water  Treatment  G6 

Cleaner  137  A4 

CLT-77  Condensate  Line  Treatment   ..  G6 

CWT-600  Cooling  Tower  Treatment  G7 

Dry  Sulfuric  Acid   LI 

Heavy  Duty  Acid  Drain  Cleaner    LI 

M-126-X    A4.A8 

Non-Pyro  K2 

Odor  Control  Liquid  Cherry  CI 

Odor  Control  Liquid  Lemon  CI 


Odor  Control  Liquid  Mint    CI 

Odor  Reactant  CI 

Oxygen  Control-Liquid  LI 

Safety  Solvent  K2 

Spray  &  Wipe  CI 

Uni-Pol    A7 

Pride  of  Florida 

No  Rinse  Saniuzer    D2 

Pride  Laboratories,  Inc. 

Assassinate  II  Insecticide   F2 

Blast  Heavy-Duty  Floor  Cleaner    CI 

Kwik  Kleen  Powdered  Hand  Soap  C2 

Powerhouse  Powdered  Cleaning  Com- 
pound        A4 

Pride  Bowl-0  Tile  &  Porcelain  Clnr        C2 
Pride  De-Clog  Drain  Conditioner  & 

Clnr LI 

Pride  Unclog   LI 

Space  Shot  Sewer  Solvent    LI 

Prillaman  Chemical  Corporation 

Sodium  Hypochlorite  Solution  D2.G4 

SB-417  PI 

Prime  Chemicals 

D-100  Al 

D- 100  "Freezer  Mix"    A5 

Green  Clean  A4.C1 

Liqui-Base  with-107   Al 

Prime  Laboratories,  Inc. 

"Spotless"  Al 

Belt  Grip   PI 

C-Thru   CI 

Degreasing  Solvent  Spray  K1.K2 

Derma-Suds  El 

Rush-Away  Water  Soluble  De- 
greaser   C1.K2 

Glide  Lube  Silicone  Lubricant  HI 

Glisten   A4 

Grime  Stopper  A4 

Irish  Mist  CI 

Multi-Klean  Al 

Nut  Breaker  Multipurpose  Penetrant   ..    H2 

Power-House  A4 

Prime-Grease  Grease  Gun  in  a  Can  ....    H2 

Rust  Off  CI 

Sila-Guard   G3 

Speedy  Spray  Al 

Spray  Klean  Kl 

Steam-Klean    Al 

4-Way  Pen-A-Lube  H2 

Prime  Line  Chemicals 

Prime  Cut    Al 

Prime  Market  Distributors  Inc. 

D-Ox    A3 

Do-It-All    C2 

Fabric  Softener    B2 

Infinity  Neutral  Cleaner    A4 

Lemon  Scented  Fine  Shine  A7 

Lemon  Tree  CI 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Emulsifier  A4 

Liquid  Laundry  Sour  B2 

Orange  All  CI 

Porcelain  Cleaner    C2 

Prep  Scrub  A4 

Prime  Nut  &  Bolt  Loosener  Penetrant  H2 

Prime  Plus  CI 

Prime  Plus  Glass  &  Utility  Cleaner  ....  CI 


Prime  Tyme  E4 

Prime-A-Foam  Foaming  Cleaner  Al 

Prime-A-San    D2 

Prime-Free  Oven  &  Griddle  Cleaner  ..    A8 

Prime-Tone    K2 

PMD  Total  Release  Fogging  Insecticide  F2 

PMD-Formula  6247    A4.A8 

PMD-227  Special  Heavy  Duty  Cleaner    A4 

PMD-227  Special-E    A4 

Silicone  Lube HI 

Soft  Guy  Hand  Cleaner  E4 

Speedi  Acid  Drain  Opener   LI 

Sur-Gent  Antiseptic  Lotionized  Soap  El 
System  3  P&B  Porcelain  &  Bowl 

Cleaner   C2 

Tiger  Germicidal  Detergent  A4 

Tomcat  II  Concrete  Cleaner  A4 

Tropical  Hair  &  Body  Shampoo    E4 

Tuff  Guy    E4 

Prime  Source 

Breakdown  #3  High  Foam  Degreaser  Al 
Film  Free  Glass  Cleaner  Concentrate       CI 

Foamy  #5  Pot  N  Pan  Cleaner   Al 

Nu-View  Neutral  Cleaner  CI 

Pearl  White  Luxury  Hand  Cleaner/Body 

Wsh  E4 

Pipe  Dream  #9  Drain  Grease  Digester  CI 
Power  Spray  RTU  Cleaner  Degreaser  CI 
Prime  Source  Bowl  Sheen  Low  Acid  C2 
Prime  Source  E-Z  Clean  Disinfectant 

Clnr  C2 

Prime  Source  Kleen  Bowl    C2 

Prime  Source  Lstr  Non-Acd  Bwl&Rstrm 

Clnr  C2 

Prime  Source  Mint-Kleanse  Disinfectant  CI 

Prime  Source  Nature's  Cleaner  L2 

Prime  Source  Nu-Quat  Neut  Hsptl  Grd 

Dsnf Dl 

Prime  Source  PS   Pine  Disinfectant 

Clnr  CI 

Prime  Source  PS   Plexiglass   Al 

Prime  Source  Softy  Creme  Cleanser  ..  A6 
Prime  Source  Sunrise  Rstrm  All  Srfc 

Clnr  C2 

Q-T-C  #8  Quarry  Tile  Cleaner  A4 

Refresh  Pine  Deodorant  Cleaner  CI 

Septisurge  #4  Antiseptic  Hand  Cleaner     El 

Spark  #7  Oven  &  Grill  Cleaner  A8 

Tuf  Duty  Cleaner/Degreaser  Al 

Ultimate  All  Purpose  Cleaner  Al 

Primorance,  Inc. 

Food  Industry  Sanitizing  Soap  E2 

Primrose  Oil  Company,  Inc. 

210  Uni-Vis  Industrial  Hydraulic  Oil  ..  H2 

216  Food  Grade  Hydraulic  Oil  Heavy  HI 

216  Food  Grade  Hydraulic  Oil  Light  HI 

216-G  Food  Grade  Gear  Oil  140  HI 

314  White  Food  Grade  Grease  No.  2  HI 
510  Primrose  Plus  EP  Multi-Purp  Gear 

Lub   H2 

510-M  Armor  Plate  EP  Gear  Lube 

w/Moly-D  H2 

548  Armor  Plate  Chain  and  Cable  Lube  H2 

620Quik-Solv  CI 

Prinova  Co.  Inc. 

Activfoam    C2 

Ladnn  Ecolo  Blend  Bl 

I.adrin  Ecolo-Break  Plus  Bl 

Ladrin  Ecolo-Det  Bl 

Ladrin  Ecolo-Det  S  Bl 

Ladrin  H-Chlor  B  Bleach   Bl 

Ladnn  Super  Sil    Bl 

Ladrin  XP-12  Bl 
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Nova  Sheen  CI 

R.T.U.  Starch  B2 

Swifty    A4.A8 

Prism  Integrated  Sanitation 
Mngmt.,  Inc. 

All  Purpose  Cleaner  and  Degreaser  319  CI 
Glass  and  Multi-Surface  Cleaner  310       CI 

Liquid  Hand  Soap  318    El 

Oven  and  Grill  Cleaner  282  Al 

Prism  Disinfectant  Cleaner  320   A4.C1 

Prism  General  Purpose  Cleaner  Powder 

366    CI 

Prism  Hood  and  Duct  Cleaner  321     ....    Al 

Sanitizing  Hand  Soap  318    E2 

Soak  Cleaner  Inhibitor  A  016 Al 

Soak  Cleaner  Inhibitor  B  016  Al 

Soak  Cleaner  Neutralizer  012  A3 

Soak  Cleaner  005    A2 

Soak  Cleaner  008    Al 

Stainless  Steel  Polish  324  CI 

Tile  and  Porcelain  Cleaner  314    C2 

Private  Label  Chemicals,  Inc. 

Antiseptic  Skin  Cleanser  E4 

Boil  Out  Compound   A2 

Breakthrough  Al 

Breakthrough  III    A4 

De-Spot   Bl 

Defoamer  Al 

E-Z  Clean  Powdered  Floor  Cleaner  ....    A I 

Foam  Boost  Al 

Foamy  Grease  Release   A4 

Fry  Cleaner  #692 A2 

Fryer  Cleaner  Al 

Grease  Release    A4 

GFC  A4 

Hand  Dishwashing  Liquid    Al 

Heavy  Duty  Cleaner  #607    A4 

Heavy  Duty  Dishwash    A2 

Heavy  Duty  Dishwash  CI  A2 

Heavy  Duty  Fry  Clean  Powder    A2 

High  Foam  Cleaner  #1 16   Al 

High  Suds  Liquid  Dishwash  A I 

Hood  Degreaser  A8 

Laundry  Detergent B2 

Lime  Solvent  A3 

Liqui-Chlor  Chlorinated  Degreaser    ....    Al 

Liqui-Chlor  Plus    Al 

Liquid  Automatic  Dishwash  Al 

Liquid  Hand  Cleaner  El 

Liquid  Smokehouse  Cleaner  A8 

Mark  Ten  D2 

Neutral  Cleaner  #138    CI 

New  Shine  Concentrate CI 

New  Shine  Stainless  Steel  Clnr.  &  Pol- 
ish       CI 

Orange  Citrus  Degreaser  CI 

P-101  Special  Degreaser  A4.A8 

P-104  General  Purpose  Cleaner   Al 

P-109  All  Purpose  Cleaner  A4 

P-202  General  Purpose  Powder   A I 

P-234  Machine  Dishwashing  Compound  Al 

P- 240  Chlorinated  Dishwash    Al 

P-256  All  Purpose  Powder  Al 

P-310  Acid  Cleaner  A3 

P-319  Lime  Be  Gone    A3 

P-372  Heavy  Duty  Acid  Cleaner  A3 

P-468  Floor  Cleaner   A4 

P-541  Floor  Cleaner   A4 

P-603  Heavy  Duty  Cleaner Al 

P-603A  Foaming  Heavy  Duty  Cleaner     A I 

P-612  Oven  And  Grill  Cleaner A4.A8 

P-614  Grill  Cleaner  A4.A8 

P-620  Floor  Cleaner   A4 

P-635  Foaming  Cleaner    Al 

P-733  Window  Cleaner  Concentrate    ..    CI 

P-901  Sani-derm   E4 

P-909  Liquid  Hand  Soap  20  El 

P-915  Liquid  Hand  Soap  40  El 


P-933  Ready  to  Use  Liquid  Hand  Soap  El 

Pot  &  Pan  Wash   Al 

Power  Washer  Compound  #174  Al 

Product  120  Al 

Product  170  Al 

Product  970  E4 

Sanihan  Hand  Cleanser  and  Sanitizer    ..  E2 

Soak  Off  Boil  Out  Compound  A2 

Working  Hard   Al 

Private  Label  Laboratories 

All  Purpose  Cleaner  Degreaser Al 

Belt  Whitener    Al 

Blast-Off   A8 

Boil  Out  A2 

Boiler  Amine  G6 

Bottle  Wash  Al 

Chelate  CI 

Chlorinated  A    Al 

Daily  Non-Slip    A4 

Deodorizier    CI 

Digest  CI 

Discide  32   A4 

Discide  64   A4 

Discide  938   D2 

Food  Plant  Boiler  Treatment    G7 

Freezer  Cleaner  A5 

Lift  Out   Al 

Liquid  Magic  Gel    A4 

Lustra  Suds    Al 

Magic-Gel  Plus   CI 

Rust  Off  PI 

RTU  Orange  Peel    CI 

Safe  Scale    A3 

Stainless  Food  Plant  Cleaner    A3 

Stainless  Steel  Cleaner   CI 

Pro  Chem  of  DFW,  Inc. 

Cherry  Deo    CI 

Cinnamon  Deo CI 

Grease  Away  Al 

Kick  Degreaser   CI 

Lemon  Deo  S.C CI 

Pro  Chem  Pink    Al 

Texas  Tuff  Degreaser  Al 

Pro  Chem  Industrial  Inc. 

PC6976  Egg  Bright  Ql 

PC8913  Descaler  A3 

Pro  Chem  Technologies/ 
Div.  of  Ever-Last  Supply  Co. 

Chloro  Kleen  P  Al 

Conquer  Heavy  Duty  Concrete  Floor 

Clnr  A4 

Dermascrub  Iodine  Hand  Cleaner-Sani- 

tizer  E2 

Omni  Dgrsr  Multi-Purp  HD  Oil  &  Grse 

Rmvr  Al 

Pro  CIP  Acid  A3 

Pro  Foamer  Neutral  Foam  Cleaner-Ad- 
ditive    Al 

ProGPC    Al 

Pro  Liquid  CIP+C  Al 

Pro  San  Q    D2 

Pro  Wash  P  65    A2 

Scale  Solv  Foamer    A3 

Task  Force  A2 

Pro  Chem,  Inc. 

Action    A8 

Alive    L2 

Alive  Plus    CI 

Aqua  Aid  603X  G6 

Blast  Off   K2 

Brite  CI 


Bug-Out  Room  Fogger  Fl 

Bulls  Eye  Flying  &  Crawling  Insecticide  F2 

Citra-Solv    CI 

Citron  Heavy  Duty  Grit  Hand  Cleaner     E4 

Coil  Care  A4 

Coil  Care  Al 

Coil  Quick  PI 

Conquest    F2 

Defoamer  Al 

Deocept  Hospital  Disinfectant  Deodo- 
rant        C2 

Deocept  Passion  Hospital  Dsnfctnt  Deod  CI 
Deocept  Purity  Hospital  Dsnfctnt  Deod    CI 

Down  &  Out   LI 

Dri  Lub  Fluorotelomer  Lubricant  H2 

Dri-Cide  F2 

Enta-Cide  F2 

Extreme   H2 

Foam-lt-Away  CI 

Futron    Al 

Garbcide F2 

Gentle  Scrub   E4 

Grease  Gun    H2 

Grease  Gun  Dry    H2 

Grease  Gun  Smart  H2 

Grease  Gun  X-tra    H2 

Grout  Renovator  PC-57    C2 

Hand  Guard  E4 

Hi  Shine  CI 

Indusol  Al 

Just  Rite  H2 

Knock  It  Off   K2 

Kon  Kleen  PC-196   CI 

Kut-It   E4 

Lemon  Solv  A4 

Lub-All    H2 

Magic  Heavy  Duty  Cleaner    CI 

Mark-Out  CI 

Medi-Clean    C2 

Meter  Magic  #2  Floral    CI 

Meter  Magic  #2  Potpourri    CI 

Micro-Stat  Glass  Treatment   CI 

Moly-Lub  H2 

New  Improved  Sentinel    C2 

Odor  Blanket  CI 

Odor  Oxidizer  CI 

Odor-Abate    CI 

One  Step    CI 

Oxall    A3 

Peak  Performance   H2 

Pro  Lub   HI 

Pro  Zone    H2 

Pro-Chem  Soapcream   El 

Pro-Strip  Paint  &  Varnish  Remover  ....    C3 

Pure  Solv  K2 

Red  Hot  LI 

Safety  First    Jl 

San-O-Kleen    C2 

Sani-Lube  Food  Equipment  Lubricant      HI 
Sentinel  Grmcdl  Spr  &  Wipe  Cln&Surf 

Deod   CI 

Skidoo  Solvent  Cleaner  and  Degreaser     Kl 

Slip-Ez  Silicone HI 

Solv-AII  CI 

Solvitene    K2 

Sparkle  Glass  and  Plastic  Cleaner   CI 

Speedy  CI 

Steam-It  A4 

Steel  Shield   CI 

Sun  Burst  A4.C1 

Sunshine    CI 

Supersol  Contact  and  Circuit  Board  Clnr  K2 

SFX#I  PC-502  Fl 

Tacky  PI 

Temp-Plate  Multi-Purpose  Wtr.  Resist 

Lub   H2 

Tender  Touch  Hand  &  Body  Lotion   ....  E4 

True  Grit    E4 

Ultra-Temp    H2 

Valpack  SG  H2 

White  Lube    H2 

XL-866 H2 
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Zap-Em    Fl 

4  N  1  Penetrating  Oil  &  Demoisturant     H2 

Pro  Chemical  Products,  Inc. 

Concentrated  Wash  Al 

Pro  No  2  EP  Red  Lithium  Complex         H2 

Pro  Chemicals.  Inc. 

Pro  "C"  Foam   Al 

Pro  Acid  #62  A3 

Pro  Ad-Jel  Al 

Pro  Bleach  #600   Bl 

Pro  Blitz    A2 

Pro  Blitz-WBC    A2 

Pro  Blitz-200  A2 

Pro  Blitz-900  A2 

Pro  Center  A3 

Pro  Center-LVW  A3 

Pro  Center-200    A3 

ProChlor  125   B1.D2 

Pro  Circuit  Al 

Pro  Circuit-LV Al 

Pro  Circuit-200   Al 

Pro  Conversion   A2 

Pro  D-Solv  #501    Al 

Pro  Dine-San  Plus  D2 

Pro  Drive  Al 

Pro  Drive-EC  Al 

Pro  Drive- 100L  Al 

ProDrive-200  Al 

Pro  Drive- 50  Al 

Pro  E.H.D.L.  Detergent Bl 

Pro  E-Z  Glide- 300 HI 

Pro  Egg  Wash  Ql 

Pro  Field-P    CI 

Pro  Field-P-HD  CI 

Pro  Field-IOOL    A4 

Pro  Field-200  A4 

Pro  Field-700L    A4 

ProFoam-100   Al 

ProFoam-lOOS   Al 

Pro  Guard    A3 

Pro  Guard-N2    A3 

Pro  Guard- VC  A3 

ProGuard-150  A3 

Pro  Guard-200  A3 

Pro  Guard-200LF    A3 

Pro  Guard- 300  A3 

Pro  H.D.  Break  Bl 

Pro  Hand-San    El 

Pro  Handidyne E3 

Pro  I-San   E2 

Pro  Lateral  A3 

Pro  Line  Al 

Pro  Line-HD   Al 

Pro  Line-XF Al 

ProLine-200F   Al 

Pro  Line-200XF Al 

ProLine-300F  Al 

Pro  Pass  A3 

Pro  Pass-ECN   A3 

Pro  Pass-200   A3 

Pro  Pass-200LF  A3 

Pro  Pursuit  A2 

Pro  Pursuit-LF A2 

Pro  Pursuit-200  A2 

Pro  Pursuit-200LF  A2 

Pro  Pursuit-300  A4 

Pro  Quat  1000  D2 

Pro  QA  Sanitizer D2 

Pro  Regulate    Al 

Pro  Return  A2 

Pro  Return-200   A2 

Pro  Run   H2 

Pro  Safety    Al 

Pro  Safety-EC  Al 

Pro  San  Clean   D2 

Pro  Score  A2 


Pro  Score-HD    A2 

Pro  Score-200LV A2 

Pro  Score-650   A2 

Pro  Snap    Al 

Pro  Sparkle    Al 

Pro  Tackle  A2 

Pro  Tackle  L-3    Al 

Pro  Tackle-200   A2 

Pro  Team  Al 

ProTeam-CL ..  Al 

ProTeam-CLE    Al 

Pro  Team-EC Al 

ProTeam-GB Al 

Pro  Team-Spec    Al 

ProTeam-200   Al 

Pro  4-Quat  Sanitizer  D2 

Profield    A2 

Profoam-lOOX  Al 

Propass-300  A3 

Prorun-200  H2 

Proscore-200   A2 

Protackle-400  A1.A2 

ProAcid  #750 A3 

ProAll  Fabric  Bleach  Bl 

ProBalance  Bl 

ProBalance-300  B2 

ProBleach  #6  Bl 

ProBrite  Shine  A3 

ProChlor  Foam-HD  Al 

ProDefense  E3 

ProDefoamer-S    A1.Q1 

ProEnhance   Al 

ProFoamAU    Al 

ProFoamHD-33    Al 

ProFoam  Klor-NP  Al 

ProFury-II    CI 

ProGrease  Release  Al 

ProGuard-LV  A3 

ProHand-Dip  Sanitizer    E3 

ProHY  Power    Bl 

ProLaundry  Break-Ex  Bl 

ProLift-Off A4 

ProLine-XF  EXP  Al 

ProLine-XFNP  Al 

ProLiqui-Soft  B2 

ProLiquid  Sour    B2 

ProLuster  Al 

ProOxygen  Scavenger  G6 

ProPhosphoric  Acid  75%   A3 

ProPine  Power  CI 

ProPower  Break Bl 

ProPower  Break  Special  Bl 

ProPower  Break-200  Bl 

ProPower  Det    Bl 

ProPower  Del- 100  Bl 

ProPowerhouse    A4 

ProPursuit-RS    A2 

ProQuat-10 D2 

ProSafety  Chlor  Al 

ProSani-Guard  E2 

ProShield  E3 

ProShur-San  E2 

ProSmoke  House  Cleaner  #1    A2 

ProSour  Special  B2 

ProSuper  Break  Bl 

ProSuper  Break-100   Bl 

ProSuper  Det  Bl 

ProSuper  Det-200   Bl 

ProSupreme  Bl 

Pro  White  Presoak   Bl 

Pro  Clean  of  PA 

All-Purpose  Cleaner   A4 

Pro  Lift  Industrial  Equipment 
Company 

Pro  Power  100-C Al 


Pro  Shot  Aerosol  Corp. 

Artie  Freezer  Cleaner/De-icer A5 

Micro  Maid  Microwave  Foam  Cleaner    CI 

Pro  Tex,  Inc. 

Five  Star    H2 

Glass  Plus    CI 

Rough  Touch  E4 

Rough  Touch  w/Volcanic  Pumice  Hand 

Clnr E4 

Soft  Touch  Hand  Cleaner  E4 

Pro-Q 

Citra  Crystals  CI 

Citrus  Clean  E4 

Citrus  Plus  CI 

Citrus  Scrub  E4 

Citrus  Waterless  Hand  Cleaner E4 

Digestase  FDE  750  L2 

Digestase  GTD  655  L2 

Digestase  KFP  585   L2 

Digestase  SDE  340  L2 

Liquidase  250    L2 

Oops  Out  LI 

Orange  Degreaser   CI 

Orange  Degreaser  Gel  CI 

Orange  Drain  Cleaner  CI 

Orange  Squirt  Concentrate  CI 

Orange  Squirt  Ultrabase  CI 

Pro-Tech  Livestock  Corp. 

Neutra-Scent   CI 

Pro-Tex-All  Company 

Apeel   A4 

Bactosol  D2 

Blitz  Al 

Bole-Glo    C2 

Chef  Oven,  Griddle  &  Fryer  Cleaner  ..  A8 

Clean  Green  Laundry  Detergent Bl 

Discover  Non-Butyl  Cleaner  Degreaser  CI 

Dri-Lan  Laundry  Bleach  Bl 

Film  Go  Film  &  Scale  Remover   A3 

GE  500  Solvent  Cleaner  A4 

High  Foam  Meat  Room  Cleaner    Al 

Klens-O-Matic  A4 

Laundry-Tergent   Bl 

MM  12  Cleaner  Al 

Stainless  Steel  Clnr  &  Polish  Lemon 

Sctd  A7 

Water  Base  Stainless  Steel  Pish  and 

Clnr  A7 

Zip  Spray  Spray  &  Wipe  Cleaner    CI 

Processor  Supply 

Golden  Cleaner  Al 

Prochem  International  Corporation 

C-Plus  Degreaser Al 

Quicksol  A4 

Proclean  America 

Freezer  Clean A5 

K-Pow!  Grill  &  Oven  Deep  Fryer 

Cleaner   A8 

Kleer  Brite  CI 

The  Green  Monster  II  All  Purpose 

Dgrsr  A.  VS 

TSS    D2 

Procter  &  Gamble 

Bowl  Quick  C2 
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Clean  Quick  A4 

Clean  Quick  Chlorinated  Sanitizer  Clnr.  D2 

Clean  Quick  Chlorine  Sanitizer   D2 

Clean  Quick  Glass  Cleaner  Concentrate  CI 
Clean  Quick  Liquid  Quaternary  Sani- 
tizer      D2 

Comet  Cleanser  with  Chlorinol    CI 

Comet  Institutional  Pack  with  Chlorinol  A6 

Cream  Suds  A4 

Foodservice  Formula  Joy   A4 

Industrial  Strength  Spic  &  Span 

w/Bleach  Al 

Industrial  Strength  Spic  and  Span  Liquid  CI 
Institutional  Comet  Clnsr.  w/Chlorinol 

G  CI 

Institutional  Formula  Tide    A4.B1 

Institutional  Pack  Spic  and  Span   CI 

Ivory  Soap  C2 

Kirk's  Coco  Hardwater  Castile  C2 

Lava  Hand  Soap    C2 

Liquid  Ivory  Soap  (Institutional  Pack)  ..  E4 

Liquid  Safeguard  with  Moisturizer E4 

Orvus  K  Liquid  A1.E1 

Orvus  WA  Paste   Al 

Professional  Line  Comet  Cleaner 

w/Bleach  CI 

Professional  Line  Comet  Creme 

Dsnfctnt A6 

Professional  Line  Comet  Liquid  A6 

Professional  Line  Dawn    A4 

Professional  Line  Unscented  Dawn   ....    Al 

Safeguard  E4 

Spic  and  Span  Heavy  Duty  Degreaser      CI 
Spic  And  Span  All  Purp  Spray  &  Gls 

Clnr  CI 

Unscented  Industrial  Spic  and  Span  Liq  Al 

Product-Sol  Inc. 

Hand  Wash  And  Sanitizer    E2 

Production  Chemical  Company 

P.C.  2042  Al 

Production  Crew  Chemicals 

daily  Al 

f.c.  45  A5 

nsd-643    CI 

reclaim  Bl 

sani-suds    El 

spot-solv    B2 

Clor-Right   Bl 

Duo    Bl 

Indi-Solv    K2 

Orange  Ruffy  E4 

Oven  Monster   A8 

Pink  Lotion  Soap    E4 

Power-Break  Plus   Bl 

Power-Powder  CI 

Pro-Con  Blue  Glass  &  Surface  Cleaner  CI 

Pro-Con  Clear  Disinfectant/Sanitizer  ..  D2 

Pro-Con  Green CI 

Pro-Con  Orange  Neutral  Cleaner  CI 

Pro-Con  "Power- Foam  Plus  Al 

Pro-Con  Purple   Al 

Pro-Con  Red   Al 

Suds-Up  El 

Sunny  CI 

Sunny  Concentrate    CI 

Surefoot  A3 

User  Friendly  Cone  Neut 

pHDsnf.Clnr.Deod    CI 

Production  Maintenance  &  Supply 

Metal  Cond.  30-K  A3 

PM  Car  Clean   Al 


PM  Cleaner  Additive  3  C  Al 

PM  Cleaner  Chlor  Liquid  Al 

PM  Cleaner  Chlor  Plus  Al 

PM  Cleaner  Chlor  Plus  Three    Al 

PM  Cleaner  Chlor  Plus  Two    Al 

PM  Cleaner  Chlor  Plus  100   Al 

PM  Cleaner  FA-22A  Al 

PM  Cleaner  Liquid  Chlor  Plus  Al 

PM  Cleaner  LD  25   Bl 

PM  Cleaner  LDC    LI 

PM  Cleaner  126  AE  A2 

PM  Cleaner  21 0A  Al 

PM  Cleaner  212A  Al 

PM  Cleaner  215  A   Al 

PM  Cleaner  215  LF    Al 

PM  Cleaner  222C  CI 

PM  Cleaner  223  C    A2 

PM  Cleaner  225  C    A2 

PM  Cleaner  226  C    A2 

PM  Cleaner  301  C    A2 

PM  Cleaner  302  C    A2 

PM  Cleaner  304  C    A2 

PM  Cleaner  308C   A2 

PM  Cleaner  317  AS   Al 

PM  Cleaner  401  A    Al 

PM  Cleaner  402  A    Al 

PM  Cleaner  403A  Al 

PM  Cleaner  404  A    Al 

PM  Cleaner  406  A    A4 

PM  Cleaner  412  C    A2 

PM  Cleaner  416  C    Al 

PM  Cleaner  418  C    A4 

PM  Conditioner  FM   G2 

PM  Defoamer  S  Al 

PM  Deodorant  AR    CI 

PM  Jelling  Agent    Al 

PM  LoobJ  H2 

PM  Metal  Conditioner  No.  1   A3 

PM  Metal  Conditioner  No.2  A3 

PM  Metal  Conditioner  No.3  A3 

PM  Metal  Conditioner  25  E  A3 

PM  Rust  Stripper  C    A2 

PM  Stripper  203  GH  A2 

PM  Stripper  204  DS  Al 

PM  Stripper  208-NA  A2 

PM  WT  17  G6 

PM  WT-12 G6 

PM  WT-14 G6 

PM  WT-15 G7 

PM  WT-16 G7 

PM  WT-18 G7 

PM  WT-22 G7 

PM  WT-34 G6 

PM  WT-35 G6 

PM  WT-66 G7 

PM  WT-7E   G6 

PM  WT-77 G7 

PM  WT-8 G7 

PM  WT-8F    G7 

PM  WT-8P    G7 

WT-55   G6 

WT-56  G6 

WT-6  G6 

Productive  Chemicals,  Inc. 

ACC-233  Air  Conditioner  Cleaner  A I 

BCD  Disinfectant  #10 D2 

CC-31  Coil  Cleaner A3 

DO-104    CI 

IA-200  A3 

LDDC-89  Al 

LSDO-88  Liq  Sulfc  Swr&Drn  Opnr  Sulf 

Snk    LI 

PC-33  Al 

Silicone  Spray  HI 

SE-75  Safety  Solvent  Degreaser Kl 

SECC-33   Ql 

SF-400  Al 


SF-500  Al 

TBC-77    C2 

Products  Chemical  Company 

#100  Germicidal  Cleaner    CI 

Acid  Cleaner  HCL    A3 

Acid  Cleaner  15    C2 

Activ-II    CI 

All  Purpose  Cleaner   A4 

Aqua  Brite  C2 

B  B-94  Al 

Bar  Glass  Wash  Al 

Blackout  C2 

Blue  Beauty  Stripper  &  Degreaser  CI 

Blue  Diamond  A6 

Citrus  Power   CI 

Clear  Vision CI 

Clear  Vision  Counter  Top  Cleaner  CI 

Clear  Vision  Toilet  Bowl  Cleaner   C2 

Clear  Vision  Tub  and  Tile  Cleaner   ....  CI 

Cling  &  Clean  C2 

Clinging  Aqua  Brite    CI 

Concrete  Floor  Cleaner  A4 

Cool-R  A5 

Counterbalance    CI 

Cove  Kleen   CI 

Defoamer  Al 

Dish  Wash  Detergent    Al 

Drain  Maintainer  CI 

Drain  Opener  LI 

Emerald  Brite    Al 

Green  Genie  Bowl  Clnr.  w/Mint  Fra- 
grance     CI 

Grill  Cleaner   A8 

Hand  Soap  RTU    E4 

Heavy  Duty  Concentrate  CI 

Heavy-Duty  Cleaner-Degreaser    ....    A4.A8 

Hood  Degreaser  A8 

Lemon  Fresh  II   A4.C1 

Lift  Station  Cleaner CI 

Lotion  Hand  Soap  E4 

Neutra-Rinse   Al 

Orange  Blossom    CI 

Orange  Blossom  II    CI 

Oven  Cleaner A8 

PCC22  A2 

Phosphoric  Acid  Detergent  A3 

Pine  Deodorant  Cleaner    CI 

Pine  Scent  Bathroom  Cleaner C2 

Pine  Scent  II   CI 

Pro  Chem  200  Germicidal  Cleaner    ....  A4 

Prodine  D2 

Sanitizer  II  D2 

Scrub  Soap CI 

Sgt.  Cling  CI 

Shazam  Spray  &  Wipe  CI 

Simple  Degreaser    CI 

Simply  Orange CI 

Soap  Scum  Remover  CI 

Spray  Foam  Al 

Spray  Foam  C  C  Al 

Stainless  Steel  Cleaner  &  Polish    A7 

Steam  Pressure  Concentrate   A I 

Sunrise  Hand  Soap   El 

Sunrise  1 1    El 

Super  Power  Steam  Concentrate    Al 

Super-Solver    A4 

Ultra-One  Al 

WOW!  CI 

Wintergreen  Disinfectant-Cleaner-Deod.  CI 

Products  Research  &  Chemical 
Corporation 


Professional  Chemists 

Pro  Disinfectant  D2 
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Professional  Cleaning  Services/ 
&  Supply  Corporation 

Hands  Down  Medicated  Lotion  Soap    ..  El 
Pro  Ink  Remover  A2 

Professional  Cleaning  Supply,  Inc. 

Blue  Max  All  Purpose  Cleaner CI 

Hea\>  Duty  All  Purpose  Cleaner  A2 

Pine  Plus   CI 

Release  Heavy  Duty  Degreaser   Al 

Smokehouse  Cleaner  A2 

Professional  Cleaning  Systems,  Inc. 

PC-2  Al 

PC-20  Al 

PC-4  Al 

Professional  Maintenance  Supply- 
Big  Dutch    Al 

Big  Dutch  II    Al 

Orange  Stuff   CI 

Professional  Products  DivV 
Schroeder  Corporation 

C-101   CI 

Professional  Service  &  Supply  Co. 

Show  Down  Degreaser  A4.A8 

Professional  Supply 

Hi-Power  Bl 

Lo-Foam    Al 

Power-Pro    CI 

Pro-Foam  Al 

Pro-Quat D2 

Pro-Spray  C2 

Super  Juice    CI 

Trap  Blaster  L2 

Professional's  Choice 

Glass  &  Utility  Cleaner    CI 

Penetrating  Oil  H2 

Top  To  Bottom  E4 

Profits  Up,  Inc. 

Clean  Scene  Foamacid  Extra   C2 

Clean  Scene  Super  Foam  Oven  &  Car- 
bon On  A8 

Progress  Chemical  &  Maintenance 

Products 

Division  of  S  &  A  Products,  Inc. 

All-Kleen  Plus  CI 

Cherry  Aer-Fresh  CI 

Hand-Pro   El 

Hand-Sept    El 

Hi-Ack  Al 

Pro  Ceram-Glo  Bowl  Cleaner C2 

Pro  Creme-Glo  Cream  Cleanser  A6 

Progress  Chemical  Co.,  Inc. 

Blend  17    Ql 

Blend  17  WA  Egg  Detergent  Ql 

Foam-Away  Q5 

Klor  Plant  Cleaner Al 

Pro-White  Egg  Detergent   Ql 

PCC  Detergent  Booster A1.Q1 

PCC  Liq   Milkstone  Remover  Conctrt  A3 

PCC  Plant  Cleaner  100  Al 


PCC  Shackle  Bright    A2 

PCC  Shackle  Cleaner   A2 

PCC  Shackle  Cleaner  CC  A2 

Spray  Clean  A4 

Progress  Chemical  Inc. 

EASE.  3000  Cleaning  Concentrate  ..  CI 

L-365  Parts  Washer  Compound  Al 

Progress  Industries,  Inc. 

Hi-Ack  Al 

Progressive  Chemical  &  Lighting, 
Inc. 

Bowl  Plus    C2 

Tackle    C2 

Top  Notch   CI 

Progressive  Systems,  Inc. 

L-1100  A3 

L-1110  H2 

L-1140  A3 

L-1150  A3 

L-1210  El 

L-1220  El 

L-1300  Al 

L-1320  Al 

L-1331   Al 

L-1340-Foam  Addtv  for  Acd  or  Alkn 

Clng Al 

L-1620  Al 

L-1800-Superior  Degreaser Al 

L-1810  Al 

L-1815  A4 

L-1822  A4 

L-1830  Al 

L-1840  A2 

L-1850  Al 

L-1890  Al 

L-1910  Al 

L-1940  Al 

L-1990  Al 

L-8500  A3 

P-5100  A1.Q1 

P-5500  Al 

P-5600  Al 

P-8110  A1.Q1 

P-8220  A2 

P-8221    A2 

Prokrete  Industries 


Promerca 

Destroyer  L2 

Prosclean,  Incorporated 

AcidP-22 A3 

AcidP-33 A3 

Foam-0   Al 

General-L-  A4 

Implace  L-P  A2 

Machine  Spray A2 

Ruster-P-99   A2 

Safe  General  101  Al 

Sewer  Cleaner  9    LI 

Smoker-P-88   A2 

Tree  Wash  A2 

Prosco.  Incorporated 

AC-23  LF  Acid  Cleaner  A3 

AC-26  Fast  Acid  Cleaner  A3 

AC-30    A3 

Cleaner  No.  661 -L    Al 


CC-500  Boil  Out  Cleaner  A2 

Grease  Gun   H2 

HD-235  Heavy  Duty  Cleaner  A8 

Rough  Touch  Hand  Cleaner  £4 

Safety  Solvent  K2 

Spray  Clean  67   Al 

SC-108A    Al 

250  Liquid  Cleaner  CI 

258  Liquid  Cleaner  A4 

401-L  Cleaner  Al 

ProsALL  Products 

Clear  Zone  Dry  Air  &  Fabric  Deodor- 
izer      CI 

ClearZone  Dry  Air  &  Fabric  Deodorizer  CI 

CliniClean  Foaming  Disinfectant  CI 

FloorPro  All  Natural  Foaming  Floor 

Clnr  CI 

GrafTech  Gel-Type  Graffiti  Remover  CI 

Hydro-Sheen  Kitchen  Metal  Polish  ....  A7 
KillPro  Fly  &  Crwlng  Inset  Kl 

w/PyraPerm F2 

NeutraOdor  Malodor  Counteractant  ....  CI 

RichWood  Lemon  Creme  Wax    CI 

Sterling  Stainless  Steel  &  Metal  Polish  CI 

UniTech  Universal  Cleaner CI 

Wmdemere  Window  &  Mirror  Cleaner  CI 

Protection  Engineering,  Inc. 

BT-510 G6 

BT-541  G6 

HS-430 G5 

RA-222    G5 

Protection  Plus 

Shake  "N"  Shine  CI 

Protective  Chemicals,  Inc. 
See  Productive  Chemicals,  Inc. 

Provimi  Inc. 

Acid  Cleaner  #3    A3 

Cleaner  #1    A4 

Foam  Cleaner  #2  Al 

ProChem  Specialty  Products  Inc. 

Active CI 

Biopro  2001  Detergent/Disinfectant    ...    D2 

Biopro  3000  Sanitizing  Hand  Soap   E2 

Bolt    A1.B1 

GP-1  A4 

Lo  Sudz  w/Bleach  Bl 

Pro  Blast    Al 

Pro  405    A4.A8 

Pro  500    A4 

Pro  505    Al 

Prospray  Al 

Spray  Mate    Al 

Steam  Power  Liquid   Al 

Super  Wash  ..    CI 

ProClean  Chemicals  Inc. 

De-Greaser  Cleaner  Al 

Pan  Dazzle  Pink  Hand  Dishwash  Lotion  Al 

ProClean  All  Purpose  Cleaner   \4 

ProClean  Floor  and  Concrete  Cleaner  A4 
ProClean  Freezer  Cleaner  Concentrate  \5 
ProClean  Furniture  Polish  w7  Lemon  Oil  CI 
ProClean  K-Pow  Oven  and  Gnll 

Cleaner   A8 

ProClean  Pink  Lotion  Hand  Dishwash     Al 

ProClean  Spray  Disinfectant  CI 

ProClean  Stainless  Steel  Cleaner  &  Pish  A7 
Startling  Hand  Soap  E4 
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ProClean  Division  of/ 
Lady  Baltimore  Foods,  Inc. 

Excell  Plus  Al 

ProClean  Pac  Zyme-Alive    L2 

ProClean,  Inc. 

Pro  200  Bar  Glass  Sanitizer  D2 

ProPlus,  Incorporated 

Liquid  Laundry  Detergent Bl 

ProSoCo,  Inc. 

Heavy  Duty  Concrete  Cleaner   A3 

Sure  Klcan  Concrete  Poultice  CI 

Sure  Klean  Degreaser  &  Etch    A3 

Sure  Klean  Grout  and  Tile  Cleaner   ....  A4 
Sure  Klean  Heavy  Duty  Paint  Strip- 
per    C3.P1 

Sure  Klean  Limestone  Afterwash  A3 

Sure  Klean  Liquid  Marble  Cleaner    ....  CI 

Sure  Klean  509  Paint  Stripper   C3 

Sure  Kleen  Smoke  Remover Al 

Sureklean  Limestone  Prewash    Al 

600  Detergent  Masonary  Cleaning 

Compound A3 

Public  Health  Equipment  &  Supply 
Co. 

pH  Pyrethrum  Concentrate  7243    Fl 

pH  Pyrethrum  Oil  Concentrate  3610   ....  Fl 

Puget  Sound  Specialties,  Inc. 


Rough  Touch  Hand  Cleaner 
Soft  Touch  Hand  Cleaner  .... 


E4 
E4 


Pulmore 

Pum-X  Products,  Inc. 

Germ-X  Antibacterial  Lotion  Soap    E4 

1st  Choice  with  Aloe  Vera  Lotion  Soap  E4 

Puma  Chemical  Co. 

Linaire  Gel  Odor  Control  CI 

Puma  Technologies 

Bio-Cide  R-82F D2 

Bio-CideS-18F  D2 

Bio-HS  L2 

Go-Eater L2 

Pur-O-Zone,  Inc. 

Germ-X  25 D2 

Sup-R-Sheen    CI 

Ty-De  C2 

Puratex  Company 

Sodium  Hypochlorite  Solution  D2.G4 

Purdue  Frederick  Company,  The 

Betadine  Skin  Cleanser  Foam E2 

Betadine  Surgical  Scrub/Skin  Clnsr  E2 

Purdy  Products  Co. 

Stera-Sheen  Green  Label  Sanitizer  & 
Clnr  D2 


Purdy  Products,  Inc. 

Hospital  Surface  Disinfct.  Room 

Deodrzr  CI 

Oven  Cleaner Kl 

Steel  Brite   A7 

Trophy  All  Purpose  Cleaner A4.A8 

Trophy  Boil  Out   A2 

Trophy  Brute  CI 

Trophy  Challenge    Al 

Trophy  D-Lime-It   A3 

Trophy  Factor   Al 

Trophy  Foaming  Grease  Remover  Al 

Trophy  Force  1    Al 

Trophy  Freezer  Cleaner    A5 

Trophy  Glo    Al 

Trophy  H.D.  Garage  Floor  Cleaner  ....  CI 
Trophy  Heavy  Duty  Cleaner  Dgrsr- 

Stripper  Al 

Trophy  Impact  Al 

Trophy  Impact  CL Al 

Trophy  KC-36  Al 

Trophy  Liquid  Hand  Soap    El 

Trophy  No-Bac   D2 

Trophy  No-Bac  Plus  D2 

Trophy  Non-Butyl  H.D.  Cleaner  De- 
greaser    Al 

Trophy  Pine  Oil  Deodorant  Cleaner  ....  CI 

Trophy  Porcelain  Grout  Tile  Bowl  Clnr.  C2 

Trophy  Renovator  A4 

Trophy  Rinse  Aid  500    Al 

Trophy  Spray  Cleaner  C2 

Trophy  T-32    Al 

Trophy  Titan   Al 

Pure  Corporation 

#82  Antiseptic  Ltn  Hnd  &  Bdy  Skn 

Clnsr   E4 

"Big-Bubba"    CI 

"Got  Ya"  Insect  Killer  Dry  Fog  ULV   ..  Fl 

"Manufacturers"  Belt  Dressing  PI 

"Manufacturers"  Four  Way  Spray    H2 

"Manufacturers"  Grease  Gun  (Red)  ....    H2 
"Manufacturers"  Plexiglass  Cleaner  ....    CI 

"Manufacturers"  Safety-Solvent  K2 

"Manufacturers"  Stainless  Steel  Cleaner  A7 

"OJ"  Concentrated  Cleaner  CI 

"OJ"  50   CI 

"004"    CI 

Aloe-Sheen  Dishwashing  Concentrate      Al 

Attack  Penetrating  Oil  H2 

ABAC  Disinfectant  and  Deodorant   ....    CI 

Be  Gone  F2 

Bestuff  CI 

Blanket  CI 

BTC-10   D2.Q3 

Dead  Eye  Wettable  Powder  Insecticide     F2 

Deo-Gran  CI 

Digest-AI  CI 

Dri-Film  Lubricant    H2 

DGO CI 

Eats-It  Bacterial  Digestant    CI 

Foam  X   CI 

Foaming  Smoke  House  Cleaner  Al 

Four-Way  Germicidal  CI 

Freezer  Cleaner  A5 

General  Purpose  Neutral  Cleaner  Al 

Germifoam  CI 

Glis'n   CI 

Husky  A4.C1 

Lime  X A3 

Liquid  Hand  Cleaner El 

Magic  Glo   A7 

Magic  Glo  Stainless  Steel 

Cleaner&Polish  A7 

No-Ox    CI 

Pink  Lady  Bowl/Tile  Porcelain  Cleaner  C2 

Premier Al 

Pure's  Bowl  Cleaner   C2 

Pure's  Han-San  Instant  Skin  Sanitizer   ..  E4 
Pure's  33  Plus    E4 


Pureplex  158   HI 

Pureplex  2300  H2 

Reprosolve  Al 

Safety  Solvent  K2 

Safety  Solvent  K2 

Soft  Touch  E4 

Space  Spray  Fl 

Stay-Lube H2 

Surrender  F2 

SS-23  Sewer  Line  Compound    CI 

Tornado  CI 

Tuff-Stuff E4 

Tuff-Stuff  Hand  Clnr.  w/Volcanic  Pum- 
ice     E4 

Ultra  Al 

Universal  Cleaner   CI 

Universal  Cleaner  50 CI 

Z'Off    A8 

3  A-K  A4.A8 

Pure  Solutions,  Inc. 

PS-123  G6 

PS-131   G6 

PS-155  G6 

Pure  Solve  Inc. 

Fortify  II    E4 

Pure-Chem  Products  Company 

Bleach-Away  Bl 

Bottle  Sheen    A2 

Clean  Away  Al 

E-Z  Clean    Al 

Neutra-Soft    B2 

PurChlor  Al 

Pur  Lac    A3 

PureCirQ  Al 

Pure-Acade    G5,G7,P1 

PC  Chain  Lube  41     H2 

PC  Conlube#l-H   HI 

PC  Conveyor  Lube  H2 

PC  Smart  Foam  Al 

PC-VL  A2 

PC- 50  A2 

PC-51  Al 

PC-52  Al 

PC-53  Al 

PC-54  Al 

PC-55  A3 

PC-6  Al 

PCEW    Ql 

Super  Break  Bl 

SEChlorPlus   Al 

Target-II  Bl 

Purex  Industrial/ 

Division  of  IVAX  Industries,  Inc. 

Ant  &  Roach  Killer  Formula  2    F2 

Brillo  Bowl  Cleaner   C2 

Brillo  Pine  Creme  Deodorant  Cleaner  CI 

Brillo  Pinosan  Clnr-Sntzr-Disinfectant  Dl 

Brillo  Vanquish  C2 

Brillo  Window  Cleaner  CI 

Clean  Hands  Lotionized  Soap    El 

Cloree B2 

Deep  Luster  Stainless  Steel  Clnr  &  Pol  A7 

Flying  Insect  Killer  Formula  3  Fl 

Franklin  AQ  +  D2 

Franklin  Big  Boss  Cleaner/Degreaser  A4 

Franklin  BIu-Lite  C2 

Franklin  Blue  Sky  Glass  Cleaner  CI 

Franklin  Cancel  Malodor  Counteractant  C2 
Franklin  Clearinse  Foaming  Cleaner- 

Dgrsr  Al 

Franklin  Complex  D-L  Cncntrtd 

Clnr/Dgrsr  CI 

Franklin  Complex  D-L  RTU  Spray   ....  CI 
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Franklin  Disappear  Malodor  Counterac- 

lant    C2 

Franklin  Dutch  Disinfectant  Cleaner  ..  CI 
Franklin  Film  Bust.  Bsboard  Cln&Wax 

Strp   CI 

Franklin  Formula  707  Water  Based 

Dgrsr  Al 

Franklin  Formula  900  A4 

Franklin  Formula  900  RTU  Spray  A4 

Franklin  Friendly  Air  &  Air  Freshener  C2 
Franklin  G-O-E-S  A-P  Spray  &  Wp-Off 

Clnr  CI 

Franklin  G-O-E-S  RTU  Spray    CI 

Franklin  Handkleen  Powdered  Hand 

Soap    C2 

Franklin  Hi-Genic  C2 

Franklin  Lightning  Blend  Sys  Glass 

Clnr  CI 

Franklin  Lightning  Blend  Sys  N-A  Bui 

On C2 

Franklin  Lightning  Blend  Sys  Neut  Clnr  CI 
Franklin  Lightning  Blend 

SysCl/Dgrs-Citr    CI 

Franklin  Lining  Bind  Sys  Mlodr 

Cntractnt  CI 

Franklin  LB  Sys  One-Step  Dsnfcnt  Clnr  CI 
Franklin  NBD  Non-Butyl  Degreaser  ..  Al 
Franklin  One  Moment  Fmy  Clnr  and 

Disinf CI 

Franklin  Pink  Storm  Lotion  Hand  Soap  El 
Franklin  Polypower  Indstr  Strnth  Hnd 

Cln El 

Franklin  Q-32  Germicidal  Detergent        A4 

Franklin  Quarry  Tile  Cleaner  A4 

Franklin  Sani-Turge  256  Highly  Cone 

Germ  CI 

Franklin  Scaleaway  Bthrm  Clnr/Scale 

Rmvr  CI 

Franklin  Sentinel  M-P  Clnr  Sanit-Disinf  Dl 
Franklin  Seventy-7  Multi  Synth  Deter- 
gent      A4 

Franklin  Speedsope  Ammon  Clnr  Wax 

Rmvr  CI 

Franklin  Stainless  Steel  Clnr-Maintainer  A7 

Franklin  Superscope    A4 

Franklin  Vangard  Disinf  &  Deod  Spray  CI 

Graf-It-Out CI 

Institutional  Bab-O  Cleanser A6 

Liqui-Foam    A4 

Oven  Cleaner+    A8 

Phenomysan  A4 

Pink  Lotion  Trend  Al 

Purex  All-Purpose  Liq  Dutch  Ammon. 

Clnr  CI 

Purex  BCQ  Thick  Non-Acid 

Bowl&Bthrm  Clnr   C2 

Purex  Fresh-Up  Malodor  Cntr  Seabrz 

Frag  CI 

Purex  Fresh-Up  Malodor  Counter 

ErISprFrg    C2 

Purex  Inst  Detail  All-Purpose  Cleaner      A4 

Purex  Institutional  General  Q+  D2 

Purex  Institutional  Heavy-Duty  Dtrgnt  Bl 
Purex  Institutional  Soap  Scum  Remover  A4 
Purex  Instl  Citral  Dgrsr  RTU  Spray  Clnr  CI 
Purex  Instl  Spray  &  Wipe  RTU  Spray 

Clnr  CI 

Purex  1:256  Quaternary  Dsnfctnt  Clnr  CI 
PI  Glass  &  Hard  Surf  Clnr  RTU  Spr 

Clnr  CI 

Sani-Turge  II  CI 

Shop  Lube  H2 

Simplex  D-L  D-Limonene  Degreaser  .  CI 
Trend-X  Beads    A4 

Purina  Mills,  Inc. 

All-Purpose  Cleaner    A4 

Assault  Mouse  Place  Pack   F3 

Assault  Rat  Place  Pack  F3 

Cygon  2E  F2 

Disinfectant   Q3 


Egg  Cleaner  Ql 

Mouse-A-Rest  Pellets  F3 

Powdered  Hand  Cleaner  C2 

Purina  Acid  Cleaner   A3 

Purina  Acid  Cleaner  FG A3 

Purina  Acid  Cleaner  HD  A3 

Purina  Acid  Cleaner  LP   A3 

Purina  Alkaline  Cleaner   Al 

Purina  Ammonialed  General  Purpose 

Clnr CI 

Purina  Annihilator  Dl 

Purina  Annihilator  Sup  CD 

Germ.Det.&Deod   A4 

Purina  Antiseptic  Hand  Cleaner  E2 

Purina  Asslt  W.R.  Wthr  Rstnt  Poisn  Bait  F3 

Purina  Bowl  Clean    C2 

Purina  Brand  Assualt  for  Mice  F3 

Purina  Brand  Liquid  Automatic  Pan 

Clnr  Al 

Purina  Caustic  Cleaner  116    A1.Q1 

Purina  Caustic  Cleaner  25P    A2 

Purina  Caustic  Cleaner  60P    A2 

Purina  Caustic  Cleaner-294    A2 

Purina  Chlorinated  Cleaner  Dl 

Purina  Conveyor  Lubricant  A1.H2 

Punna  CW-1    Al 

Purina  D-P  Cleaner  ..    Al 

Purina  Dairy  Cleaner-MT  Al 

Purina  Descaler  A3 

Purina  Disinfectant  Concentrate  4X    D2.Q3 
Purina  Drain  Pipe  Opener  LI 

Purina  DW-1    Al 

Punna  Egg  Cleaner- 1    Ql 

Purina  Egg  Rinse Q4 

Punna  Fast  Clean    A4 

Purina  Floor  Cleaner  A4 

Purina  Fly-A-Rest  Aerosol   Fl 

Punna  Fly-A-Rest  Insecticide  Mist    Fl 

Purina  Food  Industry  Insecitcide  Cone.     Fl 

Purina  Fryer  Cleaner  A2 

Purina  FM-100    Al 

Purina  General  Cleaner  (Powdered)  ....    Al 

Purina  General  Purpose  Cleaner  Al 

Purina  Glass  Clean    CI 

Purina  Hand  Cleaner  El 

Punna  Hard  Hitter  Aerosol  Fl 

Purina  Hard  Hitter  Aqueous  Spray F2 

Purina  HPC-Hi  Foam   Al 

Purina  I-O-Concentrate  D2 

Purina  Insecticide  Mist  Fl 

Purina  Iodine  Concentrate  3  5    D2 

Purina  KS-27  Al 

Purina  KS-30  Al 

Purina  KS-30  Part  B  A4 

Purina  Last  Stop  for  Mice    F3 

Purina  Liquid  Alkaline  Cleaner   Al 

Punna  Liquid  Detergent   Al 

Purina  Odor  Control   CI 

Purina  Quaternary  Disinfectant  D2.Q3 

Purina  Rat  Control  Pellets    F3 

Purina  Rat/Mouse-A-Rest  Place  Pack    ..  F3 
Punna  Retort  and  Cooling  Water  Cond.  G5 

Purina  Rinse  Aid  A1.G5 

Purina  Roach  and  Ant  Killer    F2 

Punna  Roach-A-Rest F2 

Purina  Sanitizer  (Chlorinated)    D2 

Purina  Sanitizer  0-40 D2 

Purina  Set'n  Go  Flea  Fogger    Fl 

Purina  Space  Mist  Insecticide Fl 

Purina  Stainless  Steel  Polish/Lub  HI 

Punna  Super  Fly-A-Rest  Aerosol  Fl 

Punna  400  LD  Concentrate    Al 

Rat-A-Rest  Pellets  F3 

Roach  &  Ant  Insecticide F2 

Puritan/Churchill  Chemical 
Company 

"Kilroy  Was  Here"    CI 

mE-2    E2 

Aero-Brite    CI 

Blazer  Block  Whitener   Al 


Buddy    E4 

Cheny  Bomb  Insect  Killer  F2 

Chum   ....  El 

Churchill  mE3  ...  E3 

Churchill  Crystal  Clean  A5 

Churchill  Dumpster  Doctor  CI 

Churchill  Lanitan  C2 

Churchill  L141      Al 

Churchill  L200    Al 

Churchill  L201  CI 

Churchill  L202    ..    Al 

Churchill  L203  CI 

Churchill  L210  .     Al 

Churchill  L2 11  A4 

Churchill  L212    Al 

Churchill  L213    A4 

Churchill  L217  .     Al 

Churchill  L2I9  ..    Al 

Churchill  L220    ...  Al 

Churchill  L222  Al 

Churchill  L225    ..    Al 

Churchill  L245    CI 

Churchill  L250    Al 

Churchill  L270    Al 

Churchill  L290  A2 

Churchill  L323    .    Al 

Churchill  L332    A2 

Churchill  L334    ..    Al 

Churchill  L335    .     Al 

Churchill  L339    A2 

Churchill  L342  .    A2 

Churchill  UOl/D'Greaser  ...  CI 

Churchill  L502    A3 

Churchill  L503    A3 

Churchill  L508    A3 

Churchill  L509    ..    Dl 

Churchill  L510    ..    A3 

Churchill  L520    ..    A3 

Churchill  L525    ..    A3 

Churchill  L602    Al 

Churchill  L700    BI.D2.G4.G7.Q4 

Churchill  L720    D2 

Churchill  L750    ..  ..    D2 

Churchill  L752    D2 

Churchill  L760    D2.E3.Q6 

Churchill  L780    D2 

Churchill  L827    HI 

Churchill  L937    .    CI 

Churchill  L943    ..    H2 

Churchill  Orange  Mania  CI 

Churchill  P125    A2 

Churchill  P135    .    A2 

Churchill  P204    .    Al 

Churchill  P205    A2 

Churchill  P206    .    Al 

Churchill  P221     .    Al 

Churchill  P231     .    Al 

Churchill  P247    .    Al 

Churchill  P300    .    Al 

Churchill  P301     A1.Q1 

Churchill  P304    Al 

Churchill  P329    .    A2 

Churchill  P330    .    A2 

Churchill  P333    ..    A3 

Churchill  P375    .    A2 

Churchill  P905    ..    Al 

Con-Clean    CI 

Croaks    F2 

Dazzle  Clean  CI 

Decamine  D2.Q3 

Dermagene  El 

Dirge    F2 

Envoy  CI 

Finesse  Iodine  Clnr  Disinfectant 

Sntzr   D2.E3 

Foam  Rejuvenator  C2 

Foretell  #2200  Al.QI 

Foretell  #4529  \in; 

Foretell  #4738  \]  H2 

Forte  Al 

Freezer  Floor  Cleaner  A5 

Galahad  CI 
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Glycolin  C2 

Gotcha  Al 

H.D.C A4 

Here  and  Now  Tub,  Tile.  Bowl  &  Grout 

Cln  C2 

Husky  C2 

Illustrious  CI 

Illustrious  II  CI 

Keng  Klean   A4.C1 

Lemon  Tuffer    A7 

LTP    A4 

Melon  Patch  CI 

Natural  Helper  CI 

Neutra-Clean  LF   CI 

Old  Castle    Al 

Orion  II    Al 

Oven  and  Grill  Cleaner  A8 

Pine  Jel    B2 

Powertex    A4 

Pur-Air  Concentrate    CI 

Pureen    C2 

Purge   C2 

Puri-Lube  HI 

Puribrute    Al 

Puribrute  Classic  Al 

Puribrute  CL   Al 

Purifoam    Al 

Puritan  #120  Laundry  Bleach  Bl 

Puritan  #2885    D1.Q4 

Puritan  #4738    A1.H2 

Puritan  #7404    A4 

Puritan  #7405    A4 

Puritan  #7406    Al 

Puritan  #7431    A4 

Puritan  Lemon-Clean    CI 

Puritan  NRQ-128 D2 

Puritan  PM-76  Al 

Pyro-Jet   A2 

Pzazz   C2 

Quatramine-A    D2 

Quintet  Advantage Al 

Quintet  Advantage  A.S Al 

Quintet  Delimer  A3 

Quintet  Descaler   A3 

Quintet  DeCarb  Al 

Quintet  HW  Al 

Quintet  Pal  (Aluminum  Safe)  Al 

Renown  Antiseptic  Hand  Cleaner    E4 

Renown  Pink  E4 

Rifle  Concentrate  Al 

Rifle  RTU   A8 

Robust   A4 

Salvo    Al 

Sani-Shine   A7.H1 

Sanogen  Al 

Save  Al 

Shelf  &  Counter  Cleaner    Al 

Siren  Fl 

Sludge  Hammer LI 

Solvol  Kl 

Speedet  Break  Plus  Bl 

Speedet  Conditioner    Bl 

Speedet  Conditioner  PF    Bl 

Speedet  Enhancer   B2 

Speedet  Liq.  Laundry  Bright.  &  Stn 

Rmvr  Bl 

Speedet  Liquid  Laundry  Booster   Bl 

Speedet  Liquid  Laundry  Break  Bl 

Speedet  Liquid  Laundry  Detergent  Bl 

Speedet  Liquid  Laundry  Oxy  Stain  Re- 
mover      Bl 

Speedet  Liquid  Laundry  Softener  B2 

Speedet  Liquid  Laundry  Softener/Sour  B2 

Speedet  Liquid  Laundry  Sour  Bl 

Speedet  Lubri-Clean   Bl 

Speedet  Sanitizer  B2 

Speedet  Softener  Sanitizer    B2 

Speedet  Super  Blue  Detergent    Bl 

Spray-Fex  CI 

Subtrack  CI 

Super  Starlite  Al 


Superb   A1.Q1 

Superbrute   Al 

T  AndT C2 

T.P.C.I   Al 

T.PC.II    Al 

T.S.R.  Tile  Scum  Remover CI 

T.S.R.  Tile  Scum  Remover  &  Terrazzo 

Cln A4 

Teknite  Al 

Terminator  CI 

Third  Shift  CI 

Top  Secret  A4 

Top  Step    CI 

Triple  Play  Al 

Triumph  A4 

Trophy  CI 

Ultra  Booster  Bl 

Ultra  Break    Bl 

Ultra  Chlor Bl 

Ultra  Conditioner Bl 

Ultra  Conditioner  PF Bl 

Ultra  Detergent   Bl 

Ultra  Oxy  Bl 

Ultra  San  50    D2 

Ultra  Softener/Sour  B2 

Ultra  Sour    Bl 

Ultra  Starlite    CI 

Ultra  Starlite  (Unscented)  Al 

Ultrabrute  Al 

Ultrabrute  II  Al 

Valiant  CI 

Vigor   Bl 

Purity  Inc. 

Activ  VIII    Al 

Activ  800  Al 

All  Purpose    Al 

Degreaser-10  A4 

Degreaser-12   Al 

Degreaser-16   Al 

Hying  Insect  Spray  Fl 

Foaming  Meat  Room  Cleaner Al 

Freezer  Cleaner  A5 

Golden  Ram  All  Purpose  Cleaner    Al 

Golden  Ram  Degreaser  Al 

Golden  Ram  Sanitizer  D2 

Lime-Out  CI 

Medicated  Pink  Hand  Lotion   El 

Orange  Power   A4 

Oven  &  Grill  Cleaner  A8 

Pink  Dish  Soap   Al 

Pink  Hand  Soap El 

Pot  &  Pan  Soap Al 

Residua]  Insect  Spray   F2 

Solo  Plus   E2 

Stainless  Steel  Cleaner   CI 

Purity  Laboratories,  Inc. 

BWT-SRL  G6 

BWT-108SC   G7 

BWT-15  G7 

Puro  Chemical  Company 

Blue  Tint  Toilet  Bowl  Cleaner  C2 

Perfumed  Deodorant  Blocks  C2 

Puro  C2 

Sana-Bole C2 

Toilet  Bowl  Deodorant  C2 

Wall  Block  Deodorants C2 

Puro  Chemical  Corporation  of 
America 

AC  333    A3 

AC  467    A3 

AC  667    A3 

AC  999    A3 

CLC  323    Al 


CLC323  NP  Al 

CLC  401    Al.QI 

CLC40INP  Al 

CLC  779    Al 

CPC452    Al 

CPC  796    A2 

DermaSan    E2 

Egrite   Ql 

Egsan  Ql 

EW50   QI.Q2 

EW61    Q5 

EW821    Ql 

FA  389  Al 

FA  840  Al 

Kwikleen   Al 

L  110  A1.E1.H2 

L  163  HI 

LAC  171    Al 

LAC  243    Al 

LAC  390   Al 

LAC  396   Al 

LAC  444   A2 

LAC  523   A2 

LAC  612   A2 

LAC  705   A2 

LAC  962   A2 

LMC24  Al 

LMC  36  Al 

LMC41   Al 

LMC  44  Al 

LMC46Q    Al 

LMC  50  Al 

LP  249  Bl 

LP  790  Bl 

LP  997  Bl 

PAC666    A2 

PAC  768    A2 

PAC860    A2 

PAC  865    A2 

PAC  937    A2 

PMC  262  Al 

PMC  400  Al 

PMC  501   Al 

PMC  758  A4 

Trolley  Lube  Concentrate  HI 

Purolite  Company,  The 

A- 100  Purolite  Ion  Exchange  Resin  PI 

A-300E  Purolite  Ion  Exchange  Resins  ..  PI 
C-100  Ion  Exchange  Resin  PI 

Pyramid  Chemical  Mfg.  Inc. 

Pyramid  Blue  Liq.  Organic  Cleaning 
Cone A1.E1 

Pyramid  II  Inc.  Chemicals  & 
Equipment 

HD  2000  Concentrated  Degreaser 
Cleaner   A4.A8 

Pyramid  Products 

Challenger  Al 

Drain  Patrol  L2 

Odor  Patrol    L2 

Power  Plus  HD  A4.A8 

Rapidzyme  L2 

Superzyme-8   L2 

PHase  III,  Inc. 

PDM  7  L2 

Q  M  I  Inc. 

HI  Lubricant  with  Teflon   HI 
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Q  V  S.  Inc. 

Anti-Bac  ...  E3 

Applause    El 

Finalize      D2 

HD-26    A2 

HF-6  A3 

MR-56  A3 

Pro-Phos    A3 

Q-Finalize    D2 

Q-4  D2 

QL-101  El 

QL-116 El 

QL-221  Al 

QL-226 Al 

QL-231    Al 

QL-251    Al 

QL-271  Al 

QL-281  Al 

QL-306 A3 

QL-311  A3 

QL-316 A3 

QL-321  A3 

QL-326 A3 

QL-331  A3 

QL-341  A3 

QL-351  A3 

QL-411  Al 

QL-421  A2 

QL-426 Al 

QL-436 A2 

QL-441  A2 

QL-446 A2 

QL-451  A2 

QL-461  A2 

QL-611  Al 

QL-612 Al 

QL-621  Al 

QL-641  Al 

QL-651  Al 

QL-716 CI 

QL-721  CI 

QL-801  H2 

QL-807 HI 

QL-811  H2 

QL-816 HI 

QL-901  Al 

QL-911  Al 

QP-231  Al 

QP-232  Al 

QP-236  Al 

QP-271  Bl 

QP-281  Ql 

QP-291  Al 

QP-411  A2 

QP-416  A2 

QP-421  A2 

QP-426  A2 

QP-431  A2 

QP-441  A2 

QP-451  A2 

QP-461  A2 

QP-491  LI 

QP-551  CI 

QP-552  LI 

QP-611  A2 

QP-621  Bl 

QP-636 Al 

QP-651  Al 

QP-671  Al 

QP-681  Ql 

QP-821  Al 

Redi-Foam  Al 

Rite  Brite  Bl 

San-O-Dine   D2.E3.Q6 

San-O-Sep  E2 

Scrub-O-Dine E2 

SH-12  B1.D2.G4.Q4 

135  Al 

540  Al 

722  Bl 


Q-Pak  Corp.,  The 

Bleach  by  Beacon  B1.D2 

Quaker  Chemical  Co.  Inc. 

Wipe  Out"    C1.A8 

Ammoniated  Oven  Cleaner A8 

Chem-Terge  A4.A8 

Oven  &  Gnll  Cleaner  A8 

Quaker  Syn  Concentrate  A4 

Speed  Quat  Disinfectant  A4 

Speed  Quat-Plus    Al 

Spray  Silicone  Release  HI 

Stainless  Steel  and  Metal  Polish  A7 

Quaker  Chemical  Corporation 

Quintolubric  822-220   H2 

Quintolubric  822-300   H2 

Quintolubric  822-450    H2 

Solvo  Clean  75-MTA   Al 

Solvo  Clean  75-PC  A4 

Solvo  Clean  78-ISC    Al 

Qualified  Laboratories,  Inc. 

Citra-Scrub  Hand  Cleaner  with  Pumice    CI 

Quali-Scrub   E4 

Super  Kitchen  Degreaser    A4.A8 

Qualis  Veterinary  Products 

Iodine  Disinfectant  #501  D2 

Liquid  Hand  Soap  E4 

Qualis,  Inc. 

A-P-C  All  Purpose  Cleaner    A4,A8 

Digi-Kleen-100   E2 

Dionne  Insecticide  Spray  Concentrate       Fl 
DiGi-Kleen  Hand  Soap  E2 

Qualitech  Systems,  Inc. 

Drain-Eze  L2 

Drain-Eze  II  L2 

Drain-Eze  III   L2 

Eliminator    CI 

Eliminator  II    CI 

Eliminator  III  CI 

Relchem-0   Al 

Qualiti  Laboratories 

AC-200    A3 

AK-100    Al 

Clor-150 Al 

Quality  Chem  Products 

A.C.30#B1001    A3 

A-1013  Foamer  A2 

A-1112-Endlich  A2 

A-1112A-Endlich  Additive  Al 

A-1199  Soak   Al 

A-1231  Ultra  Clean  A2 

A-1231  XP A2 

A-I231A  Ultra  Clean  Additive Al 

B-1219-Tanken  Schein   Al 

Beco  Lube  11    H2 

Blitz  L#B1017   Al 

Builder  Bl 

BE-COLube4    H2 

Chlor  Clean   Al 

Clean  AC.  #A  104 IX    Al 

Clean  Deluxe  #A1043  Al 

Con  Clean  #A  1061    CI 

Con  Clean  HD  #A1065 CI 

Conveyor  Lube   H2 


Dn  Bleach  Bl 

Exceed  Al 

Exceed  LF  Al 

Exceed  Plus  A4 

Fabri-Suds   B2 

J  Magnum   Bl 

Lube  Deluxe    H2 

Lube  Special  LF   H2 

Machine  #1  #A1205   A2 

Magna-Scrub  A4 

Magnum  Liquid  Laundry  Detergent  ....  Bl 

Maxim  Bl 

Mild   Al 

Saluta#B1187  Al 

Softener   B2 

Sour   Bl 

Spray  Chlor  A2 

Spray  Chlor  X  A2 

Spray  L  #1215  Al 

Tuff-Scrub  A4 

Ultra  Break    Bl 

Ultra  Suds    Bl 

Whitener  7%   Bl 

Quality  Chemical  Company 

Anti-Crawl  Residual  Insecticide  F2 

Aqua  Safe    G7 

Banox  G7 

Blue  Strip  Degreaser  CI 

Citrisol  CI 

Energetic  Neutral  Cleaner  A4 

Fog-A-Pest  Fl 

Kool-Kleen    A5 

Live  Bacteria  Digester    CI 

Lube  H2 

Non  Butyl  Cleaner    Al 

Orange  Plus  Pumice    E4 

PineOil-80    CI 

Reflections  (Aerosol)    CI 

Simple  Solution  D2 

Speed  Sol  A4 

Speed  Sol  Extra A4 

Touch  Up A8 

Quality  Chemical  Company 

Automatic  Scrubber  Concentrate   CI 

Boiler  Pro-S  G6 

BPA-4040    G6 

Cyclo  G6 

Damp  Mop CI 

Heavy  Duty  Degreaser   Al 

Morph    G6 

Neutral  All  Purpose  Cleaner-Degreaser  Al 
Non-Butyl  Cleaner  Degreaser  Deodo- 
rant      Al 

Quick  Suds  Degreasing  Cleaner  Al 

QC-100  Chain  Lubricant H2 

QC-205  Acid  Cleaner  A3 

QC-352  Chlorinated  Cleaner    Al 

QC-600    A2 

Scav-Ox  G6 

Window  Cleaner   CI 

Quality  Chemical  Products,  Inc. 

Emerald  Plus  Al 

Perfect  All  Purpose  Cleaner  CI 

Quality  Compounding  Co.,  Inc. 

Number  55  Wildcat  Cleaner  Al 

Number  55  Wildcat  Cleaner  Kit Al 

Quality  Labs. 

Heavy  Duty  Stripper  Cleaner  &  De- 
greaser    CI 

Q.  L  Concentrate    Al 
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Quality  Lubr.  &  Supply  Co. 

Tef-Tuff  H2 

Quality  Maintenance  Supplies 

Q-Sorb  Jl 

Quality  Products,  Inc. 

Formula  #B50  Al 

Formula  #B51    Al 

Formula  #B52   Al 

Formula  #B53   Al 

Formula  #B54  Al 

Formula  #B55   Al 

Formula  #B56   A2 

Formula  #B57   A2 

Formula  #2    Al 

Formula  #30    A3 

Formula  #31    A3 

Formula  #32    CI 

Formula  #33    CI 

Formula  #50    Al 

Formula  #51    Al 

Formula  #52    Al 

Formula  #53    Al 

Formula  #54    Al 

Formula  #55    Al 

Formula  #56    A2 

Formula  #57    A2 

Formula  #80    A2 

Formula  #81     A2 

QP-14 H2 

QP-15  D2 

QP-18  D2 

QP-90 HI 

Quality  Specialty  Products  Corp. 

Blue  Power   CI 

Clout  Non-Butyl  Degreaser    Al 

Degreaser-50  Al 

Magic-100  CI 

Neutra-Salt CI 

Perfect  Blue  CI 

Tile  &  Grout  Cleaner   CI 

Quality  Water  Treatment 

101  Boiler  Water  Treatment  G6 

150  Boiler  Water  Treatment  G6 

QualiChem,  Inc. 

Formula  3000-F G6 

Formula  3001-F G6 

Formula  3002-F G6 

Formula  3003-F G6 

Formula  3004-F G6 

Formula  3050-F G6 

Formula  3051-F G6 

Formula  3052-F  G6 

Formula  3054-F  G6 

Formula  3060-F  G6 

Formula  3061-F  G6 

Formula  3062-F G6 

Formula  3070-F  G6 

Formula  3071-F G6 

Formula  3072-F G6 

Formula  3076-F G6 

Formula  3077-F G6 

Formula  3301-F G6 

Formula  3306-F G6 

Formula  3410    G6 

Formula  3420    G6 

Formula  3430    G6 

Formula  3440    G6 

Formula  3450    G6 

Formula  4544    G2 

Formula  5000    A3 


Formula  5023    A3 

Formula  5024    A3 

Formula  5030    LI 

Formula  5040    A3 

Formula  5056    A3 

Formula  5205    CI 

Formula  5208    CI 

Formula  5210    CI 

Formula  5213    Al 

Formula  5215    CI 

Formula  5216    CI 

Formula  5216-A    CI 

Formula  5218    CI 

Formula  5220    CI 

Formula  5226    Al 

Formula  5240    CI 

Formula  5247    A! 

Formula  5250    CI 

Formula  5253    CI 

Formula  5262    Al 

Formula  5272    Al 

Formula  5300    Al 

Formula  5301    A2 

Formula  5302    Al 

Formula  5343    CI 

Formula  5348    CI 

Formula  5360    H2 

Formula  5361     H2 

Formula  5363    Al 

QualChem  Corporation 

D-Lime-R A3 

Formula  QC-690  Al 

Formula  QC-94  Al 

QC  146    Al 

QC419    A3 

QC427    A3 

QC429    A3 

QC  44  Plus    Al 

QC442    A2 

QC451     Al 

QC  915    A2 

QC  925    A2 

QC-103    Al 

QC-123    Al 

QC-133    Al 

QC-133-CIP A1.Q1 

QC-133-Egg AI.Q1 

QC-140    Ql 

QC-152    Al 

QC-158    Al 

QC-160    Al 

QC-173    Al 

QC-200    D2 

QC-203    Al 

QC-233    H2 

QC-235    A4 

QC-241    A4 

QC-242    Al 

QC-251    A2 

QC-252    Al 

QC-256    A8 

QC-258    A2 

QC-260    A2 

QC-275    A4 

QC-303    A3 

QC-350    A3 

QC-40    H2 

QC-443    Al 

QC-49    A4 

QC-533    A1.Q1 

QC-533-A    A5 

Quantum  Marketing  Inc. 

All  Purpose  Grease  H2 

QMI  Non-Melting  All  Purpose  Grs 

w/PTFE  H2 

QMI  White  Lithium  Grease  w/Teflon 

(Aer)   H2 


Quantum  Products,  Inc. 

Fry  Kettle  Cleaner  A8 

Heavy  Duty  Degreaser   A4.A8 

Quantex-APC  All  Purpose  Cleaner     A4.C1 

Quantex-Neutral  Cleaner Al 

Quantum-60  Acid  Cleaner  And  Descaler  A3 

Quantum  Syntax  Enterprises,  Inc. 

Super-X  Cleaner-Degreaser    CI 

Quarzite,  Inc. 

All  Purpose  Cleaner    Al 

Low  Foam  Cleaner  Al 

Low  Foam  Heavy  Duty  Cleaner Al 

Solvent  Degreaser  Water  Rinseable  ....  Kl 

Queen  City  Supply,  Inc. 

Affirm    Bl 

Alkali  Plus  B2 

Alkali  Plus  Liquid  Bl 

Expo  Bl 

Oxy-Bleach    Bl 

Q.C.  Special  B2 

QC  Acid  Cleaner A3 

Rinse  Aid  Liquid  B2 

Satin-Fluff  B2 

Sour/Soft   B2 

Syndet    Bl 

Tuff  Stuff  II  Bl 

White  Lightening Bl 

Wizard  Laundry  Detergent  Bl 

Ques  Industries,  Inc. 

Aikine-A    G7 

AC-2R  Acidic  Cleaner   A3 

Boiler  Water  Treatment  1 101  G6 

Boiler  Water  Treatment  1103  G6 

Boiler  Water  Treatment  1104  G6 

Boiler  Water  Treatment  1 106  G6 

Boiler  Water  Treatment  1 1 10  G6 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1114  G6 

Boiler  Water  Treatment  1115  G6 

Boiler  Water  Treatment  1119  G6 

Boiler  Water  Treatment  1 121  G6 

Boiler  Water  Treatment  1122  G6 

Boiler  Water  Treatment  1 130  G6 

Boiler  Water  Treatment  1201   G6 

Boiler  Water  Treatment  1202  G6 

Boiler  Water  Treatment  1210  G6 

Boiler  Water  Treatment  1220  G6 

Caustic  Soda  Beads  G6 

Chain  Lubricant  6109  H2 

Closed  System  Treatment  4102   G6 

Closed  System  Treatment  4108    G7 

Cooling  Water  Treatment  2101    G7 

Cooling  Water  Treatment  2120    G7 

Cooling  Water  Treatment  2120-ALK  ..  G7 
Domestic  Water  Treatment  4103   ..    G2.G6 

Freezer  Floor  Cleaner  6108    A5 

Hardness  &  Iron  Control  4101  G2 

Iron  Sequestrant  41 10  G2.G6 

K2151-NA  Corrosion  Inhibitor G7 

Liquid  Caustic  Soda  50%  G6 

Lubricant  61 15    H2 

Potable  Water  Corrosion  Control  4114  G3 

Powder  Detergent  6120 Al 

Q  22EP    G6 

Q  3000  G7 

Q-2000C    G7 

Q-3019  G7 

Q-3034  G7 

Q-4111  G7 

Road  Film  Remover  6136    Al 

Road  Film  Remover  6137    Al 

Specialty  Cleaner  6103  Al 


11-344 


Steam  Line  Treatment  1 127  G6 

1105  Boiler  Water  Treatment  G6 

1108  Decharacterized   G6 

1111  Boiler  Water  Treatment  G6 

1127SDI  Steamline  Treatment  G6 

5102  Solvent  Degreaser   Kl 

Quest  Chemical  Corporation 

d-Greaz    CI 

d-Greaz  (Liquid)  CI 

A-Z  Degreaser  CI 

Aqua-Lub  H2 

Arctic  Breeze-Peppermint  Mtrd  Air 

Frshnr   CI 

Aurora   C2 

Autumn  Breeze-Cinnamon  Mtrd  Air 

Frshnr  CI 

APC  A4 

APC  (Liquid)  CI 

Banish    C2 

Blanco  Fogasol  II  Total  Release  Insect.  F2 

Blanco  Strip-Eze  Heavy  Duty  Cleaner  A4 

Blast  LI 

Bleach    Bl 

Boil  Out  Al 

Brilliance  CI 

Bubblegum  Counteractant CI 

Cannon  Al 

Challenge  Grease  Spray    H2 

Charge   CI 

Cherry  Counteractant    CI 

Cinnamon  Counteractant CI 

Citra-Sheen    CI 

Country  Blossom-Floral  Mtrd  Air 

Frshnr   CI 

Crunch  CI 

CS101  Roach  &  Ant  Spray    F2 

De-Ice    CI 

Defense  Metal  Parts  Protector   H2 

Desert  Mirage-Watermelon  Metrd 

AirFrshnr CI 

Digest  CI 

Ditron  K2 

Drain  Dragon  L2 

Duel  Flying  &  Crawling  Insect  Killer  ..  F2 

Dynamite  A4 

Excel    CI 

Extend    A7 

Fiesta  Odor  Counteractant  Bubblegum  CI 

Fiesta  Odor  Counteractant  Cherry    CI 

Fiesta  Odor  Counteractant  Peach  CI 

Fiesta  Odor  Counteractant  Pina  Colada  CI 

Fiesta  Odor  Counteractant  Strawberry  CI 

Rash  EF    H2 

Flog   CI 

Flog  Engine  Degreaser  Kl 

Four-Way  H2 

Fresh-N-Up   CI 

Freze-It  Chewing  Gum  Remover  PI 

Gentle  Whisper-Potpourri  Mtrd  Air 

Frshnr   CI 

Getaway  Al 

Glow    CI 

Graffiti  Gone  CI 

Grip    C2 

Grit  E4 

Harvest  Time-Peach  Metered  Air  Fresh- 
ener    CI 

Hi  Foam  CI 

Kleen  All  CI 

Kwik  Kool  PI 

Lectrasolv    K2 

Lemon  Disinfectant  CI 

Liberate  Silicone  Mold  Release  Spray  H2 

Lube  All  Food  Grade  Silicone  Lube  HI 

Maxi  Glo  A4 

Moliguard    H2 

Moon  Beam  Metered  Air  Freshener  ....  CI 

Mr.  Mechanic    H2 

Mystic  Horizon-Bayberry  Mtrd  Air 

Frshnr   CI 


MSC LI 

Northwoods  Grease  Al 

Nuchain   H2 

Off  PI 

On  Time  Metered  Insecticide  Fl 

Open  Up    LI 

Orange  Solv  Plus CI 

Penetrex  H2 

Pierce  H2 

Pine  Disinfectant  CI 

Pistol    CI 

Pow    E4 

Power  E4 

Power-Solv    A4 

Prime   CI 

Protect   HI 

PCA  Hi-Purity  Safety  Solvent   K2 

PT-100  C2 

Quickleen  K2 

Quik-Kill  Fly  &  Mosquito  Spray  F2 

Quikleen K2 

Quikleen  II  Solvent  Cleaner  K2 

Restless  Rhythm-Pina  Col.  Mtrd  Air 

Frsh  CI 

Rust  Release    H2 

Ruthless  C3 

Ruthless  Paint  Remover   C3 

Sani-Lube HI 

Sheen  CI 

Sheen  Glass  Cleaner  CI 

Showtime  A7 

Sili  Lube    HI 

Slick  H2 

Slip-Not  Belt  Dressing   PI 

Soft    B2 

Soothe    E4 

Sparkle  CI 

Spell  Bound-Strawberry  Mtrd  Air 

Frshnr   CI 

Spring  Mist   CI 

Stakill  F2 

Strike  Force  CI 

Success CI 

Sunburst-Citrus  Metered  Air  Freshener    CI 

Tar  Baby   CI 

Thick  'N  Sudsy   El 

Thrifty  Cherry  CI 

Thrifty  Lemon  CI 

Thrifty  Mint  CI 

Thrifty  Pine  CI 

Tufstuff   A8 

Tufstuff  Oven  &  Grill  Cleaner  A8 

Vizol  26  C2 

Wham CI 

Zip  Citrus  Cleaner  &  Degreaser  CI 

Quest  Chemical  Corporation 
See  Blanco  Chemical 

Quick  'n  Brite,  Inc. 

Quick  n  Brite    CI 

Quick  Clean  Products  Co.,  Inc. 

No.  6001  Pure  Soft  Lotion  Hand  Soap     E4 
Pure  Energy  E4 

Quimicas  Mundiales  S.A. 

Detklor(L) Al 

Quincy  Compressor/ 

A  Division  of  Colt  Industries 

Quin-Syn-F    HI 

Quint  Corporation 

4705  A3 

4735  G2.G5.G6 


4737  G5.G7 

4738  G5.G7 

4739  G5.G7 

4745  G5.G7 

4746  G7 

4750  G7 

4751   G7 

4752  G5.G7 

4764  G5.G6 

4765  G5.G6 

4766  G7 

4767  G5.G6 

4768  G7 

4780  G5.G7 

4781   G5.G7 

6710  G6 

6715  G6 

6720  A3 

6725  G6 

6727  G6 

6731   G6 

6735  G6 

6736  G6 

6737  G6 

6740  G6 

6741   G6 

6742  G6 

6743  G6 

6744  G6 

6745  G6 

6750  G6 

6751   G6 

6752  G6 

6760  G6 

6763  G6 

6764  G6 

6768  G6 

6770  G6 

6774  G6 

6775  G6 

6776  G6 

6779  G6 

6780  G6 

6781   G6 

6782  G6 

6783  G6 

6784  G6 

6786  G6 

6787  G6 

6788  G6 

Quintex  Corporation 

Acid  Cleaner  140-LF    A3 

All  Purpose  Cleaner  428  Al 

Chaparral  Deluxe  Laundry  Compound  Bl 

Chaparral  Liquid  Dish  Detergent  Al 

Chapparral  Klean-All    Al 

Clearstone  Acid  Detergent    A3 

D-Pure  Acid  Cleaner A3 

D-Pure  BC-85   A2 

D-Pure  FC-75    A2 

D-Pure  Mor-Foam  Al 

D-Pure  SA-96   A3 

Dignify  A3 

Liquid  Circulate  A2 

MC-15  Manual  Cleaner    Al 

Powdered  Circulate  Al 

SA-60  A3 

470-HF  \: 

Quip  Laboratories,  Inc. 

Acid  50-W  A3 

Acid75-W  A3 

Bio  Gard  128  Al 

Bio  Gard  256  A4 

C.I  P.  Acid  45   \3 

Chlordet  Al 

Foam  Kwik   Al 

Food  Lubricant    HI 

Formula  3950    \; 
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Formula  6212  X    Al 

Formula  6455    A2 

IodexAR/18    D2.E3 

Iodex  GS/25 D2 

lodex  Hand  Soap  E2 

Liqui-Glo  Al 

Novadex  D2 

Novadex  128  A4 

Novadex  7-5    D2 

Power  Wash  HD  Al 

Power-Wash Al 

Power-Wash  D    Al 

Powersperse  6278  A4 

Powersperse  6288   Al 

Powersperse  6295   A5 

Quip-Glide  H2 

Sani-Gard  CD   D2 

Sani-Plex  128    Al 

Sani-Plex  256    A4 

Spray  Kleen  HV    Al 

Spray-Kleen  LV    Al 

Transport   A4 

R  +  R  Square  Company 

Hand  Soap-R  247   El 

Nu  Clean-R  Degreas-R  149   A4 

R&D  Products  Corporation 

Big  G  A4 

Citrosene  10 CI 

L-Tox  Spray    Fl 

R&D  Liquid  Steam  Concentrate Al 

R&D  Truck  Soap    Al 

R  &  K  Chemical  Co. 

L-100  Al 

L-352  Degreaser   Al 

8  Up  Al 

R  &  M  Regulatory  Services 

R  &  M  30-3  Pyrethrin  EC FI 

R  &  M  Sales  and  Service 

Cherry  Sewer  Degreasor  CI 

R  &  P  Chemicals 

Shi-nee  Industrial  Strength  All  Purp  CI  A4 

R  &  R  Manufacturing  Co. 

Hi-Trac-Lube  H2 

R  &  R  Sales  Company 

R  &  R  Brand  Solvent  Cleaner  &  De- 
greaser    K2 

R  &  R  Supplies,  Inc. 

Rough  &  Ready  All  Purpose  Cleaner  A8 

R  B  Chemical  Company 

All  Right   A4.A8 

Germx  LC   A4.C1 

Germx  100A    CI 

Hand  &  Hand    El 

Hand  &  Hand  Antiseptic  Lotion  Hand 

Soap    El 

Hot  Shot    Bl 

Peel    A3 

R-B  Concentrate   A4 

R-B  212  Al 

R-B  212A    Al 


Rapid  Al 

Rowdy   CI 

Shine    Al 

Vigor   El 

R  B  Paper  &  Chemicals 

Antiseptic  Luxury  Hand  Soap    El 

Big  Red  Neutral  All  Purpose  Clnr  Cone.  A4 

Blue  Windo  Glass  Cleaner  CI 

Floor  Detergent  General  Purpose 

Cleaner   A4 

Foaming  Meatroom  Clnr  Mt  Cut.  Areas  Al 

Pine-Odor  Disinfectant  Cleaner   CI 

R  B  Lemon  Disinfectant  Cleaner  C2 

R  B  Mint  Disinfectant  Cleaner CI 

Ready-To-Use  Hand  Soap    El 

Super  Kleen  Cleaner-Degreaser  ....    A4.A8 

R  B  Products  Corp. 

Bond  Breaker  (Aerosol)   C3 

Bond  Breaker  (Liquid)   C3 

Liquid  Eraser  C3 

RECO 

Magic  Foam C2 

Sparkle  (Aerosol)    CI 

Sparkle  (Bulk)  CI 

R  F  B  Associates  Inc. 

"Kitchen  Magic"   Al 

Grill  Magic    A8 

R  G  K  Industries,  Inc. 

Line  Cleaner  I  A2 

Line  Cleaner  II    Al 

Premium  Line  Lube  Formula  202    H2 

RGK-Quat  12.5  D2 

RGK-Quat9    D2 

Spray-Kleen  A4.C1 

R  M  C  Products,  Inc. 

First  Choice  Dishwashing  Liquid  Al 

First  Choice  Floor  Cleaner  CI 

First  Choice  Food  Equipment  Cleaner 

II   Al 

First  Choice  Food  Equipment  Cleaner 

II   Al 

First  Choice  Hand  Soap   El 

First  Choice  Hand  Wash  El 

First  Choice  Liquid  Plant  Cleaner   Al 

First  Choice  Powder  Plant  Cleaner    ....  A2 

First  Choice  Sanitizer  D2 

RMC  First  Choice  Degreaser  A4 

RMC  First  Choice  Glass  Cleaner  CI 

Sanitizer  II  D2 

Toilet  &  Fixture  Disinfectant/Cleaner  C2 

R  P  Sales,  Inc. 

No.  Ill  H.D.  Cleaner-Degreaser  ..    A4.A8 

R  S  P  Private  Label  Packaging 

RSP  1%  PCMX  E-2  Sanitizing  Hand 
Clnsr  E2 

R  X  Chemical  Co.,  Inc. 

All  Purpose  Cleaner    Al 

RT-100  Liquid  Descaler  A3 

RT-150  Liquid  Inhibitor  G2.G5 

RT-160  Dry  Inhibitor   G2.G5 


R  2  Chemical  Specialties  Co. 

Acid  Detergent    A3 

Alk  Rust  Stripper    A2 

Boil  Out  A2 

ChloroCIP    Al 

Chloro  Liquid    Al 

Chloro  Manual  Cleaner Al 

Egg  Tergent  Plus  Ql 

Heavy  Duty  Cleaner  Al 

Pan  Wash  Al 

Power  Tergent  Al 

Steam  Kleen    Al 

Super  Lubrite  Conveyor  Lubricant H2 

R.  &  E.  Martin 

Marsolv   A4 

Remkleen  Can-Do  Kl 

Remkleen  WS   Kl 

R.C.  Specialty  Industrial  Corp. 

"High  Concentrate"  Sil  Lub&Mold  Re- 
lease      HI 

Pure  White  Food  Grade  Grease   HI 

Super  Pure  Concentrate Al 

R.M.  Services  Co.,  Inc. 

A.M.  300  Lube   H2 

Acid  Rinse  A3 

Alkali  100   A2 

Antimicrobial  Hand  Soap  EI 

Anty-Bac  II  D2.G4 

Assure    Al 

ACS-220   D2 

AR-101    A3 

Brute-Chlorinated    Al 

Case  Wash  Al 

Complete  Al 

De-Scale A3 

De-Scale  II A3 

Deck  Detergent   CI 

Direct  Al 

Floor  Cleaner  A4 

Foam  Acid  A3 

Foam  Klor  Al 

Foam  Klor  II   Al 

Foamy  Acid  Cleaner  A3 

G.P.-200  Cleaner  Al 

Genera]  Purpose  Cleaner Al 

GP  Acid  A3.B1 

Hand  Sanitizing  Hand  Soap   E2 

Heavy  Duty  Acid    A3 

Heavy  Duty  Floor  Cleaner  A4 

Hi-Strength  Acid  C.I.P A3 

High  Foam  Acid  N.P A3 

High  Foam  Alkali  #  20  Al 

High  Foam  Alkali  #  80  A2 

High  Foam  Alkali  #30   Al 

Hydro-Treat  A1.G5 

Jell  Kote Al 

Jet  Pressure  Wash  Detergent  (M.R.  337)  Al 

Kleen  Klor  Al 

Kleen  Klor  Al 

Klor  Wash  Al 

Laundry  Sour  A3 

M.R.  200  A4 

M.R.  44  Delimer  A3 

M.R.  489  A4 

M.R.  544  Cream  Hand  Soap    El 

M.R.  747  A4.A8 

M.R.  88  G6 

M.R.L.  Acid  Cleaner A3 

M.R.L.  Acid  Cleaner  Concentrate    A3 

M.R.L  General  Meat  Packing  Cleaner  Al 
M.R.L.  Heavy  Duty  Smoke  House 

Cleaner   A2 

M.R.L.  Liquid  Alkali  Cleaner    A2 

M.S.R.  Acid A3 
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Multipurpose  Cleaner   A1.B1 

MRL  Germicidal  Concentrate  D2.Q3 

MRL  Germicidal  Detergent  II    D2 

MRL  Germicidal  Detergent-I  D2 

MRLQAS40   D2 

NP  Foam  Acid A3 

NPFoamKlor  Al 

NP447  Al 

NP-100  Al 

NP-101  Acid  A3 

NP-155  Genera]  Purpose  Cleaner Al 

NP-200  Al 

NP-347  Al 

NP-900  Detergent/Disinfectant  D2 

01  Smokey  A2 

PET.  Lube  200   HI 

Pace   A2 

Pan  Cleaner  Al 

Plastic  Cleaner  5  Al 

Power  Kleen  1000 A2 

Power  Kleen  507  CI 

Power  Kleen  508  Al 

Prevent  Al 

Prime   A1.B2 

Prime   Al 

Q-Hand  Dip  E3 

Q-San  Plus  D2.Q3 

QAS-30   D2 

RMS.  Acid  Sanitizer  D2 

RMS.  Bleach  A1.B1 

RMS.  Laundry  Detergent   Bl 

RMS.  TY  Lube  HI 

RMS.  300    A2 

R.M.S.-450    Al 

RMS  Hand  Soap  El 

Sheen  I  A2 

Sheen  IV    A2 

Sheen  Plus  100   A2 

Sheen  25    Al 

Slick  Lube  H2 

Slick  Lube  125    Al 

Slick  Lube  250   Al 

Slick  Lube  250  A   Al 

Slick  Lube  750   Al 

Smoke  House  Cleaner  #35  A8 

Super  Foam  Al 

Super  Foam  Alkali    Al 

Sure  Extra   Al 

Sure-C.I.P Al 

SL  120  Detergent    Al 

Task  A2 

TY  Lube  Plus    HI 

Viking  1000  Conveyor  Lube    H2 

Viking  3000  Conveyor  Lube    H2 

Viking  4000  Conveyor  Lube    H2 

Zero-Freeze   A5 

160  Sanitizer  D2 

175-A  Disinfectant   D2.E3 

647  Al 

710  Al 

747  Al 

847  Al 

R-S  Industries  Inc. 

4242  G6 

4443  G6 

8280  G6 

8301   G6 

8302  G6 

8304  G6 

8361   G6 

R-Square  Products,  Inc. 

Advance  Al 

Alka  Foam  Plus Al 

All  Purpose  Cleaner   Al 

Brite  &  Foamy    A3 

Brute    Al 

Bryte  Shine   Al 

BWT  O-  G6 


Can-Can  Al 

Caustic  Liquid  50%  A2 

Cherry  Odor  Mask    CI 

Concentrate    Al 

De-Sealer  A3 

Dermaphene  El 

Dry-Bleach Bl 

ECS  Liquid  Disinfectant  D2.Q3 

ECS-1500    Al 

ECS-225    Al 

ECS-5050    Al 

Foam  Power Al 

Hi-Lube   HI 

Hot  Foam  A2 

Iodine  Sanitizer  D2.G5 

Jet  Power  A2 

Klor  Foam  Al 

KLOR#5  Al 

Liquid  C.I. P.  Cleaner    Al 

Lubri  Clean   H2 

Moisture  Lube  H2 

Mor-Chlor   B1,D2,G4,G7,Q4 

Power  White    Bl 

Rave  Anti-Corrode  I  Al 

Rave  Anti-Corrode  II    Al 

Rave  Bubbles Al 

Rave  Chlorinated  General  Cleaner  Al 

Rave  CIP-Plus  Al 

Rave  Foam-Powder  Al 

Rave  Gleam  &  Glow    Al 

Rave  Hi-Alk    A2 

Rave  Hydroxy  A2 

Rave  Knock-Out  A2 

Rave  Liquid  Alk  Extra  Duty    A2 

Rave  Rite-Cross A2 

Rave  RP-590  A2 

Rave  Safe-Lube  H2 

Rave  Shine Al 

Rave  Synergist Al 

Rave  Vangard   A2 

Rave-H.D.  Foam  Al 

Rave-RH-120  Shell  Egg  Cleaner   Ql 

Rave-Slide  HI 

Rave-1235  Al 

Ravesan#l    D2 

RA-101    Al 

RA-102  General  Purpose  Powder Al 

RA-103    Al 

RA-123    Al 

RA-150  Powder Al 

RB-105    Al 

RB-106    Al 

RB-160  Powder  Al 

RBB-115  Lubricant  H2 

RC-126  Acid  Cleaner  A3 

RD-113    A4 

RD-50M  Floor  Cleaner  A4 

RFB-701  Foam  Booster   Al 

RH-112    Ql 

RH-1 14  Shell  Egg  Wash  Detergent  ....  Ql 

RP245  Al 

RP- 170  Detergent   Al 

RP-185  General  Cleaner  Al 

RP- 192  Neutral  Cleaner   Al 

RP-195  General  Cleaner  Al 

RP-339  Al 

RP-545  Cone A8 

RP-565  H.D.  Cleaner   A2 

RP-703  Chelate  Al 

RP-716  Jell  Liquid    Al 

RQS  Sanitizer   D2 

RS  A-Bryte   A3 

RS  Acid  Concentrate A3 

RS  Advantage  Al 

RS  Alka  Foam  A2 

RS  Alklor    Al 

RS  BWT- 500 G7 

RS  BWT-500A    G6 

RS  BWT-500B    G6 

RS  C.I.P.  Acid  A3 

RS  Cleans-All   CI 

RSCLT2000    G6 


RS  Dissolvex  Al 

RS  Extra    Al 

RS  Grease-Out  Bl 

RS  Grime-Away    Bl 

RS  Hi-Alkelate    A2 

RS  Hi-Lube  H2 

RS  Labor  Saver  A2 

RS  Lift  C2 

RS  Liquid  Acid  Cleaner  A3 

RS  Liquid  Alk  Hi  Foam  Al 

RSLub&  Clean  A1.H2 

RS  Lubri-Glide   H2 

RS  No  Korrose    Al 

RS  Pearl  El 

RS  Power  Plus    Al 

RSRavesan#l     D2.Q3 

RS  RCC-100  OB  Bl 

RS  Safe-N-Kleen  Al 

RS  Safe-T-Steam  Al 

RS  Scat    Al 

RS  Sof-Tex   El 

RS  Solvel  Al 

RS  Spec-Chlor  Al 

RS  Super  C   Al 

RS  Ultra  Scrub    Al 

RS  Vanilla  CI 

RS  100  Bl 

RS  1000  A2 

RS  1001  A2 

RS  103  Al 

RS  104  A2 

RS  1040  Al 

RS  1043  A2 

RS  1048  A2 

RS  1056  Al 

RS  107  CI 

RS  1078  Al 

RS  1084  Al 

RS  1086  Al 

RS  1108  Al 

RS  1134  Al 

RS  116  H2 

RS  118  A1.H2 

RS  121  A4 

RS  122  Al 

RS  1222  Al 

RS  1234  Al 

RS  124  A2 

RS  1248  Al 

RS  1249  Al 

RS  125  Al 

RS  1256  Al 

RS  1292  Al 

RS  175  Al 

RS  180  Al 

RS  190  Al 

RS  205  Al 

RS  215  Al 

RS  2500  Al 

RS  2500  Plus Al 

RS  305  Al 

RS405  A3 

RS405C    A3 

RS405HF   A3 

RS43  Al 

RS  4444  H2 

RS  4852  A2 

RS  500CL   Al 

RS  5018  A3 

RS  5019  A3 

RS  5025  CI 

RS  5030  A3 

RS  5045  A3 

RS505  A2 

RS522  Al 

RS522NP   Al 

RS  525  A2 

RS  565HD  A2 

RS  575  Al 

RS585CL   Al 

RS585NP   Al 

RS6000  A3 
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RS  6106  Al 

RS  70/30  Extra   Al 

RS  70/30  Shackle  Cleaner    Al 

RS  7000  A3 

RS  715  Jell  Additive  Al 

RS  9001  A3 

RSO  6040    A2 

RSP  1099  A2 

RSP  1346  Al 

Safe  Clean  A4 

SaniFlex  E2 

Scram  Al 

Softsuds  Hand  Cleaner  El 

SofTex  El 

Super  Scrub  Al 

Synergist    Al 

Tray  Wash  Al 

Twin  Action  D2 

Ultra  Scrub    Al 

Wetting  Agent  Al 

White  Oil  35  USP  HI 

Raban  Supply  Company 

Concentrated  Cleaner    Al 

R.S.C.  Liquid  Soap  El 

Radco  Industries,  Inc. 

Xceltherm  600  PI 

Radiant  Chemical 

Chem  Glo    Al 

Crystal   Bl 

Greaseaway   Al 

Hercules  A8 

Liquid  Pan  Perfect Al 

Liquid  Quasat    Al 

Pan  Perfect Al 

Pink  Power    Al 

Scale  Away  A3 

Surge   A4 

Radiant  Chemical  Group 

Formula  442  Liquid  Caustic  Concen- 
trate    A2 

Hot  Foam A4 

429  Acid  Brite  A3 

Radiator  Specialty  Company 

Gunk  Green  Concentrated  Cleaner  ..  A4.C1 
Gunk  Waterless  Hand  Clnr  Org  Scntd 

Lotn E4 

Lan-Lin  Waterless  Hand  Cleaner 

w/Pumice    E4 

Lan-Lin  Waterless  Hnd  Clnr  Fort. 

w/Lanln  E4 

Liquid  Wrench  Super  Lubricant  CI 

Rae-Cor  Distributing  Co. 

Wipe-Out  Cleaner/Degreaser   A4.A8 

Raechem  Products,  Inc. 

Big  Bear Al 

Clean-Sept  Al 

White  Mineral  Oil  HI 

Raider  Oil  &  Chemical  Company 

Agualube   HI 

Citrus  Solvent   CI 

Citrus  Solvent  Supreme    CI 

Cub    A4 

Envir-Sol   CI 

Perky    Al 


Raider  White  Food  Grade  Grease    HI 

RXL  Agulube-50 HI 

RXL  Artie/Fire  Grease  HI 

RXL  Artie/Fire  Series  Oil HI 

RXL  Envir  Lube  Oil  H2 

RXL  Hydraulic  Oil   H2 

Stinger  A2 

SS  100  K2 

Rainbow  Cleaning  Systems,  Inc. 

Painted  Trailer  Brite   Al 

RCS-659  Super  Shine  Truck  Wash   ....  Al 
X-Tra  Heavy  Duty  Cleaning  Cmpd 

RCS-25  Al 

Rainbow  Unlimited  Maintenance 
Supplies 

Rainbow  Bowl  Cleaner  C2 

Rainbow  III  A4 

Ram  Enterprises 

Bia-Fil    CI 

Ram   CI 

Ram  Enterprises,  Inc. 

Bac-Up  L2 

Kitchen  Kare  Concentrate  Al 

Knock  Out  CI 

Lem-O-Nal A4 

Lotion  Hand  Cleaner El 

Rage  Fl 

Ram  Defoamer    Al 

Ram  Foam-Kutter   Al 

Ram  Sani-Brite   CI 

Ram  Super  Sani-Sol   C2 

Ram  SC-Ram    F2 

Ram  Total   CI 

Release  Al 

Super  Clean-All  A4 

Surgicide   El 

Tuff  Stuff Al 

Tuff-Stuff  II  Al 

Ram  Labs  Inc. 

CIP  Alkaline  Cleaner   A2 

R-99  Al 

Ram-50    A3 

Ram-90    A2 

Ramar  Chemicals 

ABC  Cleaner  #1    Al 

Ramco  Chemicals,  Inc. 

Acid  Dairy  Klean    D2 

Deruster  I  C2 

Klenalum  II  A3 

Nuklean   Al 

Ramco  Air  Perfume    CI 

Ramco  Dishwashing  Comp.  Liq Al 

Ramco  Do-All  A4.C1 

Ramco  Electroklean  A    K2 

Ramco  Liquid  Hand  Soap E4 

Ramco  Quat D2 

Ramco  Rapid  Klean    A4 

Ramco  Cleaning  Systems 

Ramco  IIC  Al 

Ramco  Specialty  Products 

Anti-Seize  2400 H2 

Attack  II  Degreaser  and  Declogger   ....  CI 


Attack  Organic  Citrus  Base  Degreaser  CI 

Citra-Zapp   CI 

CC-44  Non-CFC  Contact  Cleaner   K2 

Epiderm  Invisible  Skin  Shield  Cream    ..  E4 

Goliath  C2 

Happy  Hands  E4 

Kapow  Plus  All  Purpose  Cleaner  CI 

Klass  10+1  Glass  &  Utility  Cleaner    ..  CI 

Klass-10+1  CI 

Molytex   H2 

NC-300    A4 

Odor-Rif  Germicidal  Foaming  Cleanser  C2 

Piranamite    A4.C1 

Ram  Strip  Paint  &  Varnish  Stripper    ..  C3 

Ramco  PS-2  H2 

Synlube  TG-50    HI 

SSD-92    CI 

SSD-93    CI 

Tel-Tek    H2 

Tool-Cool  Tapping  Fluid    H2 

True  Grip  Belt  Dressing  PI 

TRX  FG-400  HI 

TRX  FGS  Lube  Oil    HI 

TRX  Synlube  Grease    HI 

TRX  400  Food  Grade  Grease  HI 

TRX-FG  Hi-Low  Synthetic  Oils    HI 

TRX-FG-600  Hi-Low  Grease  HI 

TRX-200  Non-Flammable  Red  Spray 

Grease  H2 

TRX-200  Red  Spray  Grease  H2 

Z-Way   H2 

Z-Way  Penetrant-Lubricant H2 

Ramrod  Distributors,  Inc. 

Orange  Fresh  A4 

Ramsey  Company,  The 

Ramsey's  Kil-Oder  w/Prozyme  Fresh 

Apple CI 

Ramsey's  Kil-Oder  w/Prozyme  Lemon 

Burst  CI 

Ramsey's  Kil-Oder  w/Prozyme  Spring 

Flrl  CI 

Ramsey's  Kil-Oder  w/Przm  Orgnl  Chry 

Almd  CI 

Ramsey's  Kil-Oder  w/Przym  Cntry 

Mmg  CI 

Ran  Industries,  Inc. 

Ranchem  Amps  Blaster CI 

Ranchem  Boiler  Treet  G6 

Ranchem  Chain  &  Cable    H2 

Ranchem  Citrus  Power  CI 

Ranchem  Citrus  Solvent  CI 

Ranchem  Citrus  Solvent  Supreme    CI 

Ranchem  D-Ox   A3 

Ranchem  Dio-Tronic  K2 

Ranchem  DD-32   A4 

Ranchem  F  S  L  HI 

Ranchem  H.D.  Power  Al 

Ranchem  H.D.  Steam  Soap    A2 

Ranchem  Hydraulic  Oil  A-W  H2 

Ranchem  Industrial  Gear  Oil   H2 

Ranchem  LB  36    H2 

Ranchem  Return  Line  Treat  G6 

Ranchem  Scale-Away  PI 

Ranchem  Solve-It  The  Answer CI 

Ranchem  Star  Clean   Al 

Ranchem  Star  Power  Al 

Ranchem  SS  201  K2 

Ranchem  SS-500  Plus  K2 

Ranchem  Tower-Treet  Concentrate    ....  G7 

Ranchem  Tronic  Kleen  K2 

Ranchem  421  Silicone  Spray   H2 

Safety  Sol    K2 

Super  Penetrant  CI 
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Ran/Scott  Enterprises 

Freez-O-Clean   A5 

Freez-O-Clean  De-icer   A5 

Ranger  Chemicals,  Inc. 

All  Purpose  Cleaner    A4 

Auto  Dish    Al 

Bee-10  C2 

Big  Bear  Cleanser  Degreaser   Al 

Brute  H  D  Foaming  Degreaser    Al 

Bn.ie-35  Al 

Cling  Green  C2 

Det-Solv  A4 

Endscale  CI 

Fast  'N  Easy    A8 

Fat  Away  Al 

Liquid  Drain  Opener  LI 

Scale  Away   A3 

Stainless  Steel  Cleaner  and  Polish  CI 

Triple  Threat   CI 

Rapid  Chemical  &  Color  Company 

Clor#1300 Al 

Conveyor-Ease H2 

Conveyor-Ease- 1   H2 

Foam-Up   Al 

Industrial  Creamedic  El 

Liquid  Spec  A2 

Rapid  Floor  Clean  II  A4 

Rapid  Spec A2 

Rapid  Tile  Cleaner    Al 

Rapid-Glide  H2 

Rapidsol  Al 

Rapidsol  100  Al 

RapidPurge 

Du-All   Al 

HM-2000-S    K3 

Rasar  Industries 

Blue  Blaze  A4.A8 

Red  Ripper A4 

Rath  Packing  Company,  The 

"G"  Cleaner  A2 

All  Purpose  Farm  Detergent  Al 

AC  Cleaner   Al 

General  Purpose  "C"  Cleaner  A2 

General  Purpose  Cleaner Al 

GP  "S"  Cleaner  Al 

GP  "W  Cleaner   Al 

Mesh  Glove  Cleaner  Al 

Rail  Car  Cleaner   Al 

Revolving  Smokehouse  Cleaner  Al 

S  &  S  Cleaner  Al 

Scouring  Powder  A6 

Smokehouse  500  Cleaner  A2 

Stainless  Steel  Cleaner   A3.A6 

Tankhouse  Cleaner   A2 

Tree  Cleaner   Al 

Trolley  Cleaner  Al 

Ravan  Products,  Incorporated 

A-Bryte    A3 

Acid  Sanitizer   D2 

Alka-Foam  Al 

Alklor Al 

All  Purpose  Cleaner  (Liquid)  Al 

All  Purpose  Cleaner  (Powder)    Al 

AA  Plus  Fly  Spray    Fl 

AA106  Chain  Lub  &  Cleaner HI 

Betty's  Pink  Lotionized  Hand  Soap   El 

Blue  Flame  H.D.  Sewer  Solv.  &  Drain 

Opnr    LI 


Bright  Glo  Stainless  Steel  Cleaner  A2 

Bright  Line    Al 

Bright  Line  Special  A2 

Brute    Al 

Bryte  Shine    Al 

Bryte-All    A3 

Can-Can  Al 

Centralized  Cleaner-Detergent   Al 

Cherry  Odor-Mask    CI 

Chlorinated  Machine  Dishwash  Deter- 
gent    Al 

Clean-N-Fresh  El 

Concentrated  Fabric  Softener/Sanitizer  B2 

Deep  Fat  Fryer  Cleaner A2 

Dermaphene  El 

Descaler  A3 

Detergent/Disinfectant  #32  D2 

Detergent/Disinfectant  #45   D2 

Detergent/Disinfectant  #90  D2 

Dissolvex  Al 

Dissolvex  Plus  Al 

Dry  Laundry  Bleach   Bl 

Dry-Bleach  Bl 

E-Z-Clean    Al 

Econo-Clean    Al 

Enviro  Plus    D2 

Enviro  256  D2 

Enviro  256  Detergent/Disinfectant  Dl 

ECS  Belt  Dressing    PI 

ECS  Big  Boy  Al 

ECS  Bolex  C2 

ECS  Bright  Glow    Al 

ECS  Bryte  Shine  Al 

ECS  Circuit  Board  Cleaner K2 

ECS  Complete  Al 

ECS  Extra  Power    A2.C3 

ECS  Final  Touch  Al 

ECS  Foam  Add  Al 

ECS  Glass  Cleaner   CI 

ECS  Glide   A1.H2 

ECS  Graphite  Penetrant  &  Lubricant  ..  H2 

ECS  Imperial  Al 

ECS  Jet  Power A2.B1 

ECS  Jet  Power  B-Gone  HD  Cleaner  ..  A2 

ECS  Labor  Saver A2 

ECS  Labor  Saver  Cloro  Cleaner    Al 

ECS  Liquid  Disinfectant  D2 

ECS  Miraclean    A4 

ECS  Moisture  Guard  Lube  H2 

ECS  Multi-Purpose  Insecticide  Fl 

ECS  Nutra  Kleen Al 

ECS  Penalube   H2 

ECS  Pink  Scrub  Soap  Al 

ECS  Residual  Insecticide    F2 

ECS  Rust  Protector  CI 

ECS  Safe-T-Steam    Al 

ECS  Safety  Solvent  K2 

ECS  Silicone  Textile  Spray    HI 

ECS  Super  Pine CI 

ECS  Super  Power  A2 

ECS  111     Al 

ECS  140    Al 

ECS  224    A2 

ECS  230    A2 

ECS  250    Al 

ECS  455    Al 

ECS  466    Al 

ECS  517    El 

ECS  6000    A3 

ECS  615    A3 

ECS-1500    Al 

ECS-2000    Al 

ECS-225    Al 

ECS-2500    Al 

ECS-2500Plus    Al 

ECS-325    Al 

ECS-4444  Cleaner/Lubricant    H2 

ECS-5050    Al 

ECS-5555    A1.H2 

ECS-5555  Plus    A1.H2 

ECS-7000    A3 

Fabric  Softener/Sanitizer  #10  B2 


Fabric  Softener/Sanitizer  #5  B2 

Final  Touch  Al 

Foam  Add  Concentrate  Al 

Foam  Power Al 

Germ-I-San  Disinfectant  D2 

Get-All  Al 

Hand  Dip  #10   E3 

Hand  Dip  #75    E3 

Iodine  Disinfectant    Dl 

Jet  Power  A2 

Lift  Hand-Cleaner  C2 

Liquid  C.I.P.  Cleaner    Al 

Mor-Chlor   B1,D2,G4,G7,Q4 

MC-525   B1,D2,G4,G7,Q4 

Odor  Terminator  Concentrate  CI 

Odor  Terminator  Ready-To-Use  CI 

Odorless  Concrete  Cleaner  Special    ....    A4 

Pine  Disinfectant  #32   CI 

Prime  Time    Al 

ProAgra  BWT-500    G6 

ProAgra  Complete  G6 

ProAgra  CLT- 1600  G6 

ProAgra  CWT-Plus  G7 

PLS  Super  C  Al 

Ra-Odyne  D2 

Ravan  Bleach D2 

Ravan  Hand  Dip  #10    E3 

Ravan  Hand  Dip  #75    E3 

Ravan  Hand  Sanitizing  Cleaner   E2 

Ravan  Odor  Control    CI 

Ravan's  Ra-Dyne  Concentrated  Iod- 
ine    D2.E3 

Rave  Acid  Concentrate  A3 

Rave  Adhere    Al 

Rave  Advantage    Al 

Rave  Alka  Foam  A2 

Rave  Alkelate    Al 

Rave  Alkelate  Plus    A2 

Rave  Anti-Corrode  I  Al 

Rave  Anti-Corrode  II    Al 

Rave  Bubbles Al 

Rave  CI  P.  Acid  A3 

Rave  Chlor-Alkelate   A2 

Rave  Chlorinated  General  Cleaner  Al 

Rave  Circulate  Al 

Rave  CIP-Plus  Al 

Rave  Foam A4 

Rave  Foam-Powder  Al 

Rave  Gleam  &  Glow    Al 

Rave  Hi  Foam  Acid    A3 

Rave  Hi-Alk    A2 

Rave  Hi-Alkelate  A2 

Rave  Knock-Out  A2 

Rave  Liquid  Acid  Cleaner    A3 

Rave  Liquid  Alk  Extra  Duty    A2 

Rave  Liquid  Alk  Hi  Foam   Al 

Rave  Liquid  Alk  Shackle  Cleaner    Al 

Rave  Lub  and  Clean  A1.H2 

Rave  Lubri-Glide A1.H2 

Rave  Neutra  Scrub    Al 

Rave  Neutral  C.H.P Al 

Rave  No  Korrose  Equipment  Cleaner       Al 

Rave  Ortho  Clean   Al 

Rave  Premium  APC    Al 

Rave  Rite-Cross A2 

Rave  RP-590  A2 

Rave  Safe-Lube  H2 

Rave  Shine  Al 

Rave  Solvel   A4 

Rave  Super  Klor  Al 

Rave  Super  Klor  Suds Al 

Rave  Super-Alkelate  A2 

Rave  Synergist Al 

Rave  Ultra  Scrub  Al 

Rave  Vangard    A2 

Rave  Vanilla   CI 

Rave-Alko   Al 

Rave-Extra  Al 

Rave-H.D.  Foam  Al 

Rave-Hi-Lube    HI 

Rave-Hydroxy  A2 

Rave-I-Cide  Hand  Soap    E2 
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Rave-Power  Plus  Al 

Rave-RH-120  Shell  Egg  Cleaner   Ql 

Rave-Slide  HI 

Rave-1000  A2 

Rave-1235   Al 

Ravesan  #1    D2.Q4 

RA-101    Al 

RA-102    Al 

RA-103    Al 

RA-122    Al 

RA- 123  Neutral  Cleaner  Al 

RA-125    Al 

RA-150  Powder Al 

RA-205  General  Cleaner Al 

RA-43  General  Cleaner Al 

RB-104    A2 

RB-105    Al 

RB-106    Al 

RB- 124  Cleaner/Booster  A2 

RB-160  Powder  Al 

RB-70/30  Shackle  Cleaner  Al 

RBB-1 15  Lubricant  H2 

RBB-116   H2 

RBB-1 18  Lubricant  A1.H2 

RC-107    A3 

RC-126  Acid  Cleaner   A3 

RCC-100  Laundry  Detergent    Bl 

RD-1 13  Concrete  Floor  Cleaner  A4 

RD-50M  Floor  Cleaner  A4 

RFB-121     Al 

RFB-701  Foam  Booster    Al 

RH-112    Ql 

RH-1 14  Shell  Egg  Wash  Detergent  ....  Ql 

RP-AI1  Purpose  Cleaner   Al 

RP- 170  Detergent   Al 

RP-175  All  Purpose  Cleaner Al 

RP-180  Cleaner  Al 

RP- 185  General  Cleaner  Al 

RP-190  Neutral  Detergent Al 

RP-192  Neutral  Cleaner   Al 

RP- 195  General  Cleaner  Al 

RP-21 5  Hi-Foam  Powder  Al 

RP-220  CI 

RP-221  CI 

RP-245  General  Cleaner  Al 

RP-302  Ql 

RP-305  All  Purpose  Low  Foam  Al 

RP-339  Al 

RP-339  Special   Al 

RP-405  Acid  Cleaner   A3 

RP-405HFAcid  A3 

RP-405C  Concentrated  Acid  Cleaner  ..  A3 

RP-500CL   Al 

RP-505  Chlorinated  Heavy  Duty 

Cleaner   A2 

RP-515  Chelated  Heavy  Duty  Cleaner  A2 

RP-525  Smoke  House  Cleaner  A2 

RP-543  A2 

RP-545  Cone A8 

RP-545M  A2 

RP-565  H.D.  Cleaner   A2 

RP-575  Heavy  Duty  Foam  Cleaner  ....  Al 

RP-585  C.L Al 

RP-585NP   Al 

RP-703  Chelate  Al 

RP-715  Jell  Additive  Al 

RP-716  Jell  Liquid    Al 

RPB  900    G6 

RPB  920    G6 

RPB  930    G7 

RPB  940    G7 

RPB  950    G6 

RPT931     G7 

RPT933C   G7 

Safe-N-Kleen  Al 

Safe-T-Solv   A4.C1 

Safe-T-Steam  Al 

Sanitizer  "R"    Dl 

Santi-Wash  E2 

Santi-Wash  Hand  Soap  E2 

Scat    Al 


Scram  Al 

Sno-Flo    Bl 

Sodium  Hypochlorite    D2 

Sof-Tex  Hand  Cleaner    El 

Softsuds  Hand  Cleaner  El 

Spec-Chlor  Al 

Special  AA  Fly  Spray  Fl 

Super-C   Al 

Tray  Wash  Al 

White  Oil  35  USP  HI 

70/30  Extra    Al 

Raw  Resources  Ptd.  Ltd. 

Aquazyn  1000  L2 

Rawn  Company,  Inc. 

Cable  Cleaner   K2 

Chloro-Clean  K2 

Cleaner  Lube  H2 

Contact  Cleaner  K2 

Electronic  Component  Cleaner  K2 

Silicone  Lube H2 

Super  Wash  K2 

Tefrawn   H2 

TF  Degreaser  K2 

TF  Solvent  K2 

Ray  Camp,  Incorporated 

Adjunct  Special  G6 

Formula  C-X   G6 

Formula  C-Y  G6 

Formula  C-20    G7 

Formula  C-34    G7 

Ray  Criswell  Distributing  Co. 

Cris-Clene  All  Purpose  Cleaner  ....    A4.A8 

Cris-Clene  Cleaner  Disinfectant  Dl 

Cris-Clene  Cris-Care  Prtnzd  Ltn  Hnd 

Soap    El 

Cris-Clene  Cris-Lemon  Disinfectant    ..    C2 

Cris-Clene  Cris-Mint  Disinfectant   C2 

Cris-Clene  Cris-Pine  Pine  Odor  Dsnfnt  CI 
Cris-Clene  Cris-Thick  Pink  Hnd&Body 

Soap    El 

Cris-Clene  Neutral  Cleaner A4 

Cns-Clene  R.C.32  Clear  Hand  Dshwshg 

Det Al 

Cris-Clene  R.C.33  Pink  Hnd  Dshwshng 

Dgrs  Al 

Cris-Clene  Tri-D  Degreaser-Cleaner  ..  A4 
Cris-Clene  40%  Liq.  Cocont  Oil  Hand 

Soap    El 

Raymond  Johns  Distributing 
Company 

BlastOff   Al 

Razor  Chemical  Inc. 

Razor  Blue  CI 

Razor  Green CI 

Razor  Red   CI 

Re-Li-On  Corporation 

Re-Li-On  Cutting  and  Tapping  Fluid  ....  PI 
Re-Nu  Chem  Co. 

Hood  Kleen  PI 

Re-Nu  Floor  Kleen   A4 

Re-Nu  Grill  Kleen  Degreaser  A8 

Re-Nu  Metal  Kleen  A7.A8 

Re-Nu  Oven  Kleen   A8 


Reaction  Engineering 

Crac-Bac    D2 

RXN-Flow  CI 

RXN-Flow  Dry  Powdered  Floor  Cleaner  CI 

RXN-Reactivate A4 

RXN-10  G6 

RXN-100  G7 

RXN-11    G2.G6 

RXN-112  G7 

RXN-114  G7 

RXN-12  G6 

RXN-13  G6 

RXN-14  G6 

RXN-20  G6 

RXN-21   G6 

RXN-222  LI 

RXN-30  G6 

RXN-300  A4 

RXN-3000  G6 

RXN-3020  G6 

RXN-31   G6 

RXN-32  G6 

RXN-33  G6 

RXN-33-C  G6 

RXN-34  G6 

RXN-348  PI 

RXN-35  G6 

RXN-351   A2 

RXN-36  G6 

RXN-361   A3 

RXN-37  G6 

RXN-37-T   G6 

RXN-3700  G6 

RXN-3710  G6 

RXN-38  G7 

RXN-380  Al 

RXN-39  G6 

RXN-40  G6 

RXN-41   G6 

RXN-50  G6 

RXN-51   G6 

RXN-52  G6 

RXN-54  G6 

RXN-55  G6 

RXN-56  G6 

RXN-57  G6 

RXN-59  G6 

RXN-60  G6 

RXN-61   G6 

RXN-62  G6 

RXN-63  G6 

RXN-65  G6 

RXN-66  G6 

RXN-67  G6 

RXN-6700  G6 

RXN-69  G6 

RXN-70  G7 

RXN-7000  G7 

RXN-7010  G7 

RXN-7020  G7 

RXN-7030  G7 

RXN-71   G7 

RXN-72  G7 

RXN-73  G7 

RXN-74  G7 

RXN-75  G2.G6 

RXN-76  G2.G6 

RXN-78  G7 

RXN-80  G7 

RXN-81   G7 

Reagent  Chemical  &  Research,  Inc. 

Hydrochloric  Acid  PI 

Real  Kleen  Environmental,  Inc. 

Real  Kleen  Al 
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Rebel  Sales  Agency 

Rebel  Multi-Puip.  Oil  &  Grease  Absor- 
bent     Jl 

Rebel  Yell,  Inc. 

X-The-Spot    CI 

Reckitt  &  Colman,  Inc. 

Easy-Off  Grill  Power   Al 

Easy-Off  Kitchen  Wonder    A4.A8 

Easy-Off  Oven,  Grill  &  SS  Cleaner  ....    A8 

Reco  International 

RECO-717  Prem.  Ammon  Refrig  Cmprs 
Lubr H2 

RectorSeal  Corporation,  The 

Food  Grade  Silicone  HI 

Ice  Machine  Cleaner  A3 

Lube-R-Coat    H2 

Nickel-Safe  Ice  Machine  Cleaner A3 

RectorSeal  Aerosol  Clean-N-Safe    PI 

RectorSeal  Clean-N-Safe    PI 

Red  &  White  International/ 
A  Div.  of  Federated  Foods, 
Incorporated 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 

1005  Liquid  Hand  Dish  Wash    Al 

1090  Institnl.  Liq  Drn  Pipe  Opnr  & 

Mntnr    LI 

330  Machine  Dish  Wash  Compound        Al 
335  Institutional  Deep  Fat  Fryer  Cleaner  A8 
341  Supreme  Low  Suds  Laundry  Deter- 
gent      Bl 

345  Concentrated  Dry  Bleach Bl 

706  Liquid  Hand  Soap   El 

707  Green  Liquid  Detergent  Al 

920  Heavy  Duty  General  Purpose 

Cleaner   Al 

925  Ammoniated  All  Purpose  Cleaner     A4 

940  Bowl  Cleaner  C2 

945  Alkaline  Degreaser  &  Oven  Cln 

Cone    A8 

950  Extra  Heavy  Duty  Degreaser  ..    A4.A8 

Red  Arrow  Manufacturing 

RAS  4  5  Detergent/Disinfectant  D2 

Tergex  All  Purpose  Industrial  Cleaner  Al 
Whirlaway  All  Purpose  Industrial 

Cleaner   Al 

Red  Bell,  Inc. 

Double  Action  Penetrant  Oil    H2 

Dry  Fog  ULV  Flea  Bomb F2 

Orange  Kkrushh  Degreaser  CI 

Orange  Power  Deodorizer/Degreaser        CI 
Orange  Power  Foaming  Glass  Cleaner     CI 

Orange  Power  Oven  Cleaner    A8 

Orange  Power  Rough  Touch    E4 

Orange  Power  Soft  Touch  E4 

Red  Bell  Single  Ply  Adhesive  Rmvr. 

Jell  Kl 

Rough  Touch  E4 

Soft  Touch  ...  E4 

Soft  Touch  Hand  Cleaner  E4 

Tar  &  Asphalt  Remover  Jell  Kl 

Red  Devil,  Inc. 


Red  River  Chemical  Products 

Crystal   CI 

RB-2000    G6 

RR-No.  1   A4 

Red  Rose,  Inc. 

Miracle  Melt    Al 

Orange  Power   E4 

Red  Top  Products,  Inc. 

EW-D  Ql 

Formula  No.  102  Al 

Formula  903    Fl 

MSR  A3 

No.  105    Al 

No.  106   A2 

SW-1    Al 

104  Al 

401    Al 

404  A2 

411    Al 

414-M    A1.H2 

416-FA  Al 

419  A3 

431   Q2 

432  CI 

433  Al 

Reddick  Fumigants,  Incorporated 

Bro-Mean  C-0 F4 

Redico  Supply,  Inc. 

Acid  Detergent    A3 

Foaming  Acid  Detergent  A3 

Pro  Clean  A4 

Redi  Cleaner  Degreaser    Al 

Redi  Neutra  Clean  A4 

Redico  Heavy  Duty  Cleaner  Al 

Redman  Scientific 

Mean  Green  Power  Hand  Scrub  E4 

Reed  Paper  Co. 

Plumb-Eze  L2 

Reef  Industrial  Services,  Inc. 

Citra-Safe  CS-210  CI 

Citra-Safe  CS-290  CI 

Citra-Safe- 190  CI 

Refil  Chemicals,  Inc. 

All  Purpose  Cleaner    Al 

Allbnght    Al 

Allpro  Al 

Hercules  A4 

Magnum  A4 

Sparkle  Al 

Refrigeration  Technologies 

Carbonex   PI 

Ice/Tech  A3 

Regal  Maintenance  Products 

Antiseptic  Lotion  Hand  Soap  El 

Regal  Supply  &  Chemical 

"818"    Al 

A.D.C \\ 


Actamedic    El 

Activate   L2 

Alive    L2 

Aluminate    A3 

Ammo-Pine   CI 

Bay-Bee  CI 

BigO  CI 

Break-Thru  Al 

Brute    CI 

C-P-C  A2 

Cherry  Bol  C2 

Chloro  Clean  A2 

D'Oxid   A3 

De-Lime  A3 

De-Odo-Gest  CI 

Do-All   A4.C1 

DW-7  .  Al 

E-Z  Kleen  Concentrate  A4 

Economic  Bl 

Flash    A2 

Flush-A-Way  LI 

Food  Equipment  Lubricant  HI 

Food  Equipment  Lubricant  HI 

Glass  Kleen  Super  Concentrate    CI 

Herculex  CI 

Hi  Power   Bl 

Industrial  Oven  Cleaner    A8 

Kleerall    Al 

Lava-Matic  C-100  Al 

Lava-Matic  H-220  Al 

Lava-Matic  N-200  Al 

Lava-Matic  S-210  Al 

Lavar    C2 

Liqui-Bac  L2 

LBC-100    G6 

LBC-112    G6 

LBW-03  G6 

LBW-04  G6 

LBW-12  G6 

LBW-15  G6 

LBW-16  G6 

LBW-22  G6 

LBW-24  G6 

LBW-26  G6 

LBW-27  G6 

LCS-410    Al 

LCS-411     A3 

LCS-412    A3 

LCS-420  Cleaner  &  Scale  Treat PI 

LCS-445  Cleaner  &  Scale  Treat PI 

LCW-201  G7 

LCW-203  Cooling  Water  Treatment   ..  G7 

LCW-204  G7 

LCW-204ALT  G7 

LCW-205  G7 

LCW-205ALT  G7 

LCW-210  G7 

LCW-219  ..                       G7 

LCW-260  Cooling  Wtr.  Treatment  G7 

LCW-270  Cooling  Wtr  Treatment  G7 

LCW-278  G7 

LCW-280  G7 

LSA  302    G7 

LSA-300    G7 

M-CGel A4 

Mark-Off  CI 

Mate  CI 

Mint  Power   CI 

New  Shine  Metal  Polish  (Aerosol) A7 

New-Shine  ..  A7 

O-So-Brite   C2 

Off-En                                             ...  A8 

Out-Stain   Bl 

PMC C2 

Pink  Suds  Al 

Power  Up  \;  \s 

Pro-Ba.  L2 

Purge                      LI 

Reo-Clean  100 CI 

Shur-T-Solv  Kl 

Silicon-Lub                                     ..  HI 

Skal-Zo    \3 
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Soak  Hot  Dip  Cleaner A2 

Softaskin    El 

Spray  &  Foam  CI 

Spntz   A8 

Star Al 

Steam-Eze    Al 

Super  Bleach   D1.B1 

Super  Bol  Brite  C2 

Super  Carpet  Concentrate  PI 

SOF   B2 

Universal  512    Al 

Versatol   A4 

Viru-Cide  D2 

Washex    Bl 

Regal  Supply,  Inc. 

Grease  Nol  More  CI 

Regency  Chemical  Company 

Pro  Solv  #39   A4.A8 

Regency  Group,  The 

Brite  &  White  Bleach  B1.D2 

Sir  Fatless  Foam  Clnr  for  Meat  Cut  Ar- 
eas      Al 

Reiner  Chemische  Fabrik  GMBH 

Geralyn  1  HI 

Geralyn  2  HI 

Ontropeen  ETF  300 H2 

Reinhart  Institutional  Foods,  Inc. 

Alkaline  Drain  Opener  &  Maintainer  ....  LI 

All-Purpose  Heavy-Duty  Detergent  ....  Bl 
Chlorinated  Liq.  Machine  Dshwshng. 

Cmpd Al 

Chlrnd  Super  Hvy-Dty  Mach. 

Dshwshng  Cmpd    A2 

Concentrated  General  Purpose  Cleaner  A8 

Concrete  Cleaner  A4 

Disinfectant  Deodorizer    CI 

Disinfectant/Sanitizer    D2 

Drain  Opener  LI 

Extra-Strength  Limestone  Solvent 

Cleaner   A3 

Granulated  Chlorine  Bleach  10%  Bl 

Heavy-Duty  Degreaser   A8 

Heavy-Duty  Liquid  Break  Bl 

Hospital  Strength  Germicidal  Detergent  D2 

Iodophor  Sanitizer  D2 

Liquid  Chlorine  Bleach  Bl 

Liquid  Softener   B2 

Pink  Lotion  Detergent  Al 

Plastic  Destainer   Al 

Premium  Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner   A7 

Super  Heavy  Duty  Cleaner  Al 

Reitech  Corporation 

CD-30  Cleaner  Degreaser  A4 

PB- 10  Liquid  Cleaner  Al 

Release  Coatings,  Incorporated 

M- 12  Release  Cote   HI 

Reliable  Finishing  Products  Inc. 

Premium  Cleaning  Cone.  Challenger 
PC-737    A4 

Relton  Corporation 

A-9  Aluminum  Cutting  Fluid  PI 


Option  1  Cutting  Fluid   PI 

Rapid  Tap  Cutting  Fluid  PI 

Rely  Chemicals,  Inc. 

#1  Oil  HI 

Caustic-50   A2 

Chlor    Al 

Chlor  Foam  Al 

Dish  Magic    Al 

Dish  Pro  Al 

DG  #  10  Al 

Egg  Pro   Ql 

Egg  Pro  Premium   Ql 

Extra  Clean   A2 

Foam  Max   Al 

Foam  Scrub  Al 

Foam  Solve   Al 

Gentle  Hand  San  E2 

Laundry  Maid    Bl 

Lube  Clean    H2 

Max-Quat D2 

Mean  Clean   A2 

Mega  Clean  A2 

No-Foam   A1.Q5 

Power  Clean    Al 

Rely  Egg  Clean  Ql 

Shell-Terge    Ql 

Shine  All   A3 

Sun  Bright  Bl 

Remington  Chemical  Corporation 

D-Lime CI 

Replacement  Components  Division/ 
Carrier  Corporation 

Totaline  Indoor  Coil  Cleaner  Concen- 
trate    PI 

Republic  Chemical  Co.,  Inc. 

APC-Steam    Al 

APC-3    Al 

Bottle  Wash  Plus  Al 

Bottle  Wash  25   Al 

Bottle  Wash  25/CS   Al 

CIP-CL    Al 

CIP-CP A2 

CIP-HDP  A2 

CIP-LI   Al 

E-Z  Chain  Pet   H2 

E-Z  Chain  77  H2 

E-Z  Chain  88  H2 

E-Z  Chain  92  H2 

E-Z  Chain  99  H2 

FC-7  CI 

HDC-HF    A3 

HDC-Phos   A3 

HDC-290  A3 

HDC-8  Al 

MPL-6   A4 

NS-Defoamer Al 

Prism   Al 

PEG-9    Ql 

Republic  Industrial  Maint.  Supply 
Corp. 

pH-7  Neutral  Cleaner  &  Auto.  Scrbr 

Cone A4 

Citrus  CS  CI 

Sassafras  Bowl  Cleaner C2 

Spectra-Cide    CI 

Spectrum   C2 

Rescue  Industries,  Inc. 

Drainright CI 


Research  Chemical  Specialties  Co. 

Chloroclean   Al 

Green  Magic  Bathroom  Cleaner  C2 

Liquid  Snake  Drain  Pipe  Opener  LI 

Mean  Green  Water  Soluble  Degreaser     A4 

Santi  Dyne  E2 

Super  Bowl  White  Emulsion  Bowl 

Cleaner   C2 

Super  Foam  Spray  Cleaner  Degreaser      CI 

Super  Suds  Al 

Vat  Attack  A2 

747  Spray  Cleaner  Degreaser  CI 

Research  Chemicals,  Inc. 

RC-601 1  Heavy  Duty  Steam  Cleaner      Al 

Research  Industries  Corporation 

Tarn  General  Purpose  Cleaner   Al 

Research  Products  Company 

Contacticide  5   Fl 

Detia  Gas-EX-B    F5 

Max  Kill  Mill  &  Bin  Spray   F2 

Research  Products,  Inc.  of  Alabama 

Cherry  Supreme CI 

Food  Processing  Equipment  Cleaner   ..    A3 

Marsol  WB  Degreaser/Cleaner  A4.A8 

RPI  Dish  Washing  Liquid    Al 

RPI  Spray  &  Wipe   A4.C1 

RPI-HD   CI 

Research  Specialties 

"Git's  It  Off   E4 

Mirror  Perfect  (Aerosol)  CI 

Mirror  Perfect  (Bulk)    CI 

One  Swipe  C2 

Reseda  Janitorial  Supplies 

Orange  Oven  Cleaner  A8 

ResinTech 

ResinTech  CGlONa PI 

ResinTech  CG8  PI 

Restaurant  Enterprises  Group,  Inc., 
The 

Coconut  Scented  Pink  Hand  Soap 
#300003    E4 

Restaurant  Equipment  Service 

Food  Equipment  Lubricant  HI 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner   A7 

Restaurant  Exhaust  Maintenance 

Dr.  Dirty's  Clean-All  Al 

Revere  Products 

"Depart"  CI 

Cleen-Sweep   Jl 

Crystal  Clean  Toilet  Bowl  Cleaner    ....    C2 

Drain  Maintainer  CI 

Drain  Opener  LI 

Formula  X42  Hand  Cleaner   E4 

Lubri-Foam   HI 

Lubri-Gear  H2 

Polar  Clean    A5 
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Re-Mu\      CI 

Red  Grease    H2 

RIM  (Chips)    CI 

RPC  Superior  Penetrating  Catalyst    ....  H2 

White  Guard  Grease   HI 

Rex  Chemical  Corporation 

'Bio  12"  CI 

"Medix"  E4 

"Narure-7"   CI 

Ammoniated  Oven  Cleaner A8 

Concrete  Cleaner  CI 

CLK-1    A4 

CLK-2   Al 

Devil    A4 

Diazinon  4E  Insecticide    F2 

Dry  Laundry  Bleach  Bl 

Duz-All  (Concentrated  Beads)  Al 

Excell  Heavy  Duty  Scrub  Soap   A4 

Foamicide    CI 

Golden  Pine  CI 

H.  D.  'White  Beads   Al 

H.D.  Blue  Beads  Al 

Hot  Stuff  Cleaner   A2.A8 

Hot  Vat  Cleaner    A2 

HD  Soap    A4 

Iodi-Clean    D2 

Kaustin  A4.L1 

L.S.R.l  Al 

Liquid  Hand  Soap  El 

Metal  Brite  Cleaner  &  Polish  A7 

Penetr-In    LI 

Pots  "N  Pans    Al 

Qwik-Off  A4 

Rex  Aeromedic  Hospital  Disinfectant 

Deo C2 

Rex  Bowl  Cleaner  C2 

Rex  Bug  Buster  Roach  &  Ant  Killer  ....  F2 
Rex  Cherry  Blossom  Scent  Insect  Killer  F2 

Rex  Cloro  Chlorinating  Solution    A4 

Rex  Glass  Cleaner  CI 

Rex  Mineral  Oil    HI 

Rex  Premium  Machine  Dishwash  Det. 

Chlor Al 

Rex  99K Al 

Rex-0 Al 

Rose  Magic   Al 

Sanilite  A3 

Silicone  Spray  HI 

Softy  Cleanser  A6.C2 

Solid-Plus    Al 

Solid-Shine    Al 

Steel  Brite   CI 

Stop  Insecticide  Fl 

Super  00 Al 

Super- Suds  Al 

Sur-G-Pal  E2 

88X    A4 

Rexford  Rand  Corporation 

Adept  ATA  Colloidal  Stain  Remover       CI 

Aerozone   CI 

Air  Strike  F2 

Air-Way  Coil  and  Fin  Cleaner  PI 

Anadex  Broad  Spectrum  Boiler  Treat- 
ment        G6 

Aquacid  A3 

Aseptigen  CI 

Biocron  Energized  Detergent  System  ..    CI 

Carbon-X  A8 

Chem-Grains  Enzyme  Fortified  Des- 

tainer  A6 

Chemthex  Odorless  Drain-Line  Opener   CI 

Citiex  CI 

Citrogen  Cleaner-Degreaser  Concentrate  Al 
Clear  Lite-ATA  Cleaner-Brightener  ....  CI 
Clear  Lustre  Glass  Cleaner  &  Lusterizer  CI 

Contact  Dielectric  Safety  Solvent K2 

Cool-Aide    H2 

Danish  Steel  Foaming  Stainless  Stl  Pish  A7 


Danish  Steel  Stainless  Steel  Polish    ....    CI 
Daxsol  Foam  Factored  Butyl  Concen- 
trate      A4 

Deft  Liquid  Lustre  Cleaner  CI 

Deo-Grains  High  Intensity  Deod.  Gran- 
ules       CI 

Deo-Trol  Blue  C2 

Deo-Trol  Pink   CI 

Deparsol  Non-Petroleum  Degreaser  ....    CI 

Di-Butylan  A4 

Display  Foamable  Surface  Restorer  ....    CI 

Drane  LI 

Dri-Sheen  A-T-A  Non-Pressurized 

100%Fill  CI 

Dri-Tex  A-T-A  Non-Pressurized  100% 

Fill  CI 

Electrol  Safety  Solvent  K2 

Encounter  Concentrate    A4.C1 

Envirocide   CI 

Erace-Sirl  Vandal  Mark  Remover    CI 

Extrasolv    K2 

Extrasolv  A-T-A  Non-Pressrzd.  100% 

Fill  K2 

Formula  2001  Ded-Sect 

Flying&CrawlInsct F2 

Glad  High  Intensity  Neutral  Concentrate  Al 
Glide  A-T-A  Non-Pressurized  100%  Fill  H2 
Glide  Ail-Purpose  Silicone  Spray 

Lubrcnt  HI 

Hydro-Aide  1015  Cooling  Tower  Treat- 
ment        G7 

Ice-Minus  Exothermic  Ice  Melter CI 

Isosept   A4 

Liquilax  Liquid  Drain  Line  Opener  LI 

Lope  Lubricant-Protectant  with  Moly      H2 

Malatrol  Malador  Destroyer  CI 

Mechanic's  Formula  Right-Onl  E4 

Metacron  Micro-Emulsion  Detergent 

System CI 

Microflow  Organic  Waste  &  Odor  Di- 
gester      CI 

Micronic Al 

Microplex CI 

Micropol    H2 

Micropol  A-T-A  Non-Pressurized  100% 

Fill  K2 

Microvate  Enzyme  Organic  Waste  Di- 
gester    L2 

Molide  21    H2 

Neo-Tone  Floor  Conditioner CI 

Nex  Mildew  &  Mold  Stain  Remover  ..    Al 
Nitronate  Tile  &  Stainless  Steel  Cleaner  A3 
Oven-Master  Heavy  Duty  Carbon  Re- 
mover       A8 

Peneflex  H2 

Peneflex  A-T-A  Non-Pressurized  100% 

Fill  CI 

Perma  Lube  21  Bi-Phase  AntiFriction 

Lub H2 

Power-Flush  Drain  Line  Cleaner 

Maintnr LI 

Pring  Lotion  Dishwash  Al 

Propel  Flotation  Treatment  CI 

Provox  Chemical  Cleaner  A3 

Quatrex    CI 

Rampage  Sewer  Solvent  LI 

Relium  Cleaner  Concentrate  C2 

Revolve   H2 

Revotane  Concrete  &  Asphalt  For- 
mula      A4.C1 

Right-Onl  E4 

Rite-Cream CI 

Sanacare  Hospital  Disinfectant  Deodo- 
rant        C2 

Smart  Fortified  Gloss   CI 

Sonix  Condenser  Coil  Cleaner-Restorer    PI 

Spray-Glove  E4 

Techlon    H2 

Thermall  Drain  Line  Opener    LI 

Thurge  Sewer  and  Drain  Line  Opener  ..  LI 

Total  Break   D2 

Triseptic  El 


Trisonate  No-Rinse  Chill  Coil  Clnr- 

Restr   PI 

Tromp    F2 

Valid    CI 

Rhema  Cleaning  Products 

Rainbo  "Heavy  Duty"  Grease  &  Dirt 
Rmvr  Al 

Rhiel  Supply  Co. 

Break  Down  A4 

Lotion  Skin  Cleaner    E4 

Rho-Chem  Chemical 

RC-132    G6 

RC-136    G6 

RC-136B   G6 

RC-160    G7 

RC-17    G6 

RC-175    G6 

RC-185    G6 

RC-196    G7 

RC-92    G7 

Rhomar  Industries,  Inc. 

"Bandit"  Al 

Act-938    G7 

Adhesafe    CI 

ACL-921    G7 

ASB-901    G6 

ASB-908    G6 

ASR-932    G6 

Bac-Attack  L2 

Bio-Clean  Al 

Boiler-Pro  425  G7 

Boiler-Pro  435  : G6 

Boiler-Pro  901  G6 

Boiler-Pro  927  G7 

Boiler-Pro  932  G6 

Boiler-Pro  933  G6 

Chem-O-Clean  A3 

Chlorinated  Foaming  Cleaner  Al 

Clean  and  Thaw    A5 

Cockroach  Killer  F2 

Coconut  Hand  Soap    El 

Ex-Cell  A4 

Fat-Ien   Al 

Flash    Al 

Food  Equipment  Lubricant  HI 

Hi-Heat    LI 

Liquid  Steam  Cleaner  Concentrate  Al 

Lubn-Gel  Hi-Heat  Multi-Purp  Spray 

Lube    H2 

Magna-Brite  Al 

Neutra-Magic  Al 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Organic  Acid  Cleaner  A3 

Paint  &  Varnish  Remover C3 

Powdered  Laundry  Detergent  Bl 

Rhoma-Sol  CI 

Safe-Solv  Degreaser  Safety  Solvent  ....  K2 

Sewer  Sweetener  Cherry  CI 

Spray  Fog    Fl 

Touch  of  Glass    CI 

Touch  of  Glass  (Bulk)    CI 

Tower  Pro  4000 G5 

Tower  Pro  8000 G7 

Rhone-Poulenc  Basic  Chemicals  Co. 

Aluminum  Sulfate  Gl 

Chelon  100    A1.G6 

Chlorinated  Trisodium  Phosphate  ..    D1.Q4 

Dense  Soda  Ash    A1.G6 

Disodium  Phosphate   G6.GI 

Lite  Soda  Ash   A1.G6 
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Monosodium  Phosphate    A3 

Phosphoric  Acid  75%  A3 

Potassium  Tripolyphosphate  Al 

Safe-Grip  Jl 

Sodium  Acid  Pyrophosphate A3 

Sodium  Hydroxide  Solution  50%  A2 

Sodium  Tripolyphosphate  A1,G6,G1 

Tetrapotassium  Pyrophosphate   Al 

Tetrasodium  Pyrophosphate    A1.G6.G1 

Tripotassium  Phosphate    Al 

Trisodium  Phosphate  A1.G1 

Vitrafos    A1,G6,G1 

X-Tend  G7 

Rhone-Poulenc  Inc. 

Mirawet  FL   Al 

Ri-Tec 

Handee  E4 

Richard-Ewing  Equipment  Co. 

Soo  Brand  Dry  Bleach    Bl 

Soo  Brand  Laundry  Break    Bl 

Richco  Inc.  of  Palo  Alto 

Lemon  Peel   CI 

Richco  Products,  Inc. 

Acti-Foam  Heavy  Duty  Foam.  Bath- 
room Clnr  C2 

Maxi-Clean    CI 

S-Wipe  Glass  &  Utility  Cleaner CI 

Sani-Foam   C2 

Sani-Foam  Liquid   C2 

Spray  On  II   Al 

Richland  Research  Corporation 

Blast  LI 

Citra-Solv    CI 

Citra-Solv  2000  CI 

Mean  Green  Al 

Super  Solv  G  Al 

Richmond  Oil,  Soap  &  Chemical 
Co.,  Inc. 

Handterge  El 

Phosphoterge  1 363  G   Al 

Richchlor  Dl 

Richterge  Dl 

Richterge  1P2    A2 

Sanirich    D2 

Richmond  Supply  Co. 

Miracle  Mile  Best  Bet A6.C2 

Miracle  Mile  Bowl  Cleaner    C2 

Miracle  Mile  256 Dl 

Ricmar  Industries,  Inc. 

•'RG-99"  H2 

Action  Energized  Concentrate    A4 

Advantage  1  Floor  Prep  &  Maintainer  A4 

All-Sect  Flying  &  Crawling  Insecticide  F2 

Bactrol  Disinfectant  Deodorant    C2 

Bench-Mate  #274  Solvent  Cleaner  & 

Dgrsr  Kl 

Bi-Quat  Lemon  Odor  Disnfctnt  Deod. 

Clnr A4 

Bi-Quat  Mint  Odor  Disinfectant  Deod 

Clnr  CI 

Bi-Quat  Pine  Odor  Disinfectant  Deod 

Clnr  CI 

Blast  Concentrated    A2 


Blue   CI 

Bolt  Buster    H2 

Brake  Kleen  Kl 

Bnte  Glass  &  Utility  Cleaner  CI 

Charge   A4 

Chemi-Jel  CI 

Con-Clean  Heavy  Duty  Cleaner  CI 

Control  Germicidal  Cleaner  Deodorant     CI 

De-Odor  CI 

Deo-Dis  Bowl-Porcelain  Maintainer    ..    C2 

Derma-Sept  Sanitizing  Hand  Soap  E2 

Digestaid   CI 

Digestant  250 L2 

Drain  Away  LI 

Dry  Moly  H2 

Enzymatic  Mark  II    L2 

Finish  Stainless  Steel  Cleaner  &  Polish   A7 

Fogging  Insect  Killer    F2 

Fogicide  Fly  &  Roach  Spray   Fl 

Futron    Dl 

Future  Dl 

G.I.  Lube  HI 

Gear  Eze  Open  Gear  Grease  H2 

Gelsol  Kl 

Grease-It    H2 

Grime  Buster  Al 

Grit  Kleen   E4 

Gritty  Heavy  Duty  Friction  Hand 

Cleaner   E4 

Guard  CI 

Handi-Kleen E4 

Heavy  Duty  Deo-Dis  Bowl  Treatment      C2 

Hy-Creme  Dish  Detergent    Al 

Hycreme  Lotionized  Detergent  A4 

Hydro-Clean    A4 

Hysil  Silicone  Lubricant  HI 

In-Cide  F2 

Invisible  Glove  Barrier  Creme  E4 

Jet  Spray    Kl 

Liquid  Coco  Hand  Soap  El 

Loosen  Four H2 

Micro-Klenz CI 

Mint  Scent  Disinfectant    CI 

Moly-500  H2 

Multi-Quat  Neutral  Disinfectant  CI 

Natural  E4 

Nitra  Sweet   CI 

Odor  Free  Fumeless  Drain  Pipe  Cleaner  A4 

Odor-Zone  CI 

Orange  CI 

Ov-Clean  Grill-Oven  &  Fat  Fry  Cleaner  A8 

Oven  Magic  A8 

Pine  Odor  Disinfectant  CI 

Power  Clean    Al 

Power  Clean  Energized  Concentrate    ..    A4 

Pro-Lube    H2 

Prolong  Battery  Cleaner  And  Protector     PI 

Pummel   E4 

Quick  Wash  Al 

Quickspray  Disinfectant-Deodorant  ....  CI 
Re-Ox  Chemical  Cleaner  and  Deoxi- 

dizer    A3 

Repel  Non-Toxic  Deodorizing  Granules  CI 

Residual  Insecticide F2 

Ricmar  B-4    E4 

Ricmar  Bolt  Buster  H2 

Ricmar  Dri-Glide H2 

Ricmar  Sil-Glide  HI 

Right  Stuff  Quarry  Tile  Clnr  Rejuvena- 

tor   A3 

Router  Sewer  Solvent  LI 

RM  B3002  G6 

RM  Concentrate  Cleaner A1.E1 

RM  C5025  G7 

RM  D3503  G6 

RM  D3504 G6 

RM  P903  G3 

RM  R4010  G7 

RM  S-1010   G7 

RM  S1008  G7 

RMRC443  PI 

Sani  Lube HI 


Sani-Gly  CI 

Sani-Lube  HI 

Sect-X  Residual  Roach  Liquid  F2 

Sect-X  Roach-N'-Ant  Killer  F2 

Sil-Glide  Silicone  Lubricant  HI 

Skour  Kreme  C2 

Spray  n'  Wipe  I  CI 

Spray-Dis  Germicidal  Spray  &  Wipe 

Clnr CI 

Spray'N  Wipe    CI 

Steam  Cleaner  Concentrated  A2 

Super  Fogging  Insect  Killer   F2 

Super  Tuff  Concrete  Cleaner   A4 

Superior  Shine  Stainless  Steel  Clnr/Pol.  A7 
Sure  Flo  One-Shot  Drn  Opnr  w/Odor 

Blnkt  LI 

SS  100  Industrial  Solvent  K2 

T-Lube  H2 

Tact  Clean  K2 

Thrust  Plus  Prilled  Drain  Opener  LI 

Tri-Gly  Air  Sanitizer  And  Surface 

Disnf.    CI 

Tuff  Industrial-Waterless  Hand  Cleaner    E4 

Tuff  Waterless  Hand  Cleaner  E4 

Turquoise  CI 

Velvet  Liquid  Soap  El 

WIP  Wettable  Powder  Insecticide    F2 

10%  Disinfectant  Sanitizer  D2 

Ridgway  Industries,  Inc. 

Blast  Off  Oven  &  Grill  Cleaner  A8 

Blitz  Degreaser  Cleaner    Al 

Drain-All   CI 

Lemon  Scented  Ultra  Clean  +   A4 

Ridgway's  Clean  N'  Soft  Pink  Ltn 

HndSoap  E4 

Ridgway's  Eliminate  Dsnfct-Clnr- 

Deodrzr  CI 

Ridgway's  Jet  Clean    Al 

Ridgway's  Sun-Sational  Degreaser  A4 

Ultra  Clean  +  Al 

Rieskamp  Equipment  Company  Inc. 

Rieskamp  A-4000  I  Step  Detergent  A4.A8 
Rigo  Company 

Kill-Ko  Rat  Killer  F3 

Kill-Ko  Thro  Pac  Rat  Killer  F3 

Rigsbee  Janitor  Supply  Co.,  Inc. 

Concentrated  Bowl  Cleaner    C2 

Double  Dri  F2 

H.D.  Non-Butyl  Degreaser  Clnr  &  Deo. 

#80    Al 

Hospital  Disinfectant  Deodorant C2 

Product  80  H.D.  Non-Butyl  Dgrsr  & 

Deod   A4 

R  J  Concentrated  Bowl  Cleaner  C2 

Safe-T-Kleen  C2 

Riley  Engineering 

B-105  G6 

Rjncon  Associates 

SRW  5000  L2 

SRW  5000  M    L2 

Rio  Chemical 

A.P.C  Al 

Acid  CD  Dairy  Cleaner  Sanitizer D2 

Acid  Detergent    A3 

All  Purpose  Powdered  Cleaning  Com- 
pound      Al 

APC  HD    Al 
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Boil  Out  Fryer  Cleaner  A8 

Boiler  Treatment  G6 

Breakup    Bl 

Bnght-Wash Bl 

Cackle    Q1.Q2 

Chainlube  H: 

Clean  &  Fresh  Bl 

Clean  &  Fresh  I Bl 

Clean  &  Fresh  II  Bl 

Egg-Up Q1.Q2 

Ezee-Kleen A4.A8 

Floral  DDS    CI 

Foam  AD  A4.A8 

Foam  10  Control  Ql 

FGO-70   HI 

Germ  D   CI 

Golden  Glow  Al 

High  Foam  APC  A4 

HTC-38   A2 

Keg  Wash    A2 

Lemon  DDS CI 

Lemon  Ex    C2 

Liquid  Oven  Cleaner  A8 

LD-1  D2 

Machine  Descaler   A3 

Medex    El 

No  Crawl  F2 

NF-50  (Acid  C1P  Cleaner)   A3 

Ole  Red  Liquid  Al 

Ole  Red  Powd  Car  Wash  Trk  &  Rig  Spr 

Wash  Al 

One  Pass    CI 

Pan-Cleaner  Al 

Pine  DDS  CI 

Powdered  Egg  Wash  Ql 

PHD-1    CI 

Rio  Pink  Kleen   El 

Rio  Spice  Mint    CI 

Rio  Sur-Chlor   Al 

RioSect    Fl 

RC-30  Acid  A3 

Sepu-Stat  E2 

Shop-600  General  Purpose  Cleaner    ...    Al 

Smokleen  A8 

Steamy-I  Al 

SHS-1    E2 

Terminator  Al 

White  Hot    LI 

X-Tra  Heavy-Duty  Cleaner Al 

X-Tra  Plus  Liquid  Detergent   Al 

3  Way    C2 

Rio  Linda  Chemical  Co.,  Inc. 

Akta  Klor  15  G5.G7 

AktaKlor25  G5.G7 

Akta  Klor  7.5    G5.G7 

Bioslide  4300    H2 

Bioslide  5500    H2 

Bioslide  7200    H2 

Bioslide  8200    H2 

Bioslide  9100    H2 

Bioslide  9400    H2 

COF  Vessel  Cleaner  A2 

Dura  Klor D2.G7 

Evaporator  Descaler    A3 

F-120F  Al 

F-120TW  Al 

Foam  Add  10 A3 

Foam  Add  10A  Al 

Foam  Add  35 Al 

Lubricide  6000    D2 

O-C  Allgard  (C-10) G5 

O-C  Allgard  (CR-6)    G5 

O-C  AIIGard  SR-57    G5 

O-C  AllGard(C-14)  A1.G5 

O-C  AllGard(CR-7) A1.G5 

O-C  DC-410   Al 

O-C  DC-420    Al 

O-C  DC-4505    Al 

0-CFAllGard(314)  G5 

O-C  F-Allgard  (CL-42) G5 


O-C  F-Allgard(BTV) G5 

O-C  F-Allgard(SR-70)    G5 

O-C  F-AllGard  (B110)  G5 

O-C  F-AUGard  (SW)    G5 

O-C  F-AIIGard(A)  G5 

O-C  F-AHGard(B)  G5 

O-C  F-AIIGard(SR-120)  A1.G5 

O-C  F-AllGard(SR-22)  G5 

O-C  F-CA   G7 

O-C  F-OSR(120)  A3 

O-CF-100  A3 

O-C  F-101    A3 

O-C  F-102-10   A3 

O-CF-1020  Al 

O-C  F-1022  Al 

O-CF-1024  Al 

O-CF-103  CI 

O-CF-105  Al 

O-CF-106  Al 

O-CF-110  A2 

O-CF-111    Al 

O-CF-1125  A4 

O-CF-114  Al 

O-CF-115  A3 

O-CF-1155  A3 

O-CF-116  Al 

O-CF-120  Al 

O-CF-125  Al 

O-CF-130  G7 

O-C  F-132-10   G7 

O-CF-135  CI 

O-CF-136  Al 

O-CF-137  CI 

O-CF-138  Al 

O-C  F-138LF Al 

0-CF-138S  Al 

O-CF-141   CI 

O-CF-142  Al 

O-CF-145  Al 

O-CF-146  Al 

O-CF-155  Al 

O-C  F-156  Al 

O-CF-157  Al 

O-CF-158  Al 

O-CF-160  Al 

O-C  F-161    Al 

O-CF-165  A4 

O-C  F-170  A2 

O-C  F-175  A2 

O-C  F-180  A2 

O-C  F-185  Al 

O-C  F-187  Al 

O-CF-190  A3 

O-CF-191   A3 

O-CF-192  A3 

O-C  F-195  Al 

O-CF-196  A3 

O-C  F-200  Al 

O-C  F-201   Al 

O-C  F-205  CI 

O-C  F-210  Kl 

O-C  F-215  Al 

O-C  F-220  A2 

O-C  F-225  Al 

O-C  F-2255  Al 

O-C  F-226  Al 

O-CF-235  A2 

O-CF-240  Al 

O-C  F-245  A2 

O-C  F-250  CI 

O-C  F-255  H2 

O-CF-2555  CI 

O-C  F-256  H2 

0-CF-259SL H2 

O-C  F-260  H2 

O-CF-265  H2 

O-C  F-266  H2 

O-C  F-268  H2 

O-CF-270  Al 

O-C  F-273   Al 

O-C  F-274  Al 

O-C  F-275  Al 


O-C  F-276  Al 

O-C  F-280  Al 

O-C  F-281   Al 

O-C  F-285  Al 

O-C  F-300  Al 

O-C  F-301   A4 

O-C  F-302  Al 

O-C  F-303  Al 

O-C  F- 304  Al 

O-C  F- 305  Al 

O-C  F-310  G2 

O-CF-311    G2.G7 

O-C  F-545  TW   A3 

O-CF-725  Al 

O-CF-727  Al 

O-C  Iodont  No.  3    D2 

O-CIODONo.  1    D2.E3 

O-C  IODO  No.  2  Disinfectant  ..  D2.E3.Q6 

O-C  IODONT  No.  1  D2 

O-C  Phase  3    G5.G6 

0-CQuest-2S    G6 

O-C  Quest-3S    G5 

O-CQuest-310    G2 

O-CQuest-310S    G5 

O-CQuest-311    G2.G7 

O-C  Quest-5S    G5 

O-CQuest-510    G5 

O-CSan-QNo.  1    D2 

O-CSan-QNo.  2    Dl 

O-CSan-QNo.  3    G7 

O-C  Sentinel  Wash  And  Surface  Sani- 

tizer  Dl 

O-CTak-10  A3 

O-CTAK-20F  A3 

O-CTAK-30  A3 

O-CTAK-50SX    A3 

O-C  WC-20A    A5 

O-C  112  A4 

O-C  118  CI 

O-C  315  Al 

O-C  3580  Al 

O-C  500  Kl 

Orenco  Anti  Foam  V    Al 

Orenco  Anti  Foam  1   Al 

Orenco  Caustic  Additive  E.Z.  Blend   ..  Al 

Orenco  Caustic  N.P A2 

Orenco  Chlorinated  Foam Al 

Orenco  Chloro  Boost    Al 

Orenco  Complete  Clean  HI A2 

Orenco  Cooker  Lube  Al 

Orenco  Deep  Clean  Al 

Orenco  Foam  Add  TVG-1    Al 

Orenco  Foam  Add  V Al 

Orenco  H.D.C.L A2 

Orenco  Heavy  Clean  A2.C3 

Orenco  Multi  Acid    A3 

Orenco  Power   A4 

Orenco  Rustoff  F.G A2.C3 

Orenco  5900    A4 

Orenco  6000    A4 

Orenco  6150  Spinach  Descaler Al 

OCSB  14    A2 

OC515NF  Al 

OC-F-194 A3 

OC-NC-51   Al 

Pura-Klor  PI 

Rio  357  Defoamer Al 

Riocide  HP37    PI 

Riocide  HP37D  PI 

Riosperse  SB-1    G7 

Water  Treatment  Cooker  Cooler  Com- 
pound      G5 

Rising  Star  Enterprises,  Inc. 

Champion    E4 

Victory  E4 

Ritchey  Products  Division 

Acid  Brite    A3 

Con-Lube  H: 
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CA-101    A2 

CA-23    Al 

CA-55    A2 

CA-70    A2 

CL-300 H2 

Dairy  Brite  Al 

E-Z-Lube  H2 

Egg  Cleaner  Ql 

EX-l-RP    Al 

EX-3W  Al 

Flokleen  Al 

Flor-Kleen   A4 

Foam-X   Q5 

Formula  311    A3 

FS-20O  A4 

Klorin-8  Al 

New  Freestone  A3 

Penta  Beads  A2 

Protoff  A2 

Richlube  H2 

Stain  Remover  Ql 

Super  Egg  Cleaner    Ql 

Super  Ex-It    G5 

Super  Foam-X  Q5 

Super  Stain  Remover    Q2 

Sure  Kleen  Al 

Tank  Brite   Al 

Rite  Color  Chemical  Co.,  Inc. 

All-Purpose  Cleaner  Concentrate  554  Al 

All-Purpose  Cleaner/Degreaser  A4 

B-095  Boiler  Treatment   G6 

B-100  Boiler  Treatment   G6 

B- 103  Boiler  Treatment    G7 

B- 107  Boiler  Treatment   G7 

B- 121  Boiler  Treatment   G6 

B- 126  Steam  Line  Treatment  G6 

B-56  Boiler  Treatment   G6 

B-63  Boiler  Treatment   G6 

B-95  Boiler  Treatment    G7 

C-377  Cooling  Tower  Treatment  G7 

Cleaner/Degreaser/Deodorizer  824  Al 

PB-03  Powdered  Boiler  Treatment G6 

PB-63  Powdered  Boiler  Treatment G6 

PB-82  Powdered  Boiler  Treatment G7 

PB-92  Boiler  Treatment   G6 

Rite  Bowl  Cleaner C2 

Rite  Industries,  Incorporated 

B-45  Steam  Line  Treatment  G6 

B-98  Liquid  Boiler  Treatment   G6 

B210  Liquid  Boiler  Treatment  G7 

B40  Liq  Steam  Line  Treatment   G6 

Rite-Kern 

Alkaline  Cleaner-Degreaser    Al 

All  Purpose  Cleaner    CI 

All  Purpose  Cleaner    CI 

Aluminizer  A3 

Bee-20  Germicidal  Bowl  Cleaner C2 

Bee-8  Germicidal  Bowl  Cleaner C2 

Big  Bear A4 

Big  Bear CI 

Bleach    B1.C2 

Bleach    Bl 

Chain  Lube    A1.H2 

Citrus-Klean CI 

D-Sol  CI 

D-Sol   CI 

D-Sol  Plus  CI 

D-Sol  Plus  CI 

Dairy-Kleen  Sanitizer  D2 

Descaler  Two A3 

Det  Solv  CI 

Det-Star  Al 

Egg  Washing  Compound    Ql 

Enforce Bl 

Grease-It    H2 

HDCD   Al 


HDCD  #2 A2 

HDCD  HF  A2 

HS-5000  E4 

HS-5000 E4 

Incredible  CI 

Klean  Hands    E4 

Kreme  Kote  Al 

Lemon-7  Detergent/Disinfectant  CI 

Liquid  Laundry  Detergent Bl 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Smokehouse  Cleaner  I    Al 

Low  Suds  Bl 

Nature's  Way  CI 

Nature's  Way  CI 

Number  10  Sanitizer  D2 

Phosphatizer A3 

Phosphatizer A3 

Pine  80 CI 

Pine  80 CI 

Pink  Lotion    E4 

Pink  Louon    E4 

Powdered  Packing  House  Cleaner   CI 

Powdered  Packing  House  Cleaner  CI 

Powdered  Smoke  House  Cleaner  Al 

Powdered  Smoke  House  Cleaner  A8 

Release LI 

Rust  Solv  H2 

Safe-T-Solv  (Aerosol)  K2 

Sani-Dyne    D2.E3 

Sani-Hand    E2 

Sila  Lube  HI 

Silicone  Release  0  H2 

Sparkle  Glass  Cleaner  CI 

Spray  Klean  CI 

Steri-Dyne  D2.E3.Q6 

Strike  I  Detergent/Disinfectant  CI 

Strike  II  Detergent/Disinfectant    CI 

Strike  III  Detergent/Disinfectant CI 

Super  Green  CI 

Sweet  Pine  Disinfectant/Detergent  CI 

SD-2  All  Purpose  Cleaner    CI 

SL-52  Hand  Cleaner  E4 

Terminator  Cherry  CI 

Terminator  Herbal  Fresh  CI 

Terminator  Pina  Coloda   CI 

Rite-OfT,  Inc. 

Drione  Dust  Insecticide  Spray   F2 

Food  Grade  Silicone  Spray  HI 

Four  In  One  Moisture  Displace  & 

Lubrcnt H2 

General  Purpose  Insect  Spray  Fl 

Generation  2000  Citri-Solv  CI 

Generation  2000  Foaming  Citrus 

Cleaner   CI 

Generation  2000  Food  Grade  Silicone 

Spr H2 

Generation  2000  Four-In-One H2 

Generation  2000  Industrial  Solvent  ....  K2 
Generation  2000  Teflon  Dry  Film 

Lubrcnt   H2 

Institutional  Insect  Spray    Fl 

Oven  Cleaner A8 

Rite  Off  Citrus  Stainless  Steel  Cleaner    CI 

Rite  Off  Odor  Deactant CI 

Rite-Off  Cream  Metal  Cleaner  &  Polish  CI 

Rite-Off  Grime  Buster    CI 

Rite-Off  Natural  Citrus  Solvent  CI 

Rite-Off  Safety  Solvent  Cleaner K2 

Rite-Off  Teflon  Dry  Film  Lubricant  ..  H2 
Rite-Off  Wasp  &  Hornet  Killer  w/Sevin  F2 
Roach  &  Ant  Pressurized  Cont.  Diazi- 

non    F2 

Silicone  Mold  Release    H2 

Stainless  Steel  Cleaner  and  Polish  A7 

River  Region  Supply,  Inc. 

Pro-Cap  Lemonize CI 

Spray  &  Wipe  CI 


Rivers  Run 

Energy  II   , Al 

PAC-LEI    Al 

Riverside  Chemical  Company,  Inc. 

ARSECO-22    CI 

Riverside  Paper  Company 

Liquid  Handsoap  El 

Riverside  Products  Corporation 

Proxycarb  135  Sodium  Percar- 
bonate   A1.B1.G5 

Riz-Man  Chemical 

Formula  440    A4 

Roberson  Environmental  Services, 
Ltd. 

Bio- Bad  4  Dgrsr  for  GrsTrps  and 
DrnLns    L2 

Robert  Langer  Company,  Inc. 

Aquafroth  Antibacterial  Skin  Cleanser  ..  E2 

Aquafroth  Antiseptic  Liquid  Soap   El 

DSD-10    D2 

DSD-25    Dl 

Formula  70    Al 

HC-2  Antibacterial  Skin  Cleanser    E2 

HD-Detergent    A4 

HD-90  Cleaner-Degreaser  Al 

Robert  Orr  Sysco 

Disinfectant  Deodorant  CI 

Flying  Insect  Spray  Fl 

Germicidal  Cleaner  CI 

Glass  Cleaner CI 

Oven  Cleaner  A8 

Stainless  Steel  Cleaner   A7 

Robinson  Chemical  Co.,  Inc. 

RC310  A3 

RC312  A8 

RC314  H2 

RC600  Al 

RC605  Al 

RC-203  C2 

RC-209  A4.H2 

RC-215  Al 

RC-2I9  Al 

RC-222  Al 

RC-223  Al 

RC-224  Al 

RC-227  Al 

RC-228  Al 

RC-229  Al 

RC-230  Al 

RC-232  A2 

RC-234  Al 

RC-238  A3 

RC-251  El 

RC-254  El 

RC-256  H2 

RC-257  A1.H2 

RC-258  H2 

RC-264  H2 

RC-276  A3 

RC-280  Al 

RC-289  HI 

RC-290  A3 

RC-291  Al 
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RC-292    A3 

RC-296    Al 

RC-297    Al 

RC-298    Ql 

RC-501    Al 

RC-504    Al 

RC-506    A3 

RC-507    Al 

RC-508    Al 

RC-511    Al 

RC-514    LI 

RC-516    A4 

RC-518    A2 

RC-520    A2 

RC-521    Al 

RC-522    Al 

RC-524    Al 

RC-525    Al 

RC-538    A2 

RC-539    Al 

RC-543    A2 

RC-544    Al 

RC-545    A2 

RC-547    Al 

RC-550    Al 

RC-551     Al 

RC-555    A2 

RC-556    A2 

RC-557    A2 

RC-558    A2 

RC-562    Al 

RC-565    Al 

RC-566    A2 

RC-567    Al 

RC-568    Al 

RC-570    A2 

RC-580    A2 

RC-581  Concentrate  All  Purpose 

Cleaner   Al 

RC-585  Pine  Oil  Disinfectant  CI 

RC-586  Pine  Odor  Disinfectant   CI 

RC-587  Fortified  Pine  Odor  Disinfectant  CI 

RC-588  Mint  Disinfectant C2 

RC-590  Disinfectant  Cleaner    A4 

RC-591  Detergent  Cleaner-Disinfectant  Dl 

RC-592  Detergent  Cleaner-Disinfectant  D2 

RC-601    A2 

RC-604    Al 

RC-607    Ql 

RC-608    Ql 

RC-610    A3 

RC-7    Al 

RC574   A2 

RC577   A2 

Sodium  Hypochlorite  Solution  D2.G4 

Robon  Supply 

Deoxidizing  Chemical  Cleaner  A3 

Rochester  Midland 

Alpha  2000    A! 

Asset    Al 

Augment  GT  L2 

Augment  GT  Pouch    L2 

Augment  Liquid    L2 

AC  500    A3 

AF-140  G7 

AF-725  G6 

APC-100    Al 

Bay-O-Cide   F2 

Biogenic  SE  370  CI 

Biogenic  SE  372  CI 

Biogenic  SE  373   CI 

Blitz  LI 

Bnte-N-Shine A3 

Byquat   CI 

Bytech  Ten-Fifty  D2 

BFW-104  G6 

BFW-31   G6 

BFW-310  G6 


BFW-32  G6 

BFW-4  G6 

BFW-407  G6 

BFW-410  G6 

BFW-4!  1   G6 

BFW-5  G6 

BFW-504  G6 

BFW-71S  G7 

BFW-75S  G7 

BFW-81   G6 

BSC-10    G7 

BSC-20    G6 

BSC-30    G6 

BSC-601    G6 

BSC-602    G6 

Can-Do C2 

Checkmate  A2 

Cherry  Eliminate  CI 

Classic  Mexo  E4 

Clear  View CI 

Clor  Brite  Plus    A1.B1.B2 

CLT-13    G7 

CLT-2    G7 

CLT-510    G7 

CLT-540    G7 

CS-EZ    G7 

CS-24  G7 

CS-25  G7 

CS-3  G7 

CS-30  G7 

CS-32  G7 

CS-37  G7 

CS-39  G7 

CS-40  G7 

CS-51  G5.G7 

CS-540S  G7 

CS-724  G7 

CS-725  G7 

CS-800  G7 

CS-801  G7 

CS-804  G7 

CS-805  G7 

CS-814  G7 

CS-821  G7 

CS-822  G6 

CS-850  G7 

Defy  2   A4 

Discos    CI 

Discos  (Spring  Green  Fragrance)  CI 

Dolge  Cindet  CI 

Dri-Co    Bl 

Dumpster  Delight    CI 

DFP-12-Plus    Al 

E-Lemon-Ate  CI 

Extermo  Liquid  F2 

Extermo  100   F2 

EQC-1    A3 

EQC-3    Al 

EQC-7   G7 

F-1I0  Al 

F-120  A1.G5 

F-I25   Al 

F- 130  Plus  A1.G5 

F-15   G5.G7.P1 

F-182A  Al 

F-184  Al 

F-196   A2 

F-202   Al 

F-204  Al 

F-222   Al 

F-25  Sanitizer    D2 

F-364   Al 

F-375   Al 

F-48   D2 

Fixture  Clean  Plus  Thickened  Bowl  Clnr  C2 

Foam  Safe   Al 

Formula  260    A4 

Freez-Kleen   A5 

FS-200  K2 

FS-2001   K2 

Germ-O-Solv  "2"  A4.C1 

Glideze  HI 


Glo-San    C2 

Grease-Off  Al 

Hi-Vis  20  A8.C3 

Hydro-Cide  Residual  F2 

Hydro-Cide  100  Fl 

Hydro-Cide  500 Fl 

HCP-400  Plus   A2 

HCP-650  Plus   A2 

HCP-900    A2 

HCP-910   A2 

HDA  Sanitizer  D2 

HDA-1000  A3 

HDA-2500  A3 

HDA-5600  A3 

HI-VIS  420   A8 

HLC-1600Plus   Al 

HLC-2500   Al 

HLC-3000   A2 

HLC-3300  Plus  A2 

HLC-4500   A2 

HLC-5000   A2 

Jiffy   A4.C1 

K-99  A4 

Karon  Concentrate A4 

Laundral  B2 

LaBelle El 

Lifegard  CIP-HD  A2 

Lifegard  CIP-Plus   Al 

Lifegard  256  Plus    Dl 

Lifegard  7000   A3 

Lifegard  7300    A3 

Lifegard  7500F   A3 

Lifegard  7700   A3 

Lifegard  800   Al 

Lifegard  820   Al 

Lifegard  830F  Al 

Lifegard  888F   Al 

Lifeguard  Cleen  Sheen   Al 

Lime-Sol    A3 

Liqui-Bac  CI 

Liqui-Bac  Without  Perfume   L2 

Liqui-Scrub   C2 

Liquid  Mexo  Lotion  Hand  Cleaner    El 

Liquid  Shiloh  C2 

Lit-L-Suds   Bl 

LA  HD  160  A4 

LASW100  A2 

LA  101T   Al 

LA  103F    Al 

LA  165 Al 

LA  170 Al 

LA  175 Al 

LA  175-22  Al 

LA  175MT Al 

LA  180 A4 

LA  187 Al 

LA  190 Al 

LA  190  F  A4 

LA  191  Al 

LAHD  150F A4 

Microdyne   D2.G5 

Microdyne  II   D2.G5 

Mid  Brite  A1.G5 

Mid  Cleen   Al 

Mid  Lube  #1    H2 

Mid  Lube  #2   H2 

Mid  Lube  #3   H2 

Mid  Melt  Acid A5 

Mid-Defoam  1111  -FG  Q5 

Midfloc  PW-1304L  LI 

Midfloc  PW-1305L  LI 

Midfloc  3317B    LI 

Mill-O-Cide  "100"  Fl 

Mill-O-Cide  "28"  Fl 

Mill-O-Cide  "300"  Fl 

Mill-O-Cide  "500"  Fl 

Mintol-128  Fragrant  Mint  Disinfectant     CI 

ML-27    G7 

ML-8S   G7 

Neugenic  4175  Kl 

Neugenic4176 Kl 

Neugenic  4177  Al 
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Oven  Glo  Al 

OS-12G   G6 

OS-121  G6 

OS-125  G6 

OS-912  G6 

Palmetto  Emollient  Hand  Soap    El 

Pine  Eliminate  CI 

Powdered  Mexo C2 

Power  4  H2 

Productivity  Al 

PA  HD250   A2 

PA  HD240  A2 

PA  290 Al 

PS  HD  616    A8.C3 

PT-108  G2 

PT-109  G2 

PT-112  G2.G5 

PT-115  G3 

PW-2G  G3.G5 

Regular  Mid  Melt  Freezer  Cleaner A5 

Rocadyne  D2.E3.Q6 

Rocleen    D2 

Rocsam  II    A3 

RC-750    PI 

RC-87G   PI 

RI  780   H2 

RLT-1    G6 

RLT-10    G6 

RLT-2    G6 

RLT-204    G6 

RLT-216    G6 

RLT-240    G6 

RLT-241    G6 

RLT-245    G6 

RLT-250    G6 

RLT-260    G6 

RMC  Egg  Wash    A1.Q1 

RMCQuikDry  A1.G5 

RMC  Roctrol  G5 

RMC  Water  Conditioner  A1.G5 

Sano-Septic  12  E2 

Sanor  Cherry  Blossom    C2 

Sanor  ESX  C2 

Sanor  Granapple    C2 

Sanor  GX  C2 

Sanor  HX  C2 

Sanor  LX  C2 

Sanor  LX-NA    C2 

Sanor  Musk   C2 

Sanor  MX    C2 

Sanor  Premium  CFX  C2 

Sanor  Premium  ESX  C2 

Sanor  Premium  FPS    C2 

Sanor  Rose C2 

Sanor  Sandalwood  C2 

Sanor  Springtime  C2 

Sanor  Sunburst    C2 

Shiloh  Powder  A6 

Sir  Fact    G5 

Soil-Solv    A4 

Solvent  Adjuvant  Al 

Super  Electrosafe  K2 

Super  Foam  Al 

Super  Lime-Sol  A3 

SE335  Kl 

SE377C    CI 

SS  410  Kl 

SS  460  K2 

SS  484  K2 

SS488  K2 

Ten-Fifty    D2 

Thermo-Clean    CI 

Trapeze    CI 

Ulo-Cide  10  Fl 

Waterless  Mexo  E4 

101  Ant  &  Roach  Crawling  Insect  Killer  F2 

102  Disinfectant  Deodorant    C2 

102  DIS  D-D  Disinfectant  Deodorant 
Spray  CI 

103  ULV  Dry  Mist  Insect  Killer   Fl 

104  Stainless  Steel  Cleaner CI 


104  Stakleen  Stainless  Steel  Cleaner  ..  CI 

105  Multi-Purpose  Foam.  Germicidal 
Clnr  CI 

105  Task  Foaming  Disinfectant  Cleaner  C2 

107  Dry  Floral  Room  &  Textile  Fresh- 
ener    CI 

108  Glass  Cleaner  Plus  CI 

108  GLS  Glass  Cleaner  Plus    CI 

109  Nut  &  Bolt  Penetrant  &  Moist 
Dsplcr  H2 

110  Graffiti  Remover  CI 

110  VMR  CI 

114  Brake  Parts  Cleaner  PI 

1 15  Heavy  Duty  Foaming  Degreaser  C1.A8 

116  Oven  &  Grill  Cleaner    A8 

1 17  Dry  Spice  Room  &  Textile  Fresh- 
ener    CI 

120  Glideze  Silicone  Spray    HI 

121  Wasp  &  Hornet  Spray  F2 

1 22  Battery  Cleaner    PI 

123  Contact  &  Circuit  Board  Cleaner  K2 

124  Water  Based  Stainless  Steel  Cleaner  CI 

1 25  Total  Release   F2 

125  Total  Release  Fogging  Insecticide  F2 

126  Safety  Solvent  Degreaser K2 

127  Flying  Insect  Killer  F2 

128  Baseboard  Stripper  A4 

135  Problem  Solver CI 

136  Kare-N-Shine  CI 

Rock  Valley  Oil  &  Chemical  Co. 

Cavalier  100    H2 

Cavalier  200    H2 

Cavalier  300    H2 

Cavalier  500    H2 

Compressor  Oil  300    H2 

Cylinder  Oil  320  H2 

Cylinder  Oil  460  H2 

Cylinder  Oil  680  H2 

E  P  Gear  Lubricant  S- 1000    H2 

E  P  Gear  Lubricant  S- 1600    H2 

E  P  Gear  Lubricant  S-2300    H2 

E  P  Gear  Lubricant  S-300    H2 

E  P  Gear  Lubricant  S-500    H2 

E  P  Gear  Lubricant  S-700    H2 

Huskie  HD  10w30 H2 

Huskie  HD  10w40 H2 

Huskie  HD  20w20 H2 

Huskie  HD  30  H2 

Huskie  HD  40  H2 

Huskie  MPGL  140   H2 

Huskie  MPGL  80w90  H2 

Huskie  MPGL  85wl40  H2 

Huskie  MPGL  90   H2 

Huskie  Super  Fleet  15w40  H2 

Huskie  Super  Fleet  30 H2 

Huskie  Super  Fleet  40 H2 

Packer's  White  Oil    HI 

Rockway  220-S  H2 

Rockway  68-S  H2 

Spartan  32-AW   H2 

Spartan  46-AW   H2 

Spartan  68-AW   H2 

Stoddard  Solvent  K1.K2 


Trq 
Tro 
Trq 
Tro 
Trq 
Trq 
Trq 
Trq 
Tro 
Tro 


an  100  H2 

an  100  AW  H2 

an  150  H2 

an  220  H2 

an  32  H2 

an  32-AW  H2 

an  46  H2 

an  46  AW  H2 

an  68  H2 

an  68  AW  H2 


Rock-Tred  Corporation 

Rock-Power  A4.A8 

Rock-Solv    CI 


Rocket  Chemical  Corporation 

Rocket  All  Klean C2 

Rocket  Galaxy  Cleaner  Al 

Rocket  PWR  Plant  Wax  Remover  Al 

Rocket  Saturn-V   A4 

Rocket  Saturn-V  II    Al 

Rockfort  Industries/ 
Division  of  NCH  Corporation 

Bowltrate  C2 

IS-1000    Al 

Tribune  Al 

Rockland  Corporation 

Mill-Mist  'S' Fl 

Penn-Mist    Fl 

Penn-O-Pine CI 

Rockland  Corporation,  The 

Rockland  RD  10  Al 

Rocky  Mountain  AquaTech  Inc. 

Algae  &  Slime  Control  4224  G5.G7 

Boiler  Sludge  Conditioner  1222  G6 

Boiler  Water  Treatment  1217  G6 

Boiler  Water  Treatment  1226  G6 

Boiler  Water  Treatment  1319  G6 

BWT227  G6 

BWT319  G6 

BWT-14  G6 

BWT-217  G6 

Catalyzed  Oxygen  Scavenger  1014     G5.G6 

Cooling  Water  Treatment  3632    G7 

CWT-632  G7 

Return  Line  Treatment  2010 G6 

Return  Line  Treatment  2045  G6 

RLT45    G6 

Rocky  Mountain  ProClean,  Inc. 

All  Purpose  Cleaner   CI 

Crawling  Insect  Killer F2 

Cutts-All    CI 

De-Greaser  Cleaner  Al 

Freezer  Cleaner  A5 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner  &  Polish    A7 

Rocol  Limited 

CL  165  HI 

CL280  Long  Life  High  Temp.  Chain 

Lubri H2 

Food  Lube  Foaming  White  Chain  Spray  HI 

Food  Lube  Spray HI 

Food  Lube  White  Chain  &  Drive  Spray  HI 

Foodlube  Airline  Fluid   HI 

Foodlube  Chain  Fluid  HI 

Foodlube  Dismantling  Spray    HI 

Foodlube  Fluid  150  HI 

Foodlube  Grease  000    HI 

Foodlube  Grease  1    HI 

Foodlube  Grease  2    HI 

Foodlube  High  Temperature  Grease  ....  HI 

LX316No.  1   HI 

Rocol  BG315  H2 

Rocol  CL200  Stenter  Chain  Lubricant  H2 

Rocol  Food-Lube HI 

Rocol  Foodlube  Fluid  320   HI 

Rocol  Foodlube  White  Chain  Lubrcnt 

Spray  HI 

Rocol  LX316  HI 

Rocol  LX316  000  HI 

SL  Silicone  Lubricant  Spray  HI 
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Rod  Products  Comapany 

Rodspray  Fly.  Cockroach  &  Ant  Killer    F2 

Roebic  Laboratories.  Inc. 

Manure  Liquefier CI 

Roebic  Liquid  Grease  Degrader  CI 

Roehm 

White  Gold    CI 

1  For  All  Super  Commercial  Degreaser  A8 

Roesbery  Laboratories,  Inc. 

Great  Scott E4 

Roger  Popp,  Incorporated 

Blue-Skil   Al 

Germi-Skil  Detergent  Cleaner-Dsnfctnt  Dl 
Klout  Industrial  Degreaser-Cleaner  A4.A8 
Popp  Concentrate  Liquid  Hand  Soap  ....  El 
Popp's  Phos  Clean  Bowl/Tile  Porcln 

Clnr C2 

111  Cleaner  A4 

Rohm  &  Haas  Company 

Kathon  LM    B2 

KathonWTl.5%    G7 

Rolite  Chemical  &  Manufacturing 
Corp. 

Rolite  A7 

Ronac  Enterprises,  Inc. 

Ronac  Concrete  Cleaner  CI 

Ronbar  Laboratories,  Inc. 

Foam  Master  Al 

Formula  #1    Al 

Grease-O-Way  A8 

Pan  Detergent  #114  Al 

Pots  &  Pans  114   Al 

San-It  D2 

Vin-X-Tra    Al 

Ronell  Industries 

Attack  Fly  &  Insect  Spray   Fl 

CLD  Al 

Guardian    El 

Klean  Air  Dl 

Lift-Off    Al 

Mighty  Comet  Al 

Odorol   Dl 

Open-Sesame  LI 

Pot  and  Pan  Cleaner   Al 

R-L  Concentrate    Al 

Rinse  Aid Al 

Sani-Lav  Bowl  Cleaner C2 

Sentry  Antiseptic  El 

Solu-Phene  A4 

Wash-Up   El 

Rose  Distributing 

Rose  Degreaser  A4.A8 

Rose  Products  and  Services,  Inc. 

Auto-100   Al 

Auto-200   Al 

Boss  Glass  &  Spot  Cleaner    CI 

Champ  Germicidal  Cleaner  &  Deodo- 


rant        CI 

Chlor-Det  Dl 

Citra-Clean E4 

Citrus-Solv  CI 

CCL-25    H2 

D-Cide  D2 

Extra  Heavy  Duty  Red  Non-Melt  Grease  H2 

First  Squirt  CI 

Foamicide    CI 

FPC  No.  7x  D2 

Heavy  Duty  Hi-Temp  Moly  Lub 

w/Molybdenum  H2 

Laundri-Boost   Bl 

Laundri-Brite  Liquid  Bl 

Laundri-Brite  Powder  Bl 

Laundri-Clean   Bl 

Laundri-Det  Bl 

Laundri-Pro   Bl 

Laundri-Safe    Bl 

Laundri-San  B2 

Laundri-Soft B2 

Lotionized  Hand  &  Skin  Cleaner  El 

Once  One-Shot  Drain  Opener  w/Odor 

Blnkt LI 

Rose  Akidet  A3 

Rose  Aqua  Solv CI 

Rose  ASC    A4 

Rose  Baczyme  L2 

Rose  Challenge  Hvy  Dty  Degreaser   A4.A8 
Rose  Citrus  Scented  Indust  Deod  & 

Solvt   CI 

Rose  Clear  View  II  CI 

Rose  Concentrated  Ice  Remover    CI 

Rose  Conquer   A8 

Rose  Dazzle  Al 

Rose  Dry-Kil  ULV Fl 

Rose  Enviro  Solv    CI 

Rose  Enzyme  &  Bacteria  Concentrate  ..  L2 

Rose  First  Squeeze    CI 

Rose  Fling  Al 

Rose  Formula  VIII    Al 

Rose  FPC  No.  5    A4 

Rose  Hand-San    E2 

Rose  Hi-Chlor  Al 

Rose  Industrial  Liquid  Deodorant    CI 

Rose  IGR-2  Cleaner/Sanitizer D2 

Rose  Kleer  Kleen    A4 

Rose  Laundri-Pride   Bl 

Rose  Liqua  Concentrate   El 

Rose  Liqua  7B El 

Rose  Lite-Bowl  C2 

Rose  Living  Bacteria  Liquid L2 

Rose  Lubri  Guard  White HI 

Rose  Luma-Brite  Al 

Rose  LPWD Al 

Rose  M-6  Cleaner  Al 

Rose  Many A4 

Rose  MX  20    CI 

Rose  PC.  Cleaner  CI 

Rose  Pre-Dip  Al 

Rose  Re-Nu  A3 

Rose  Sani-Lube  HI 

Rose  Scalex  C2 

Rose  Sewer  Solvent    CI 

Rose  Sparkleen    Al 

Rose  Steam-O-Clean  Al 

Rose  Swat  Spray  Insecticide Fl 

Rose  Task-Master  Al 

Rose  Warebrite   Al 

Rose  Wetso   Al 

Rose  202X  F2 

Rosept   El 

Rosenau,  Philip,  Co.,  Inc. 

C-Thru  Glass/Plastic  Cleaner  Al 

Ease  II  Thickened  Bowl  Cleaner  C2 

Luxury  Tile/Porcelain  Cleaner   C2 

Non  Acid  Thickened  Bathroom  Cleaner  C2 

Plunge  Bacterial/Deodorizer  CI 

Tackle  Super  Bowl  Cleaner   C2 

Whiz  RTU  Disinfectant  Cleaner C2 


Ross  Chem,  Inc. 

Foam  Blast  100  Q5 

Foam  Blast  120  A1.Q5 

Foam  Blast  150  Q5 

Foam  Blast  152  Q5 

Foam  Blast  300                                     .  Q5 
Foam  Blast  350                             .     G7.Q5 

Foam  Burst  03-089-05pH  G7 

Foam  Burst  504  Q5 

Foamburst  551  G7 

Ross  Chemical  Systems,  Inc. 

Clean  Touch    E4 

Conquer  Bl 

Control  Bl 

LeBaron  Bl 

Power  Foam CI 

Ross  Chemical,  Inc. 

BWT  12  G6 

BWT  14  ..  G6 

BWT  18  G6 

BWT  I9M  G6 

BWT  190M   G6 

BWT  21  ..  G6 

BWT  225  G6 

BWT  23  G6 

BWT  238  G6 

BWT  254  G6 

BWT  265  G6 

CL220 A3 

CL550 Al 

CL627  CI 

CL670  Al 

CWT90  G2.G6 

CWT900H    G7 

RC  223    PI 

RLT  20    G6 

RLT21    G6 

RLT  22    G6 

RLT  35    G6 

RLT  45    G6 

ST  205  A4.A8 

ST  212  A8 

Ross  Industries,  Incorporated 

Ross  601  Oil   HI 

601  White  Mineral  Oil  (Aerosol)  HI 

Ross,  D.  W. 


Rotanium  Products  Company 

Citrus  Degreaser   CI 

Clean  Lube  II    H2 

Contax     K2 

Contax  HP ..  K2 

Contax  N.F .  K2 

Electro-Clean  K2 

Food  Machinery  Grease  E.P HI 

Rotanium  Food  Grade  Silicone    HI 

Rotanium  Food  Machinery  Grease  HI 

Rotanium  Pure  Lube  HI 

Stainless-Clean    CI 

Surface  Cleaner  II  CI 

Roto-Rooter  Corporation 

Drain  and  Grease  Trap  Treatment  CI 

Roto-Rooter  Drain  Cleaner  CI 

Roto-Rooter  Grease  Trap  Treatment    ....  L2 
Roto-Rooter  Septic  Tank/Cesspool 

Trtmnt  1  2 
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Rourke  Eno 

Superior  Fast  Ball  CI 

Superior  Multi  Purpose 
Cleaner/Degreaser A4.A8 

Rowell  Chemical  Corporation 

"Hypo  100"   B1.D2 

"Hypo  150"    B1.D2 

"Hypo  52"    B1.D2 

"Hypo  90"   B1.D2 

Rowley  Brothers,  Inc. 

White  Food  Machinery  Grease  AA   ....    HI 

Roxide  International,  Inc. 

Revenge  Farm  &  Home  Fly  Bomb  Insect 

Fogr  Fl 

Revenge  Home  Exterminator  F2 

Roxxon  Corporation,  The 

Aci-Dene   A3 

Acid-X  A3 

Alkatron  A2 

AC1P    A3 

AS- 10  Dl 

Base  101    Al 

Brilliance  Al 

Chaintrol    H2 

Chloro-Tron  Al 

Circhlor   Al 

Citru-Zolv    CI 

Clean-Brite Al 

Crystal  Clear  CI 

CL-12  Al 

CL-6  Al 

CSB  Plus  A2 

D-Gem  C2 

D'Gem   C2 

Delight  Al 

Dermafect    E2 

Di-Foam  Q5 

E-2  Supreme   E2 

Egg-Tron   Ql 

Eggzac  Ql 

Elite  CI 

Elite  Germicidal  Spray-N-Wipe  Cleaner  CI 

Eze-Foam A2 

Foam  Check G7.Q5 

Foamer  21  Degreaser    Al 

Food  Lube  Food  Grade  Lubricant   HI 

Fresh  Aire   CI 

FF  Hook  &  Trolley  Cleaner  A2 

Grade  Boost  QLQ2 

Gres-Zymes  L2 

GC  108M  Al 

GC-108    Al 

H.D.  Zymes  L2 

Hi  Pinko    Al 

Hygrade  Q1.Q2 

Hygrade  II  Q1.Q2 

KlorBrite  A2 

Lemoquat  Lemon  Odor  Disnfct  Deodrnt 

Clnr  A4 

Liqui-Live   L2 

Liquid  CIP  Al 

Liquid  Egg  Tro   Al 

LCS  Plus   A2 

LCS  Plus  HF  A8 

Medex    El 

Micro-Pen    CI 

Mintrol  A4 

MC-112   Al 

NB-38    Al 

NB-38  P  Al 

Odor-Tron   CI 

OCC  3  Concrete  Cleaner    A4 


Palm-X  E4 

Pink  Delight    Al 

Piranha  NP A2 

Powdered  Egg  Wash  Ql 

Pres-R-Charge  Al 

Pro-Con   A4 

Prospect  A4 

Pyrecide  Fl 

Quat  Sure  D2.E3.Q3 

Quatron    Al 

Rox-I-Dyne    Dl 

Rox-O-San  C2 

Rox-O-Slip    HI 

Roxxon  CSB   A2 

Roxxon  Egg  Oil    HI 

Roxxon  Fresh-Blocks    CI 

Roxxon  FG-H1  Food  Grade  Grease  ....    HI 

Roxxon  Gentle  Beads  Al 

Roxxon  Kelac    A8 

Roxxon  Kelac  C   A8 

Roxxon  Lube  Coat    HI 

Roxxon  Rox-O-Blox  CI 

Roxxon  Sanni  Melt  C1.P1 

Roxxon  Sanni  Melt  2   CI 

RMA-94  A3 

San  E-2    E2 

Sani-Soak Jl 

Sanni-Lube HI 

Scale  Go    A3 

Smoke-X    A2 

Soft  Hanz  El 

Solvene    K2 

Solvene  Solvent  Degreaser  K2 

Spot  Go   Bl 

Super  Foam  Check    G7.Q5 

Super  Lufas  H2 

Super-CID  A3 

SS-100  CI 

T-900  Al 

Terminate  Fl 

Treat  El 

Trol-X    A2 

Trolley-Tec    HI 

Twelve  Plus  D2.G4.Q4 

TRC  Food-Lube  Food  Grade  Lubricant   HI 
TRC  Food-Lube  Food  Grade  Lubricant   H I 

White  Delight    Al 

Windean  CI 

WFG-2  HI 

Zymetrol    L2 

12+Chlor    D2.G4 

Royal  Chemical  Co. 

Controlled  Suds  Bl 

0-260-105-A    Al 

0-260-107-A    A3 

0-260-114 Al 

0-260-115 Al 

0-260-150-A    Al 

0-260-153-A    A4 

0-260-154 A2 

0-260-156 A2 

Royal  Chemical  Company 

Detergent  Concentrate  Al 

Liquid  Hand  Soap  FG  El 

RC-027  Safety  Solvent  Kl 

RC-245  Boiler  Compound    G6 

RC-250  Boiler&Steam  Line  Comp G6 

Royal  Chemical  Company  of 
Carolina,  Inc. 

"Royal  Dishwash"  Al 

"Royal  Stain  Remover"  A3 

Fast  Kleen   Al 

Golden  Concrete  Cleaner   A4 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Wax  Stripper    Al 


Hi-Alk  Liquid  Concentrated  Cleaner  ..  Al 

Liquid  Steam  Cleaner  A2 

Royal  Sure  Kleen    Al 

Surgical  Liquid  Hand  Soap El 

Wiz A4 

Royal  Chemical  Corporation 

L-Tox  Spray    Fl 

Royal  Chemical  Corporation 

Jet  Wash    Al 

Power  Wash  A4 

Royal  Jet    A4 

Royal  Truck  Wash/Degreaser  CI 

Royal  10    Kl 

Royal  46    Al 

Royal  8    A4 

Royal  8-LY   A4 

Royal  8-RF    Al 

Royal  Chemicals 

Brian's  Deep  Cleaning  Touch  &  Go    ....  E4 

Clean  It-N-Mean  It  CI 

Germ  Jumper  C2 

Germ  Jumper  Jr C2 

Hand  Tastic  E4 

Jelly  Clean  Kl 

Liquid  Alive  Bacteria   CI 

Quatercide  Quick A4 

Room  Foggy    F2 

Smooth  Touch  E4 

Squeaky  II  C2 

Workhorse  Cleaner/Degreaser    Al 

007  Double-O-Seven  Glass  &  Utility 

Clnr  CI 

Royal  Custom  Products,  Inc. 

Boost  Off Bl 

BreakOut    Bl 

Classic  Pink  HpH   Al 

D  Lux A4 

D-Greaser  Plus  Concentrate   Al 

Easy  Flow  Sewer  Pipe  Cleaner    LI 

Exalt  Plus    Bl 

Food  Plant  Cleaner  Al 

Fryer  Cleaner  #10  A2 

Grease  Pro  Al 

Klean  Green  CI 

Lift  Off    Bl 

Lite  Suds  #1    Bl 

Lite  Suds  #2    Bl 

MUD.  Multi  Use  Detergent   Al 

Mighty  Red  Al 

Organic  Dry  Laundry  Bleach  10%  Bl 

Organic  Dry  Laundry  Bleach  5%  Dry 

Bleach  Bl 

02  Color  Safe  Bleach  Bl 

Parvo  Too    A4 

Premier  Suds  Bl 

Red  Devil  Steam  Cleaner  Al 

Red  Wash    Al 

Reveal  Plus   Bl 

Rose  Miracle  Al 

Safe  Non-Chlorine  Bleach    Bl 

Sparklean  Al 

Royal  Lubricants  Co.,  Inc. 

Hyperia  S220 H2 

HyperiaS320  H2 

Hyperia  S460  H2 

Hyperia  S680  H2 

Hyperia  220  H2 

Hyperia  680  H2 

Royal  Bio-Guard  3032   H2 

Royal  Bio-Guard  3046   H2 

Royal  Bio-Guard  3068    H2 
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Royal  Bio-Guard  3100   H2 

Royal  Bio-Guard  3400   H2 

Royal  On  Guard  FG32   HI 

Royal  On  Guard  FG460  HI 

Royco  4032  H2 

Royco4068  H2 

Royco  4100  H2 

Royco  4150  H2 

Royco  432  H2 

Royco  432FG    HI 

Royco  446    H2 

Royco  446FG     HI 

Royco  468  H2 

Royco  468FG    HI 

Royco  486  H2 

Royco  486FG    HI 

Royco  489  H2 

Royco  489FG    HI 

Royco  5150  H2 

Royco  5220  H2 

Royco  5320  H2 

Royco  5460  H2 

Royco  5680  H2 

Royco  612  H2 

Royco  613  H2 

Royco  614  H2 

Royco  616  H2 

Royco  627  HI 

Royco  732  H2 

Royco  746  H2 

Royco  768  H2 

Royco  786  H2 

Royco  830  H2 

Royal  Mfg.  Co.  Inc. 

Calplex  Food  Grade  Grease  HI  937P  HI 

Royal  Crown  Tech  Plus  10 HI 

Royal  Crown  Tech  Plus  15 HI 

Royal  Crown  Tech  Plus  22 HI 

Royal  Crown  Tech  Plus  32 HI 

Royal  Crown  Tech  Plus  46 HI 

Royal  Crown  Tech  Plus  68 HI 

Royal  Crown  Tech  10 HI 

Royal  Crown  Tech  15  HI 

Royal  Crown  Tech  22  HI 

Royal  Crown  Tech  32 HI 

Royal  Crown  Tech  46 HI 

Royal  Crown  Tech  68  HI 

Royal  F  G  Grease  HI 

Royal  F  G  Hydraulic  Oil    H2 

Royal  Oil  Company 

EP  Indstrl  Bearing  &  Chass.LbrNLGI 

No.  0  PI 

EP  Indstrl  Bearing  &  Chass.LbrNLGI 

No.  1  PI 

EP  Industrial  Bearing  &  Chassis  Lube  H2 
Food  Machinery  Grease  -  EP  NLGI  - 

#2    HI 

Food-Machinery  Grease  AW HI 

FM  Liquid  Lube   HI 

Green  Fury  Chemical  Cleaner   CI 

Hydraulic  Oil  SAE  10 H2 

Hydraulic  Oil  SAE  20 H2 

Hydraulic  Oil  SAE  30 H2 

Hydraulic  Oil  SAE  40 H2 

Hydraulic  Oil  SAE  5 H2 

Hydraulic  Oil  SAE  50 H2 

Lithium  Complex  Grease   H2 

LS  Gear  Lube  SAE.  85W/140  H2 

LS  Gear  Lube  SAE  80W/90  H2 

MLC75  Moly  Lithium  Complex    H2 

Royal  Command  Al 

Royal  High  Heat  Grease  H2 

Straight  Mineral  Trans.  Lub  SAE- 140  H2 

Straight  Mineral  Trans.  Lub.  SAE-80  H2 

Straight  Mineral  Trans.  Lub.  SAE-90  H2 
Straight  Mineral  Trnsmsn  Lbrcnt  SAE 

250    H2 

Torque  Trans  Fluid  H2 


Universal  Gear  Lubricant  SAE-140  ....  H2 

Universal  Gear  Lubricant  SAE-80  H2 

Universal  Gear  Lubricant  SAE-90  H2 

646  Supreme  Gear  Lubricant  SAE  75  H2 
646  Supreme  Gear  Lubricant  SAE 

80W/90  H2 

646  Supreme  Gear  Lubricant  SAE 

85W/140  H2 

646  Supreme  Gear  Lubricant-SAE-140  H2 

646  Supreme  Gear  Lubricant-SAE-90  H2 

Royal  Paper  Corporation 

Power  Plus  Al 

Royal  Plumbing  Supply 

Coconut  Hand  Soap    El 

Grease  Cutter A4 

Insecticide  No.  Ill   Fl 

Oven  and  Smokehouse  Cleaner   A8 

Space  Spray  No.  3    Fl 

Spray  Fog    Fl 

Royal  Purple 

Barrier  Fluid  FDA  34  HI 

Barrier  Fluid  FDA  56  HI 

Barrier  Fluid  FDA  910  HI 

Barrier  Fluid  FDA78  HI 

Barrier  Fluid  GT-22    HI 

Barrier  Fluid  GT-910   HI 

Barrier  Fluid  22  HI 

Crystal  Clear  100    HI 

Crystal  Clear  150    HI 

Crystal  Clear  22    HI 

Crystal  Clear  220    HI 

Crystal  Clear  32    HI 

Crystal  Clear  320    HI 

Crystal  Clear  40X  HI 

Crystal  Clear  46    HI 

Crystal  Clear  460    HI 

Crystal  Clear  68    HI 

Crystal  Pure  3X  HI 

Crystal  Pure  32  HI 

Crystal  Pure  40X  HI 

Crystal  Pure  68   HI 

Poly-Guard  FDA  100   HI 

Poly-Guard  FDA  1000   HI 

Poly-Guard  FDA  150   HI 

Poly-Guard  FDA  220   HI 

Poly-Guard  FDA  32   HI 

Poly-Guard  FDA  320   HI 

Poly-Guard  FDA  46   HI 

Poly-Guard  FDA  460   HI 

Poly-Guard  FDA  68   HI 

Poly-Guard  FDA  680   HI 

Syndraulic  32 H2 

Syndraulic  46 H2 

Syndraulic  68 H2 

SynfilmFDA  ISO  150   HI 

Synfilm  FDA  ISO  32   HI 

Synfilm  FDA  ISO  46   HI 

Synfilm  FDA  ISO  68   HI 

Synfilm  FDA  1000  HI 

Synfilm  FDA  220  HI 

Synfilm  FDA  320  HI 

Synfilm  FDA  680  HI 

Synfilm  FG  ISO  460  HI 

Ultra-Performance  FDA  Grease  HI 

Uni-Chem  100  HI 

Uni-Temp  180  H2 

Uni-Temp  32/68/100  H2 

Royal  Soap  &  Chemical  Co.,  Inc. 

Anti-Microbial  Lotion  Soap  E4 

Heavy  Duty  Non  Caustic  Detergent  ....  A4 
Loyal  Coconut  Oil  Liquid  Hand  Soap  ..  E4 

Loyal  Idosoap   E2 

Loyal  M  A  48  Concrete  Cleaner   A4 


Loyal  Pink  Pearl  Lotion  Hand  Soap    ....  El 

Loyal  Sanitizing  Hand  Soap  E2 

Loyal  Super  Waterless  Hand  Cleaner    ..  E4 

Loyal  Waterless  Hand  Cleaner  E4 

Loyal  WSA  Waterless  Hand  Cleaner  ....  E4 
Supco  D'Limonene  Waterless  Hand 

Cleaner   E4 

Supco  Pumice  D'Limonene  Wtrls  Hnd 

Clnr  E4 

Zacky  Wash Al 

Royal  Supply  Company,  Inc. 

RS-100  Blue  Cleaner&Stripper    Al 

RS-44  Concentrate  Cleaner A4 

RS-88  Steam  &  Pressure  Liq.  Concntrt.  Al 

Roychem 

Clear CI 

Rual  Products  Company 

DS-115  Sanitizer  Dl 

RubaChem  Inc. 

Industrial  Degreaser    A4 

Special  Formula  JR  202  A4 

Rubber  Belting  &  Hose 


Rudy  Craft  &  Sons 

RC  Fleet  Wash    A4 

Ruesch  Chemical  Corporation 

Butalene  A4 

Butex  Industrial  Glass  Cleaner  CI 

Derma-Oil  Liquid  Hand  Soap El 

Lig-Mul  Hand  Soap    C2 

Power-Off   A4 

Sani-Lux    E2 

Super  Power-Off  A4 

Super  Power-Off  II  A4 

Velva-Lux   El 

Rugged  Rentals 

Cherry  Deodorant  Drip  Fluid  C2 

Citrus  Deodorant  Drip  Fluid  C2 

Drip  Fluid  Deodorizer-Apple   CI 

Drip  Fluid  Deodorizer-Cherry    CI 

Drip  Fluid  Deodorizer-Citrus   CI 

Drip  Fluid  Deodorizer-Neutrodor  CI 

Drip  Fluid  Deodorizer-Pina  Colata CI 

Industrial  D  Deodorant  Drip  Fluid  C2 

Industrial  Deodorant  Drip  Fluid  C2 

Mulberry  Drip  Fluid  Deodorizer    CI 

Spring  Dew  Deodorant  Drip  Fluid  CI 

Rushco  Chemical  Company 

Delite  El 

Lemon  42 CI 

Sulfuac-Red  Drain  Pipe  Opener  LI 

Workhorse  A4 

Workhorse  Al 

42  Plus  Saniuzer  D2 

Russ  Meyer  Supply,  Inc. 

Easy  Kleen A8 

Grease  Release    CI 

Nut  Buster  H2 

Spot  Free  CI 

Uno    C2 
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Russall  Products  Co.,  Inc. 

Action    A4 

AL-Pine  Pine  Odor  Disinfectant CI 

Citri-Solv  CI 

Co  Co  Hand  Soap  El 

Con-Cen-Trate  A4 

Deca-Quat  Sanitizer    D2.Q3 

Dynamic Al 

Dynamic  C  101   A4.A8 

E.Z.  Kleen  C  132    A4 

Enviro-Solv   CI 

Enzyme  Drain  Maintainer  Powder  B603  L2 
Express  Multi  Purpose  Germicidal  Spr 

Cln CI 

Heavy  Duty  Steam  Clnr  &  Power  Wash 

VM-22 A4 

Lemon  Odor  Disinfectant  CI 

Lotion  Hand  Soap  El 

Masclean  C  104 A4.A8 

Meat  Room  And  Smoke  House  Cleaner  Al 

Mega-Foam  A4.A8 

N-Germ   D2 

Neutra-Solv   CI 

Odor  Controllant  CI 

Oven  &  Grill  Cleaner  A8 

Pine  Odor  Deodorant    CI 

Russall  Mint  Odor  Disinfectant   CI 

Safety  Solvent  #1  (SD  44)  K2 

Safety  Solvent  #25  (SD  48)  K2 

Solvall   Al 

Waste-Away    L2 

Russell,  I.  D.  Co.  Laboratories 

Triphenol-R/256    CI 

Rust-Oleum  Corporation 

All  Natural  Cleaner  Degreaser  (Aerosol)  CI 
All  Natural  Cleaner/Dgrsr  3599  (Bulk)    CI 

Ruth  Industries,  Incorporated 

Block  Buster   LI 

Block-Out    CI 

Bowl  Brite  Concentrated  Toilet  Bowl 

CI C2 

Chlor-All   Al 

Clean  and  Thaw    A5 

Colldrain    LI 

D-Germ   C2 

Dazzle    CI 

Doublemint   CI 

Dyna-Sol    Kl 

DML    H2 

Fine-Pine   CI 

Four  D  A4 

Good  Riddance  Either/Or  F2 

Guardian    CI 

GFC  A4 

lodex    D2 

Kitchen  Pal    A4 

Klobber  Heavy  Duty  Drain  Opener  LI 

Lubrasil-F    HI 

O.H.P.  Oven  Protector    PI 

Odd-Job  Bowl  &  Porcelain  Cleaner  ....    C2 

Odor-Gone  CI 

Oggle  H2 

Old  Smoothie    E4 

Pine  Oil  No.  5  CI 

Pride  Bl 

Rest-A-Pest  Rat  Bait  F3 

Spray-Grease  H2 

Super-Foam  CI 

Tarvasol-Jell    Kl 

Uni-Bowl  C2 

Unitab    C2 

V.M.R CI 


Ryan  &  Scully,  Inc. 

All  Purpose  Cleaner  No.  1    A4 

High  Suds  Dishwash  Liquid  Al 

Ryan  Chemical  Co. 

Rapid-Clear  G2 

Ryco  Supply  Company 

Foaming  Glass  Cleaner  CI 

Ryder  Systems 

Ryder  Fleet  Wash  No.  1  Al 

Ryder  Fleet  Wash  No.  2  Al 

Rydyt  Industrial  Chemicals/ 
Division  of  Stock  America  Inc. 

Aqua  Sol  Crystal  G5 

Aqua  Sol  Liquid   G5 

C-20-C  Descaler   A3 

Rykoff-Sexton,  Inc. 

Reclaim   Bl 

Rykoff  Sexton  Antimicrobial  Hand  Soap  E2 

Serco  All  Purpose  Cleaner   CI 

Serco  Disinfectant  Deodorant  Spray    ..  CI 

Serco  Hying  Insect  Killer  Fl 

Serco  Germicidal  Cleaner  C2 

Serco  Lotionized  Hand  Soap   E4 

Serco  Oven  and  Grill  Cleaner    A8 

Serco  Stainless  Steel  Pol  &  Clnr  Oil  Bsd  CI 
Serco  Stainless  Steel  Pol  &  Mntr  Wtr 

Bsd    A7 

Rykoff,  S.  E.  &  Company 

Glowing  Star  Hand  Dishwashing 

Detrgnt  64  Al 

Serco  #180  Dishwashing  Machine  De- 
tergent    Al 

Serco  "7"  All  Purpose  Cleaner  ..  A4.A8.CI 

Serco  Ammoniated  Liquid  Cleaner   ....  CI 

Serco  Caustic  Lye  A2 

Serco  Cleanser A6 

Serco  Concentrated  Cleaner  A4 

Serco  Fabric  Softener  Concentrate  B2 

Serco  Floor  Detergent  A4 

Serco  Fryer  and  Grill  Clean  A2 

Serco  Heavy  Duty  Cleaner  Al 

Serco  Hvy  Dty  Dry  Chlorine  Bleach  ..  Bl 

Serco  Instant  Tamish  Remover    A7 

Serco  Lime-Clean   A3 

Serco  Liquid  Break  Bl 

Serco  Liquid  Hand  Soap El 

Serco  Liquid  Sanitizer D2 

Serco  Liquid  Suds  Bl 

Serco  Pine  Cleaner   CI 

Serco  Powdered  Fabric  Softner    B2 

Serco  Silver-Clean A7 

Serco  Stainless  Steel  Cleaner  and  Polish  A7 

Serco  T.S.P Al 

Serco  Water  Based  Stainless  Steel 

Mntnr    A7 

Serco  150 Al 

Serco  28415  Laundry  Pre-Soak   Bl 

Serco  61  Blue  Hand  Dishwashing 

Detrgt Al 

Serco  62  Al 

Serco  66  Quality  Blue  Hand  Dish.  Det.  Al 

Serco  71  Al 

Serco  73  Chlr.  Dshwshng.  Mach.  Det.  Al 

Serco  74  Non-Chlr.  Dish.  Mach.  Det.  Al 
Serco  78  Chlr.  Hvy  Dty  Dshwshng 

Mach. Det    Al 

Serco  79 

Chlr.Spl.H.D.Dshwshg.Mch.Det Al 


Serco  91  Laundry  Detergent  Bl 

Serco  93  Brite  Laundry  Detergent  Bl 

Ryter  Corporation,  The 

Formula  One   L2 

N-Zyme  Fresh  CI 

Odormute-C  CI 

Quick  John  L2 

S  &  B  Cleaning  Supply 

E-Z  Clean  Sodium  Bicarbonate    Al 

S  &  E  Enterprise,  Inc. 

Aqua-Terg   CI 

BlastOff   A8 

SE  1200  A2 

SE  1500  Al 

SE  3000  Al 

S  &  E  Sales  Corp. 

#2000  Cleaner  Al 

Formula  #540  Special  Al 

Formula  501    Al 

Liquid  Spec  Cleaner  A2 

Neutra  Clean   A4 

No.  100  Conveyor  Chain  Lubricant  ....    H2 

Pac  710  Acid  Cleaner  A3 

Prime  Time    A4 

Rough  Touch  E4 

Sani-Soft    E2 

Santi-Wash  Hand  Soap  E2 

Scoop  A4 

Sesco  5316 A8 

Soft  Touch  E4 

Space  Spray  #3   Fl 

Super  Foam  X  Al 

Whiz-It  CI 

1210  Chlorinated  Al 

S  &  P  Company 

Mighty  Max  L2 

Mighty  Max  #98  A4 

Mighty  Max  Germicidal  Cleaner   Dl 

Mighty  Max  Germicidal  Cleaner  #1     ..    D2 
Mighty  Max  Germicidal  Cleaner  #3    ..    D2 
Mighty  Max  40%  Concentrate  Hand 
Soap    El 

S  &  S  Company  of  Georgia,  Inc. 

Alpha-Dyne  Germicidal  Hand  Wash   ....  E2 

Applause    CI 

AB100    A3 

AFD-20   Al 

Bac-Stop    L2 

BlastOff   A4.A8 

Conquest    A4.C1.D1 

Degrease-All   Al 

Emulso  Clean    Al 

Freezer  Cleaner  A5 

Fryer  Clean    A2 

FPD-20    Al 

G.B.  44    LI 

General  Purpose  Cleaner Al 

Gold  Conctrete  Cleaner CI 

Heavy  Duty  Magic  Concrete  Cleaner       CI 

HD-20    A4 

HV35    HI 

Klean-All  Heavy  Duty    Al 

Lemon-Dis  10  CI 

Magic  Klean    Al 

Mint  Odor  Disinfectant  CI 

Neutra-Steam  300  G6 

P.M.R.  Super  Cleaner  C2 

Pine  Odor  Disinfectant  CI 

Pine  Oil  Disinfectant CI 
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Plus    B2 

Polytreat G6 

Power  Nine   Al 

Power-Klean  105  A2 

Red  Hot  A2 

S-5  Super  Clean    A4 

Sani  Grease  NT HI 

Sani-Lube HI 

Sasco  All  Purpose  Cleaner  CI 

Sasco  Chelate  3000  G7 

Sasco  Clean  15D20  Al 

Sasco  Di-Pene-Lube  Moisture  Guard  ..  H2 

Sasco  Dine  Disinfectant    D2 

Sasco  Fogger  Insect  Aerosol    Fl 

Sasco  Fogger  100   Fl 

Sasco  Gear  Lube  H2 

Sasco  Glass  Cleaner   CI 

Sasco  Hi-P  Contact  &  Circuit  Board 

Clnr K2 

Sasco  High  Action  Oven  &  Grill 

Cleaner   A8 

Sasco  Hospi-Spray  Disinf.  &  Deodorant  CI 

Sasco  LT-21    Fl 

Sasco  Nu-Shine  Stainless  Steel 

Clnr&PIsh  A7 

Sasco  Quat  Disinfectant    D2 

Sasco  Quest  200   Al 

Sasco  Roach  &  Ant  Killer   F2 

Sasco  Safety  Solvent K2 

Sasco  Sani-Lube   HI 

Sasco  Silicone  Spray  HI 

Sasco  Spray  &  Wipe  Disinf.  Foam 

Cleaner   CI 

Sasco  Stainless  Steel  Cleaner  A7 

Sasco  Super  Grease  HI 

Sasco  Vandal  Mark  Remover  CI 

Sasco  103 CI 

Scav-Ox  400   G6 

Sodium  Hypochlorite  Solution  D2,G4 

Soft  &  Sour  B2 

Sour  One   Bl 

Spray  Kleen  A4 

Steam  Cleaner  "Heavy  Duty"  A2 

Steam  Quick    A2 

Super-Gel  Al 

SD-13 A4 

Ta-Lube  H2 

Tower-Treet  250   G7 

Unique  #2    El 

Whitener    Bl 

Zap  Wasp  &  Hornet  Killer  F2 

1411   A4 

S  &  S  Industrial  Services,  Inc. 

Fisherman's  Soap  E4 

S  &  S  Nonlimited,  Inc. 

SDC  Precision  Parts  Cleaner    K2 

S  &  S  Soap  Company 

Pink  Magic  All  Purpose  Cleaner   Al 

Pink  Magic  Hand  Dishwashing 

Compnd Al 

Pink  Magic  Mach.  Dshwshng  Com- 
pound      Al 

White  Magic  Synthetic  Beads    Al 

White  Magic  Synthetic  Detergent    Al 

S  &  S  Speciality  Sales 

Grease  Gun  In  A  Can  H2 

S  &  S  Supplies,  Inc. 

SS-99  Water  Soluable  Degreaser  Al 


S  A  K  Unlimited,  Inc. 

SAK  69   A4.A8 

S  B  &  D  Cleaning  Products 

Multi-Purpose  Cleaner    A4 

Super  Cleaner    A4 

S  B  S  Products,  Inc. 

Sanitane  E-2  Sanitizing  Skin  Cleanser  ..  E2 
SBS  Aquaress  Hand  and  Body  Shampoo  E4 
SBS  Florafree  Antisep.  Lotion  Soap 

Unsc El 

SBS  Florafree  Antiseptic  Lotion  Soap  ..  E4 
SBS  Green  Antibacterial  Lotion  Soap  ..  E4 
SBS  Green  Antibacterial  Lotion  Soap 

Unsc    El 

SBS  Impress  Shower  Gel  E4 

SBS  Lime  Hand  Cleanser  E4 

SBS  Natural  Lotion  Soap  E4 

SBS  Orange  Heavy  Duty  Hand  Cleanser  E4 

SBS  Peach  Natural  Soap E4 

SBS  Rose  Natural  Soap    E4 

SBS  Swarfega  Heavy  Duty  Gel  Hand 

Clnsr  El 

SBS  Tufn  ega  Abrsv  HandClnsr 

w/Polygrit  E4 

SBS  11  Vegetable-Base  Hand  Soap  ....    C2 

SBS  21  Borax-Base  Hand  Soap  C2 

SBS  30  Waterless  Skin  Cleanser  E4 

SBS  33  Wtrls  Skin  Clnsr  w/Plastic 

Scrub  E4 

SBS  40  Medicated  Skin  Cream   E4 

SBS  41  Medicated  Skin  Lotion   E4 

SBS  44  Protective  Cream  Water-Resis- 

tant    E4 

SBS  61  Lotion  Soap  El 

SBS  62  Elite  Lotion  Soap    El 

SBS  72  Liquid  Skin  Cleanser El 

SBS-46  Protective  Cream  Solvent-Re- 
sist   E4 

SBS-63  Heavy  Duty  Lotion  Soap  El 

SBS-71  Lotion  Skin  Cleanser E4 

SBS-71  Lotion  Skin  Cleanser  Unscented  El 

S  C  Chemical 

AC.  #1    A3 

All  Purpose  General  Cleaner    Al 

Boilout  A2 

BC-50    A4 

Clean  Approach  Detergent  Thick  Bl 

Clnr  C2 

Driveway  Plus  A4 

H.D.S.-W  A2 

HY-Q-75   D2 

HY-Q-75-SP    D2 

IB.  #25    Al 

IB  50   A4 

Liquid  Detergent  LB.  25  Al 

Oven  and  Gnddle  Cleaner   A8 

PC-100  Al 

QTC-  1  CI 

Sani-Cleen  Al 

Silky  El 

Window-Glo    CI 

S  C  M  Glidco  Organics 

Glidclean  20%  Pine  Type  Disinfectant  CI 
S  E  C  C  O,  Inc. 

167  Al 

S  E  Incorporated 

Wipe  Out  Heavy  Duty  Industrial  De- 
greaser      Al 


S  G  B  Chemical  Resources  Inc. 

SGB-L502D  G6 

S  I  S,  Inc. 

Big  Orange    CI 

BWT-LS-1   G6 

BWT-LS-2  G6 

BWT-SC-3  G6 

BWT-SLT-2 G6 

BWT-238  G6 

BWT-238-S  G6 

BWT-400  G6 

BWT-400-S  G6 

BWT-500  G6 

BWT-500-S  G6 

SKF 

Grease  LGFC  2  HI 

SMC  Technologies 

A-3830  Treatment  G2 

AMO-44C  Boiler  Treatment  G6 

Booster- Treat  Boiler  Treatment   G6 

CO-2530  Boiler  Treatment  G6 

SMC  Technologies,  Inc. 

A-38  Stabilizer  D    G2 

A-38  Stabilizer  L G2 

AMO-44  Boiler  Treatment  G6 

Bio-Actzyme  81     CI 

Bio-Actzyme  81M  CI 

Bio-Actzyme  9    CI 

Boiler  Treatment  #3    G6 

Boiler  Treatment  0-1  G6 

Bronco  Blue  A4.C1 

Bronco  Blue  II  A4.C1 

BCB  Regular  Boiler  Treatment    G6 

BCB-Double  Boiler  Treatment  G6 

BW-60  Boiler  Treatment    G6 

Cleartone  Pills  PI 

CO-25  Boiler  Treatment  G6 

CST-8601  Closed  Loop  (Hot  Water) 

Treat G7 

DWT- 1000  Treatment  G2 

FL-700  Boiler  Treatment    G6 

Orange  Power   CI 

Orange  Power  II   CI 

Oxarrune  Boiler  Treatment  G6 

Oxamine-Plus  Boiler  Treatment  G6 

OK-S  Boiler  Chemical    G6 

OK-SA  Boiler  Chemical  G6 

OR-38  Boiler  Treatment  G6 

OR-83  Boiler  Chemical    G6 

OR-90  Boiler  Chemical    G6 

PK-7  Boiler  Treatment   G6 

PK-7P  Boiler  Treatment  G6 

PK-7S  Boiler  Treatment  G6 

PK-78  Boiler  Treatment  G6 

PK-78S  Boiler  Treatment  G6 

Rapid  Transit  Boiler  Treatment   G6 

Rapid  Transit-Plus  Boiler  Treatment   ..  G6 

State  F-l  Special  Boiler  Solvent    G6 

SBT-350  Boiler  Treatment  G6 

SBT-707  Boiler  Treatment  G6 

SBT-7 10  Boiler  Treatment  G6 

T-l  Boiler  Treatment    G6 

SPA  Chemical 

Softie  Hand  Cleaner   E4 

S  P  C  O,  Inc. 

L-500  L2 
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S  P  E  R  Chemical  Corporation 

Sequest-All  Water  Treatment  G2 

S  P  80  Products 

Odor  Neutralizer  Extra  Strength  CI 

Odor  Neutralizer  Regular  Strength  CI 

SSI  Chemicals 

Sanitizing  Hand  Soap   E2 

SSI  10%  Quat  D2.Q3 

SSI  16   D2 

SSI  16  with  Lemon  CI 

SSI  32    D2 

S  V  O  Specialty  Products,  Inc. 

SunylFG611    HI 

Sunyl  FG612    HI 

Sunyl  FG  613    HI 

Sunyl  FG614    HI 

Sunyl  FG  615    HI 

Sunyl  FG-610    HI 

S.  C.  S.  Corporation 

SCS-4  Cleaner  Al 

S.  I.  Industries  Ltd. 

Formula:  Royal  Blue  CI 

S.E.T.  Environmental  Inc. 

965  Concentrated  Cleaner Al 

S.S.D.C. 

Cleaner  Degreaser  CI 

Glass  Cleaner CI 

Hydro-Chlor Al 

Liquid  Detergent  Al 

Old  Limey  A3 

Power  Foam Al 

R.T.U.  Hand  Soap  El 

S.T.O.P.  Chemical  Co.,  Inc. 

Nick's  Rough-N-Tuff    E4 

S.W.I.  International,  Inc. 

Super  Wash  Industrial  Greasebuster  ....  Al 

Saaca  Industries  Inc. 

Saniflo  CI 

Saalfeld  Paper  Company,  The 

Liquid  Hand  Soap  El 

Sac  Val  Janitorial  Sales  and  Service 
Inc 

Asidufoam  C2 

Foamy  Commercial  Grease  Release 

Stripper  Al 

Non  Butyl  Degreaser Al 

Performance  CI 

Sac  Concentrate  CI 

Tally  Ho A8 

Water  Soluble  Deodorant  Concentrate  CI 
Wonder  Gem  Super  All  Purpose 

Cleaner   A4.A8 


Saddlebrook 

All-Purpose  Cleaner   A4 

Best  Scent  Lemon  CI 

Foaming  Degreaser  CI 

Glass  &  Surface  Cleaner CI 

Neutral  pH  Disinfectant  Deodorant/Det  CI 

9%  Thick  &  Kling    CI 

Sadler  Paper  Company 

Olympic  AF/315   CI 

Olympic  Citrus  Chisel    A4.A8 

Olympic  Citrus  Foam  CI 

Olympic  Citrus  Fresh   CI 

Olympic  Foaming  Germicidal    CI 

Olympic  Germicidal  Bowl  Cleaner    ....  C2 

Olympic  Heavy  Duty  Degreaser A4 

Olympic  Lemon CI 

Olympic  Mint    CI 

Olympic  Non-Acid  Washroom  Cleaner  C2 

Olympic  Pine  CI 

Olympic  Speed  Spray  CI 

Olympic  Stainless  Steel  Cleaner A7 

Saf-Ron  International  Ltd. 

Ecosolv    Al 

Kitchen  Kleen   Al 

Prime  Cut    Al 

Saf-Ron-Blue-Lite  Glass  Cleaner  CI 

Saf-Ron-Gold Al 

Saf-T-Eze 

Hi-Temp  Anti-Seize    H2 

Nickel  Anti-Seize    H2 

Saf-T-Eze  Silicone-Lube  HI 

White  Food/Drug  Anti-Seize    HI 

Saf-T-Lok  Chemical  Corp. 

Food/Drug  Pipe  Sealant    HI 

Safe  Floor  International,  Inc. 

Safe  Floor  Heavy-Duty  Degreaser  Al 

Safe  Stride,  USA 

Clean  Cut Al 

Clean  Cut  III  Al 

Safe-Stride  International,  Inc. 

Heavy  Duty  Cleaner  Degreaser   A4 

Safe-Stride  SS-2000  Plus   A8.A4 

Safepower 

Infinite  CI 

Safety  Floor  International,  Inc. 

Heavy  Duty  Cleaner  Degreaser   A4 

Safety  Wash,  Inc. 

"Safety  Wash"  A8 

Enviro  Wash   A8 

Safety-Kleen  Corp. 

Safety-Kleen  Aqueous  Cleaner  Al 

Safety-Kleen  Aqueous  Cleaner  CA   ....  Al 

Safety-Kleen  Premium  Solvent Kl 

Safety-Kleen  Solvent-105  Kl 

Safety-Kleen  140  Solvent  Kl 


Safeway  Industries  Incorporated 

Acid  Cleaner  PF  Liquid   A3 

Acid  Foam  431    A3 

Alk-O-Way  208  Al 

Aqua-Treat  Descaler  100    A3 

Aqua-Treat  Scale  Inhibitor  222   G2 

Aqua-Treat  Scale  Inhibitor  707    G2 

Bioway  BioActin  LF-1   D2 

BioActin  350  D2 

BioWay  Conveyor  Lubricant  Number  7  H2 

BioWay  Desol-Chlor  Al 

BioWay  DS  Liquid  D2 

BioWay  DSB  Al 

BioWay  DSC  Chlor.  All-Purpose 

Cleaner   Al 

BioWay  DSC  Non-Chlor  All-Purpose 

Cleaner   Al 

BioWay  Golden  Lotionized  Liq.  Hand 

Soap    El 

BioWay  Hypochlorite  D2 

BioWay  Kleen  II A2 

BioWay  SS  Cleaner    A3 

BioWay  580 Al 

Burst  581  A1.Q5 

Burst  592  Al 

Caustic  Cleaner  212    A2 

Caustic  Cleaner  213    A2 

Caustic  Kleen  263  Al 

Caustic  Liquid  248   A2 

Chlor-O-Way  EC Al 

Chlor-O-Way  HD   A2 

Chlorfoam  360 Al 

Circulate  329  Al 

Concrete  Cleaner  218   A4 

Concrete  Cleaner  220  A4 

CT  Cleaner  250  Al 

CT-Floor  Cleaner    A4 

Dacid  A3 

Dacid  HD A3 

Dacid  HD  402  A3 

Dacid  401    A3 

Degreaser  358   Al 

Du-Pure  SS.  Cleaner   A2 

DSC  Cleaner  303    Al 

DSC  Non-Chlorinated  214  Al 

Fast  Break  291    B2 

Foam  Clean  542   A1.H2 

Foam  Clean  550   Al 

Foam  Cleaner  355  Al 

General  Cleaner  542  A1.H2 

Genfoam  551  Al 

Germicidal  Handwash  531    E2 

Hand  E-2  Hand  Soap  532  E2 

Heavy  Duty  Alk-O-Way  200  A2 

Heavy  Duty  Manual  Bulk  Tank  &  Equip 

Clnr  Al 

High  Foam  Acid  Cleaner   A3 

High  Foam  Acid  432    A3 

Kleen  302    A1.Q1 

Liqui-Foam  555  Al 

Liquid  Detergent  Al 

Maintain  SSC    A2 

Meek    Al 

One-Step    Al 

Pipeline  and  Bulk  Tank  Cleaner/Liquid  Al 
Pipeline  and  Bulk  Tank 

Cleaner/Powdered  A2 

Pipeline  Cleaner  330  Al 

Prime  EW  231  Al 

R.C.C PI 

R.C.C.  Coil  Cleaner  292  PI 

Sani  Way  75   D2 

Sani-Way  12   D2 

Sani-Way  175   D2 

Sani-Way  6   D2 

Sani-Way  65   D2 

Sulf-O-Way  451    A3 

Supra  Acid  Cleaner  A3 

Supra  Acid  Cleaner  421   A3 

STL-5  A1.H2 

Ultra  Clean  337  A1.Q1 
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3-D  Descaler  106    A3 

3-D  Scale  Inhibitor  208    G2 

3-D  Scale  Inhibitor  777    G2 

Safeway  Laboratories,  Inc. 

Electrical  Equip.  &  Metal  Protector 

#120    K2 

Safety  Solvent  #100    Kl 

Super  Safe  Solvent  #1 10 Kl 

Safeway  Stores,  Incorporated 

White  Magic  Bleach  Q4C2.B1 

Safeworld  Products  Corp. 

M.C.  No    1    Al 

Saffelle,  Incorporated 

Acid  Free  Bathroom  Cleaner  C2 

Citrus  Bouquet    CI 

Citrusfoam  Spray  N'  Wipe  CI 

Coconut  Oil  Hand  Soap   El 

Disinfectant  Spray  'N'  Wipe  CI 

Liquid  Live    CI 

NB-44    Al 

Powder  Fresh  CI 

Power  Spray    CI 

Saffelle  Citrus  Concentrate  A4.A8 

Saffelle  Glass  &  Mirror  Cleaner    CI 

Saffelle  Glass  Clnr CI 

SJ-44  Cleaner    A4 

Sahara  Oil  Co.  of  America 

Aluma-Plate  WH-AA   HI 

Sail  Chemical  Company 

Cocoanut  Oil  Hand  Soap   El 

Golden  Gator  CI 

Kleer-Vue  Glass  Cleaner    CI 

NBC  Cleaner    Al 

Sail  All  Purpose  Liquid  Cleaner Al 

Sail  Breakaway   Al 

Sail  Supercleaner A4 

Sail  66  A4 

Sales  Unlimited,  Inc. 

C-Foam    Al 

Formula  81     A4 

Kleen-Power   A4 

Liquid  Hand  Soap  El 

Power  Plus  E4 

Power-Foam  Cleaner A4 

Safe-Cut  Foaming  AP  Degreaser  Al 

Surkleen  A4 

7-11  Industrial  A4.C1 

Salsbury  Laboratories,  Inc. 

Ropax  Bars    F3 

Ropax  Bulk  Rodenticide  Pellets  F3 

Ropax  Rodenticide  Bait  Pack  (Pellets)     F3 
Superdyne  II    D2 

Samuel  Halaby,  Inc. 

Kil-Moe  Insecticide Fl 

Kil-Moe  123  Insecticide  Fl 

Kil-Moe  2    Fl 

Kil-Moe  3610   Fl 

San  Bay  Chemical  &  Supply  Co. 

Bath  Bnte    CI 

Multi  Kleen  CI 

San  Bay  Bowl  Cleaner  C2 


Sani  Maid    C2 

Super  60O0 A4 

San  Bay  Co.,  The 

Biocide  CI 

Orchard  Air  CI 

San  Diego  Janitor  Supply 

Brk-Away    Al 

No.  777  Concentrate  Cleaner  A4 

Quat-A-Kleen    CI 

Waxie  Metal  Sheen  A7 

Waxie  Metal-Brite  A7 

San  Joaquin  Chemicals,  Inc. 

Sanamine  8903    G6 

Sanamine  8923    G6 

Sanatherm  8102  G6 

Sanatherm  8106  G6 

Sanatherm  8108  G6 

Sanatherm  8324  G6 

Sanatherm  8328  G6 

Sanatherm  8380 G6 

San  Joaquin  Supply  Company 

Aqua  K  Insecticide   Fl 

Big  Deal Al 

Citrisolve  CI 

Deo-Pine    CI 

Formula  A-2    Al 

Formula  K  Insect  Spray    Fl 

Formula  K-5    Fl 

Kleensall    A4 

Knapp's  Four-K  A2 

Knapp's  Purr    B1.C2 

Natural  Orange    CI 

Royal  Blue  A4 

Steri-Du  Dl 

Steri-Kleen  Disinfectant    A4.C1 

Yes  Bl 

San-Mar  Laboratories 

pH  Adjuster  Up  G6 

A.I.O.  1500  Concentrate  G6 

Alltreat  300  G7 

Aquacide    Fl 

B.A.C  Bio  Active  Cultures  In  Liquid  ..  L2 

BBC CI 

Big  "G"   Al 

Big  Blast    Al 

Big  Red  High  Temp   H2 

Boiler  Descalant    G6 

Boilerite  100   G6 

Bole  Aire  C2 

Brandex   A4 

Butyl-ful    CI 

BR-62B    CI 

Cascade    A4 

Chemtronic    Al 

Citrosene  Emulsion  CI 

Citrosene  10 CI 

Citrus  4X  Concentrate CI 

Cocoa  Hand  Soap  El 

Cocoanut  Oil  Hand  Soap  Concentrate    .  El 

Coilite    A4.P1 

Combine    A4 

Concrete  Cleaner  CI 

Delimer  Concentrate  A3 

Double-O.S CI 

Dnslide    H2 

Dual-27    Dl 

DL-2001  H2 

Eco-Solve Al 

Fast  Klean   A3 

Fogging  Spray  Concentrate  Fl 

FA-24  F2 


FZ-3  Al 

G  B  Breakdown  CI 

Gnll-0  A8 

GPC-24    A4 

H.T.L.  500  H2 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner   C2 

Heavy  Duty  Cleaner-II  A4 

Hi-Count  Bacteria  Enzyme  Complex    ...  L2 

Hold-Tite  Al 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

HG-BT  G6 

HI-AL    G6 

ITM  600 G6 

Kleer-Vue  Window  Cleaner  CI 

L-Tox  Spray    Fl 

Latex  Remover   Al 

Lectra  Solv    K2 

Lemon  Fresh  20    A4 

Lemon  Tree  CI 

Lemon-Bole  CI 

Lemonene    CI 

Li'l  Bit   CI 

Liquid  Conveyor  Lube    H2 

Lo-Sudz  A4 

Lon  Gon CI 

Machine  Dishwashing  Compound  Chlo- 
rinated    Al 

Magic  Mike  Al 

Mighty  Mike  Concentrate  Al 

Mint  Disinfectant CI 

Miracle  Cleaner  Concentrate  A4 

Mr   Brite  Porcelain  Cleaner   C2 

MM  II    CI 

Neutrox  400  G7 

New  Dawn  CI 

New  Life  CI 

No.  51    Al 

Odo  Rout  CI 

Orange  Deodorant  CI 

PET.  Track  &  Conveyor  Lubricant    ..  H2 

Perfumed  Deodorant  Cakes    C2 

Pine  Oil  Disinfectant  (Phenol  Coef.  5)  CI 

Power  Concentrate    C2 

Prepare  CI 

Prestige    CI 

Quik  Clenz CI 

R  I  S  -15 F2 

Really  Werx CI 

Red  Hot  LI 

Reel-O-Peel  CI 

Remuv-Ox   A3 

Safer  Strip   CI 

Scale  Dispersant    G7 

Scrub  a  Dub A6 

Silicone  Spray  HI 

Space  Spray  2500   11 

Stain-Less  Steel  CI 

Steam  Cleaner  Liquid  A2 

Steamrite-200 G6 

Steri-Phene  II El 

Super  Blue  CI 

Super  Solv  Kl 

Super  2000 CI 

SM  Industrial  Deodorant CI 

SS  87  H2 

Tank  Saver G7 

The  Big  1  D2 

The  Right  Stuff  CI 

Thrift  Detergent  A4 

Tower  All  NC  Concentrate  G7 

Tower  Plete  BP-A  G7 

Towercide  10 G7 

Towercide  5  G7 

Trak-Lube    H2 

TT-333  G7 

Unglued  LI 

Vanilla  Deodorant  CI 

Vegetable  Oil  Base  Soap  40-45%    H2 

Vita-Pine  (Phenol  Coefficient  5)    CI 

W.T.C.  Algaecide  and  Algal  Slimicide  G7 

Whomp    LI 
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0.25%  W.B.  Space  Spray   F2 

16  oz.  Perfumed  Deodorant  Blox  C2 

24  oz  Perfumed  Deodorant  Blox  C2 

6/49  Concentrate  A4 

6803X2    CI 

Sanaco  Chemical  Manufacturers, 
Inc. 

Hand  Maid  Concentrate  BA  El 

Hand  Maid  Concentrate  CT  El 

Hand  Maid  Concentrate  LI  El 

Sanaco-TM-10  Acid  Cleaner  Concen- 
trate      A3 

Sanaco- 1  OF  High  Foam  All  Purp  Clnr 

Cone    Al 

Sanaco-100  High  Foam  All  Purpose  CI 

Cone    Al 

Sanaco-30    A2 

Sanaco-300  Multi-Purpose  CI  Super 

Cone A4 

Sanaco-360    Al.BI 

Sanchem,  Inc. 

No-Ox-ID  "A  Special"    H2 

No-Ox-ID  490  HI 

Sanco 

Slide  Chain  Lubricant  H2 

Sanco  Janitorial  Equipment  & 
Supplies 

Sanco  Disinfectant  Foaming  Cleaner  ..    CI 
Sanco  Pink  Lotion  Hand  Cleaner  E4 

Sanco  Products  Company 

Div.  of  Sanitary  Supply&Chemical 

Co.  Inc 

Bulldog  Cleaner CI 

Dynamic  Drain  Opener  &  Maintainer  ..  LI 
Industrial  General  Purpose  Insect  Spray   FI 

Regal  Concrete  Cleaner    A4 

S-25G  A4 

Sanco  Cherry  Bowl  Cleaner  C2 

Sanco  Emulsion  Bowl  Cleaner  C2 

Sanco  N-85  Cleaning  Concentrate   Al 

Sanco  Rainbow  Steam  Cleaner Al 

Sanco  Rainbow  Steam  Cleaner  Liq Al 

Sanco  Regal  Hand  Soap  El 

Sanco  Sewer  Solvent LI 

Sanco  Products  Company,  Inc. 

Cling    CI 

Crystal   CI 

Mark  Remover CI 

Sanco  Creme  Toilex   C2 

Sanco  Lotion  Hand  Cleaner  E4 

Sanco  Mild  All-Purpose  Prcln  &  Mil 

Clnr  C2 

Sanco  Supplies,  Incorporated 

C-230  Cleaner-Degreaser   A4 

C-292  Bathroom  Cleaner  &  Scum  Re- 
mover      A3 

Concrete  Floor  Cleaner  CI 

Dry  Chlorinated  Bleach  SP-210  Bl 

General  Purpose  Synthetic  Cleaner  C- 

131     Al 

Sanco  C-131  General  Purpose  Syn. 

Clnr Al 

Sanco  C-135  Non-Butyl  Cleaner  & 

Degrsr Al 

Sanco  Heavy  Duty  Cleaner  Degreaser  A4 

SP-505  Hand  Cleaner   E4 


SP-540  Hand  Cleaner   E4 

SP-560  Hand  Cleaner   El 

Sandoz  Agro,  Inc. 

Dianex  Residual  Spray   F2 

Gencor  5E   F2 

Gentrol  Point  Source  F2 

RF-270  Emulsifiable  Concentrate  F2 

Safrotin  Emulsifiable  Concentrate  Insect  F2 
Safrotin  Roach  Plus  Emulsifiable  Cone.   F2 

Safrotin  \%  Aerosol   F2 

Zoecon  (S)-Hydroprene  Rch  Cntrl  Statn 

II   F2 

Zoecon  Gencor  9%  Emulsifiable  Cone.     F2 

Zoecon  Gentrol  EC.  1GR  F2 

Zoecon  Gentrol  IGR  Concentrate  F2 

Zoecon  RF-209  Cockroach  Growth  Re- 
gulator    F2 

Zoecon  RF-256  Aerosol   F2 

Zoecon  RF-259  Emulsifiable  Concen- 
trate    F2 

Zoecon  RF-271  RTU  Pump  Spray  F2 

Sandoz  Colors  &  Chemicals 

Sandopan  DTC  Gel  (Paste) Al 

Sandstrom  Products  Co. 

Easy  Clean  D158-C01  CI 

Easy  Etch  CI 50-C01  PI 

Sanex  Services 

Acid  E  A3 

Acid  HD    A3 

Sanford  Chemical  Co.,  Inc. 

Deep  Clean  Cleaner  PCC- 101    Al 

Loft    Bl 

Loft  #447  Detergent    Al 

Loft  Chlorinated  Laundry  Bleach  Pow- 
der    Bl 

Loft  Concentrated  Laundry  Detergent  B 1 

Loft  Mulli-Purpose  Cleaner    CI 

Loft  Sanitizing  Hand  Cleanser  E2 

Sani  Kleen  Chemicals,  Inc. 

#747  A4 

Klean  Aid    Al 

Sani-Chem  Cleaning  Supplies  Inc. 

Neat  CI 

Shiny  Stainless  Steel  Cleaner  A7 

Sani-Chem  Products  Corp. 

Alklor  L  Low  Foaming  Al 

Alklor  P  Low  Foaming  Al 

Cream  Cleanser  CI 

Fast  Foam  Alkaline  Al 

Foam  Master  A/C  Al 

Foam  Master  A/C  Plus  Al 

Food  Grade  Dry  Silicone  Spray  HI 

Hi-Temp  Red  Spray  Grease   H2 

Kloro  Det  (High  Foam)  P Al 

Penetrating  Lubricant    H2 

S-C  Heavy  Alk  L  Low  Foaming    A2 

S-C  Heavy  Alk  P  Low  Foaming    A2 

S-C  HFA  Clean  A3 

S-C  LFA  Clean  A3 

S-C  Safety  Cleaner  L   Al 

S-C  Safety  Cleaner  P    Al 

S-C  Yellow  P  Floor  Cleaner A4 

S-C  5000  L  Self  Foaming    Al 

S-C  5000P  Self  Foaming    A2 


Sani-Chlor  Dry  Bleach   Bl 

Sani-Soft  Sour  Bl 

Sani-Tech  Bl 

Sani-Terg  Bl 

Sani-Clean  Distributors 

Bubble  Up  Concentrated  Sink  Detergent  Al 
Concept  101  Ultra  Action  Protein 

Degrsr Al 

Concept  102 D2 

Concept  105  Medicated  Lotion  Hand 

Clnr El 

Oven  &  Grill  Cleaner  A8 

Tergicide  103  Dl 

Ultra  Clean    A4.A8 

Sani-Craft  Company 

Nu-Blue  Seven    Al 

Twenty  Percent  Hand  Soap    El 

Sani-Fresh  International 

Cleanworks  Heavy  Duty  Cleaner  Al 

Cleanworks  Multi-Purpose  Cleaner   ....    CI 

Cleanworks  Neutral  Floor  Cleaner  CI 

Cleanworks  No  Rinse  Sanitizer   D2 

Cleanworks  Non-Acid  Bowl  Cleaner  ..  C2 
Cleanworks  Tile  and  Grout  Cleaner  ....    A4 

Disinfectant  Detergent  A4 

DS-1  Heavy  Duty  Degreaser    Al 

Emerald  Lotion  Soap    E4 

Eurobalh  Hair&Body  Shampoo 

w/Glycerin    E4 

Golden  Lotion  Soap    E4 

Heavy  Duty  Cleaner  DS-1    Al 

Iodo-San  E2 

Mutli-Purpose  Disinfectant  CI 

Naturally  Tuff  Lime  Waterless  Cleanser  E4 
Naturally  Tuff  Orange  Waterless  Clnsr  E4 
Neutra-Qwik  Conctd  Light-Duty  Bowl 

Clnr C2 

Pink  Lotion  Hand  Soap    E4 

Sani-Fresh  "E-2"  Rated  Cleanser  E2 

Sani-Fresh  Alco-San  Gelled  Alcohol  ....  El 
Sani-Fresh  Alcohol  Gel  Waterless  An- 

tispt  El 

Sani-Fresh  Antibacterial  Skin  Cleanser     E4 

Sani-Fresh  Body  Shampoo  E4 

Sani-Fresh  Extra  Care  Barrier  Cream    ..  E4 

Sani-Fresh  Extra  Gentle  Hand  Soap E4 

Sani-Fresh  Gentle  Lotion  Cleanser E4 

Sani-Fresh  Hand  Cream   E4 

Sani-Fresh  Heavy  Duty  Cleanser  El 

Sani-Fresh  Iodo-San  Cleanser E2 

Sani-Fresh  Lotion  Skin  Cleanser   E4 

Sani-Fresh  Premium  Creme  Soap E4 

Sani-Fresh  SpectraCare  Skin  Cleanser  ..  E4 

Sani-Fresh  Super  Duty  Cleanser E4 

Sani-Fresh  Waterless  Cleanser  E4 

Sani-Fresh  Waterless  Cleanser  with  Grit  E4 
Sani-Tuff  "E-2"  Antiseptic  Cleanser    ....  E2 

Sani-Tuff  Body  Shampoo  E4 

Sani-Tuff  E-2  Rated  Cleanser E2 

Sani-Tuff  Heavy  Duty  Cleanser  El 

Sani-Tuff  Lotion  Hand  Soap    E4 

Sani-Tuff  Powdered  Hand  Soap  E4 

Sani-Tuff  Super  Duty  Cleanser  W/Grit     E4 

Sani-Tuff  Waterless  Cleanser  E4 

Sani-Tuff  Waterless  Cleanser  with  Grit    E4 

Scott  Antibacterial  Skin  Cleanser  E4 

Scott  Antiseptic  Skin  Cleanser  E4 

Scott  Body  Shampoo    E4 

Scott  Gentle  Lotion  Cleanser  E4 

Scott  Soap  Antibacterial  Liq  Hand  Soap  E4 

Scott  Super  Duty  Cleanser  E4 

Scott  Triangle  Lotion  Soap  E4 

Spray-Mist  Deodorizer   CI 

Super-Qwik  Concntr  Multi-Duty  Bowl 

Clnr C2 
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SureTouch  Pearlized  Lotion  Soap    E4 

Triangle  Lotion  Soap    E4 

Sani-Kem  Chemical  Corporation 

Heavy  Duly  Spotless  Al 

Hi-Foam  Al 

IOKEM    D2 

Klor  Kleen  Q1.A1 

Liquid  Sani-Tek A2 

Machine  Cleaner  Al 

Red  Glo  Al 

S.K.  Chlorinated   Al 

Sani-Bnte  A2 

Sani-Cide  Dl 

Sani-Flex   Al 

Sani-Glo  A3 

Sani-Kleen  Al 

Sani-Luxe Al 

Sani-Solv  A4 

Sani-Tek A2 

Sani-Terg  C  Al 

Scale  Control  G2.G5 

Sewer  Blast   LI 

Shackle  Kleen  Lube    Al 

Solar  Lube  H2 

Solar  Lube  #2    HI 

Supr  Kleen  A4 

Supreme  Lube  H2 

SK  434  A4.A8 

SK90  A4 

Sani-Link  Products 

Foamee  Foaming  Degreaser  Cleaner   ..  CI 

Grime  Off  Oven  &  Grill  Cleaner  A8 

Penetrate  HD  Degreaser-Cleaner-Wax 

Strip Al 

Penetrate  RTU  Spray  &  Wipe  Cleaner  CI 

Sani-Link  Gleamee   CI 

Sani-Link  Oven  Easee A8 

Sani-Marc  Inc. 

All  Purpose  Cleaner   CI 

AM-717  A4.C1 

Bottle  Wash  Compound   A2 

BTX-245    A3 

Formicide  A3 

Fritto    A8 

Lanol-V  E4 

Lavenet    CI 

Mulunet  CI 

P.M.  27    C2 

Rustof    A2 

Super  D  Al 

SM-165-X   Al 

SM-50   A2 

ST-747-X  Al 

ST-800-3X  Al 

V.A.-73    Al 

2014-3   Al 

Sani-Mate  Supply,  Inc. 

Eliminator    CI 

Shop  Master  500  Cleaner  Degreaser  Al 

Sani-Tec 

Eagle  Brand  Zap  A4 

Sanico,  Inc. 

All  Purpose    A8 

Odor  Digester   C! 

Sani-Bath  CI 

Sani-Brite  C2 

Saniglo  CI 


Sanifas  Products 

Accept    C2 

Cherry  Bowl  Cleaner    C2 

Saniplex  Laboratories,  Inc. 

A- 186  Chlorinated  Krystals    Al 

A-225  White  Foam  Beads    Al 

Foam-Up    A4 

Grit  Hand  Cleaner  E4 

Space  Spray  No  3  N-212  Fl 

Super  Lightning  CI 

Sanitary'  Products  Company 

Reflet  One  Step  Fmng  Acd  Dsnf  Cln 

Deodz   C2 

Traffic  Lane  Cleaner  A4 

Sanitary  Products  Corp. 

Electra  Solv  Kl 

Formula  100    Al 

Formula  200    Al 

Handi  Clean  E4 

LAB CI 

Sanco  Vandal  Mark  Remover CI 

Sani  Power  Foam  Spray  &  Wipe  CI 

Sani  Quat  HI   CI 

Sani  Quat  IV  CI 

Sani  Quat  VI  Dl 

SRC  One  Step  C2 

Sanitary  Supply  Co.,  Inc. 

Apollo  Automatic  Dishwash  Al 

Double  Duty  Degreaser Al 

Double  SS  Brand  Lemon  Disinfectant  C2 
Double  SS  Brand  Lime-Off  De-Liming 

Cmpd A3 

Double  SS  Brand 

Liqui-DishHnd-Dshwsh  Del Al 

Double  SS  Brand  Oven  And  Griddle 

Cleaner   A8 

Double  SS  Brand  Palm  Soap   El 

Double  SS  Brand  Pine  Oil  Disinfectant  CI 
Double  SS  Brand  Ready-To-Use  Hand 

Soap    El 

Double  SS  Brand  Sani-Cide  Disnfct- 

Sntzr   D2 

Double  SS  Brand  Sani-Pine  PineOdor 

Disnf  CI 

Double  SS  Brand  Sani-Solv  H.D. 

Cln-Dgrsr   A4.A8 

Double  SS  Brand  40%PureCoco.Oil 

Hnd  Soap    El 

Galaxy  Machine  Dishwash  A2 

Snow  White  Laundry  Detergent  B2 

Upper  Crust  Oven  &  Grill  Cleaner    ....  A8 

Vandal  Mark  Remover  CI 

Sanitary  Supply  Company 

Systems  M.R.C Al 

Systems  Restore    A3 

Sanitary  Supply  Company 

Sansco  Mr.  Brite  C2 

Sanitary  Supply  Company,  Inc. 

Brut  Force   Al 

Lemon  Disinfectant  CI 

Meat  Market  Cleaner    Al 

Mint  Disinfectant CI 

Pine  Disinfectant  C2 

Pink  Pearl    El 

Safe-N-Fresh   C2 

Sanco  Coco  Hand  Soap    El 


Sanco  Pink  Lotion  Al 

Sanco  Quick-Changing  Bowl  Creme  ..  C2 
Sanco  Sani-Q  Non-Rinsing  Sanitizer  D2.E3 

Sanco  W.S.D CI 

Sani-Quat  D2 

Sparkle  Blue    CI 

Speed  Clean  CI 

Spring  Time  CI 

Tile  &  Grout  Cleaner   A3 

True  Blue  A4 

Uric  Acid  Odor  Eliminator  CI 

Sanitary  Supply  Specialties 

Tornado   Al 

Sanitation  Chemical  Service 

Acid  Plus  A3 

Alum  Suck  Cleaner  100  Al 

Bullet  Plus  Al 

Chlor-Foam  Al 

Formula  500    Al 

Heavy  D  Cleaner  Al 

Heavy  Duty  Smokleen    A2 

Magnum  Caustic  Cleaner  I  A4 

Sani  Kleen  II  Al 

Sanitation  Management  Systems 

Food  Plant  Cleaner   Al 

Sanitek  Products,  Inc. 

Saf-Dee    CI 

Sanitek  Gls,  Mir  &  Util  Clnr  Non- 

Arrunnd  CI 

Sanitek  Sanitize  D2 

Spraytek  Al 

Tuff-Kleen  CI 

Saniturg  Chemical  Co. 

Insta-Kleen  A4 

Sanivac,  Inc./ 

Davis  Manufacturing  Co. 

Shine-On   A7 

Sanolite  Corporation 

Ammoniated  Oven  Cleaner A8 

Bathing  Gel  E4 

Boiler  Water  Treatment    G6 

Bravado   CI 

Bulls  Eye  Al 

Chlorinated  Jester   Al 

Chloro    CI 

Colloid-Alk  KL  G6 

Colloid-Alk  PL   G6 

Colloid-Alk  PVL  G6 

Colloid-Alk  333    G6 

Crystal   Al 

Dry  Bleach Bl 

Dual  Chlor  Dl 

EDC  Boiler  Treatment    G6 

Fantasia   Al 

Rash    A4 

Foaming  Disinfectant  Cleaner    CI 

Formula  No.  605  Dl 

Freeze-Kleen   A5 

Grease  Kicker   A8 

Heavy  Duty  Floor  Cleaner  A4 

High  Builder   Bl 

Hy  Pressure  Cleaner  A2 

lodex    D2 

Jester  NF  Al 

Jester  OF  A2 

Krisp  'N  Kleen   Bl 

Laundry  Detergent Bl 
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Liqua  Tronic  White  Bl 

Lo-Dex  D2 

Lotion  Skin  Cleanser E4 

LC  1151  Bl 

Magic  Al 

Nu-Soft    B2 

Ovenew   A8 

Oxygen  Scav  PDR    G6 

Oxygen  Scavenger  L G6 

Peak  LF  A3 

Peak  NF A3 

Pot  Luck    Al 

Preen    Al 

Purge   Al 

Ram  Rod  NF  CI 

Reward  Al 

Rinse-It    Al 

Roach  &  Bug  Killer   F2 

S-44  Detergent Bl 

Samson  Super  Oven  Cleaner    A8 

Sani-Fluff B2 

Sanisol  Al 

Sano  Kleen    Bl 

Sano  Lube   H2 

Sano-Shine  A7 

Sanobac   El 

Sanolac#10  A2 

Sanolac  #5   Al 

Sanolac#60  Al 

Sanolac  #7-0   Al 

Sanolac  #8  Al 

Sanolac  BW  A2 

Sanolac  CIP  No.  17    A2 

Sanolac  Foam  All   Al 

Sanolac  Formula  510    A4 

Sanolac  FP  100  A2 

Sanolac  FP  101 Al 

Sanolac  FP  103  Al 

Sanolac  FP  104  A2 

Sanolac  FP  105  A3 

Sanolac  FP-108  A2 

Sanolac  FP-109  Al 

Sanolac  FP-700  A4 

Sanolac  Hy  Pressure  Cleaner  A2 

Sanolac  HMC    Al 

Sanolac  HT   A2 

Sanolac  No.  803    Al 

Sanolac  PDQ  A2 

Sanolac  Sewer  Solvent  LI 

Sanolac  1427  A3 

Scale  &  Film  Remover  A3 

Sentry  A2 

Shroud  Cleaner   Bl 

Silver  Kleen  Al 

Slide  Silicone  Spray    HI 

Soft  "N"  Fresh  Concentrate    B2 

Speedy  A4 

Splash    Al 

Splash  With  Ammonia   Al 

Spraize  A4 

Sudsall  Al 

Sun-Solv    B2 

Super  Quat D2 

Super  Sanolite  Al 

Super  Soap  Compound  #71    Al 

Super  Soap  Compound  #75    Al 

Topaz  Al 

Treat Al 

Triumph  Bleach  Bl 

Ultimate  Al 

Ultra  Mild  Antimicrobial  Lotion  Soap  ..  E4 

Vampire  Bl 

Wash  Out B2 

Wham-0    LI 

Santek  Chemicals 

Alkafax-1000  LI 

Alkasan-20 A2 

San-Kleen  HD  A4 

San-Kleen  MC  A1.E1 

San-Scale  MA   A3 


San-Scale  PC  A3 

Sanklor  Al 

SanklorHF    Al 

Sanklor  Plus    Al 

Sanklor  PLC    Al 

Sanquest  RD   A4.A8 

Santek  MPC    A4 

Saratoga  Specialties/ 
Chemicals  Division 

AC  3000  A3 

A.C A3 

AC.  Foam  A3 

AC.  Sanitizer    D2 

A.C.  2000    D2 

A.C.  388    A3 

A.C.  40    A3 

A.C.  400    A3 

A.C.  408    A3 

A.C.  45    A3 

A.C.  50    A3 

A.C.  500    A3 

A.C.  54    A3 

A.C.  60    A3 

A.C.  70    A3 

A.C.  80    A3 

A.C.-Solve  CI 

Alk  10   A2 

Alk  20   A2 

Alk  25    A2 

Alk  5    A2 

All  Purpose    Al 

All  Purpose  Concentrate  Al 

Aluminum  Cleaner    A6 

Antiseptic  Waterless  Hand  Cleaner   E4 

April  Fresh Bl 

Atom-Plus    Al 

APC60    Al 

APC70    Al 

APC  80    Al 

APC90   Al 

Biozyme  Plus    Al 

Bleach  Bright  150  Bl 

Brightner  S.F A3 

Car  and  Truck  Wash  Compound    Al 

Chain  Lub  #8  H2 

Chain  Saver  No.  120 H2 

Chlorinated  Scouring  Powder  A6 

Chlorton  Al 

Circuit    Al 

Circulation  Cleaner  and  Rust  Remover  A2 

Clean  Hand  FF    E2 

Commercial  Laundry  Detergent  Bl 

Complete  Foam  Al 

Complete  Foam  II  Al 

Complete  Foam  S.F Al 

Degreaser  Al 

Degreaser  II  A8.CI 

Degreaser  Special    Al 

Deicer A5 

Drain  Cleaner    LI 

Dynafoam    Al 

Econo  Fresh  Bl 

Econo-Soft  BL B2 

Egg  Wash  II    Ql 

Floor  Cleaner A4 

Foam  Clean  NP  Al 

G.P.C.  88  Al 

General  Purpose  Chlorinated    Al 

General  Purpose  Cleaner Al 

Grease-Solve   A4.A8 

GPC  2    Al 

HD.  Sanitizer   Dl 

HD.  Stripper  A2 

H.S.  100 Al 

Heavy  Duty  Institutional  Laundry 

Detrgnt    Bl 

Heavy  Duty  Laundry  Detergent  Bl 

Institutional  Dishwash  Al 

Jel-Aid  Al 

Kettle  Wash  12.25  Al 


KA  2000    Bl 

L.S.  Sour  Bl 

L.S.C A8 

L.S.C  731    A8 

L-22  Liquid  Hand  Soap    El 

Laundry  Aide Bl 

Liquid  Alk  10   A2 

Liquid  Alk  5    A2 

Liquid  Circuit    Al 

Liquid  Circuit  II    Al 

Liquid  Egg  Wash    Ql 

Liquid  Smokehouse  Cleaner  A2.A8 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Smokehouse  Cleaner  III   A2 

Liquid  Softener  B2 

LD424 Bl 

Master  Foam   Al 

Mega  Clean  Al 

Micro  San  400  D2 

Mild  Suds    Al 

Miton   Al 

Multi  Purpose    Al 

Multi  Purpose  .6   Al 

Multi-Strip  Al 

No.  10  Specialty  Safety  Solvent  K2 

P.S.C A8 

Paramount   Dl 

Perf  Multi-Cleaner Al 

Pro  San  III  D2.Q3 

Pro  Strip    A2 

Pro  Strip  II  A2 

Pro-Chlor  D2 

Pro-Chlor  10.5  D2.G4.Q4 

Pro-Chlor  12.5  D2.Q4 

Pro-Chlor  15   Al 

Pro-Chlor  8.5  Al 

Pro-San  II    D2 

PDG  Al 

Reprofoam  Al 

S.S.  Bleach    Bl 

S.S.  Oil  85  HI 

S.S.  Oxy  Bleach    Bl 

S.S.  Protoclean    Bl 

S.S.  10  Handsoap    E4 

S.S.  1028  Al 

S.S.  289  A8.C1 

S.S.  50  A2 

S.S.-T.O HI 

S.S.90 Al 

S-7  Bowl  Cleaner   C2 

San-O-Dine  LF   D2 

Sanitizing  Hand  Soap   E2 

Saratoga  Egg  Wash  Ql 

Saratoga  Foamer  Al 

Saratoga  L.S.  Alkali    Bl 

Saratoga  L.S.  Bleach  Bl 

Saratoga  L.S.  Detergent    Bl 

Saratoga  Tender  Touch  B2 

Sewer  Cleaner  LI 

Slide  HI 

Smoke  House  Cleaner  A2 

Soft  Soak  Al 

Special  Sour Bl 

Stripper  Plus    A2 

Supreme  Detergent   Bl 

SCFII    Al 

SS  Alkali  Bl 

SS-1000  Defoamer   A1.Q5 

SSI09P  Bleach  Bl 

Tripe  Machine  Cleaner  A3 

Trolley  Wash  &  Rust  Remover   A2 

Ultimate  A1.B1 

Ultimate  II  Al.BI 

Water  Deposit  Remover   A3 

Saskatoon  Chemicals  Ltd. 

Calcium  Hypochlorite 
65%  B1.D2.G4.G5.Q4 

Chloryte  Calcium  Hypo- 
chlorite      B1.D1.G4.G5.Q4 
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Satellite  Chemical  Corp. 

Glass  Cleaner CI 

Savin  Chemical  &  Industrial  Supply 
Corp. 

Ammoniated  Oven  Cleaner A8 

Cold  Grille  &  Oven  Cleaner A8 

Industrial  Cleaner  Degreaser A4.A8 

Institutional  Coconut  Oil  Hand  Soap  ....  El 

Kleen-Glo  Concentrate   Al 

Metal  Polish  &  Stainless  Steel  Cleaner  CI 

Stainless  Steel  and  Metal  Polish    A7 

Steam-All  Al 

Super  Wax  Strip  Concentrate  A4 

Surgi-Cream  Antiseptic  Lotion  Hand 

Clnr El 

White  Ease  Lithium  Grease   H2 

Savin  Products  Co.,  Inc. 

Degreaser  Ultra-Solv  A4.A8 

Freezer  Cleaner  A5 

KleerBrite  CI 

Meta  Safe Al 

Neutral  Cleaner  CI 

Oven-Aid  A8 

Savin  Sanitizer D2 

Savogran  Company 

Biodegradable  Strypeeze  C3 

Dirtex  Al 

Dirtex  Cleaner  Spray CI 

TSP  Cleaner A4 

Savoie  Supply  Company 

DL7075  CI 

DL7200 CI 

DL7400 CI 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1080 Al 

GP  1090 QI 

GP  1100 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1325  Ql 

GP  1400 Al 

GP  1425  Ql 

GP  1450 Al 

GP  1475  Al 

GP  1550 A4 

GP  1600  Al 

GP  1625  Al 

GP  1675  Ql 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

GP  1900 Ql 

HD  5000    Ql 

HD5015    Al 

HD5025    Al 

HD5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090    Al 

HD5100    Al 

HD5105    Al 

HD5125    Al 

HD5150    Al 


HD  5160   Al 

HD  5170   Al 

HD5175    Al 

HD5190    Al 

HD  5195    Al 

HD5200   Al 

HD5205    Al 

HD  5225    Al 

HD  5260   Al 

HD53O0   Al 

HD5305    Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD5400   CI 

HD  5410   Al 

HD  5420   A4 

HD  5425    Al 

HD5440   Al 

HD  5450    Al 

HD5465    Al 

HD5475    Al 

HD  5505    Al 

HD5545    Al 

HD5550    Al 

HD  5565    Bl 

HD  5575    Al 

HD5585    CI 

HD  5625    A4 

HD5675    Al 

HD5690    Al 

HD  5695    Al 

HD  5700    Al 

HD  5720   Ql 

HD  5725    Al 

HD  5770   Al 

HD  5775    Al 

HD  5800   Al 

HD5845    Al 

HD  5860    Al 

HD5870    Al 

HD5875    Al 

HD  5880   Al 

HD  5900    Al 

HD5905    Al 

HD5925    CI 

HD  5940    Al 

HD  5955    Al 

HD  5965    Al 

HD5975    Al 

KP  3000 A1.Q1 

KP3005  Al 

KP  3010 Al 

KP  3025  A4 

KP  3050 Al 

KP  3075  Al 

KP3125  Ql 

KP3150  Al 

KP3175  Al 

KP3200  Al 

KP3225  Al 

KP3250  Al 

KP3275  Al 

KP3300  Al 

KP3325  A1.Q1 

KP3350 Al 

KP3450 Al 

KP3475  A1.Q1 

KP3525  Ql 

KP3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750 Al 

KP3775  Al 

KP3825  Al 

KP  3850  A2 

KP3875  A1.Q1 

KP  3900  Al 

KP3925  Al 

KP3950  Al 


KP  3995  A8.Q1 

OS  6075  Al 

OS  6325  A4 

OS  6600 Al 

OS  6725  Ql 

Smokehouse  Cleaner  Al 

VC2105    Al 

VC2205    Al 

Savolite,  Inc. 

#1  Cleaner  Al 

#2  General  Manual  Cleaner   Al 

Acid  Activator  PI 

Acid  200   A3 

Acid  400   A3 

Acid  600    A3 

Acid  970   A3 

All-Foam  Al 

Aluminum  Cleaner  105  Al 

Aywon  El 

B-17  Bl 

Bactisol    D1.Q3 

Blocker Al 

Brawn  Bl 

BCA7   A8 

C.D.D Al 

Car  and  Truck  Wash  Al 

Carwash  10   Al 

Caustic  50% A2 

Chain  Lube  Concentrate  H2 

Chain  Lube  Jelly  Soap   H2 

Chain  Lube  10 H2 

Chain  Lube  35  HI 

Chain  Lube  525  H2 

Chain  Lube  750  H2 

Chelator  A2 

Chinook  Ice  Melter  A5 

Classic  Al 

Cleaner  88  A2 

Clenespray  Al 

Coast  102  Al 

Coast  302  A4.A8 

Coast  309  A4 

Coco  Borax   C2 

Command    A2 

Conquer  Bl 

Cutter  Al 

CC55    A2 

CT-380 G7 

CT-383  G5.G7 

CTS#1     G7 

CTS#10    G6 

CTS#2    G6 

CTS#3    G7 

CTS#4    G6 

CTS#6    G6 

CTS#9    G6 

D  G  Steam  Cleaner  Al 

Dairi-San   D2 

Defoamer04   A1.G5.Q5 

Defoamer5    A1.Q5 

Double  Duty    CI 

Elect  Al 

Evergreen  Cleaning  Concentrate    ....  A1.B1 

Express A3 

F-Clean    Al 

Foam  Add  10 A3 

Foam  Add  10-A    Al 

Foam  Cleaner  22  A2 

Formula  AG-3  Ql 

Formula  DW-4    Ql 

Formula  DW-6    Ql 

Fosbrite    A3 

Fostreat    G2 

Gel-Klean Al 

Glucator  Ten   CI 

Green  Stripe  Waterless  Hand  Cleaner   ..  E4 

Grill  Sergeant    A8 

GMC  2000  Al 

GMC-220 Al 

Hydro-Sol  30  G7 
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Hydrochloric  (Muriatic)  Acid  A3 

HDC  Powder  PI 

Impact    PI 

Iosol  Sanitizer  D2.E3 

Isopropyl  Alcohol   CI 

IOFEC  175    D2.G5 

Jell  Supreme    E4 

Klearsol  60    Dl 

Klearsol  64    Dl 

Klearsol  66    D2.Q4 

Kloriclean    Al 

Liquid  Antichlor   B2 

Liquid  Caustic  25%  W/BCA    A8 

Liquid  Caustic  47%  W/BCA    A8 

Lubricon Bl 

LT-150  Detergent   Al 

Megasol  128    D2 

Megasol  256   D2 

Megasol  64   D2 

Motive  Al 

N-66  Al 

New  Home  Service  DeLuxe  Laundry 

Compound  Bl 

Nitri-Brite  Acid  A3 

Nor-Cide  3  Fl 

Northco  9  A4 

Northwind    Al 

Nu-Break  8    Al 

NC-III    A1.Q1 

NC-66    A1.Q1 

Optimum   A2 

Orbit  Al 

Oven  Master    A8 

OxyCide  D2 

Pak-Brite   CI 

Placidine  350  D2 

Plus  Detergent  A1.G5 

Powder  Foam Al 

Power  Al 

Power  Clean    A2 

Power-Chlor Al 

Pressure  Wash  Cleaner  Al 

Progress  Al 

Q-Dip  E3 

Q-Soap  E2 

Rainier  A2 

Regain   A1.B1 

Rinsol  D2.Q3 

Rustphoil   A3 

Sapphire  CI 

Savdene  D2 

Savgreen  Degreaser  Al 

Savgreen  Liquid  Laundry  Detergent    ..    Bl 

Scale-Off  A3 

Scalex A3 

Sewer-Solv  LI 

Skookum    Kl 

Smobot A2 

Smoke-Out  A2 

Smokleen  A2 

So-Soft  B2 

Steamsol    A4 

Strix-RS  A2 

Sun-Wite  Bleach  A1.B1 

Super  Blitz  A2 

Super-Chlor  D2 

Superior  Bl 

SM  Cleaner   Al 

Tackle    Al 

Tally  Bl 

Tillicum  Blue    Bl 

Top-San  A3 

Tork  A1.G7 

Trolley  Cleaner  DR  A2 

Trolley  Cleaner  IL A2 

Trox  Bl 

Tuff  Stuff Al 

Tuff  Stuff  XF    Al 

WBD  Water  Based  Degreaser    A4 

WT  180  G6 

WT  190  G6 

WT540   G6 


WT740   G6 

WT-PSC    G7 

WT-SIL  G3 

WT-101    G6 

WT-102  G2.G5.G6 

WT-103   G6 

WT-104  G7 

WT-106  G6 

WT-107   G6 

WT-108  G6 

WT-109   G6 

WT-110  G6 

WT-113   G6 

WT-202  G6 

WT-203   G6 

WT-401    G7 

WT-402  G7 

WT-403   G6 

WT-404   G7 

WT-450   G7 

WT-904   G7 

Zonk  CI 

55  Chlor  Floor  Cleaner  A4 

Savor  Chemical  Laboratories 

All-Surface  Cleaner Al 

Bowl  Cleaner  C2 

Concentrated  Floor  Conditioner  CI 

Hand  Soap  Liquid  El 

Hand  Soap  Lotion  El 

Heavy  Duty  Steam  Cleaner  Liquid    ....    A2 

Oven  And  Grill  Cleaner  Kl 

Pink  Lotion   Al 

Power  Cleaner  A4 

Stainless  Steel  Cleaner  &  Polish    A7 

Surface  Scum  Remover A4 

Wind-O-Shine  CI 

Sbarro,  Inc. 

Sbarro  Degreaser/Cleaner  Al 

Sbarro  Glass  Cleaner CI 

Sbarro  Neutral  Floor  Cleaner  CI 

Scale  Free  Company,  Inc. 

SF8000  G6 

SF8100  G6 

Scales  Air  Compressor  Corp. 

Hl-68-Re  HI 

Scales  Rotary  Air  Compressor  Oil 

Hl-32   HI 

Scales  Rotary  Air  Compressor  Oil 

Hl-46    HI 

Scane  MB/ 

Div  of  Mitchell-Bradford  Chemical 

Colnc 

APC-25    A4 

Black  Jack  A4 

Han-San  E2 

HD  Butyl  A4.A8 

HD  Butyl  Lo  Foam  A4.A8 

Limecide    A3 

Liqui-Steam  HD    Al 

Liqui-Steam  LD Al 

Nitro  Al 

Scane  AP  A4.C1 

Scane  NC A4.C1 

Ultra  Lube  H2 

Ultra  Lube  Plus  H2 

Ultra-Sol    Al 

Scarry,  E.  J.  &  Company 

C-l 3  Concentrtd  Clnr  &  Disinfect Dl 

Modern  Disinfectant  Dl 


Schaefer  Technologies,  Inc. 

Alkalinity  Booster  B-90   G6 

Boiler-Aid  MP-210  G7 

Boiler-Aid  MP-240  G6 

Boiler-Aid  MP-250  G6 

Boiler-Aid  MP- 300  Crystals  G6 

Boiler-Aid  MP-320  G7 

Boiler-Aid  MP-340  Crystals  G6 

Boiler-Aid  MP-341    G7 

Boiler-Aid  MP- 342  G7 

Boiler-Aid  MP-41 1   G7 

Boiler-Aid  MP- 500  G6 

Boiler-Aid  MP- 502  G7 

Boiler-Aid  MP-510  G7 

Boiler-Aid  MP-520  Liquid  G6 

Boiler-Aid  MP-521   G7 

Boiler-Aid  560 G6 

Boiler-Aid  580 G5.G7 

Boiler-Aid  581  G7 

CW  Crystals  G2 

Condens-Aid   G6 

Condens-Aid  "A"    G6 

Condens-Aid  "C"  G6 

Condens-Aid  D  G6 

Condens-Aid  E   G6 

Condens-Aid  F    G6 

Condens-Aid  F-2  G6 

Cool-Treat  B-275    G7 

Cool-Treet  A-150   G7 

Cool-Treet  B-292    G7 

CWC  Liquid    G2 

Dry  Acid  Descaler  #3600  PI 

Duo-Clean  CI 

Liquid  Oxygen  Remover  B-63  G6 

Oxygen  Remover  -  L   G6 

Oxygen  Remover  -  P    G6 

Oxygen  Remover-Liquid G6 

Power-Sol    CI 

Tower  Treat  B  G7 

Tower  Treat  M    G7 

Schaeffer  Manufacturing  Co. 

#II2B  Biodegradable  Hydraulic  Fluid  H2 
#158  Moly  Pure  Syn  Comprsr  Oil  ISO 

32    H2 

#158  Moly  Pure  Syn  Comprsr  Oil  ISO 

46    H2 

#158  Moly  Pure  Syn  Comprsr  Oil  ISO 

68    H2 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

10    H2 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

20    H2 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

30    H2 

#158  Moly  Pure  Syn.  Comprsr  Oil  ISO 

150    H2 

#158  Moly  Pure  Synth  Cmprs  Oil  ISO 

100    H2 

#190  Penetro  90    H2 

#190E  Penetro  Green    HI 

#195  Hi  Temp  Food  Machine  Grease  HI 
#203A  Moly  EP  Ind.  Mach.  Lube  SAE 

20    H2 

#203A  Moly  EP  Ind.  Mach.  Lube  SAE 

30    H2 

#203A  Moly  EP  Ind.  Mach.  Lube  SAE 

40    H2 

#203A  Moly  EP  Ind.  Mach.  Lube  SAE 

50    H2 

#209  Moly  Universal  Gear  Lube  SAE 

140    H2 

#209  Moly  Universal  Gear  Lube  SAE 

90    H2 

#221  Moly  Ultra  800  EP.  #1  H2 

#221  Moly  Ultra  800  EP.  #2  H2 

#229  Moly  Ultra  Red  EP.  #2 H2 

#238  Moly  Ultra  Supreme  #1  H2 

#238  Moly  Ultra  Supreme  #2 H2 
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#238  Moly  Ultra  Supreme  #3  H2 

•254  Moly  Semi-Synthetic  HTC  SAE 

10    H2 

#254  Moly  Semi-Synthetic  HTC  SAE 

15    H2 

#254  Moly  Semi-Synthetic  HTC  SAE 

20    H2 

#254  Moly  Semi-Synthetic  HTC  SAE 

30    H2 

#254  Moly  Semi-Synthetic  HTC  SAE 

40    H2 

#264  Moly  Pure  Syn  Hydrl  Oil  ISO  32  H2 

#264  Moly  Pure  Syn  Hydrl  Oil  ISO  46  H2 

#264  Moly  Pure  Syn  Hydrl  Oil  ISO  68  H2 
#267  Moly  Supreme  Gear  Lube  SAE  90  H2 
#268  Moly  Supreme  Gear  Lube  SAE 

140    H2 

#269  Hydraulic  Oil  H-l  ISO  32 HI 

#271  Synthetic  Food  Grade  Grease  H-l  HI 

#271S  Synthetic  H-l  Grease  HI 

#274  Moly  E.P.  Semi  Synthetic  H2 

#274  Moly  EP  Semi-Synthetic  #1    H2 

#274  Moly  EP  Semi-Synthetic  #2   H2 

#276  Syn  Fd  Grd  Gear  Lube  H-l  SAE 

140    HI 

#276  Syn  Fd  Grd  Gear  Lube  H-l  SAE 

90    HI 

#280  Food  Grade  Hydraulic  Oil  SAE 

10    ..., HI 

#280  Food  Grade  Hydraulic  Oil  SAE 

20    HI 

#280  Food  Grade  Hydraulic  Oil  SAE 

30    HI 

#280  Food  Grade  HTC  SAE  50  HI 

#280A  Food  Grade  Airline>Oil  SAE  10  HI 

#280A  Food  Grade  Airline  Oil  SAE  20  HI 

#280A  Food  Grade  Airline  Oil  SAE  30  HI 

#298  Moly  Hi  Temp  Chain  Lube  H2 

#298A  Moly  Hi  Temp  Chain  Lube  ISO 

220    H2 

#315  Simplex  Supreme  Synthetic  Blend  H2 

#318  Food  Grade  Release  Oil  SAE  10  HI 

#318  Food  Grade  Release  Oil  SAE  20  HI 

#3 1 8  Food  Grade  Release  Oil  SAE  30  H 1 

#620  Synquench  FRH  Fluid  H2 

Hook  Oil    HI 

No.  227  Moly  Roller  Chain  Lube    H2 

112  Micron  Moly  HTC  Oil  SAE  10  H2 

1 12  Micron  Moly  HTC.  Oil  SAE  20  H2 

112  Micron  Moly  HTC.  Oil  SAE  30  H2 

115  Simplex  Torque  Fluid   H2 

167  Moly  Syn.  Gear  Lube  75W-140  ..  H2 

184  HTC.  Oil  5W-30   H2 

214  One  For  All  Moly  Gear  Lub 

SAE80W-140  H2 

248  Moly  Syngard  2000  E.P.  No.  1  ....  H2 

248  Moly  Syngard  2000  No.  3 H2 

260  Perma  Moly  E.P.  No.  1  H2 

260  Perma  Moly  E.P.  No.  2  H2 

260  Perma  Moly  E.P.  No.  3  H2 

308  Moly  Dri-Plate  H2 

Schenk  Packing  Co.  Inc. 

BIF96Lube    H2 

Schilling  Systems 

Break-Thru Al 

Foam-It  Grease  Cutter Al 

Schlei  Supply  &  Service  Co. 

SchleiKleen  Para  Clean  Hand  Soap  El 

Schloff  Chemical  And  Supply  Co. 

Ace  Alki-Det  Bl 

Ace  Concentrated  Detal    Bl 

Ace  Industrial  Bleach   Bl 


Ace  Industrial  Laundry  Detergent    Bl 

Ace  Industrial  Petro  Break  Bl 

Schnee-Morehead,  Inc. 


Schneid,  I.,  Incorporated 

pH  Adjuster  Up  G6 

A.I.O   1500  Concentrate  G6 

Alchlor  Al 

Alltreat-300  G7 

Aquacide   FI 

B.A.C.  Bio  Active  Cultures  In  Liquid  ..  L2 

BBC CI 

B&E  Concentrate  4X    L2 

Big  "GM    Al 

Big  Blast   Al 

Big  Red  H2 

Boiler  Descalant    G6 

Boilerite  100   G6 

Bole  Aire  C2 

Bowl  Klean   C2 

Brandex   A4 

Butyl-ful    CI 

BR-62B   CI 

C.I.P.  Cleaner    Al 

Cascade   A4 

Chain  Lube    H2 

Chemtronic    Al 

Cherry  4X  Concentrate  CI 

Citrosene  Emulsion  CI 

Citrosene  10 CI 

Citrus  4X  Concentrate CI 

Coconut  Oil  Hand  Soap   El 

Coconut  Oil  Hand  Soap(Concentrtd)  ....  El 

Coil-Ite  PLA4 

Combine    A4 

Concrete  Cleaner  CI 

Cura  Clean  El 

Double-OS CI 

Drislide    H2 

Dual-27    D2 

DL-2001  H2 

Eco-Solve Al 

Fast  Klean   A3 

Floral  4X  Concentrate CI 

Fogging  Spray  Concentrate Fl 

FZ-3  Al 

G  B  Breakdown CI 

Greenline  Degreaser   CI 

Grill-0  A8 

GPC-24   A4 

H.T.L.  500  H2 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner  C2 

Heavy  Duty  Cleaner  CI 

Heavy  Duty  Cleaner-II  Al 

Hi-AI    G6 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

Hold-Tite  Al 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

HG-BT  G6 

ITM  600 G6 

Jelled   CI 

Kleer-Vue  Window  Cleaner  CI 

KR-24    F2 

L-Tox  Spray    Fl 

Latex  Remover   Al 

LectraSolv    K2 

Lemon  Fresh  20    A4.C1 

Lemon  Tree  Deodorant  &  Cleaner  CI 

Lemonene    CI 

Li'l  Bit  CI 

Liquid  Conveyor  Lube   H2 

Lo-Sudz  A4 

Lon  Gon  CI 

Low  Foaming  Big  G  A4 

LF-20  CI 

Machine  Dishwashing  Compound 

Chlorntd    Al 

Magic  Mike  Al 


Mean  Gene    Al 

Mighty  Mike  Concentrate  A! 

Mint  Disinfectant CI 

Miracle  Cleaner  A4 

Morning  Breeze  CI 

Mr  Brite  Porcelain  Cleaner   C2 

MM  II    CI 

Neutrox  400 G7 

New  Dawn  CI 

New  Life   CI 

No.  51    Al 

Odo-Rout  CI 

Orange  Deodorant  CI 

Orange  Works  CI 

PET  Track  &  Conveyor  Lubricant    .  H2 

Perfumed  Deodorant  Blox    C2 

Perfumed  Deodorant  Cakes    C2 

Pine  Oil  Disinfectant,  Phenol  Coef  5  CI 

Power  Concentrate    C2 

Prepare  CI 

Prestige    CI 

Quik  Clenz  CI 

R.I.S.  -  15    F2 

Really  Went  CI 

Really  Werx  NP    Al 

Red-Hot  LI 

Remuv-Ox   A3 

Right  Stuff  CI 

Safer  Strip  CI 

Scale  Dispersant    G7 

Scrub  a  Dub A6 

Silicone  Spray  HI 

Space  Spray  2500   Fl 

Sparkles  CI 

Stain-Less  Steel  CI 

Steam  Cleaner  Liquid  A2 

Steamrite  200 G6 

Steri-Phene  II El 

Steriphene    El 

Super  Blue  CI 

Super  Solv  K2 

Super  Suds  Al 

Super  2000 CI 

SurvivorS  II  L2 

SM  Industrial  Deodorant CI 

SS  87  H2 

Tam-24 CI 

Tank  Saver G7 

The  Alternative  Kl 

The  Big  1  D2 

The  Survivors    CI 

Thrift  Detergent  A4 

Tough  Touch  Concentrated  Liquid  Skin 

CI El 

Tower  All  NC  Concentrate  G7 

Towercide  10  G7 

Towercide  5  G7 

Trak-Lube    H2 

TT-333  G7 

Unglued  LI 

Vanilla  Deodorant  CI 

Vegetable  Oil  Base  Soap  40-45%    H2 

Vita-Pine   CI 

W.T.C  Algaecide  and  Algal  Slimcide  G7 

Whomp    LI 

Y.B.C CI 

0.25%  W.B.  Space  Spray  F2 

6/49  Concentrate  A4 

6803X2    CI 

7011  Foam  Booster  Al 

Scholler,  Inc. 

TWE-147  G6 

TWE-149A    G6 

TWE-240  G6 

TWE-240A    G6 

TWE-241   G6 

TWE-241A    G6 

TWE-242  G6 

TWE-242A    G6 

TWE-243  G6 
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TWE-243A    G6 

TWE-340  G6 

TWE-340A    G6 

TWE-341   G6 

TWE-341A    G6 

TWE-342  G6 

TWE-342A    G6 

TWE-343  G6 

TWE-343A    G6 

TWE-344  G6 

TWE-344A    G6 

TWE-442  A  G6 

TWE-442  B  G6 

TWE-444  B  G6 

TWE-444A    G6 

TWE-450  G6 

TWE-460  G6 

TWE-470  G6 

TWE-470A    G6 

TWE-472A    G6 

TWE-476  G6 

TWE-480  G6 

TWE-485  G6 

TWE-500  G6 

TWE-532  G6 

TWE-533  G6 

TWE-540  G6 

TWE-54!   G6 

TWE-541  A  G6 

TWE-541  B  G6 

TWE-542  G6 

TWE-543  G6 

TWE-543  A  G6 

TWE-543  B  G6 

TWE-544  G6 

TWE-544A  G6 

TWE-544  B  G6 

TWE-545  G6 

TWE-545  A  G6 

TWE-545  B  G6 

TWE-836  G7 

TWE-861   , G7 

Schundler  Company,  The 

Anti-Skid  Jl 

Schundler  Horticultural  Perlite  Jl 

Scientific  Boiler  Water  Conditioning 
Co. 


Boiler  Water  Treat. 

Form. 

No. 

10   

Gfi 

Boiler  Water  Treat. 

Form. 

No. 

104   ... 

G6 

Boiler  Water  Treat. 

Form. 

No. 

11    

G6 

Boiler  Water  Treat. 

Form. 

No. 

15   

Gn 

Boiler  Water  Treat. 

Form. 

No. 

203   ... 

G6 

Boiler  Water  Treat. 

Form 

No. 

301    ... 

G6 

Boiler  Water  Treat. 

Form. 

No. 

405   ... 

G6 

Boiler  Water  Treat. 

Form. 

No. 

405-E 

G6 

LSC  #1     

Al 

Scientific  International  Research/ 
Bio-Chem  Inc. 

Bio-Brite    Al 

BAM  Insecticide  Fl 

BC-R  Degreaser/Decarbonizer  Al 

BC-20  General  Purpose  Acid  Cleaner      A3 

BC-5    El 

BC-7  Sanitizing  Hand  Soap  E2 

Caress Al 

Causti-Klor    A1.Q1.Q2 

Cut  Degreaser  Cleaner    Al 

Cut  Germicidal    Dl 

Disinall    Dl 

Disinall  Cleaner Dl 

Dri-Out H2 

Foam-Klor  Al 

Freeze  Kleen   A5 

Glass-Glo  (Aerosol)    CI 

Glass-Glo  (Liquid)    CI 


Grease-Off  CI 

GreSolv    Al 

Ice-Off  CI 

In-Cid PI 

Kontac   PI 

Lime  Gone  A3 

Liquamelt  CI 

Live  Micro-Organisms    L2 

Neutralize CI 

New  Sir  Safety  Solvent K2 

New  Solidzout  LI 

Ocean  Power  Al 

Probe   LI 

Probex    LI 

Quick  (Aerosol)  CI 

Rids-It    CI 

Rust-Release    H2 

S  O  C  Low  Foam   Al 

S.I.R.  Bake-Off  Al 

S.I.R.  Coil  Cleaner   PI 

S.I.R.  Concentrate  Al 

S.I.R.  De-Limer  A3 

S.I.R.  Deo-Gran  CI 

S.I.R.  Glass  Glo    CI 

S.I.R.  Safety  Solvent  (Aerosol)    ....    K1.K2 

San-Tize D2 

San-Tize  II  D2.Q3 

Scent-Away  CI 

Sila-Slide  HI 

Sir  San  B1,C2,D2.Q4 

Sir  Scan  P.O. S.  Scanner  Cleaner   CI 

Smoke  Off  A8 

Solv-All  A4 

Super  Solv-All  A4 

SHC  03  Smokehouse  Cleaner A2 

SHC-95  Smokehouse  Cleaner A8 

SIR  9002  G7 

SIR  9022  G7 

SOC  Al 

Top  CI 

Velvet  Touch  Bl 

Vroom   C2 

Wiz CI 

Wiz-Kleen   C2 

Wow A7 

Scientific  Water  Treatment 
Company 

Swatco  120    G6 

Swatco204   G6 

Swatco  205    G6 

Swatco  207    G6 

Swatco  221    G6 

Swatco  267    G6 

Swatco  313    G6 

316  G6 

349  G6 

Scoles  Systems 

FPD  Food  Processing  Detergent Al 

Scot  Laboratories/ 

A  Scott  Fetzer  Company 

All  Purpose  Cleaner    A4 

American  Lincoln  Amerblitz    Al 

American  Lincoln  Amerscnib  Al 

American  Lincoln  Dollar  Saver  A4 

American  Lincoln  GD  No.  8    A4 

American  Lincoln  Heavyweight  CI 

American  Lincoln  Low  Temperature 

Cleaner  A5 

American  Lincoln  Speed  Demon  A4 

Citrus  Degreaser   CI 

Detergent  Disinfectant CI 

Disinfectant  Spray  CI 

General  Cleaner  and  Degreaser    A4 

Heavy  Duty  Cleaner  Degreaser    Al 

Hold  High  Foam  Degreaser   Al 


Hurricane  CI 

Maximum  Conc.Hvy  Dty  Indstrl. 

Clnr&Dgrsr  Al 

Maximum  Orange  CI 

MPD  Glass  Cleaner CI 

MPD  Waterless  Skin  Cleaner  E4 

Solvent  Cleaner  Kl 

Solvent  Degreaser  Kl 

Spectrum  Heavy  Duty  Cleaner  De- 
greaser    Al 

Stripper  Cone.  Hvy  Dty  Ammoniated 

Strpr    CI 

Value  Concentrated  Detergent    Al 

Waterless  Hand  Cleaner   E4 

204  Butylated  Alkaline  Industrial  Clnr.  Al 
262  Non-Butylated  Alkaline  Indstrl 

Clnr Al 

Scot  Lubricants  of  PA.,  Inc. 

FSL  Open  Gear  HI 

Moca  FSL  Cylinder  Oil    HI 

Moca  FSL  250 HI 

MOCA  FSL  A/L  Lube   HI 

MOCA  FSL  No.  2  Clear    HI 

MOCA  FSL  No.  2  TC   HI 

MOCA  FSL  No.  2  White  HI 

MOCA  FSL100  HI 

MOCAFSL150  HI 

MOCA  FSL2  HI 

MOCAFSL32  HI 

MOCA  FSL46  HI 

MOCA  FSL460  HI 

MOCA  FSL5  HI 

MOCA  FSL6  HI 

MOCA  FSL68  HI 

MOCA  FSL7  HI 

MOCA  FSL8  HI 

5W20  Multi-Viscosity  Hydraulic  Fluid  H2 

Scot  Supply  Company 


Scotch  Corporation 

Instant  Plumber  LI 

Scotch  Plaid  Chemical  Co. 

Grease  Gitter  E4 

Scott  Paper  Co. 

Autoscrubber  Floor  Cleaner  L.F A4 

Glass  and  Surface  Cleaner   CI 

Industrial  Strength  Floor  Cleaner  CI 

Super  Duty  Degreaser  CI 

Tough  Duty  Bathroom  Cleaner    CI 

Scott,  I.  Chemical  Corp. 

Scottchem's  Belt  Dressing    PI 

Scottchem's  Digestant  250    L2 

Scottchem's  Drain-Away  LI 

Scottchem's  ESS  Safety  Solvent Kl 

Scottchem's  Freezer-Cleaner  A5 

Scottchem's  Graphite  Fast  Dry  Lube   ..    H2 

Scottchem's  Mint  Deodorant CI 

Scottchem's  Non-Acid  Lime  &  Scale 

Remvr  CI 

Scottchem's  Oven  &  Grill  Cleaner  A8 

Scottchem's  Paint  And  Varnish  Remover  C3 

Scottchem's  Penetrating  Oil    H2 

Scottchem's  Pinky  Lotion  Skin  Cleanser  El 
Scottchem's  Precision  Parts  Cleaner  ....    K2 

Scottchem's  Sewer  Sweetener CI 

Scottchem's  Sila-Lube  HI 

Scottchem's  Stainless  Steel  Cleaner  ....    A7 

Scottchem's  Super  Power   A4 

Scottchem's  White  Lube  Lithium  Grease  HI 
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Scott.  J.  Company 

Scott  Safety  Degreaser  325  A4 

Scott  1 1 1  Wine  Tank  Cleaner  A2 

Scottissue 

Scortie  AF/BC  C2 

Scottie  BP/DD  CI 

Sea  Chem  Co. 

Sani  Sea  Dl 

Sea  Bnte    Al 

Sea  Co  5400    A4.A8 

Special  Cleaner  Degreaser    A4.A8 

Sea  Friendly  Products 

Cirri-Care  CI 

Cim-Care  50  CI 

Grill  Care A8 

Mara  Soap  Al 

Rust  Gone    A3 

Rust  Gone  Concentrate  A3 

SFP  Manner    CI 

Seabright  Laboratories 

Texas  Roach  Bait    F2 

Seacrest  Industrial 

Pureplex  2000  HI 

Seagate  Chemical  Company,  Inc. 

Sea  Clear  CI 

Seahawk  Research  Group,  Inc. 

First  Defense  Floor  Cleaner   A4 

First  Defense  Traction  Degreaser  CI 

Seal-Krete,  Inc. 

Graffiti  Barrier CI 

Seamless/ 

Div.  of  Professional  Medical  Prod. 

Inc. 

Spectrum  Antimicrobial  Skin  Cleanser  E2 

Searle  Petroleum  Co. 

Galtech  80  HI 

Seatex  Corporation 

Actavor  L-l   CI 

C.T.  Laundry  Bleach  Bl 

Commercial  Laundry  Detergent  Bl 

D/D-4535  Detergent/Disinfectant  CI 

Descaler  A3 

Descaler  DS  A3 

DA-5    Al 

DM-5   A2 

DM-7  Dishmachine  Detergent   A2 

GPC  General  Purpose  Cleaner  Al 

Hand  Cleaner El 

HDZ  +  20N.O Al 

Iodine/12LF   D2 

LB   Laundry  Detergent    Bl 

Laundry  Prespotter    Bl 

Laundry  Soil  Conditioner  Bl 

Liquid  Bleach  (10%  by  Volume)  Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Detergent  Bl 

Liquid  Laundry  Detergent  Blue   Bl 


Liquid  Laundry-A  Bl 

Liquid  Machine  Compound  I  Al 

Liquid  Machine  Compound  II    Al 

Liquid  Sour  Bl 

LM-10   A2 

LM-90  Liquid  Machine  Detergent  Al 

Multi-Purpose  Cleaner    CI 

NB-100    Al 

NB-101  Non-Butyl  Cleaner    Al 

Optibrite  Bl 

Oven  Cleaner    A8 

PP-7  Pot  &  Pan  Detergent   Al 

Solid  GPC   Al 

Solid  Pot  Rock  NO Al 

Solid  Rock  B  Al 

Steam  Safe  Al 

Sunshine    A7 

Super  X   A4 

Window  Cleaner  RTU    CI 

Seaway  Sponge  &  Chamois 

Disinfectant  CI 

Security  4  Chemical  Company 

A.P.S.  #LBK  002    Al 

Aire-Care  CI 

All  You  Need    Al 

Anti-Seize    H2 

Aqua  Secure    CI 

Aqua-Zyme    L2 

Artie  Clean    A5 

B  J  Heavy  Duty  Cleaner  A4 

Big  Jim    Al 

Big  Shot  CI 

Cav  Auto  Scrubber  Concentrate  A4 

Check  It  Al 

Clean  Cream   El 

Contac  Prilled  Drain  Opener    LI 

Conveyor  Lub   H2 

Cool  It  H2 

Critter  Gitter    F2 

Dis  N  Dat  Germicidal  Cleaner  &  Deod  CI 

Do-It-AII    C2 

Double  Action  F2 

Dual  S.C.  Concentrate Al 

EEC   K2 

EEC  Contact  Cleaner  Pan  No.  3848  ..  K2 
Far  Out  Wasp  Hornet  &  Yellow  Jacket 

Kill    F2 

Formula  #900  Heavy  Duty  Cleaner  ....  A4 
Formula  Creme  Lolionized  Liquid  Soap  El 

Formula  59    HI 

Formula  59    HI 

G.P.N.  #LBK001    Al 

Glass  &  Hard  Surface  Cleaner  CI 

Glycolene  MS C2 

Gotcha  Plus  Fl 

Gotcha  60  Insect  Killer Fl 

Grease  Gun   H2 

Grease  Gun  In  a  Can    H2 

Great  Stuff  E4 

Grip   PI 

Grt  Stf  Form  59  Sil  Spra  Lub  &  Rls 

Spra  HI 

GG  H2 

Heavy  Duty  Cleaner  Al 

Heavy-Duty  Floor  Cleaner  CI 

Higher  Up   Al 

Hospital  Disinfectant  Deodorant C2 

Industrial  Heavy  Duty  Foaming  Cleaner  A8 

Jell  Degreaser  &  Tar  Remover Kl 

Kilz  Em  F2 

Little  John   C2 

Look  Glass  And  Utility  Cleaner  CI 

M  II  Concentrate 

Mncpl-Ind-lnst.Det.Conc   Al 

MP  Concentrate  Al 

Marvo  111   CI 

Mechanic's  Friend  H2 

Medi-San  El 


Moisture  &  Conosion  Preventer    H2 

My  Favorite  All  Surface  Cleaner  CI 

MP  72  More  Power D2 

Nok'R  Loose   H2 

On  &  Gone  All  Purpose  Liquid  Deodo- 
rant        CI 

On-N-Gone  The  Gly  Air  Frshnr  &  Surf 

Deod   CI 

Oven  Cleaner A8 

Penetrating  Oil  And  Moisture  Remover  H2 

Problem  Solver   CI 

PH  7  CI 

R.M.  40  P A3 

R4CT  K2 

S.C.  Concentrate   Al 

S-4  Teffy  Dry  Spray  Lubricant    H2 

Safety  Solvent  K2 

Sani-Lube HI 

Sanitary  Lube    HI 

Scale  Clean  Inhib  Chem  Clnr  &  Deoxi- 

dizer    A3 

Sewer  Solvent   LI 

Silicone  Spray  HI 

Sno  Ice  CI 

So  Mild-150    El 

So  Mild-400    El 

Soft  Touch  E4 

Spray  Silicone  Release   HI 

Spritz  Multi-Use  Cleaner  Degreaser    ..    CI 

Stainless  Steel  Cleaner   A7 

SC7  Hot  Soak   A2 

S4  Foam  Buster  A4,A8 

Tef-Tape  Teffy    H2 

Tough  Stuff  E4 

Tough  Tony  E4 

Tru-Gnt  Antiseptic  Waterless  Hand 

Cream   E4 

Twin  Power  A3 

Vandal  Mark  CI 

Wow  +  2  Deo-Drain  Sulfuric  Acid  Type  LI 

Wow  Deo  Drain  Opener  LI 

Wyte-Shadow  Lithium  Grease   H2 

007  Concentrate  Al 

4  Sure  Concentrate   Al 

See  &  Save  Inc. 

Carb-Off A8 

Select  Specialty  Products 

"Drop  Dead"  Insect  Spray    F2 

autoscrub  A4 

bolbath  II  C2 

budget  p/m  CI 

dynamite    CI 

freezekleenz  A5 

megazymes    L2 

mr  melt  CI 

sof-hans  II   El 

ssp-no-foam  Al 

super  power  vat  stripper  A2 

terminator A3 

Add-Up    G6 

Anti-Seize  Compound  H2 

Balance    CI 

Basicblue  Al 

Be  Done  Residual  Spray  Contains  Bay- 

gon    F2 

Big  Orange    CI 

Big  Orange  Blitz  CI 

Blisterize   C3 

Bol-Buddy  C2 

Bol-Buddy  II  C2 

Bowl  Boss  C2 

Circuit  Care  III    K2 

Citra-Kleen    E4 

Concept  MM  K2 

Dissolve  CI 

Down  &  Out  II   Fl 

Dri-Mol   H2 

DB-NoStik  CI 
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DB-123    H2 

DB-99    K2 

Extreme  H2 

Fast  Klean  A3 

Foam  Metal  Polish   CI 

Focus  CI 

Food  Lube  HI 

Formula  A-14  Algaecide  G7 

Formula  1500-A  Boiler  Treatment  G6 

Formula  900A  G6 

Free-All  (Aerosol)  H2 

Fresh  &  Kleen  Disinfectant  Clnr- 

Deodrzr  A4 

Get-Em  II F2 

Good  Scents CI 

Grease  Master  CI 

Grease-Buster    CI 

Gripper PI 

Gum-Ex  Chewing  Gum  Remover    CI 

Handi-Flush  II  CI 

Hospali  Alkali  Drain  Opener   LI 

Ice  Master  Formula  100  CI 

Inhibit  Antibacterial  Soap  E4 

Island  Mist CI 

Klog-Buster  Drain  Pipe  Opener  LI 

Kombat  Premium  Hand  Cleaner E4 

Kool  Treat  Formula  A- 10  Concentrate     G7 

Kwik  Kleen  II  PI 

Lectro-Kleen  Formula  99   K2 

Liquazyme  II  CI 

Lubra-Gel H2 

Lubra/XXI  H2 

Magic  Kleen  II    E4 

Magic  Kleen  III  Lotion  Hand  Cleaner  ..  E4 

Mark  XXI    CI 

Mean  Green  Al 

Moisture  Dispellant  H2 

Mr.  Mizer  Metered  Flying  Insect  Spray    F2 

Mr.  Moly  H2 

Mr.  Whitey  Tile  &  Grout  Cleaner  C2 

Ms.  Kayo  C2 

Ms.  Kayo  II  C2 

Natu-Glass  CI 

Natu-Pine  CI 

Natu-Spice  CI 

No  Flash    K2 

Odor  Trol  One-Shot  Drn  Opnr  w/Odor 

Blnkt  LI 

Old  Blue  Sewer  Solvent-Drain  Opener     LI 

OGL  Gear  &  Chain  Lubricant  H2 

Pay-Bax  A4.A8 

Pesticide-Powder  Power  Wtbl  Pwd 

Insctcd  F2 

Pine-O-Dis  Formula  190  CI 

Pine-O-Dis  Pine  Odor  Disinfectant    ....    CI 

Pink  Power    Al 

Power  Plus  II  CI 

Pro-Tekt  E4 

Red  Grease    H2 

Red  Hot  H2 

Restore  Moisturizing  Lotion  E4 

Scale  Away   G6 

Screen  Shield  CI 

Select  Formula  2001   Al 

Select's  Alternative   CI 

Selective K2 

Selects  Formula  1000  A8 

Selects  Formula  1001    A4 

Sentry  II F2 

Sentry  Residual  Insecticide  F2 

Sewer  Solvent  #1     LI 

Sizzle!  Multi-Purpose  Citrus  Cleaner  ..    CI 

Skat  II    A8 

Slix  HI 

Sno-Flo  Laundry  Detergent    Bl 

Snow  Plow  42  H2 

Solv-It   CI 

Spectrum  II   CI 

Super  Glass   CI 

SSC/123  CI 

SSP  Apple  A  Day  CI 

SSP  Bouquet  CI 


SSP  Cherry  Wick    CI 

SSP  Floater  II    CI 

SSP  Fog-Out  Odor  Eliminator  CI 

SSP  Fresh  Mint  CI 

SSP  Lemon  Tree  CI 

SSP  Loop G7 

SSP  Mini  Deodorant  Blocks  Apple   ....    CI 
SSP  Mini  Deodorant  Blocks  Evergreen    CI 
SSP  Mini  Deodorant  Blocks  Honey- 
suckle        CI 

SSP  Mountain  Air  CI 

SSP  Neutra  Wick    CI 

SSP  Sunshine    CI 

Terminal-4  PI 

Tik-Tok  Bouquet  CI 

Tik-Tok  Lime    CI 

Tuff  Kleen  II  E4 

Tuff  Kleen  III   E4 

Tuff  Stuff A6 

Unique  I  (Aerosol)    CI 

Unique  II  C! 

Vanish  Lime  Scale  &  Film  Dissolver       A3 

Well  Done  II  A8 

Wham  II  Wasp  &  Hornet  Spray F2 

Whaml  Fl 

White  Knight  Food  Grade  White  Grease  HI 
X-Tra  E4 

Selective  Products,  Inc. 

Atomic  Action  A4 

Blue  Flame  Sewer  Solvent  Drain  Opener  LI 

Coconut  Oil  Liquid  Hand  Soap   El 

Extra  Heavy  Duty  "Green  Elf  CI 

Foam-Up   A4 

Formula  314  Egg  Wash  Powder Ql 

Germ-I-San    Dl 

Heavy  Duty  Detergent  Degreaser  A4 

Liquid  Pot  &  Pan  Cleaner    Al 

Magic  Germicide  D2 

Vanish    A3 

Selective  Services  Ltd. 

Slip  Stream  BG3  HI 

Slip  Stream  BG6  HI 

Slip  Stream  CL  46    HI 

Slip  Stream  HT00  Gel    HI 

Slipstream  HT10  Gel  NLGI  2    HI 

Slip  Stream  HT1 1  Gel    HI 

Slip  Stream  HT5  Gel    HI 

Slip  Stream  TWOO  Gel  HI 

Slip  Stream  TW2  Gel  NLGI  2  HI 

Slip  Stream  TW3  Gel  HI 

Selig  Chemical  Industries 

"Clean  Up"    CI 

A-M  Plus  CI 

Ambush  F2 

Antiseptic  Velvo  Liquid  Hand  Soap    ....  El 
B.M.O.C.  Bacteria  Mai-Odor  Control   ..  L2 

B.M.O.C.  Plusl    CI 

B-G-T PI 

Bano  LI 

Bano6AW  CI 

Bano  6AW  SC80  Chemical  Deodorant    CI 

Barrier  Cream   E4 

Big  "S"  Al 

Big  Easy    C2 

Big  Jimmy  CI 

Big  Joe  Al 

Big  Joe/SC-80  Al 

BigR  CI.B1 

Bio-Clear  CI 

Bloch  Buster   A4 

Brute  Force   H2 

Bully  Red    Al 

C-SX-94  (Aerosol)    K2 

C-SX-94  (Bulk)  K2 

Chain  &  Cable  HP  Lubricant  H2 


Chain  &  Cable  Lubricant  H2 

Clean  Sheen  CI 

Clear  Choice    Al 

Con-Etch    PI 

Coral    Al 

Coralan El 

CP-43  A4 

CP-43  SC80 A8 

CS  All  Purpose  Cleaner   CI 

CS  Detergent  A4 

D-Foam  ST   A1.Q5 

D-Lime A3 

D'Odor  CI 

Derm-Aseptic  E-l  Hand  Soap    El 

Di-Bug  F2 

Don  Jon  Toilet  Bowl  Cleaner  C2 

Double  Trouble  F2 

Dox-33  A3 

Drain  Jane   CI 

Dri-Mol  Lubricant  H2 

Du-Kil   FI 

Dukil  SP    Fl 

DFC-I  A2 

DRB-SP  Fl 

DRB-74   Fl 

E.M.C.13  K2 

E-Z  Slide  HI 

E-2  Handsoap    E2 

Emerald  Glo    A4 

Environmental  Silicone  Spray  Release     H2 

Exit    LI 

EMC-13  Special    Kl 

Fast  Break   Al 

Flo  Vapor-ets C2 

Flo-Free  LI 

Fly  Bait  Sugar  Base  with  DDVP  F2 

Foam  Plus    Al 

Foaming  Tile  Cleaner  CI 

Formula  V-SP   Fl 

Formula  0-88  CI 

Formula  0-98  CI 

Formula  229    Kl 

Free-Lon    H2 

Fresh  Air  CI 

Gabe's  Grit  E4 

Germaway   CI 

Germicidal  Foam  Away   CI 

Glycolin  Air  Spray   CI 

Golden  Action  E4 

Gosh  CI 

Gosh  Industrial  Strength  CI 

Great  Magic  El 

Great  White  Lube  with  PTFE HI 

Green  Demon    LI 

Green  Grit   E4 

Green  Kleen  Al 

Gresolv  No.  6    CI 

Grout  And  Tile  Cleaner    A4 

Hanc  CIP  A2 

Hanc  CIP/SC-80   Al 

Hands  Upl    E4 

Helo  Spray  CI 

Herbal  Spring  Air  Freshener CI 

Hi-Kleen  No.  1001    A3 

High  Foaming  Alkaline  Cleaner 

9I-SX-89 Al 

HDP  Gear  Lube H2 

HFD-26   CI 

HFD-26  New  &  Improved  KI.K2 

Jel  Plus    Al 

Kare  Concentrate  Al 

Kare  Steam  Cleaner  Concentrate   A4 

Kare  SC80  Concentrate  A4 

Kleen  Brake  Kl 

Kleenall   C2 

Kleenapart  PI 

Klenite  Al 

Kloro  San D2 

Kutzit  Cleaner  CI 

Kwik  Release H2 

Kwik-Solv  CI 

L-91   C2 
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Laundry  Sour  B2 

Lectron  2000  (Aerosol) K2 

Lectron  2020  K2 

Lectron-13  Contact  Cleaner   K2 

Lectron-2000  Bulk    K2 

Lem-O-Dis  Disinfectant- Deodorant     A4.C2 

Liquid  Ice  Go    CI 

Liquid  Laundry  Bleach  Bl 

Liquid  Neutro  Jel    A4.C1 

Lumabrite  A3 

Lumabrite  NP    A3 

LCLCIP    A1.Q1 

Magic  Mist  Air  Clear  Air  Saniuzer- 

Lime    CI 

Magic  Mist  Apple  CI 

Magic  Mist  Peach  CI 

Magic  Mist  V.O.  One  Shot CI 

Mel-O E4 

Mold  And  Mildew  Stain  Remover  PI 

Moly  Brite  ..    H2 

Mr   Pest  Control    Fl 

Mr.  Pest  Control  SP    Fl 

Muscle  CI 

Neutro-Jel  A&I   CI 

No.  HOLD  Neutro-Jel  CI 

No.  HOC  Neutro-Jel  A4 

No.  20KXG  Troy    A4 

Nothingl  CI 

ON'  Cleaner  A8 

On  and  Off   A8 

One  Shot   CI 

Orange  Float   CI 

Orange  Ruffy E4 

Oven  Cleaner  A8 

Pas-D  Scale  A3 

Pearl  Drops   El 

Pin-A-Quat CI 

Pine  Float    CI 

Pinetax  CI 

Pink  Magic  Lotion  Hand  &  Body  Soap    E4 

Poliwash    Al 

Port  Steam  Cleaner  Al 

Port  SC80  Low  Foam  Detergent    Al 

Port  SC80  Steam  Cleaner  Al 

Punch  A2 

PLB-20    F3 

Quick-N-Easy    LI 

Rack'em  Up  Al 

Ramrod    CI 

Re-Mov    A4 

Red  Detergent   A4 

Red-E  Lube  H2 

Rip-Off A8 

Roach  And  Ant  Surface  Spray  F2 

Rust  Rip  A2 

Rust-Off  W   A3 

Saf-D-Rust  A3 

Safe-T-Lube  HI 

Safe-White  Lube   HI 

Scrubzol  A4 

Se-Fly-Go  Dry  ULV  Dry  Mist  Insect 

Killer  Fl 

Se-Fly-Go  Insect  Killer  Fl 

Se-Fly-Go  Insect  Killer  CA    Fl 

Se-Fly-Go  SP    F2 

Se-Slain-Go   CI 

Seez-Eze     H2 

Selco  Shine    A7 

Selco-Kleen  CI 

Selco-Zyme  L2 

Selcokleen  NF  A4 

Selcol  Disinfectant-Sanitizer  Fngcd- 

Deo D2 

Selcol  III   D2 

Selcol  IV   D2 

Selig's  Bode  Cote    CI 

Seligs  Concentrated  Liquid  Soap  El 

Selig's  EMC.  13  Solvent  Degreaser       Kl 

Selig's  Foam  50  Al 

Selig  s  Freezer  Cleaner   A5 

Selig's  Kling    C2 

Selig's  No.  HOC  Neutro-Jel    A4 


Selig's  No   11  OR  Neutro-Jel  CI 

Selig's  Rust-Off  A3 

Selig's  V.O.  One  Shot  CI 

Selig's  White  Grease  H2 

Selig's  101  Multi-Purpose  Cleaner-Dgrsr  A4 

Selig's  121 -Boiler  Treatment    G6 

Selig's  17-SX-79-NP(96-SX-89)  Al 

Selig's  47-SX-80  Fl 

Selig's  95-SX-89  Punch-NP   A2 

Selig's  97-SX-80  F2 

Silicone  Spray  HI 

Slick  A6 

Sniper F2 

Sno-White   Bl 

Snow    Al 

Sootho  Antimicrobial  Soap  with  PCMX  E4 
Sootho  Bath  &  Spa  Body  &  Hair 

Shampoo  E4 

Sootho  Food  Process  Sntzng  Ltn  Soap 

E-2 E2 

Sootho  Lotionized  Hand  Cleanser  E4 

Sootho  Moisturizing  Hand  Cream   E4 

Stainless  Steel  Cleaner  &  Polish    A7 

Sun  Drops    CI 

Super  Free  All  LI 

Super  Ice-Go  CI 

Super  Liquid  Dynamite  A4.A8 

Super  Station  All  Purpose  Cleaner  CI 

Super  Station  Floor  Cleaner  CI 

Super  Station  Glass  Cleaner  CI 

Super  Station  Potpourri  Air  Freshener  CI 
Super  Station  Spearmint  Air  Freshener    CI 

Super  SE-Fly-Go  Fl 

Super  Washkleen  XXXX    CI 

Super  800 Al 

Super  800/SC-80  CI 

Swite    Bl 

STX-100    Dl 

TSolv    K2 

T  Solv  (Aerosol)  K2 

Tile  and  Grout  Cleaner  CI 

Troy  Brite  #66  CI 

True  Grit    E4 

Tuff-Stuff A4.A8.C1 

V.O.  One  Shot  CI 

Vaporizer  Fl 

Vaporizer  Spray  X-T Fl 

Vaporizer  SP  Fl 

Vaprodor    C2 

Velvo  El 

Veri-Kleen  Al 

Waffle  Iron  and  Grill  Cleaner    Kl 

Washkleen  XXXX  CI 

White  Grease  F.G HI 

W103  Coolant  Concentrate  H2 

Zone  Defense CI 

102-SX-80  CI 

102-SX-88  Al 

102-SX-89  A2 

103-SX-86  Cleaning  Solvent    CI 

106-SX-91    Al 

lll-SX-88  CI 

115-SX-87  Al 

12-SX-95  Silicone  Spray    HI 

120-SX-89  Extra  LF  HANC  CIP  A2 

123-SX-89  H2 

126-SX-89 A3 

I28-SX-91    Al 

129-SX-86  Sodium  Hydroxide  Solution  A2 

13-SX-91    D2 

133-SX-88  CI 

139-SX-88  CI 

14-SX-90  Al 

I41-SX-89  Fruit  Potpourri    CI 

145-SX-89  A4 

l48-SX-89/Smokehouse  Cleaner  A2 

15-SX-85  Ink  &  Graffiti  Remover  CI 

15-SX-94  A5 

16-SX-92  Self-Foaming  Acid  Cleaner      A3 

16-SX-94  A5 

17-SX-79  A1.Q1 

17-SX-91  Punch  Dlux  A2 


18-SX-92  Silicone  Lube  H2 

2-SX-89  CI 

20-SX  77  CI 

20-SX-80  G7 

20-SX-92  Al 

21-SX-76  Al 

222-SX-88  Cleaner/Degreaser    ..  A4.A8.C1 

24-SX-89  CI 

24-SX-93  Vegetable  Oil  Lubricant  HI 

25-SX-78  Boiler  Treatment    G6 

25-SX-87  Al 

25-SX-89  CI 

25-SX-94  Cherry  Deodorant  Concen- 
trate      CI 

256-SX-91    A4 

26-SX-90  Freezer  Cleaner    A5 

27-SX-80  E2 

27-SX-81   D2 

31-SX-84  Oven  &  Grill  Cleaner    A8 

32-SX-93  Rack  Cleaner    Al 

36-SX-90  Milkstone  Remover   A3 

37-SX-87  Lumabrite  II   A3 

39-sx-91  Automatic  Dishwashing 

Liq.-NP  Al 

39-SX-93  TI  Floor  Scrubber  Detergent    A4 

40-SX-83  A4 

43-SX-88  Bottling  &  Canning  Sanitizer  D2 

43-SX-90  Al 

44-SX-69  A4 

44-SX-88  Germicide/Sanitizer   D2.G5 

45-SX-88  Processing  Equip.  &  Wtr 

Sntzr   D2 

46-SX-83  Dl 

46-SX-88  Institutional  Disinfectant     D2.E3 

46-SX-89  Al 

47-SX-88  One  Step  Hand  Cleaner  & 

Sntzr   E2 

48-SX-80  Fl 

5-SX-68  Al 

5-SX-80  Dl 

5-SX-81    H2 

50-SX-83  D2 

52-SX-80  F2 

52-SX-84  Tile  &  Grout  Cleaner  CI 

53-SX-88  Hand  Dip    E3 

54-SX-91  Green  Kleen  Al 

55-SX-82  H2 

56-SX-87  H2 

57-SX-81   E4 

57-SX-87  H2 

57-SX-89  H2 

58-SX-81    ....  E4 

59-SX-81  Cinnamon  Air  Freshener   ....    CI 

6-SX-80  CI 

6-SX-89  Extra  Strength  Hanc-CIP  A2 

60-SX-91  Acid  Cleaner A3 

61-SX-81   C2 

64-SX-80  C2 

64-SX-90  D2 

64-SX-91    Al 

66-SX-8I    PI 

7-SX-80  D2 

7-SX-89  Stainless  Steel  Rack  Cleaner      A8 

7X  Glashine  Concentrate    CI 

70-SX82  C2 

71-SX-80  A5 

72-SX-86  CI 

74-SX-83  A2 

75-SX-81  Domestic  Water  Treatment       Gl 

76-SX-83  ..    A2 

8-SX-80  D2 

8-SX-89  Baking  Pan  Soak  Cleaner     ...    A8 

82-SX-91  Heavy  Duty  Cleaner Al 

84-SX-80  G6 

84-SX-85  Ink  Remover  CI 

85-SX-80  Go 

85-SX-87  CI 

85-SX-9I    Al 

86-SX-92  Emulsified  Silicone  In  Water  H2 

87-SX-90  Hand  Sanitizer        E3 

88-SX-88  Liquid  Laundry  Dtrgnt 
w/Enzymes   Bl 
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88-SX-9I  Residue  Cleaner  A4.A8 

9-SX-87  A4 

90-SX-89  Al 

90-SX-90  Plastic  Bottle  Wash   Al 

91-SX-87  Kl 

91-SX-89  Al 

93-SX-89-HA    Al 

93-SX-90  Sanitizer  Hand  Soap E2 

99-SX-89  Smokehouse  Cleaner   A8 

Sellars  Pro  Products 

Everclean  EZ  Safe  Degreaser/Cleaner      Al 
Semco  Laboratories,  Inc. 

Semcozyme  400    L2 

Sporzyme  EB  L2 

Seneca  Chemical  &  Supply 

Clean  Up  Al 

Clear  View CI 

Easy  Clean  A6.C2 

Lotionized  Dishwash  Al 

Pro-Bole  Bowl  Cleaner  C2 

Protect  Disinfectant  Deodorant  CI 

Seneca  Blue  All  Purpose  Cleaner A4 

Sun  Shine  Floor  Cleaner A4 

Sun  Shine  Neutral  Floor  Cleaner  CI 

Triple  Action  CI 

Triple  Action  Germicidal  Foaming 

Cleaner   CI 

Senoret  Chemical  Co. 

Chap  No  More  Creme  &  Cocoa  Butter 

Lotion   E4 

Chap  No  More  Extra  Care  Lotion   E4 

Sentinel  Chemical 

L-544  G7 

L-701   Al 

L-705  Concentrate  Al 

L-7I0  Al 

L-712  Concentrated  Cleaner  A4 

L-716  Super  Concentrated  Cleaner    ....    A4 

L-717  Dl 

L-718  Porcelain  Cleaner  C2 

L-719  C2 

L-746  CI 

L-747  CI 

LC-125  Cooler  Coil  Cleaner A4.P1 

LH-740  Concentrate   El 

LH-741  Concentrated  Liquid  Skin 

Cleaner   El 

LL-755  H2 

LP-748  Fl 

LP-749  Fl 

LP-750  Fl 

LP-751   F2 

Sentinel  Lubricants  Corp. 

Aco-lOS  H2 

Aco-30S  H2 

Aco-40S  H2 

Ami-Seize   H2 

Belt  Dressing  PI 

Blanco  70  WS  HI 

Citra-Solv  "S"   CI 

D-Moist  "S"  H2 

Food  Grade  Silicone  Spray  HI 

Food  Grade  Silicone  Spray  Release 

Agent HI 

Moly  Dry-Film  Lubricant  H2 

Non-Toxic  Oil  HI 

Primo  Al 

SNTAA1  Oil  10  HI 

S  NT  AAI  Oil  140  HI 


S  NT  AAI  Oil  15  HI 

S  NT  AAI  Oil  2  HI 

S  NT  AAI  Oil  20  HI 

S  NT  AAI  Oil  250  HI 

S  NT  AAI  Oil  30  HI 

S  NT  AAI  Oil  40  HI 

S  NT  AAI  Oil  5  HI 

S  NT  AAI  Oil  50  HI 

S  NT  AAI  Oil  7  HI 

S  NT  AAI  Oil  90  HI 

S  NT  AAI  Oil  90/140    HI 

S  NT  AAI  OIL  60   HI 

S  NT  ALO  HI 

SNTCH30   HI 

S  NT  CO  10   HI 

S  NT  CO  10/40  HI 

S  NT  CO  20   HI 

S  NT  CO  30   HI 

S  NT  GO  140   HI 

S  NT  GO  250   HI 

S  NT  GO  75   HI 

S  NT  GO  75/80 HI 

S  NT  GO  75W-90 HI 

S  NT  GO  75W/140  HI 

S  NT  GO  90   HI 

S  NT  GO  90/140 HI 

S  NT  HO  10   HI 

S  NT  HO  10/20 HI 

S  NT  HO  20   HI 

S  NT  HO  30   HI 

S  10/50    H2 

S  140  H2 

S  250  H2 

S  400  HT  H2 

S  500  HT  H2 

S  600  HT  H2 

S  700  HT  H2 

S  75/80    H2 

S  90  H2 

S-90/140    HI 

Sen-No-Freeze  USP    HI 

Senflon  "S"    H2 

SCH  H2 

SCO  10   H2 

SCO  10  S    H2 

SCO  10/40  H2 

SCO  10/50  H2 

SCO  20   H2 

SCO  20  S    H2 

SCO  30   H2 

SCO  30  S    H2 

SCO  40   H2 

SCO  40  S    H2 

SG  400  HT   H2 

SG  500  HT   H2 

SG  600  HT    H2 

SG  700  HT    H2 

SH  10/20  H2 

SL  M-2    H2 

SLNTC   HI 

SL  NT  HT  No.  2  HI 

SLNTOGG   HI 

SL  123A    H2 

SL-C    H2 

SL-OG  H2 

SL-WR  White  Grease  HI 

SL-123R    H2 

SLC  10  W  40   H2 

SLC15W40    H2 

SLC  16    A4,A8,C1 

SLC  20  W  50   H2 

SLC  30    H2 

SLC  40    H2 

SPO  Moly  Penetrating  Oil   H2 

SRC  #1    H2 

SRC-1  "S"  H2 

SSF#8  H2 

SSF#8M   H2 

Sentinel  Soap  &  Chemical  Co.,  Inc. 

Sentinel  All  Purpose  Cleaner  Al 


Sentry  Chemical  Company 

Big  O  CI 

Big  O  (Aerosol) CI 

Big  Time   Al 

Boiler  Feed  Water  Treatment  G6 

Brite  C2 

Bulldozer  CI 

Cannibal  L2 

Chain  Sentry   H2 

Chief  of  Staff CI 

Coil  Conditioner   PI 

Coil  Life    PI 

Contact  Kl 

Control  CI 

Deep  Six    Fl 

Derma  Guard  Chemical  Glove  E4 

Devastate  F2 

Digest L2 

Disolv    LI 

Drop  Out   L2 

Dustat  PI 

Electric  Sentry  K2 

Electromagnetic  Kl 

Exscale  A3 

Extra  Al 

Gator  Grease   HI 

Gel-0  CI 

George  Bernard  Thaw  CI 

Germ  Sentry    C2 

Gypsy  Rose  A4 

Gypsy  Rose  NH    Al 

GK  #1    A2 

Halt  Detergent/Disinfectant C2 

Handy  E4 

Handy  Sr E4 

Heavyweight   Al 

Ioguard  D2.E3 

Jove   A8 

Lemon  Guard CI 

Limey C2 

Liquid  Red  Vat  Stripper  A2 

Liquigest-M  L2 

Liquigest-1  L2 

Mark  Off  Kl 

Metal  of  Honor   A7 

Moly  Brown  High  Temperature  Anti- 

Seize  H2 

New  Lotionized  Odorless  Ultra  Bright     A3 

No.  34   Al 

Odor  Rout   CI 

Odorless  Grease  Gun    Al 

Oh  Gee  A8 

One  Shot  One-Shot  Drain  Open.  w/Odr 

Blnk LI 

Orange  Aid    L2 

Orange  Flush  CI 

Orange  Power   CI 

Ovation    Al 

Parvo-Kill    A4 

Pink  Chlor  No.  4 Dl 

Polar  Bear   A5 

Power  Crew  Al 

Power  Dis    D2 

Quatguard    D2 

Red  Hot  CI 

Reflections  (Aerosol)    CI 

Reflections  (Bulk)  CI 

Rust  Rip A3 

REB  1  Concrete  Cleaner  and  Degreaser  A4 

RL-71  Al 

Salvo   F2 

Salvo  Room  Fogger    F2 

Sentry  No.  3    Kl 

Shield  A7 

Shield  Stainless  Steel  Cleaner  &  Polish  A7 

Skin  Flic    El 

Slick  H2 

Smart  Bomb    F2 

Spring    CI 

Statutory  Grape  CI 
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Super  Chief  A4 

Super  Clean  Sentry  Germcdl.  Clnr  & 

Deod CI 

Super  Sil    HI 

SKR#1    CI 

SKR  No.  1  NH  Al 

SKR  No.  3  A8 

Task  Force  Al 

Task  Force  NH   Al 

The  Wiz  Al 

Thermal  Firing  Squad  Fl 

Tingle  E4 

Tone  E4 

True  Grit  Heavy  Duty  Hand  Cleaner  ....  E4 

True  Grit  Sr E4 

Twist  Anti-Seize  H2 

Universal  Al 

Vat  Type  Stripper  A2 

Zap  Fl 

Zap  (Aerosol)    Fl 

Sentry  Chemical  Company 

See  Unisel  Manufacturing  Company 

Sentry  Oil  and  Grease,  Inc. 

Calcium  Food  Machinery  Grease  HI 

Hi-Temp  Aluminum  Complex  Food 
Mach  Grs    HI 

Septa-Kleen,  Corp. 

J-44    L2 

Septic  Care  Maintenance  Co. 

Grease  Trap  Care    L2 

Liquid  Septic  Care    L2 

Septic  Care    L2 

Septic  Safety,  Inc. 

Septic  Safety  L2 

Septicare  Incorporated 

Septicare    L2 

Serv-All  Company 

Kleen  Green CI 

Servco 

Acid-550    A3 

Servamine    D2 

Servco  Acid  300  A3 

Servco  Formula  1085   A3 

Servco  Glass  Cleaner   CI 

Servco  Laundry  Bleach  Bl 

Servco  Laundry  Detergent    A1.B1 

Servco  1116  Hook  &  Trolley  Cleaner  A2 

Servco  114 Al 

Servco  1252  C2 

Servco  127  Al 

Servco  200  Powdered  Cleaner  A2 

Servco  202  Powdered  Cleaner  A2 

Servco  402  Sewer  and  Drain  Cleaner  LI 

Servco  57  Al 

Servco  570 A4 

Servco  58 Al 

Servco  700  White  Oil  HI 

Servco  702  Chlor  Clean   Al 

Servco  704  Al 

Servco  705  Al 

Servco  706 A3 

Servco  707  A3 

Servco  709 A2 

Servco  712 HI 

Servco  713  Liquid  Laundry  Detergent  Bl 


Servco  713-B  Laundry  Detergent 

Builder    Bl 

Servco  714  Bl 

Servco  715  A3 

Servco  716 Al 

Servco  718  Bl 

Servco  721  A2 

Servco  729 Al 

Servco  730 Al 

Servco  738  Hook  &  Trolley  Cleaner  ..    A2 

Servco  743  Bl 

Servco  746 A2 

Servco  747  Caustic  Cleaner  A2 

Servco  753  A2 

Servco  754 Al 

Servco  765  Lime  Scale  Remover  A3 

Servco  782  Antimicrobial  Hand  Soap      El 
Servco  783  Antimicrobial  Hand  Cleaner  El 

Servco  784  Hand  Soap  El 

Servco  785  Hand  Soap  El 

Servco  787  El 

Servco  788  Hand  Soap  El 

Servco  789 El 

Servco  790  Insecticide    Fl 

Servco  791  Thermo  Fog  Spray Fl 

Servco  793  Roach  &  Ant  Spray F2 

Servco  794  Insecticide    Fl 

Servco  795  Insecticide    Fl 

Servco-59 Al 

Service  Chemical  &  Supply,  Inc. 

Clean  View   CI 

Clean-Dis  D2 

Coil-Rush  Air  Conditioning  Coil 

Cleaner   A4 

Cougar  Al 

Cougar  H.D.  Industrial  Degreaser    Al 

Digest CI 

Foam-Dis  Germicidal  Foaming  Cleaner  CI 

Glassbrite  CI 

Hawk  HD.-Phos.  Free  Oil  &  Grease 

Emuls    A4 

Hawk  Thrifty  +  Powder  Al 

Job  CI 

Klean  It   Al 

Lemon  Dis  A4.C1 

Mint  Dis    CI 

Nu  Oven    A8 

Pine  Dis  CI 

Soft  &  Smooth  Liquid  Hand  Soap  El 

Sta-Kill  Residual  Insecticide F2 

Super  Eagle  A4 

Sure  Hand   El 

Therm-Fog  Fogging  Insecticide  Fl 

Service  Chemical  Company 

All-Purpose  Non  Flammable  Safety 

Solvent   Kl 

Belt  Dressing  PI 

Bio-Kleen Al 

Concentrated  Inhibited  Muriatic  Acid 

CI A3 

De-Grease  Degreaser  &  Motor  Cleaner 

Cone   Kl 

Drain-Away  L2 

Graphite  Fast  Dry  Lube    H2 

Lemon  Sewer  Sweetener CI 

Non-Acid  Lime  and  Scale  Remover  CI 

Paint  And  Varnish  Remover C3 

Ready-To-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Silicone  Lube HI 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

Super  Foam  Al 

Super  Power  II    A4 

STD2500    L2 


Service  Paper  Company 

Formula  II   Al 

Lift  A4 

Service  Professionals  Supply  Co. 

Mr.  Blue  Extra  Heavy  Duty  Clnr- 
Degrsr  A4.A8 

ServiceMaster  Company,  The 

A.C.S D2 

Bakery  Pan  Cleaner Al 

Chlorinated  HFC Al 

Chlorinated  LF.C Bl 

Chlorinated  Sanitizer  D2 

DeepClean   PI 

FloorStar  Degreaser  II  Al 

FloorStar  DuoClene  A4 

FloorStar  Light  Duty  Cleaner  II  CI 

GlideRinse  D2 

GlideRinse  III   D2 

HandClene  E2  Germicidal    E2 

Heavy  Duty  Cleaner  A2 

Jel-Add Al 

Kitchenbrite  Detergent  Sanitizer D2 

KitchenBnte  GPC  CI 

LinenBrite  Booster    B2 

LinenBrite  900E  Detergent  Bl 

Odor  Neutralizer  CI 

OdorGo    PI 

PanCleaner  Plus Al 

PreSoak  Plus   Al 

Sani-Star  M.P.C.  (Multi  Purpose  Clnr)    Al 

SaniMaster  III   A4.C1 

Scrub  N  Shine    C2 

Sermac  G  P.D Al 

Soft  and  Clean  El 

Stain  Remover  Al 

Stainless  Steel  Cleaner-Polish CI 

Ultra  Chlorinated  Cleaner  Al 

WallGlide  Plus    CI 

Servpro  Industries,  Inc. 

Sanipro  II  Al 

Sewell  Products,  Inc. 

Bleach    A1.B1 

Sexauer,  J.  A.,  Inc. 

Mule-Kick  Enzyme  L2 

Seymour  of  Sycamore,  Inc. 

Anti-Rust  Penetrating  Oil  H2 

Anti-Seize  Compound  &  Lube  H2 

Chain  &  Wire  Rope  Lube H2 

Dry  Graphite  Lube    H2 

Dry  Moly  Lube  H2 

Fleet  Grade  Silicone  Lubricant  H2 

Industrial  Glass  Cleaner   CI 

MRO  20-1500  Food  Grd  Ind  Silcone 

Lube    HI 

Non-Chlorinated  Brake  Cleaner  PI 

Safe  Bio-Degradable  Degreaser   CI 

Tool  Crib  Electric  Motor  Cleaner    K2 

Tool  Crib  Non-Flammable  Degreaser  K2 

Tool  Crib  Silicone  Mold  Release  H2 

Tool  Crib  White  Lithium  Grease  H2 

Universal  Belt  Dressing    PI 

5-Way  Corrosion  Inhibitor  &  Lube  H2 

Shaklee  U.S.  Inc. 

At-Ease    A6 

Basic  H    A1.E1 

Basic  I   Al 
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Basic-D    Al 

Basic-L Bl 

Liquid-L Bl 

Nature-Bright  B2 

Shaklee  Highly  Cone.  Germicide  Basic 

G  A4 

Shamrock  Chemicals  (Canada) 
Limited 

Epolon  N-lOOGel  CI 

Shamrock  Sanitation  Supply  Co. 

#818  Cleaner,  Degreaser,  Deodorant   ..    Al 
#850  Shamrock  Meatroom  Degreaser       Al 

Shamrock  Supply  Company,  Inc. 

Quarry  Tile  Cleaner    A3 

Shannon  Chemical  Corporation 

Scale-Away   G2,G5,G6,Q1 

Shan-No-Corr    G5 

Share  Corporation 

Bacteria  Cultures  L2 

Belt  Dressing  PI 

Bowl  and  Porcelain  Cleaner  C2 

Citra  Klear  CI 

Citra-Kreme  E4 

Citra-Scrub E4 

Citra-Sol    CI 

Citralene  NS    CI 

Clean  And  Thaw  A5 

Coco  Soap  El 

Commander  Al 

Commodore  CI 

Concentrated  Odor  Control  CI 

Contact  Cleaner  K2 

CL-400  G7 

CL-405  G7 

CL-410 G7 

CL-415  G7 

CT-200 G7 

CT-205  G7 

CT-210 G7 

CT-220 G7 

CT-225  G7 

CT-230 G7 

Degreaser  Kl 

Degreaser  And  Engine  Cleaner    Kl 

Demoisturizer    H2 

Deodorant  Blocks    CI 

Dual  Action  Odor  Control    CI 

Enzymes  200  L2 

Evapo-Kleen    CI 

Evapo-Kleen  (Aerosol)  CI 

Extra  Foam  Heavy  Duty  Industrial 

Cleaner   CI 

Foaming  Cleaner  CI 

Formula  10  Degreaser Al 

Four  Way  Action CI 

Fresh  Scrub   E4 

General  Purpose  Liquid  Cleaner A4 

Germ-I-Dine  Disinfectant  D2 

Glass  Cleaner  and  Polish    CI 

Granular  Deodorant  CI 

Graphite  Lubricant  Dri-Film  H2 

Grease  Breaker    Al 

Grease  Eliminator  L2 

Grease  It    H2 

Green  Clean  C2 

Heavy  Duty  Industrial  Cleaner  A4 

Heavy  Duty  Liquid  Drain  Opener   LI 

High  Pressure  Washer  Concentrate    ....    A4 

High-Glo    Al 

I-S-C  Disinfectant  D2 

Inhibited  Chemical  Water  Meter 


Cleaner   A3 

Insecticide  R-3  F2 

King  Size  Deodorant  Blocks    CI 

Liquid  Drain  Opener  LI 

Liquid  Enzymes L2 

Liquid  Ice  Melt  A5 

Liquid  Steam  Cleaning  Concentrate  ....    A4 

Lotionized  Hand  Soap E4 

Machine  Dishwashing  Compound   Al 

Medicated  Liquid  Hand  Soap  EI 

Mint  Deodorant  CI 

MB-305   G7 

MB-325   G7 

Natraklene   CI 

Natraklene  (Aerosol)  CI 

Natrasolve  (Aerosol)  CI 

Non  Acid  Lime  &  Scale  Remover  Al 

Non-Flammable  Safety  Solvent    K2 

Odor  Control  and  Degreaser  CI 

Oil  and  Grease  Eliminator    LI 

Open  Gear  Lube   H2 

Organic  Acid  Detergent    A3 

Organic  Water  Systems  Cleaner  G7 

OR-605    G6 

Paint  Stripper C3 

Penetrating  Oil  (Aerosol)   H2 

Plastic,  Tile,  &  Shower  Cleaner  CI 

Powdered  Concrete  Cleaner  A4 

Powdered  Hand  Soap   C2 

Powdered  Steam  Cleaning  Compound     A I 

Room  Deodorant  Blocks CI 

Safety  Solvent  CI 

Sewer  Sweetener  Spray LI 

Silicone  Lubricant  HI 

Silt  &  Sand  Remover   LI 

Smokehouse  Cleaner  A8 

Snow  and  Ice  Inhibitor  CI 

Soap  and  Scum  Remover  A4 

Spice  Scent  Air  Freshener    CI 

Spray  Cleaner  Concentrate  CI 

Stainless  Steel  Cleaner   CI 

Super  Clean  CI 

Sure  Clean  CI 

SB-500  G7 

SB-510  G6 

SB-520  G7 

SB-525  G6 

SB-535  G6 

SB-555  G6 

SR-700  G6 

SR-705  G6 

SR-710  G6 

SR-715  G6 

Teflon  Lube  H2 

Tower  10  Algaecide   G7 

Triple  Duty  Boiler  Treatment  G6 

Triple  X  Sewer  Compound  LI 

Water  Soluble  Non-Flammable  Cleaner  Al 
Window  Glass  Cleaner  CI 

Sharp  Chemical  Company 

Industrial  Cleaner  Concentrate  CI 

Shawnmark  Industries,  Inc. 

M-100    Al 

M-104    Al 

M-107  Heavy  Duty  Cleaner  Al 

Sheila  Shine,  Inc. 

Sheila  Shine  A7 

Shell  Aseol  AG 

ASEOL  Food  A  4-26  NLGI  00  HI 

ASEOL  Food  A  4-28  NLGI  1    HI 

ASEOL  Food  A  4-29  NLGI  2  HI 

ASEOL  Food  GL  16-687  ISO  VG  150  HI 

ASEOL  Food  GL  16-688  ISO  VG  220  HI 


ASEOL  Food  GL  16-689  ISO  VG  460 

HI 

ASEOL  Food  GL  16-690  ISO  VG  320 

HI 

ASEOL  Food  GL  16-691  ISO  VG  680 

HI 

ASEOL  Food  HF  16-681  ISO  VG  15 

HI 

ASEOL  Food  HF  16-682  ISO  VG  22 

HI 

ASEOL  Food  HF  16-683  ISO  VG  32 

HI 

ASEOL  Food  HF  16-684  ISO  VG  46 

HI 

ASEOL  Food  HF  16-685  ISO  VG  68 

HI 

ASEOL  Food  HF  16-686  ISO  VG  100 

HI 

ASEOL  Food  L  16-607  ISO  VG  15    . 

HI 

ASEOL  Food  L  16-609  ISO  VG  22    .. 

HI 

ASEOL  Food  L  16-610  ISO  VG  32    .. 

HI 

ASEOL  Food  L  16-615  ISO  VG  46    .. 

HI 

ASEOL  Food  L  16-620  ISO  VG  68    .. 

HI 

ASEOL  Food  L  16-630  ISO  VG  100 

HI 

ASEOL  Food  L  16-640  ISO  VG  150 

HI 

ASEOL  Food  L  16-655  ISO  VG  220 

HI 

ASEOL  Food  L  16-680  ISO  VG  460 

HI 

ASEOL  Food  4-21  NLGI  1    

HI 

ASEOL  Food  4-22  NLGI  2   

HI 

ASEOL  Food  4-23  NLGI  00   

HI 

Shell  International  Petroleum  Co., 
Ltd. 

Shell  Cassida  Fluid  GL  150  HI 

Shell  Cassida  Fluid  GL  220  HI 

Shell  Cassida  Fluid  GL  320  HI 

Shell  Cassida  Fluid  GL  460  HI 

Shell  Cassida  Fluid  GL  680  HI 

Shell  Cassida  Fluid  HF  100   HI 

Shell  Cassida  Fluid  HF  15   HI 

Shell  Cassida  Fluid  HF  22   HI 

Shell  Cassida  Fluid  HF  32   HI 

Shell  Cassida  Fluid  HF  46  HI 

Shell  Cassida  Fluid  HF  68   HI 

Shell  Cassida  Grease  RL  00  HI 

Shell  Cassida  Grease  RL  I  HI 

Shell  Cassida  Grease  RL  2  HI 

Shell  Cassida  Grease  RLS  00 HI 

Shell  Cassida  Grease  RLS  1  HI 

Shell  Cassida  Grease  RLS  2  HI 

Shell  Nederland  Verkoopmij  B.V. 

Shell  Cassida  Fluid  GL  150  HI 

Shell  Cassida  Fluid  GL  220  HI 

Shell  Cassida  Fluid  GL  460  HI 

Shell  Cassida  Fluid  HF  100  HI 

Shell  Cassida  Fluid  HF  15   HI 

Shell  Cassida  Fluid  HF  22  HI 

Shell  Cassida  Fluid  HF  32  HI 

Shell  Cassida  Fluid  HF  46   HI 

Shell  Cassida  Fluid  HF  68   HI 

Shell  Cassida  Grease  HD  0    HI 

Shell  Cassida  Grease  HD  2    HI 

Shell  FDA  Thermische  Olie  HI 

Shell  Oil  Company 

Aeroshell  Aviation  80  SAE  40  Oil    ....  H2 

Aeroshell  Oil  W  Multigrade  15W-50  ..  H2 

Aeroshell  Oil  W  100  H2 

Aeroshell  14    H2 

Alvania  EP  LF  Grease  1  H2 

Alvania  EP  LF  Grease  2 H2 

Alvania  Grease  1  H2 

Alvania  Grease  2  H2 

Clavus  Oil  100    H2 

ClavusOil68    H2 

Darina  Grease  No.  1   H2 

Darina  Grease  No.  2  H2 

DialaOilAX  H2 

HyperiaS220  H2 

HyperiaS320  H2 

HyperiaS460  H2 

Hypena220  H2 

Hyperia  320  H2 

Hyperia460  H2 

OmalaOil  100  H2 

OmalaOil  150  H2 
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Omala  Oil  220  H2 

Omala  Oil  220     H2 

Omala  Oil  320  H2 

Omala  Oil  460 H2 

Omala  Oil  68  H2 

Omala  Oil  680  H2 

Shell  Alvama  EP  LF  Grease  ROO  H2 

Shell  Carnea  E  Oil  10  H2 

Shell  Carnea  E  Oil  100 H2 

Shell  Carnea  E  Oil  15  H2 

Shell  Carnea  E  Oil  150  H2 

Shell  Carnea  E  Oil  22  H2 

Shell  Carnea  E  Oil  220  H2 

Shell  Carnea  Oil  E32    H2 

Shell  Carnea  Oil  E46    H2 

Shell  Carnea  Oil  E68    H2 

Shell  Carnea  W  Oil  10  H2 

Shell  Carnea  W  Oil  100  H2 

Shell  Carnea  W  Oil  15  H2 

Shell  Carnea  W  Oil  150  H2 

Shell  Carnea  W  Oil  22  H2 

Shell  Carnea  W  Oil  220  H2 

Shell  Carnea  W  Oil  32  H2 

Shell  Carnea  W  Oil  46  H2 

Shell  Carnea  W  Oil  68  H2 

Shell  Corena  S  Oil  32  H2 

Shell  Corena  S  Oil  68  H2 

Shell  Danna  Grease  00  H2 

Shell  Morlina  Oil  100  H2 

Shell  Morlina  Oil  150  H2 

Shell  Morlina  Oil  220  H2 

Shell  Morlina  Oil  320  H2 

Shell  Morlina  Oil  460  H2 

Shell  Omala  Oil  800  H2 

Shell  Spindle  Oil  10  H2 

Shell  Spindle  Oil  22   H2 

Shell  Tellus  T  Oil  100   H2 

Shell  Tellus  T  Oil  15   H2 

Shell  Tellus  T  Oil  22   H2 

Shell  Tellus  T  Oil  32    H2 

Shell  Tellus  T  Oil  37    H2 

Shell  Tellus  T  Oil  46   H2 

Shell  Tellus  T  Oil  68    H2 

Shell  Turbo  T  Oil  150    H2 

Shell  Turbo  T  Oil  220    H2 

Shell  Turbo  T  Oil  32    H2 

Shell  Turbo  T  Oil  320    H2 

Shell  Turbo  T  Oil  46    H2 

Shell  Turbo  T  Oil  460    H2 

Shell  Turbo  T  Oil  68    H2 

Shell  Turbo-T  Oil  32    H2 

Shell  Turbo-T  Oil  320    H2 

Shell  Valvata  Oil  J680   H2 

Shellflex  790  H2 

Super  Duty  LF  Grease    H2 

Super  Duty  LF  Grease  I  H2 

Tellus  Oil  10  H2 

Tellus  Oil  100  H2 

Tellus  Oil  22  H2 

Tellus  Oil  23  H2 

Tellus  Oil  32  H2 

Tellus  Oil  37  H2 

Tellus  Oil  46  H2 

Tellus  Oil  68  H2 

Thermia  Oil  C  H2 

Turbo  Oil  100  H2 

Turbo  Oil  150  H2 

Turbo  Oil  220  H2 

Turbo  Oil  32   H2 

Turbo  Oil  46   H2 

Turbo  Oil  460  H2 

Turbo  Oil  68   H2 

Turbo  T  Oil  100   H2 

TONNAVOM220  H2 

TONNA  V  Oil  32  H2 

TONNA  V  Oil  68  H2 

Valvata  Oil  J460  H2 

VitreaOil220  H2 

Shelly-Andrews  Company,  The 

Atlas  CI 


Blue  Magic    A4 

CWC Al 

Challenge  A8 

Do  It  All    CI 

E&R  Cleaner  &  Stnpper A4 

Express H2 

Foamy    CI 

Germ  Kleen  Germicidal  Spray  N'  Wipe 

Clnr  CI 

Germicide    A4 

Graffitti    CI 

Hot  Line  One-Shot  Drn  Opnr  w/Odr 

Blanket   LI 

Lathrex  El 

Mursan  Heavy  Duty  Toilet  Bowl 

Cleaner   C2 

Odorless  Low  Foam   A4 

Pink  Panther    El 

Pleasant  II  Lemon  Scntd  Hosp  Disnf 

Deod C2 

Radiant  Glass  Cleaner CI 

Residual  Roach  Liquid   F2 

Residual  Roach  N"  Ant  Killer F2 

Ruff-Tuff  E4 

Shafe  Porcelain  Cleaner   C2 

Shell-An  Stainless  Steel  Clnr.  &  Polish  A7 

Shellan  Alkali    A2 

Shellan  Bowl-Kleen  Toilet  Bowl 

Cleaner   C2 

Softy  Non-Acid  Creme  Cleanser  Cone.  C2 

Synthetic  Concentrate  Al 

SA  Cling    Kl 

SA  Green  A4.A8.C1 

SA-100 CI 

SA-70 Al 

White  Beauty Al 

Shepard  Bros. 

A.B.  1550    Al 

A  PC.  500  Al 

Acid  #18    A3 

Acid  #40    A3 

Acid  #9    A3 

Acid  10   A3 

Acid  12   A3 

Acid  14    A3 

Acid  16   A3 

Acidize  CD-40 D2 

Acidize  DS  #10  D2 

Acidize  DS-50  D2 

Acidize  LF  #3  D2 

Acidize  LF-45  D2 

Acodet  II   A3 

Activate   G6 

Adjust    Al 

All  Purpose  #1  Al 

ABHS    E2 

APC  A2 

APC  900    A2 

Bottle  Wash  101    A2 

Break-Up  A4 

Case  Wash  Plus Al 

Collapse  2000   Al 

Complete  A2 

Complete  200    A2 

Complete  300    A2 

Control  Al 

Control  500   Al 

Cycle  Alkbu- 110  G6 

Cycle  B-100S    G6 

Cycle  B-35 G6 

Cycle  B-35  R G7 

Cycle  B-35AA  G6 

Cycle  B-35NR  G7 

Cycle  B-35SF   G7 

Cycle  B-40CD  G6 

Cycle  B-40CM    G6 

Cycle  B-55P    G6 

Cycle  B-95  PD    G6 

Cycle  B-95S    G6 

Cycle  B-95SD  G6 


Cycle  Bio-Solv  5  G7 

Cycle  Bio-Sperse  G7 

Cycle  BSU-10  G5.G7 

Cycle  BW-150 G5.G7 

Cycle  B20   G6 

Cycle  B20-E   G6 

Cycle  B20-ES   G6 

Cycle  B25-CS   G6 

Cycle  B25-H   G6 

Cycle  B25-HP  G6 

Cycle  B25-HPA G6 

Cycle  B25-HPD G6 

Cycle  B25-ST   G6 

Cycle  B30-AA  G6 

Cycle  B35-UA  G6 

Cycle  B45-S    G6 

Cycle  B80-A   G6 

Cycle  CL-40   G7 

Cycle  CL-55    G7 

Cycle  CT-C  150   G5 

Cycle  CT-C50  G5 

Cycle  CT-LE  150   G5 

Cycle  CT-N  150   G5 

Cycle  CT-P400   G7 

Cycle  CT-P400  RA  G7 

Cycle  CT-P400X  G7 

Cycle  CT-100A  G7 

Cycle  CT-150   G5 

Cycle  CT-150A  G7 

Cycle  CT-50   G7 

Cycle  CTLX-100 G7 

Cycle  CTMC-150   G5 

Cycle  CTMC-150CP  G7 

Cycle  Dy-Gest  FD L2 

Cycle  Dy-Gest  KFP    L2 

Cycle  DIB-20    G6 

Cycle  Evap-150  G2.G5 

Cycle  Evap-150P G2 

Cycle  Evap-150SP G2 

Cycle  KEL-150  G5.G6 

Cycle  LS-25 G6 

Cycle  Polykel  B-35  G6 

Defoam  Acid  #21    A3 

Dissolve  A4 

Dissolve  101    Al 

Dissolve  9000   Al 

Do-Molish   Al 

Dyna  Foam  AL4  Al 

Dyna  Foam  DP  100    Al 

Dyna  Foam  100  Al 

Dyna  Foam  500  XT   Al 

DS-Phos  101    A3 

DS-250  Al 

DS-350 Al 

DS-88  Al 

Egg  Wash  #150  Ql 

Enzyme  NC-200   Al 

F&  A  #9  A3 

Gluconated  Caustic  A2 

GHS  E2 

Heavy  Duty  Scrubber  1    A2 

Hi-Temp A3 

High  Temp  Low  Foam  A3 

Hydro  Clean  "500"   A1.Q1 

Hydro  Clean  100  Al 

Hydro  Clean  200  Al 

Hydro  Clean  300  Al 

Hydro  Clean  383  Al 

Hydro  Clean  400  Al 

Hydro  Clean  433  Al 

Hydro  Clean  600  Al 

Hydro  Clean  700  Al 

Hydro  1000  A2 

Hydro  1500  Al 

Hydro-Kel    Al 

Iodafect    D2 

Iodaflush    D2.G5 

LFI  D2 

LS-108  Al 

LS-240  Chlorinated  Foam  Cleaner  Al 

LS-282  Al 

LS-305  Foaming  Acid  Cleaner  A3 
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LS-33  A3 

LS-440  Al 

LS-88  Al 

Oven  Cleaner A8 

Pipeline  Acid  A3 

Pipeline  Acid  #4  A3 

Poultrex  100    A1.Q1 

Powerlube  FG-100    H2 

Release  730  Al 

Repel    Al 

S  Churn  K   Al 

S.R.F Al 

Sano  Quat  II    D2 

Sano  Quat  50 D2 

Scrub   Bl 

Scrub  1000 B2 

Shear  Additive  +  Al 

Shear  Liquid  C.I.P A2 

Shear  201  A2 

Shear  230 A2 

Shear  30 A2 

Shear  340 A2 

Shear460   A2 

Sheen  A3 

Sheen  200    A3 

Shepard  Bros.  GHS  E2 

Shepard  Bros.  Sano  Rinse    D2 

Shepard  Brothers  Skloron  500  D2 

Shepard  Brothers  Skloron  500  D2 

Shine    A3 

Shine  HF  A3 

Shine  500 A3 

Shine  650 A3 

Shotgun   Al 

Shur(DS-22)  Al 

Smoke  House  Cleaner  #101    Al 

Spout  1000    A2 

Spout  350    Al 

Spout  450    Al 

Suds  Al 

Sulfamic  Acid  Descaler    A3 

Super  Slip  A100   H2 

Super  Slip  A 100-OR  H2 

Super  Slip  A 100DB    H2 

Super  Slip  T-FG   HI 

Super  Slip  T1000    H2 

Super  Slip  Tl 000  BE   H2 

Super  Slip  T2000    H2 

Super  Slip  T500    H2 

Super  Slip  T500  DB  H2 

Supergell   A2 

Superslip  101  HWC    H2 

Superslip  201  BE    H2 

Suppress  Al 

Suppress  II Al 

Suppress  21   Al 

Surface  Al 

Swing  Al 

Swing  Plus  Al 

Syn-Lube  H2 

SB.UF700  A2 

SB-Alkali  A2 

SB-Alkali-90  A2 

SB-Antifoam  1510    Al 

SB-Antifoam  2000    Al 

SB-Bioguard  Plus   H2 

SB-Chlorinate    D2 

SB-Direct  Foam A4.A8 

SB-Egg  Wash  200 Ql 

SB-Micro  Zyme  P-300  L2.P1 

SB-Microlox-300  PI 

SB-Peracetic  Acid  D2 

SB-Pressure  Wash  Al 

SB-Tower  Bac  500  G7 

SB-Tower  BAC  200   G7 

SB-Ultra-Foam    A3 

SHO  A4 

VH  Egg  Cleaner   Ql 

Wall  &  Floor  Degreaser  A4 

Water  Scale  Remover  &  Delimer A3 


Sher-Gran  Industries,  Ltd. 

Wizzard   Al 

Sherman  Enterprise 

Bio-S.E.P.  Biocatalyst  Industrial  Form     Al 
Shur-Zyme  L2 

Sherrill-Jones  Industrial  Supplies 

Silicone  12234 H2 

Sherry  Enterprises,  Inc. 

Oven  &  Grill  Cleaner  A8 

Sherry  Kleen   A4 

Sherwin-Williams  Company,  The 

Food  Grade  Machinery  Oil  143-0321  HI 

Food  Grade  Silicone  Lube  143-0313    .  HI 

General  Purpose  Lube  143-0297    H2 

QUICK  DRY  WATR  RED  ENL 

MACH  RED  F77R507  C1.21 

Rust  Release  143-0339  CI 

Safety  Solvent  143-0354 K2 

Shield  Chemicals 

Kleen  Green  No.  606    Al 

Sani  Klean  No.  715  A4 

Shield-Brite 

Duo-Quat  N.R D2 

Foam-Cide  Al 

Quatcide  D2 

Wax  Strip PI 

Shield,  Incorporated 

#40  General  Purpose  Cleaner  Al 

Mark  II  Al 

RS-70  A2 

Shield  88   Al 

Shield-88  Liquid  Al 

Shields  Co.,  Inc. 

Shield-O-Cide  Fogging  Concentrte  101     Fl 
Shieldocide  Point  50  Synrgzd  Pyrthrn 

Spy    Fl 

Sof-Pink  Antiseptic  Hand  &  Body  Soap  El 

Shiloh  Chemical  Company 

Acid  Detergent    A3 

Automatic  Machine  Dishwash  Detergent 

II   Al 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Deep  Fat  Fryer  Cleaner A2 

Nutra-Clean  Al 

Purple  Power  A4.A8 

Purple  Power  Plus  A4.A8 

Vat  and  Fryer  Cleaner A8 

Shiloh  Industries 

Enviro  Kleen  C2 

Shiloh  Products,  Inc. 

SB-2069  Industrial  Strength  Cleaner   ..    Al 

201  Cleaner  Al 

401  Multi-use  Cleaner Al 


Shin-Etsu  Chemical  Co.,  Ltd. 

Ship  Shape  Chemical  Specialties 

Blast  Out  A4 

Shipp  Chemical  Company,  Inc. 

Crest  Concentrate  All  Purpose  Cleaner  Al 

Eco-Tec  Ail-Purpose  Cleaner  Al 

LB-60  Hvy  Dty  Pressure  Washer 

Cleaner   Al 

LB-60-SS  Al 

Sparkle  Super  Chlor  Machine 

Dshwshng  Det    Al 

Shoney's  Inc. 

Neutra-Kleen  Concentrated  Cleaner  ....  Al 

Sanitizing  Hand  Soap   E2 

Shoo-fly,  Inc. 

Livestock  &  Poultry  Concentrate  F2 

Shoo-fly  Concentrate  I   Fl 

Shore  Chemical  Co. 

Blaze  RHV  Cleaner Al 

E-Z  Green   Al 

Shore  Butyl  Cleaner   A4 

Shore  Liquid  Steam  Jenny  Compound  Al 

Shore  Neutral  Cleaner Al 

Shore  Safety  Solvent  Degreaser  K2 

Shore  Scum  &  Lime  Remover  A3 

Shoulders  &  Associates 

Butyful  Blu  Cleaner-Degreaser A4.A8 

E-Z  Slide  Conveyor  Lubricant  H2 

Egg  Wash  Compound  Ql 

Shrader  Chemical  Co.,  Inc. 

#1010  Ql 

#1014  Ql 

#1014-1    Ql 

#1014-2   Ql 

#1110  Ql 

#400  AI.Q1 

#400-X  A2.Q1 

#422  Chlorinated  Cleaner  Al 

#450  Chlorinated  Cleaner  A2 

#578  Acid  Cleaner  for  Metal   A3 

#61  Ql 

Big  K  A2 

Bottle  Wash  Caustic  Liquid   A2 

Bottle  Wash  Caustic  Powder   A2 

BW314  G6 

BW321  G6 

BW341  G6 

BW391  G6 

BW392  G6 

BW413  G6 

BW414  G6 

BW441  G6 

BW472 G6 

BW474 G5 

BW490 G6 

BW495  G5 

BW825  G6 

BW851  G6 

Car  Shampoo  #1    Al 

Car  Shampoo  #4  Al 

Car  Wash  Al 

Concrete  Cleaner  #10  CI 

Concrete  Cleaner  #15   A4 

Concrete  Cleaner  #15-B   A4 

Concrete  Cleaner  #15-P    CI 

CW729  G7 
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Defoamer  Q5 

Defoamer  B  Q5 

Defoamer  XX    Al 

Descaler  A3 

DC  Special Al 

Foam  Klor  Plus  Al 

Foam  Klor/2    Al 

Foam-Klor  Al 

Foamer  Special   Al 

G-124  Al 

HC-102    El 

HC-103  Hand  Lotion    El 

HC-104    El 

HC-105    El 

HC-63  Plus    Al 

HT-2 A2 

HT-4 Al 

HT-5 A2 

HT-5-X    A2 

HT-5-XX  A2 

JG-1 1-5  Solvent  Cleaner  Kl 

JG-1 1-77  Stainless  Steel  Clnr  &  Polish  A7 

Kleen-It   A4 

Kleen-It  #202 A4 

Kleen-It-N.S A4 

Kleen-It-Plus  A4 

Laundry  Bleach  Bl 

Lube  Deluxe    HI 

MC-64   Al 

New  Kleen-It  Alkaline  Cleaner   Al 

New  Strat-O-Lube  H2 

New  Tank  Wash   A2 

Quik-Wet  Al 

Rug  Shampoo    Al 

S-l -Klor  Chlorinated  Cleaner  Al 

S-2  Klor  Al 

S-2-Klor-A  Chlorinated  Cleaner  Al 

S-3-Klor Al 

S-3-P  Klor  Al 

S-4-Klor Al 

S-5  Klor  Dl 

S-6  Klor  D2 

S-7-Klor  Chlorinated  Cleaner  Al 

S-8-Klor  Chlorinated  Cleaner  Al 

S-9-Klor  CI  P.  Cleaner Al 

Sandidyne  Hand  Sanitizer E3 

Sani-Klor  D2.G4 

Shine-Kleen  Al 

Shur-Dri  Al 

Strat-O-Lube   H2 

Strat-O-Lube  F    H2 

Strat-O-Lube  F/C H2 

Strat-O-Lube  P    H2 

Strat-O-Lube  Special  H2 

Strat-O-Lube  TMV   H2 

Strat-O-Lube  82 H2 

Sump  Cleaner    LI 

Sump  Cleaner  Powdered  LI 

SC  742  Acid  Saniuzer    D2 

SC-100  Laundry  Soap  Bl 

SC-15  A2 

SC-16  Al 

SC-16X  Klor  A2 

SC-180  A2 

SC-200  A4 

SC-201  All  Purpose  Cleaner Al 

SC-203  General  Purpose  Cleaner  Al 

SC-205  Al 

SC-206  General  Purpose  Cleaner  Al 

SC-210  Al 

SC-211  General  Purpose  Cleaner  A4 

SC-212  Al 

SC-215  Al 

SC-240  General  Purpose  Cleaner  Al 

SC- 247  Spray  Washer  Detergent  Al 

SC-248-C  A4 

SC-30  Al 

SC-30-C  Chlorinated  Cleaner  Al 

SC-30-D  Chlorinated  Cleaner Al 

SC-31  A2 

SC-32  A2 

SC-33  Packers  Cleaner  Al 


SC-33-A  Heavy  Duty  Chlorinated 

Cleaner   A2 

SC-33-C  Heavy  Duty  Chlorinated 

Cleaner  A2 

SC-35  A4 

SC-37  General  Purpose  Cleaner  Al 

SC-41  A2 

SC-42  A2 

SC-42  Special   A2 

SC-42-Plus  A2 

SC-42-X  A2 

SC-43-Special   A2 

SC-43-X A2 

SC-44  Cleaner  Al 

SC-45  Al 

SC-47  Al 

SC-47-X  Al 

SC-47-XXX  A2 

SC-48  Al 

SC-49  CI 

SC-50  Additive   A4 

SC-500  A3 

SC-500  Special   A3 

SC-500  XX  Acid  Cleaner  A3 

SC-500-F  A3 

SC-500-X  Acid  Cleaner   A3 

SC-502  A3 

SC-503  Descaling  Jelly  A3 

SC-504  Acid  Cleaner   A3 

SC-508  Acid  Cleaner    A3 

SC-510  A4 

SC-52  Additive  Al 

SC-520  C1.A3 

SC-55  Bottle  Wash  Additive    Al 

SC-55-Plus  Al 

SC-555  A3 

SC-567-A  A3 

SC-575  A3 

SC-575  Special   A3 

SC-590  LI 

SC-60  Al 

SC-611  K2.K3 

SC-614  Safety  Solvent   K2.K3 

SC-63  All  Purpose  Cleaner Al 

SC-65  Freezer  Cleaner   A4.A5 

SC-7  Al 

SC-701  Al 

SC-703  A4 

SC-710  G7 

SC-725  Dl 

SC-730  Dl 

SC-745  D2 

SC-75  General  Purpose  Cleaner  Al 

SC-750  A3.D1 

SC-76  Al 

SC-76-A  Al 

SC-760  Dl 

SC-762  Disinfectant    D2.E3 

SC-764  Sanitizing  Hand  Cleaner  E2 

SC-780  A4 

SC-780  Special    A4 

SC-780-D A4 

SC-780-G  A4 

SC-785  A4 

SC-9  Al 

SC-91  Al 

SC-91-A  Al 

SL352    G6 

SL459    G6 

SL554    G6 

SL557    G6 

Tank  Wash A2 

X-80  Al 

X-85  Al 

5230  Drain  Opener  LI 

5231  Drain  Opener   LI 

5232  Drain  Maintainer   CI 

Shrieve  Chemical  Products,  Inc. 

Zero!  200TD   H2 


Shurfine-Central  Corporation 

Shurfine  Bleach  A8.B1 

Sid  Brown  Company 

D.B.C.  Concentrated  Bowl  Cleaner  ....  C2 

Sani-Sheen  C2 

Sid  Harvey's 

Hurri-Clean  Condenser  Coil  Clnr  & 

Bright    PI 

Hum-Clean  Evaporative  Coil  Cleaner  ..  PI 
Hurri-Clean  Extra  Strength  Ice  Mach 

Clnr  A3 

Hurri-Clean  Liquid  Scale  Remover   ....  A3 
Hurri-Clean  Nickel  Safe  Ice  Machine 

Clnr  A3 

Sidmar  Enterprises,  Inc. 

A  C  Inhibited Al 

BCS-I  A2 

BCS-2  Al 

BCS-2-B  Al 

BCS-3  Al 

Chlorinated  LMD    Al 

Drain  Opener  LI 

Jet A4 

Lube-Solv    H2 

M.P.C-IO    Al 

Niagara  Cleaner  A2 

Oven  Kleen   A2 

OH-163    A2 

Safe    A3 

Single  Bl 

Super  Jet    Al 

Super  Wash   Al 

SHD  Al 

V-24  A2 

V-40  Al 

VeriFoamB   Al 

Veribrite  Al 

Verifoam  RS   Al 

Verikwik    A6 

Vensmooth  15%  El 

Veritas  Low  Foam Al 

Veritas  P.W Al 

Veritas  4020  Acid  Cleaner  A3 

Veritas  4650    Ql 

Veritas  4660    Ql 

Veritas  6010  Boiler  Treatment  G6 

Veritone  A4 

Veriwhite  Bl 

WT-201    G6 

Sierra  Chemical 

Chloro-Clean  CI 

Dis-San    D2 

Foam  Away  CI 

Frost  Away    A5 

GFC-658  Germicidal  Foaming  Cleaner  CI 

Lemon  Disinfectant  A4.C1 

Mint  Disinfectant CI 

Neutra  Clean   Al 

Pine  Disinfectant  CI 

Soothe    El 

Super  Clean  Al 

Tigercat    A4 

Sierra  Chemical  Company 

Sierra  Industrial  Bleach  B1.C2.G4 

Sierra  Sani  Chlor D2.B1.Q4 

Signal  Enterprises,  Inc. 

Anti-Seize  Part  #281-80470   H2 

Citra  Jel  Degreaser  Part  #284-205   CI 
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Dry  Moly  Part  #284-387  H2 

Food  Grade  Silicone  Part  #284-517  ....  HI 

Glass  and  Plastic  Cleaner  CI 

Glass  and  Plastic  Cleaner  with  Citrus  CI 
Hi-Purity  Contact  Cleaner  Part 

#284-520  K2 

Quick  Cleaner  with  Citrus  Part 

#284-530  CI 

Rust  and  Moisture  Control   H2 

Rust  and  Moisture  Control  Part 

#284-509  H2 

Slip  Shot  Part  #284-726   H2 

Tool  Coolant  Part  #284-395  K2 

White  Grease  Part  #284531    HI 

Signatry,  Inc. 

Food  Industry  Sanitizing  Soap  E2 

Signature  Products 

HWD  128    CI 

Signature  Products,  Inc. 

No  Big  Stink  L2 

Sika  Corporation 

Silco  Oil  Co. 

75-T  Technical  White  Mineral  Oil  HI 

Silcraft  Corporation 

Silcraft  Corporation  Disinfect  TB    ..  D2.E3 

Silicones  Unlimited,  Inc. 


Siloo 

Glass  Cleaner  68A    CI 

Siloo  Silicone  Lubricant  (Aerosol)  HI 

Siloo  White  Lube  All  Purp  Wht  Grs 

(Aer.) H2 

White  Lube  All  Purpose  White  Lithium 

Grs  H2 

Siltech  Inc. 

Siltech  E  2401  Q5 

Siltech  E2402  Q5 

Siltech  E  2403  Q5 

Siltech  E  2404  Q5 

Siltech  2400 Q5 

Silverjet  Corporation 

Silverjet  Concentrate  FW   Al 

Silverjet  Concentrate  HD    Al 

Simmons  Industries/ 

Simmons  Engineering  Company 

Speci-Lube  2  HI 

Simo  Sales  &  Services 

Oven  Clean    A8 

Stainless  Steel  Cleaner   CI 

The  Right  Stuff  CI 

Simplex  Chemical  Corporation 

Before    Bl 

Liquid  Alive    L2 

Rough  Touch  Hand  Cleaner  w/Volcanic 
Pum E4 


Simplex  Products 

Bio-Flow   L2 

Orange  Solv  A8 

Plex-Cide  D2 

Simplex  200    Al 

Simpson  Janitorial  &  Paper  Supply 
Co. 

All  Purpose  Cleaner    A8 

Chain  &  Cable  Lubricant   H2 

Contact  Cleaner  K2 

Glass  &  Utility  Cleaner    CI 

No  Grab  Anti-Seize  Compound  H2 

Paint  &  Varnish  Stripper    C3 

Pen  Lube  H2 

Premium  Silicone  Lubricant  H2 

Red  Spray  Grease   H2 

Sani-Lube  Food  Equipment  Lubricant  HI 

Silicone  Spray  HI 

Sparkle  Glass  Cleaner  CI 

Sims  Sanitary  Supply  Co. 

Aero-Det  Heavy  Duty  Cleaner  A4 

Ja  Co  Antiseptic  Lotionized  Liquid  Soap  E4 
Ja  Co  Guard  Hospital  Pwrfl  Disinf. 

Deod C2 

Ja  Co  Jakill  Residual  Insecticide  Spray  F2 

Ja  Co  Steri-Kleen    CI 

Porcelena  C2 

Steri-Kleen  Disinfectant  Foam  Cleaner  CI 

Super  Clear  Glass  Cleaner    CI 

Singh-Ray  Corporation 

Orange  Plus  A8.C1 

Singleton  Chemology 

Amazing Al 

Amazing  II  Al 

Anlifoam    Q5 

AAA  302  A3 

AP  Degreaser Al 

Bottle  Wash  A2 

Case  Wash  Al 

Caustic  Additive   Al 

Chemeen  100 G7 

Chemeen  200 G6 

Chemeen  300 G6 

Chemguard  5675  G7 

Chemquest  101 A  G7 

Chemquest205   G7 

Chemquest  320A  G7 

Chill  Mold  Clnr Al 

Chlor/CIP  5345L  Al 

Cleaner  Supreme  L  Al 

Cleaner  1021    A4 

Cleaner  64  Al 

Concentrated  Glass  Cleaner   CI 

CIP  Acid  Complex    A3 

CIP  Al/Chlor  L   Al 

CIP  Al/Chlor  P+   A2 

CIP  Clnr/Chlor  P  Al 

CIP  Clnr/Chlor  4591  A2 

CIP  01 13   A2 

Drain  Cleaner    LI 

Egg  Cleaner  Ql 

Egg  Destainer   A3.Q2 

Egg  Wash    Ql 

Egg  Wash  + Ql 

Egg  Wash  6970  Ql 

Egg  Wash  6976  Ql 

Enerex  202 G6 

Enerex  205 G6 

Enerex  205L   G7 

Enerex  300 G6 

Enerex  400 G7 


Enerex  500 G6 

Enerex  5000 G6 

Enerex  600 G7 

Far  Special  Al 

Flo-Zyme  L2 

Foam  Plus    Al 

FKL-80    El 

H  &  R  Prem  Hot  Tank  Clnr A2 

Handwash    E2 

Hi  Alk   Al 

HD  Degreaser   A4 

HDHT    A2 

HF  Acid  Complex  A3 

Laundry  Break  Bl 

Lubrite  H2 

Lubrite  30    H2 

LF  Boilout  A2 

LF  Cleaner Al 

LF  Cleaner  Plus Al 

Machine  Wash  Compound   A2 

Manual  General  Cleaner  Al 

Manual  General  Cleaner/Chlor  Al 

Oven  Cleaner A8 

Oven  Shine    A8 

Power  Kleen    CI 

Prem  Laundry  Compound  Bl 

PC  61  Al 

PC  95  Al 

Retort  &  Cooling  Tmt G5 

Smokehouse  Cleaner  Al 

Smokehouse  II  A2 

Soft  &  Sour  B2 

Spray  &  Wipe  Al 

Sprayclean  X  A2 

Steam  Cleaner  Cone.  L  Al 

Super  Cleaner    Al 

Super  Cleaner  II    Al 

Super  Lubrite  H2 

SS  Clnr  &  Pol  A7 

15%  CC  Hand  Wash  El 

Sioux 

Liquid  A  Steam  &  Pressure  Cleaning 
Cmpd Al 

Sirron,  Inc. 

SafT  Plus  1000    Al 

Skasol  Corporation 

Brite  Bowl  Cone.  Toilet  Bowl  Clnr.    ..  C2 

Concentrated  Toilet  Bowl  Cleaner  C2 

Drainfree  Speedy  Liquid  Drain  Opener  LI 

Dyno-Drain   LI 

Jet  Wite  Toilet  Bowl  Cleaner  C2 

Krome  Kleen  Porcelain  Cleaner  CI 

Magic  Concentrated  Toilet  Bowl 

Cleaner   C2 

Nu-Coil    PI 

Pink  Glo  Bowl&Porcelain  Cleaner C2 

Porcelain  Tile  &  Enamel  Cleaner C2 

Scale  Remover  Toilet  Bowls  &  Urinals  C2 

Skasol    A3 

Skasol  Magic  Cone.  Toilet  Bowl  Clnr.  C2 

Thix  Porcelain  Cleaner  C2 

Skasol,  Incorporated 

Boiler  Treat.  Formula  No.  3000  G6 

Boiler  Treat.  Formula  No.  54  G6 

Boiler  Treat.  Formula  No.  5759  G6 

Boiler  Treat.  Formula  No.  7558  G6 

Boiler  Treat.  Formula  No.  92  G6 

Condensate  Cor.  Contrl  Form  #CCC7  G6 

Corrosion  Inhibitor  Formula  No.  1881  G7 

CCC88   G6 

Microbiocide  No.  H    G7 

Quick  Scale  Solvent   A3 

Rustcheck  Water  Rectifier    G3 
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Skasol  Alkalinity  Builder  G6 

Skasol  AF-B1    G6 

Skasol  AF-GP  G7 

Skasol  CCC-70   G6 

Skasol  CCC-9   G6 

Skasol  Microbiocide  No.  X    G7 

Skasol  Microbiocide  No.  5  G7 

Skasol  Rustcheck G3 

Skasol  1044  Al 

Skasol  1045  Al 

Skasol  1055  PI 

Skasol  2000  G7 

Skasol  3005  G6 

Skasol  3010  G7 

Skasol  3015  G7 

Skasol  3020  G7 

Skasol  3030  G7 

Skasol  3040  G7 

Skasol  3050  G6 

Skasol  3060  G7 

Skasol  3070  G6 

Skasol  3080  G6 

Skasol  3093  G6 

Skasol  3095  G6 

Skasol  3097  G6 

Skasol  3099  G6 

Skasol  359S  G6 

Skasol  44-GP  Al 

Skasol  447  G7 

Skasol  448  G7 

Skasol  45-GP  Al 

Skasol  5010  G6 

Skasol  5020  G6 

Skasol  5030  G6 

Skasol  539-S   G6 

Skasol  5397  G6 

Skasol  55-GP PI 

Skasol  601   G7 

Skasol  7400  G7 

Skasol  7500  G7 

Skasol  7559  G7 

Skasol  7559-S   G7 

Skasol  8559-S   G6 

Skasol  9001   G7 

Skasol  9I-L  G6 

Skasol  93-L  G6 

Tower  Treat.  Formula  No.  100 G7 

Tower  Treat.  Formula  No.  100L    G7 

Skip,  Incorporated 

Skip  Concrete  Cleaner  1418  A4 

Skip  1300    A3 

Skip  1386    Al 

Skip  1399    Ql 

Skip  1414    Al 

Skip  1426    A2 

Skip  1434    Al 

Skip  1458    A2 

Slap  1675    Al 

Skip  1995    A3 

Skip  1997    Al 

Sky  Enterprises,  Inc. 

Aqua  Blast  A2 

Attack CI 

Blast  Out   Al 

BT-300 G7 

C.I.P.  Cleaner    Al 

Eater L2 

Flash    Al 

Food  Equipment  Lubricant  HI 

Grease-Gone    CI 

Mars  Al 

Miracle  Lube  H2 

Morning  Glory CI 

Mr.  Foam  Al 

Mr.  Pine  CI 

Pyronox  Oil  Concentrate  #3610  F2 

S-20  HI 

S-260  A4 


S-270  Al 

S-285   CI 

S-370  D2 

S-444  Concentrate  Fl 

S-454   Fl 

S-480  Residual  Insecticide   F2 

Skytronic   H2 

Tuf-Job A8 

Sky  Products  Co. 

Cleaner  No.  Al   Al 

Cleaner  No.  10    A4 

Sky  Systems  Co.,  Inc. 

Action  Hand  Sanitizer E4 

Almond  Skin  Cleanser    E4 

Antiseptic  Lotion  Soap  El 

E-2  Iodine  Clean  Soap   E2 

E-2  Sani-Clean    E2 

Hair  &  Body  Shampoo  E4 

Hand  Cream E4 

Lotion  Hand  Soap  E4 

Power  Scrub    E4 

Skyline  Associates 

Floor  Care  Concentrate  Al 

Free  Flow L2 

Slick  50  Products  Corporation 

One  Clean    CI 

One  Grease    H2 

One  Lube  H2 

Slick  50s  Multi-Purpose  Grease  H2 

Slip-Zorb  Corporation 

Slip-Zorb  A4 

Slipsafe  Professional  Products,  Inc. 

Citra-Maid  B2.C1 

Dev-Tec  Stainarator  Concentrate   Bl 

Grimebuster  A4 

Step  4  A4 

SlipSafe  International,  Inc. 

SlipSafe  Step  5    A4 

Step  4  Super  Cone  Commercial  For- 
mula        A4 

Smart  &  Final 

Coconut  Oil  Liquid  Soap   El 

Iris  All  Purpose  Cleaner  with  Ammonia  CI 

Iris  Bleach  B1.D2.E3.Q4 

Iris  Heavy  Duty  Stripper A4 

Iris  Super  Liquid  Detergent    -\4 

Smart  Chemical  Company 

FP21 1  Heavy  Duty  Alkaline  Descaler  A2 

FP21 2  Heavy  Duty  Alkaline  Cleaner  ..  A2 

FP215  Heavy  Duty  Chlor  Alkaline  Cln  A2 

FP220  General  Purpose  Cleaner  Al 

FP222  General  Purpose  Cleaner  Al 

FP225  Chlorinated  C.I.P  Cleaner    Al 

FP226  Smart  Chlor  Al 

FP227  Chlorinated  CIP  Cleaner  Al 

FP228  Chlorinated  Genera]  Purpose 

Cln Al 

FP231  Milkstone  Remover-LF  A3 

FP235  Powdered  Acid  Cleaner A3 

Heavy  Duty  Chlor.  Alkaline  Cln   FP 

217    A2 

Smart  FP  230R  Milkstone  Remover     .  A3 


Smith  &  Jones  Distributing  Co. 

Break  Away  A4 

Classic  Pink  Lotion  Liquid  Hand 

Cleaner   ..  El 

SS.  Brite  All  A7 

Speedy  Concentrate  A4 

Speedy  N-B-D  Al 

Triple  Action  Disinfectant-Cleaner  C2 

Smith  Chemical  &  Wax,  Inc. 

Degreaser/Detergent  Cleaner    Al 

SCW  Food  Preparation  Sanitizer  D2 

Smith  Chemical  Corporation 

Toilet  Bowl  Cleaner  Low  Acid    C2 

Smith  Maintenance  Supplies 

Food  Equipment  Lubricant  HI 

Smith  Paper  and  Janitor  Supply 

Deter  Laundry  Detergent    Bl 

Lime  Buster  A3 

Smith  St.  John 

Break  Thru  C2 

Classical  Glass  Mirror  &  Gls  Clnr  (Aer  )  CI 
Classical  Glass  Mirror  &  Gls  Clnr 

(Bulk)    CI 

Oven  Cleaner A8 

Oven  Master    A8 

Shine  Master  A7 

Super  Swat Fl 

Smith  Supply  Co.,  Inc. 

Bleach    D1.B1 

Smith  Supply  Company 

Sani-Lube  Food  Equipment  Lubricant      HI 
Sewer  Solvent   LI 

Smith-Scharff 

A.D.L El 

A. PC  All  Purpose  Concentrate  A4 

Allco  15  El 

Antiseptic  Hand  &  Body  Soap  El 

Automatic  Scrubber  Concentrate    A4 

Commander  Al 

Cosmos    Al 

Countdown    CI 

Disperse  Al 

E-Con-O  Line  L.D.  Laundry  Detergent    B2 

Gum  Remover  CI 

Multi-Purpose  Multi-Dilutable 

D.D.D.CInr   A4 

Pepy  C2 

Pinky   El 

Pre-Wash  Laundry  Break  Bl 

Pro-Tec    CI 

Sanaquat D2 

Scout    El 

Sharquat  128   Dl 

Sunrise  Glass  &  Mirror  Cleaner  CI 

SS101  .    Al 

SS202  A4 

Utility  Cleaner  Acid  Etch  A3 

Valiant  A4 

Smith,  E.  VV.,  Chemical  Company- 
Bio  Blu    ...    CI 

Ems  #327  G7 


11-383 


Ems  Algaecide  #31 1   G7 

Ems  Boiler  Water  Treatment  #605  G6 

Ems  Boiler  Water  Treatment  #628  G6 

Ems  Boiler  Water  Treatment  #632 G6 

Ems  Boiler  Water  Treatment  #633 G6 

Ems  Boiler  Water  Treatment  #634 G6 

Ems  Boiler  Water  Treatment  #635 G6 

Ems  Boiler  Water  Treatment  #636 G6 

Ems  Boiler  Water  Treatment  #643  G6 

Ems  Boiler  Water  Treatment  #651  G6 

Ems  Boiler  Water  Treatment  #676  G6 

Ems  Boiler  Water  Treatment  Z    G6 

Ems  Bowl  Cleaner  #834  CI 

Ems  BCT-#309  G7 

Ems  Cleaning  Solvent  #16  Kl 

Ems  Dart  Al 

Ems  Descaling  Neutralizer  X  Al 

Ems  Dock  &  Floor  Cleaner  #102  A2 

Ems  General  Purpose  Cleaner    Al 

Ems  Genie  PI 

Ems  Hook  and  Roller  Cleaner   A2 

Ems  Laundry  Compound  20-S  Al 

Ems  Liquid  Emsope   El 

Ems  LCO  Al 

Ems  Meat  Packers  Cleaner  #250   Al 

Ems  Meat  Packers  Super  Cleaner    Al 

Ems  Milkstone  Remover  #837-A  A3 

Ems  Oxygen  Scavenger    G6 

Ems  Powdered  Scale  Cutter  #829    A3 

Ems  Powdered  Scale  Cutter  SRC A3 

Ems  Return  Line  Treat.  #647  G6 

Ems  Return  Line  Treat.  #647  (Cone)  ..  G6 

Ems  Return  Line  Treat.  #647  (Spcl)    ..  G6 
Ems  Rust  Off  #825/Scale  Cutter#825 

Sp    A3 

Ems  Scale  Clean  Al 

Ems  Scale  Cutter  #821 -E  PI 

Ems  Scale  Gone    G7 

Ems  Smokehouse  Cleaner A2 

Ems  Smokehouse  Cleaner  257A    A2 

Ems  Supplmtl  Boil  Wtr  Treat.#612-MP  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#613   ....  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#614  ....  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#615   ....  G6 

Ems  Target    A4 

Ems  Triumph  (Concentrate)  A4 

Ems  Triumph  10/11     Al 

Ems  Water  Control  Crystals  G7 

Ems  Water  Control  Treat  No.  314  Cone.  Gl 

Ems  Water  Control  Treat  No  324  Cone.  Gl 

Ems  Water  Control  Treat.  No.  3 1 4    ....  Gl 

Ems  Water  Control  Treat.  No.  323    ....  Gl 

Emsbreak  "S"    Al 

Emsdrain   LI 

Emsfast  Concrete  Floor  Cleaner  A4 

Emsflow  Dl 

Emsguard  Dl 

Emsmighty  Al 

Emsnap    Al 

Emsteam  (Super)  A2 

Emsteam  Heavy  Duty  Cleaner  A2 

Emsteam  Heavy  Duty  Liq.  Cleaner  ....  Al 

EMS  Algaecide  #318    G7 

EMS  Tower  Control  Special G6 

Snee  Chemical  Co. 

Action  Degreaser A4.A8 

All  Purpose  Neutral  Cleaner Al 

Almond  Scented  Liquid  Hand  Soap El 

Amazing  Spray   A4,A8,C1 

CHC-15  D2 

Delimer  &  Scale  Remover  A3 

Ease   Al 

Econo  Pink  Almond  Liquid  Hand  Soap  El 

Extreme   A8 

HTD  Bl 

Liquid  Hand  Soap  El 

Meat  Fat  Soap  Al 

Metso-Green  Concrete  Cleaner CI 

Micro  Sewer  Solve   L2 

Oven,  Grill  &  Fry  Cleaner  A8 


Power-Guard  RD-10  D2 

Power-Sep  Antiseptic  Hand  Soap El 

Pure  Lemon  Odor  7    CI 

Pure  Mint  Odor  7    CI 

Pure  Pine  Odor  10 CI 

Pure  Pine  Odor  6 CI 

S-Quat  Disinfectant  A4 

Snee  Double-A  Grade  Insect  Spray  F! 

Workman  Super  Heavy  Duty 
Cleaner/Dgrsr  CI 

Snyder  Paper  Company 

Non-Butyl  Cleaner/Degreaser  A4.A8 

So- White  Chemical  Co.,  Inc. 

So-White  Bleach  and  Disinfectant  ..  D2.B1 
Swim  Kleer  Pool  Chlorinating  Solution   D2 

Soakup  Company,  The 

Soakup  Floor  Sweeping  Compound  Jl 

Soap  Factory,  The 

Formula  1600    Al 

Formula  500    Al 

Formula  800    Al 

Orange  Power   CI 

Orange  99    CI 

Power  +  Waterless  Hand  Cleaner    E4 

USA  Concrete  Cleaner   Al 

15%  Coco  Soap  C2 

Soapy  Sez,  Inc. 

Soapy  Sez  "Clean  Your  Plant  &  Equip- 
ment"      A8 

Socar  Chemical  Company,  Inc. 

"Hot"  Soap Al 

All  Purpose  Cleaner    Al 

AC-10  Metal  Brightner  A3 

AC-501  Metal  Cleaner  Brightner  A3 

Bio-Safe  400  Series  All  Purp  Dgrs  & 

Clnr  Al 

Bio-Safe  450  Series  All  Purp  Dgrs  & 

Clnr  Al 

Chain  Lube  S300 H2 

Chain  Lube  S3 10  Conveyor  Lubrcnt 

Cone H2 

E-10  Chain  Lube  Conveyor  Lubr.  Em- 
ulsion      HI 

Foam  Booster    Al 

Hand  Cleaner El 

Industrial  Concentrated  Degreasing 

Clnr  A4.A8 

MP-900  Alkaline  Degreasing 

Cleaner   A4.A8 

Shackle  Wash    A4.A8 

Socar  Degreasing  Foamer  Al 

Special  "X"  Indust.  Cone.  Dgrsng 

Clnr  A4.A8 

SC  700  A4.A8 

SC-1001  All  Purpose  Cleaner Al 

SC-2001  General  Wipe-Down  All  Purp 

Clnr  Al 

SC-3001  HW  General  Purpose  Cleaner    Al 

SC-4001  General  Purpose  Cleaner  Al 

SC-8000  Aluminum  Surface  Degreasing 

Clnr  Al 

White  Lightning    A4.A8 

1  Step  Surface  Cleaner  &  Brightener  ..  A3 
8201  Heavy  Duty  Steam  Cleaner  A! 

Sofleld  Supply  Company 

Luxure   Al 

Norlo  Coconut  Oil  Handsoap  El 


Norlo  Non-Butyl  Super  Power  Cleaner    Al 
Norlo  Spearmint  Disinfectant  Cleaner      C2 

Power-X  A4.PI 

Sparkle  CI 

Sohn  Mfg.  Inc. 

Super  Cleaner  Type  C Al 

Soil  Chemicals  Corporation 

Methyl  Bromide  100  F4 

Sol  Chemical  &  Equipment 
Company 

Artie  Clean  Freezer  &  Cold  Room 
Cleaner   A5 

SOL  Quat  1000  Disinfectant/Sntzr 
(50%)    D2 

Solar  Chemical  Company/ 
A  Division  of  BAF  Industries 

All  Purpose  Cleaner    A4.A8 

Silicone  Lubricant  HI 

Solar  Chemicals,  Inc. 

Breaker  One  Nine  H2 

Bug  Klean  F2 

Flight  103    Al 

Food  Equipment  Lubricant  HI 

Solar  Stuff  CI 

Solar-Might   Al 

Solar  Industrial  Products,  Inc. 

Gobbler  II    CI 

Solargrease H2 

Soleil  Industries,  Inc. 

Graf-X   CI 

Soleil  Glass  and  Chrome  Cleaner CI 

Solen,  Inc. 

Formula  Br-  1595-T  G5.G7 

Formula  DL-1542   G5.G7 

Formula  DL- 1543   G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL- 1546   G5.G7 

Formula  1015    G7 

Formula  1016    G7 

Formula  1017    G7 

Formula  1018    G7 

Formula  2080-F G6 

Formula  2081-F G6 

Formula  2082-F G6 

Formula  2083-F G6 

Formula  2105-F G6 

Formula  21 06-F G6 

Formula  2107-F G6 

Formula  2108-F G6 

Formula  2220-F  G6 

Formula  2310-A    G6 

Formula  2320-A    G6 

Formula  2330-A    G6 

Formula  2340-A    G6 

Formula  2350-A    G6 

Solmar  Corp. 

Advanced  Bio  Cultures  Formulation 
AN-106  L2 

Advanced  Bio  Cultures  Formulation  B- 
111     L2 

Advanced  Bio  Cultures  Formulation  L- 
103    L2 
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AJ\anced  Bio  Cultures  Formulation 
M-101    L2 

Advanced  Bio  Cultures  Formulation  P- 
105    L2 

Solutech.  Inc. 

Steamtrol-AFG    G6 

Steamtrol-Blend  FG    G6 

Steamtrol-Blend  PFG    G6 

Steamtrol-CFG    G7 

Steamtrol-NFG    G6 

Steamtrol-SFG  G7 

Solution  Engineering 

BT440    G7 

Solutions  Inc. 

Citrus  Kleen  1800  CI 

Kleener  Additive  1000   Al 

Kleener  1500  Al 

Solution  5120    G7 

Solution  5 120-B    G7 

Solution  5310    G7 

Solution  5310-B    G7 

Solution  5320    G7 

Solution  5320-B    G7 

Solution  71 10    G6 

Solution  71 10-C    G6 

Solution  7120    G6 

Solution  71 20-C    G6 

Solution  7210    G6 

Solution  7220    G6 

Solution  7710    G6 

Solution  7720    G6 

Super  Kleen  1615   Al 

Solv-0  Corporation 

OxiSolv  All  Purpose  Cleaner  Concen- 
trate    Al 

Solvay  Animal  Health,  Inc. 

Germex  20%  Quaternary  Ammonium 

Compound D2 

Solventol  Chemical  Products,  Inc 

#2058  A3 

#2059  A3 

#2060  A3 

#2068  Ham  Mold  Cleaner    A3 

#2409  Powdered  Acid  Detergent   A3 

#301  Pot  and  Pan  Wash   Al 

#3015  Al 

#3050  Al 

#3618  Animal  Cage  Wash   Al 

#3654  Heavy  Duty  Cleaner    A2 

#3944  Bl 

#3955  A2 

#3956  A2 

#3997  Al 

#8088  General  Purpose  Cleaner  Al 

#8388  Auto  Laundry  Compound   Al 

#8502  Al 

#8513  Al 

#8545  Ham  Mold  Cleaner    Al 

#8565  All  Purpose  Liq.  Detergent  Al 

#8589  Al 

#8592  Smoke  House  Cleaner  A2 

#8595  Smoke  House  Cleaner  Al 

#8602  All  Purpose  Cleaner  A4 

#889  Drain  Cleaner  LI 

#979  Al 

Aquatreat  BC-F  G6 

Bottle  Wash-R  A2 

Can  Wash    Al 


CDC  Al 

Dairy  Cleaner    Al 

Doughnut  Machine  Cleaner    Al 

Fome  Solv   A2 

H.T.S.T.  Circulating  Cleaner   A2 

H.T.S.T  Type  II   A2 

Heavy  Duty  Liq  Steam  Cleaner    Al 

Hi  Suds    Al 

Liquid  Chain  Lubricant H2 

Liquid  Hand  Soap  15    El 

Mechanical  Dish  Wash  MDW  201 LF  Al 

Milkstone  Remover  "OI  "-Non  Foam  A3 

Milkstone  Remover  "OI  "-Regular    A3 

Powdered  Acid  Detergent  A3 

Smoke  House  Cleaner A2 

Solo  San  120  Dl 

Solo  San  304  Dl 

Solo  San  310  Dl 

Solo  San  500  Dl 

Solo  San  510  Dl 

Solvene  PT-20  Al 

Solventol  #701    Dl 

Solventol  All-Purpose  Cleaner  CI 

Solventol  Boil  Out    A2 

Solventol  Germicidal  Cleaner C2 

Solventol  Glass  Cleaner   CI 

Solventol  Penetrating  Oil   H2 

Solventol  Powdered  Bleach    Bl 

Solventol  Sanitizing  Hand  Cleaner E2 

Solventol  Silicone  Lube   HI 

Solventol  Solvent  Degreaser K2 

Solventol  Stainless  Steel  Polish   A7 

Solventol  1378    Al 

Solventol  8518    A4 

Solventol  8585    A4 

Sparkleen  HD    Al 

Sparkleen  S   Al 

Sparkleen  20   Al 

Thorough  A2 

15%  Organic  Laundry  Bleach    Bl 

8505  Cleaner  Disinfectant CI 

Solvit  Chemical  Co.,  Inc. 

Clean-All  Al 

S.C.C A4 

Solvit  All-Purpose  Cleaner  CI 

Super  Clorinated,  Clean-All  Al 

Solvox  Mfg.  Company 

San-O-Kleen    Al 

Scour   A6 

Solterge  70 Al 

Solvox  Special  E.W Ql 

Solvox  Special  I  C Al 

Solvox  1865  (Defoamer) A1.Q5 

Solvox  22    Al 

55  Al 

60  Al 

868  Al 

Sorb-All  Company 

Saco  Detergent  30366  Al 

Sorensen  Building  Service,  Inc. 

Attack A4 

Capture A4 

Sorrento  Food  Service,  Inc. 

Grease  Guzzler    Al 

Veri-Kleen  El 

Sosmetal  Products  Inc. 

E-Z  Clean    E4 


Sotech,  Inc. 

O-Scav-2001    G5.G7 

O-Scav-2007   G7 

O-Scav-53   G5.G7 

SourceOne 

SourceOne  E-2  Food  Industry  Soap  E2 

South  Bay  Butcher  Supply 

All  Purpose  Non  Butyl 
Cleaner/Degreaser Al 

South  Bend  Chemical  Co. 

Bio-Chem    A4 

Break  Thru  Oven  &  Grill  Cleaner  A8 

Break-Thru  Plus    A8 

Butcher's  Foaming  Degreaser  Al 

Classic  C2 

De-Sect  Flying  &  Crawling  Insect  Killer  F2 

De-Solv   CI 

Gentle E4 

Industrial  Sewer  Cleaner  LI 

JT-50  Concrete  Cleaner  Pine  Scent    ...    CI 

Kwik  Clean   A4.A8 

Magnum  A3 

Maxi  C2 

Micro  Germ  CI 

MJ-46  A4.A8 

Notice C2 

OJ  Hand  Cleaner  E4 

Pine  Plus  Disinfectant  CI 

Royal   Al 

So  Bend  Chem  Citru-Solv   CI 

Sodium  Hypochlorite  Soln D2 

Sprint  Hand  Cleaner  E4 

Strike  Liquid  Drain  Opener    LI 

Strikel  LI 

Sun  Glass  Cleaner  CI 

Supreme  Al 

ST-55  A4 

South  Chemical  Co.,  Inc. 

Ant  &  Roach  Killer  with  Baygon    F2 

Big  "G"    A4.C1 

Power  30  CI 

Scent-O-Lemon  A4 

South  Coast  Distributing  Company 

De-Grease  It    Al 

South  Coast  Products,  Inc. 

Blue  Might    Al 

LS-65  S.R.  Grease HI 

S-50-EP   H2 

Thread  Sealant  No.  10    H2 

Thread  Sealant  No.  20    H2 

Thread  Sealant  No.  30    H2 

White  Food  Grade  Grease  FM  431     ...  H2 

South  Coast  Sanitary  Supply 

SC-55  Pressroom  Cleaner  Al 

South  Ga.-Fla.  Cleaning  Systems 

Gentle  Giant    Al 

South  Shore  Chemical  Inc. 

Germicidal  Cleaner  Dl 

Pot  &  Pan  Cleaner    Al 

Rinse    D2 

Spectrum  All  Purpose  Polish   A7 
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Spectrum  Antiseptic  Lotion  Hand  Soap 

#5    El 

Spectrum  Concntrt  Odor  Suprsnt  & 

Deodrz CI 

Spectrum  Grease  Trap  Cleaner  CI 

Spectrum  Porcelain  and  Bowl  Cleaner  C2 
Spectrum  Pwr  Boosted  Oven 

Grill&FryerCln  A8 

Spectrum  140  Superconcentrate  Al 

Spectrum  141  Superconcentrate  Al 

Spectrum  200  Concentrate   A4 

South  Texas  Chlorine 

Sodium  Hypochlorite  Solution  10% 
EUP D2 

Southchem  Inc. 

Sodium  Hypochlorite  Solution  15       D2.Q4 

Southeast  Oil  &  Grease  Company, 
Inc. 

#452000  Alithicon  (NLGI-000)   HI 

Alithicon  FM-AL-26  Fd  Mach  Air 

CyldrLub  HI 

Alithicon  FM-G110  Food  Machinery 

GrOil  HI 

Alithicon  FM-G140  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-G250  Food  Machinery 

GrOil   HI 

Alithicon  FM-G70  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-G90  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-H10  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H22  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H27  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H30  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H40  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H50  Food  Mach.  Turbine 

Oil  HI 

221 1  Alithicon  Bearing 
Lubricant(NLGI-l)  H2 

2212  Alithicon  Bearing  Lubrcnt. 
(NLGI-2)  H2 

4521-FM  Alithicon  Fd  Mach  Lubr 
(NLGI-1)  HI 

4522-FM  Alithicon  Fd  Mach  Lubr 
(NLGI-2) HI 

8101  Alithicon  Ind.  Bear.  Lubr. 
(NLGI-1) H2 

8102  Alithicon  Ind.  Bear.  Lubr. 
(NLGI-2)  H2 

Southeastern  Chemical  Corporation 

Secco  Antifoam  #2  PI 

Secco  Antifoam  #4  PI 

Secco  Antifoam  #6  Special PI 

Southeastern  Cleaning  Products 

SCP-1030 Al 

SCP-1040 Al 

Southeastern  Laboratories 

Chlorinated  GPC  Cleaner  Al 

Concrete  Cleaner  CI 

Fogging  Spray  Concentrate Fl 

Insecticide  No.  Ill   Fl 

Red  Hot  Sewer  and  Drain  Solvent  LI 

Rendering  Plant  Cleaner  Degreaser   ....    Al 


Space  Spray  No.  3    Fl 

Steri-Phene  El 

Vanilla  Deodorant  CI 

Southeastern  Laboratories,  Inc. 

K-10  Threshold  Treatment  G3 

K-2  Threshold  Treatment   G2 

K-5  Threshold  Treatment  G2 

K-6  Threshold  Treatment   G2 

Selamine  116  G6 

Selamine  1217  G6 

Selamine  1240  G6 

Selamine  1280  G6 

Selamine  140  G6 

Selamine  180  G6 

Selamine  208  G6 

Selamine  2109  G6 

Selamine  21 17  G6 

Selamine  2140  G6 

Selamine  218  G6 

Selamine  2180  G6 

Selamine  240  G6 

Selamine  280  G6 

Selamine  308  G6 

Selamine  316  G6 

Selamine  340  G6 

Selamine  380  G6 

Selbase  100   G6 

Selbase  102  G6 

Selbase  104  G6 

Selbase  108   G6 

Selbase  200  G6 

Selbase  202  G6 

Selbase  204   G6 

Selbase  208   G6 

Selcide  523    G7 

Selcide  740P   G5.G7 

Selcide  740T  G5.G7 

Selclean  400    PI 

Selclean  420    PI 

Selclean  440    PI 

Selclean  900   G6 

Selclean  910    G6 

Select  222   G5.G7 

Seloxy  670 G6 

Seloxy  678  G6 

Selphos  300  G6 

Selphos  302  G6 

Selphos  304  G6 

Selphos  308  G6 

Selphos  400  G6 

Selphos  402  G6 

Selphos  404  G6 

Selplex  500   G6 

Selplex  502   G6 

Selplex  504   G6 

Selplex  554   G6 

Selplex  558   G6 

Selplus  710   G6 

Selplus712   G6 

Selplus  714   G6 

Selpoly  900  G6 

Selpoly  902   G6 

Selpoly  952   G6 

Selquest  200    G6 

Selquest  2005    G6 

Selquest  2008    G6 

Selquest  202    G6 

Selquest  2025    G6 

Selquest  2028    G6 

Selsperse  400 G7 

Selsperse  402  G7 

Selsperse  430 G7 

Selsperse  432  G7 

Selsperse  800 G7 

Selsperse  802  G7 

Seltect700  G7 

Seltect702  G7 

Seltect704  G7 

Seltreat  8360  G6 

Seltreat  8361    G6 


Seltreat  8362  G6 

Seltreat  8363   G6 

SELcide  401    G7 

SELplus  730   G6 

SELplus  732   G6 

SELplus  734   G6 

SELpoly  954  G6 

SELsperse  350  G5.G7 

SELtect  572  G5.G7 

Southeastern  Sales  Co. 

Germicidal  Spray  &  Wipe  Clnr  &  Surf 

Deod  C2 

Glass  Cleaner CI 

Southeastern  Steam,  Inc. 

Alk-Kleen  Power  Wash  Alkaline 

Cleaner   Al 

Boil-Out  Alkaline  Industrial  Cleaner  .  Al 
Bu-Kleen  Power  Wash  Degreasing 

Cleaner   Al 

Cor-Trol  Steam  &  Condensate  Treat- 
ment      G7 

De-Cal  Boiler  Water  Chemical  Treat- 
ment      G6 

De-Ox  Boiler  Water  Chemical  Treat- 
ment      G6 

F6am-Trol  Boiler  Chemical  Treatment  G7 
Hi-Sol  Cooling  Water  Chemical  Treat- 
ment      G7 

Liquid  Salt  PI 

No-Carb  Acidic  Inhibited  Cleaner   A3 

No-Krom  Cooling  Water  Chemical 

Treatment   G7 

Poly-Sperse  Boiler  Chemical  Treatment  G7 

Uni-Treat  Boiler  Chemical  Treatment  G7 

Southern  Chem  Industries,  Inc. 

Chem  108    Al 

Chem  46    A2 

Fry  Clean  A2 

Hurricane  Al 

Jet  Clean    Al 

Jet  Wash    Al 

Super  Jet    Al 

Verti  Al 

Southern  Chemical  Company 

Amazing  707  C2 

Germ-O-Kleen  D2 

Liqua-Zymes   CI 

Power  Foam C2 

Spray  &  Wipe  C2 

SCC  San-A-Cide  D2 

Southern  Chemical  Distributing 

Panel  Bright  Al 

SC-15  Al 

Southern  Cleaning  Supply  Co. 

Formula  TC-3    Al 

Southern  Co.,  The 

ACC4000NF    A3 

ACC4066NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4400   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP4900XD    A3 

AGP  5000   A3 

DF  1000 A1.Q5 
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EG  1000C   Ql 

EG  3000C   Ql 

GP  1000 Al 

GP  1066  Al 

GP  1500 Al 

GP  1550 Al 

GP  2000 Al 

GP  2400 Al 

GP  2500F    Al 

GP  2600 Al 

GP2700 Al 

GP2800 Al 

GP  3000 H2 

GP  3050 H2 

GPS  1000    Al 

GPS  1001    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101     Al 

GPS  500    A4.B1 

HD  1000    A2 

HD1100    A2 

HD  1200    A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600   A2 

HD  1600F   A2 

HD  1700    A2 

HD  1800   A2 

HD  1900   A2 

HD  200C  A2 

HD  200CNF    A2 

HD200CNT    A2 

HDL  8000  A2 

HDL  8100  A2 

HDL  8100NF A2 

LU  1000 H2 

LU  3000 H2 

MC  3000  Al 

MC  3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C  A2 

MD  1800C  A2 

MD3100  Al 

MD  3100C Al 

MD3300C  Al 

MD34O0  A2 

MDL  1000  Al 

MDL4500  Al 

MDL  4501  Al 

MDL  7000C    Al 

MDL  7500C    Al 

MDL  76O0F Al 

MDL7601F Al 

MDL  7602F Al 

MDL  7603F Al 

SAN  6700   E2 

SAN  7000   El 

WT  150  Al 

Southern  Maid  Chemical  Co. 

Cocoanut  Oil  Soap    El 

Southern  Maintenance  Supply  Co., 
Inc. 

Break  Concentrate  Al 

Foamtasrjc   CI 

Multi  Purpose  Cleaner    CI 

Powerclean CI 

Protech  5   CI 

Solv-X   CI 

Sparkle  Glass  &  Mirror  Polish  CI 

Southern  Mill  Creek  Products  of 
OH,  Inc. 

Clemco  Pyrocide  Fogging  Concentrate 

5628    Fl 


Southern  Parts  &  Engineering 
Company 

FGC-2000   HI 

FGC-3000    HI 

Southern  Products  Co.,  Inc. 

Base  Strip    A4 

Blue  Nu-Tral  Cleaner  Al 

Charge   Al 

Charge  Green  Label  Concrete  Cleaner  A4 

Charge  Red  Label  Concrete  Cleaner   ..  A4 

Concrete  Cleaner  HD  Odorless    A4 

Free-It    H2 

Germi-Plus  Spray  &  Wipe  Cleaner   ....  CI 

Glass  Klear   CI 

O  B  Special  CI 

OB.  Plus  CI 

Pot  &  Pan  Detergent  Al 

Purple  X A4.A8 

Quat  Rinse  D2 

S.P  Concentrate    A4 

Show  Down  CI 

Silicone  Spray  HI 

So  Pro  Sun-Up    Al 

So-Pro  Cidal  Disinfectant-Deodorant  ..  CI 

So-Pro  Foamy  Degreaser    Al 

So-Pro  Open-Up   LI 

So-Pro  Spray  'N  Wipe    CI 

So-Pro  TBC  C2 

So-Pro  165  F2 

So-White   C2 

Stainless  Steel  Cleaner   A7 

SP-Concentrate  Neutral  Cleaner  A4 

Vandalex   Kl 

Window/Utility  Cleaner  Concentrate  ..  CI 

Window/Utility  Cleaner  Ready  to  Use  CI 

Zap  All CI 

Southern  Saw  Service,  Inc. 

Pre-Em  System  Jetspray  HI 

Southern  Supply 

NB-21    Al 

Southern  Water  Consultants,  Inc. 

BWA-2500 G6 

BWA-2570 G6 

BWA-2906 G6 

BWD-2076 G6 

BWP-2106  G6 

BWP-2520  G6 

BWP-2520M   G6 

BWP-2522  G6 

BWP-2534  G6 

BWR-2503  G6 

BWR-2503L    G6 

BWR-2761  G6 

BWS-2532  G6 

BWT-2540  G6 

BWT-2545  G6 

BWT-2852  G6 

Southern  Water  Services  of  Texas 

PW-100   G2 

PW-101    G3 

Southern  Water  Services,  Inc. 

Alki  Treat-L G6 

Amine  Treat-L  G6 

Antifoam  LC  G6 

Com  Treat-L   G6 

D  Scale-L G7 

D-Sperse  L G6 


Neutra  Treat-L  G6 

Polykel-L  G6 

Posi  Phos-L  G6 

Posi  Phos-S   G6 

Reox-L  G6 

Reox-S  G6 

Southern  Water  Treatment  Services 
Co.Inc 

S-10B  G6 

S-12   G6 

S-12-P   G7 

S-16-C  G6 

S-25-E   G7 

S-35-P   G7 

S-37  Biocide   G7 

Southern  Wisconsin  Chemicals,  Inc. 

Hypochlorite  Solution  D2.Q4 

Southland  Chemical  Co.,  Inc. 

Foaming  Cleaner  &  Degreaser  Al 

Heavy  Duty  Cleaner  &  Degreaser  A2 

Southland  Supply  Co.,  Inc. 

Chlorine  Sanitizer  Dl 

Controlled  Suds  Laundry  Detergent  Bl 

Deepfat  Fry  Cleaner   A2 

Delimer    A3 

General  Purpose  Cleaner Al 

Heavy  Duty  Cleaner-Degreaser    Al 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Laundry  Detergent  With 

Phosph  Bl 

Liquid  Caustic  Detergent    A2 

Liquid  Chlorinated  Detergent  Al 

Liquid  Chlorinated  Dishwashing  Deter- 
gent    Al 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour  Bl 

Oven  &  Gnll  Cleaner  A8 

Phosphated  Laundry  Detergent  Bl 

Southland  Heavy  Duty  Liquid  Laundry 

Brk    Bl 

Southland  Limestone  Solvent  Al 

Southland  Liquid  Chlorine  Bleach  Bl 

Southland  Liquid  Heavy  Duty  Sour  ....  B2 

Southland  Liquid  Laundry  Detergent  Bl 

Southland  Liquid  Sour  Softner  B2 

Southland  Premium  Chlorinated  Deter- 
gent    Al 

SL-20  Self  Foaming  Acid  Cleaner  A3 

Tray  Wash  Al 

Southwest  Chemical  Compounds, 
Inc. 

Tuff  Scrub  E4 

Southwest  Distributing  Company 

Act-I-Bac  CI 

Non  Butyl  Degreaser Al 

Southwest  Engineers 

D-Foam    G7 

FM  09    G6 

SL33  G6 

SL67  G6 

SWE5020  G6 

SWE5025  G6 

SWE  5044  G6 

SWE  5050  G6 

SWE  5052  G6 

SWE  5075   G2.G6 

SWE  5100  G6 
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SWE  51 11   G6 

SWE5120  G6 

SWE  5140  G6 

SWE  5165  G6 

SWE  5214  G6 

SWE  5220  G6 

SWE  5221   G7 

SWE  5226  G6 

SWE  6010  G7 

SWE  6025  G6 

SWE  6030  G7 

SWE  6040  G7 

SWE  6043  G6 

SWE  6060  G6 

SWE  6070  G6 

SWE  6075  G6 

SWE  6100  G6 

SWE  6200  G6 

Southwest  Hydrokinetics,  Inc. 

Enviro-Guard  L2 

Microbe  360    L2 

Southwest  Petro-Chem,  Inc./ 
A  Division  of  Witco  Corp. 

SA  821  7040  HI 

SA  821  9422  HI 

S A  821  9506  HI 

SA  8217041  HI 

SA  8217142 H2 

SA  8219032  HI 

SA  8219075  HI 

SA  8219182  HI 

SA  8219350 HI 

SA  8219352  HI 

SA  823  4072  H2 

SA  8231012  H2 

SA  8239072  H2 

SA  8239112 H2 

SA  824  2622  H2 

SA  824  4119  H2 

SA  8245272  HI 

SA  8249496  H2 

SA  826  7032  H2 

SA  8267042  H2 

SA  827  5072  H2 

SA  827  7362  H2 

SA  8271112  H2 

SA  8273012  H2 

SA  8279081  H2 

SA  8290032 H2 

SA8213082    H2 

SA8215012    HI 

SA8217042    HI 

SA8217055    HI 

SA8217056    HI 

SA8217172   H2 

SA8218042   H2 

SA8219222   HI 

SA8231010    H2 

SA8231011    H2 

SA8234142    H2 

SA8239142    H2 

SA8242512    H2 

SA8242532    H2 

SA8242582    H2 

SA8245271    HI 

SA8245278    HI 

SA8249581    H2 

SA8249582    H2 

SA8255081    H2 

SA8255082    H2 

SA827  7392 H2 

SA8273022   H2 

SA8273031    H2 

SA8273060   H2 

SA8273162    H2 

SA8275120   H2 

SA8275121    H2 

SA8275122   H2 


SA8287352    H2 

SA8297016    H2 

SB  836  5055   H2 

SB8365526    H2 

SC  845  3043   H2 

SD  8552310 H2 

SD  8552311  H2 

SE  8612868  HI 

SE  8619411   H2 

SE861  1468  HI 

Southwest  Sanitary  Company,  The 

Crystal   CI 

Lemon  Odor  Disinfectant  C2 

Liquid  Detergent  Al 

Liquid  Hand  Soap  Ready  For  Use  El 

New  Life  A4 

Pine-Odor  Disinfectant  CI 

Pink  Lotion  Hand  Soap    EI 

Porcelain  Power C2 

Power  Foam Al 

Pure  Pine  Oil  Disinfectant   CI 

Silicone  Spray  (Aerosol)  HI 

Spray  88  Heavy  Duty  Clnr.  &  De- 
greaser  A4.A8 

Super  Bowl    C2 

Titanic   CI 

Window  Shine  Glass  Cleaner  CI 

40%  Concentrated  Liq.  Hand  Soap    El 

Southwest  Sanitary  Distributing 
Company 

A-Tack  CI 

Deodorizer  Cleaner  CI 

Hi-Tack   CI 

MB-10  Sanitizer   D2 

Sanitizer  D2 

Stainless  Steel  Lubricant HI 

Vir-Tack CI 

10%  Sanitizer    D2 

Southwest  Saw  Corporation 

S-S-S-Spray-Oil  HI 

Southwestern  Petroleum  Corp. 

All-Purpose  Cleaner   A4 

High  Heat  Grease  #104  Heavy  H2 

High  Heat  Grease  #104  Light H2 

Swepco  Calcium  Grease  FM#1 15    HI 

Swepco  Compressor  Oil  #707-1  H2 

Swepco  Compressor  Oil  #707-2 H2 

Swepco  Compressor  Oil  #707-3  H2 

Swepco  Compressor  Oil  #707-4 H2 

Swepco  Concentrated  Cleaner    Al  .El 

Swepco  Gear  Lube  #201  SAE  140    ....  H2 

Swepco  Gear  Lube  #201  SAE  250    ....  H2 

Swepco  Gear  Lube  #201  SAE  80    H2 

Swepco  Gear  Lube  #201  SAE  90    H2 

Swepco  Hydraulic  Oil  #704  Heavy   ....  H2 

Swepco  Hydraulic  Oil  #704  Light  A  ..  H2 

Swepco  Hydraulic  Oil  #704  Light  B  ..  H2 

Swepco  Hydraulic  Oil  #704  Medium  ..  H2 

Swepco  Industrial  Oil  #702  No.  1    H2 

Swepco  Industrial  Oil  #702  No.  1-A  ..  H2 

Swepco  Industrial  Oil  #702  No.  2  H2 

Swepco  Shock  Resistant  Grease  110  ..  H2 

Sovereign  Industries,  Inc. 

Shine  It    CI 

Sov-A-Trate  Al 

TI-GR A3 

Sowden  Companies,  Inc. 

Dermanique  E4 


Space  Age  Chemlube 

Super  Zipp  Al 

Zipp   Al 

56-C  Floor  and  Wall  Cleaner  A4 

75  General  Purpose  Cleaner  A4 

79  A4 

Space  Chemical  Inc. 

Apollo    A4.A8.C1 

Asteroid  A8 

Asteroid  RTU    A8 

Atlantis    Al 

Al  1001    Al 

AI-1011    Al 

AI-1050   CI 

B.L.O.F Al 

BC  600    C2 

Chamaeleon  CI 

Count  Down    Al 

Draco  Al 

Draco  CT  Al 

Earthpine   CI 

Eclipse  CI 

Fornax  Oven  &  Grill  Cleaner A8 

Gemini  I El 

Gemini  II  El 

Gemini  III    E2 

GC04    CI 

GC08    A8 

Hydra  A3 

HS63  E4 

Leo  A4 

Mach  1  C2 

Mission  I   CI 

Mission  II    CI 

Nova CI 

Pisces  Stainless  Steel  Cleaner A7 

Probe   LI 

Rocket   C2 

Saturn  CI 

Saturn  II  Glass  Cleaner CI 

Scutum  Penetrating  Oil  CI 

Space  Spray  CI 

Space's  AC's  DQS  D2 

Star-Solv    CI 

Stratus  Green  Dishwashing  Detergent  Al 

Taurus    CI 

Taurus  II  Hosptial  Spray  Disinf.  & 

Deod CI 

Taurus  RTU  CI 

Touch  Down  II  All  Purpose  Cleaner  ..  CI 

Touchdown    A4.C1 

Spanur  Technology 

Formula  BWT-L  G7 

Formula  BWT-LS  G6 

Formula  B225   G7 

Formula  B250   G7 

Formula  CS-14    G7 

Formula  SL  730M  G6 

Formula  210A  G7 

Formula  225-APC  G6 

Formula  254B   G6 

Formula  310    G7 

Formula  600L   G6 

Formula  700    G6 

Formula  800CF  G7 

Formula  800M  G6 

Sparkel 

Sparkel  #1    Al 

Sparkel  Floor-Cleaner  #3   CI 

Sparkle  International,  Inc. 

SW#SB  Sparkle-Bio  Al 
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Sparkle  Sanitary  Supply  Co. 

S    Asidufoam C2 

Sparkle  Wash,  Inc. 

S.W  #4R  New  Detergent Al 

SW#4R  Industrial    Al 

SW#4V    Al 

SW«4V  Industrial   Al 

2  Hi-Base  Cleaner  Al 

Sparks,  R.  L. 

Egg  Sparkle  Ql 

Spartan  Chemical  Co.,  Inc. 

Airlift  Fresh  Scent CI 

Airlift  Lemon CI 

Airlift  Smoke  &  Odor  Eliminator    CI 

Airlift  Vanilla  Spice   CI 

Antiseptic  Hand  Cleaner  E4 

ASAP  CI 

Bloc-Aid    LI 

BH-38    A4 

Clean  Cargo Al 

Clean  Xpress  Alchl  Gel  Inst  Skin  Sntzr  E4 
Clean  Xpress  Anobctl  Hnd  Wsh  &  Sntzr 

E2   E2 

Clean  Xpress  Spa  Body  Shampoo  C2 

Clean  Xpress  Waterless  Lotion  Skin 

Clnsr  E4 

Clean  Xpress  Waterless  Skin  Clnsr 

vv/Grit   E4 

Concentrated  Window  Cleaner  CI 

Concrete  Prep   PI 

Consume    L2 

Consume  LIQ  Wastewater  Treatment  ..  L2 
Consume  POW  Wastewater  Treatment     L2 

CDC-10  CI 

CR-2  Crawling  Insect  Killer F2 

CSD-43    Kl 

Deodorizing  Rim  Cage  C2 

DA-70   CI 

DFP-32    Al 

DMQ   CI 

E2  Hand  Wash  &  Sanitizer    E2 

E3  Hand  Sanitizer  E3 

F-6  Fl 

Fast  &  Easy  CI 

Foamy  Q&A   C2 

Germicidal  Bowl  Cleanse  C2 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)   CI 

Goin'  Home  El 

Golden-Glo    Al 

Hand  Patrol   E4 

HDQ  Neutral  CI 

H2-D2   A4 

Inspector's  Choice  Al 

IC-115   A4 

Lotionized  Liquid  Hand  Cleaner    El 

Lube-All H2 

M95    A3 

ML  D  Bowl  Cleanse  C2 

Metaquat  Germicidal  Cleaner  Dl 

New  Liquid  Steam  Cleaner A2 

NABC  Non-Acid  Bowl  and  Urinal 

Cleaner   C2 

NABC  Plus  IV    CI 

NABC  Urinal  Screen  w/Deodorizing 

Block C2 

Orange  Tough  15    CI 

Orange  Tough  40    CI 

Oven  &  Gnll  Cleaner  A8 

Pathmaker    Al 

Pressure  Washer  Cleaner    Al 

PD-64  A4 

PSQ  Disinfectant  Cleaner  CI 

Rapid  Transit  Al 


Sani-T-10  D2 

Shineline  Baseboard  &  Wax  Build  Up 

Strip CI 

Shineline  Multi  Surface  Cleaner A4 

Spa  Body  Shampoo  E4 

Sparquat  Plus  Al 

Sparquat  256   A4 

SparCling  C2 

SparCreme  Liquid  Creme  Cleanser   ....  A6 

Stainless  Steel  Cleaner  &  Polish    A7 

Sterigent  A4 

Steriphene  II  Brand  Disinfectant  Deod  CI 

Super  HDQ  Neutral  CI 

SC-200  Industrial  Cleaner Al 

SD-20 A4 

SD-20  (Aerosol)   CI 

SNB-130    Al 

T  n  T  Tub  and  Tile  Cleaner  C2 

Tough  Duty  CI 

Tough  Duty  N/B  CI 

TB-Cide  Plus  A4 

ViroGuard-Q  CI 

Waterless  Hand  Cleaner   E4 

Waterless  Hand  Cleaner  with  Poly 

Scrubb E4 

Spartan  Chemical  Services,  Inc. 

Spartan  Formula  "Sump-Treat-B"  CI 

Spartan  Formula  Drain-Zyme  L2 

Spec  Chem  Marketing,  Inc. 

All  Purpose  Cleaner   CI 

Chain  &  Cable  Lubricant   H2 

Citrus  Vandalism  Remover CI 

Dry  Silicone  Lubricant  HI 

Duz-It-All    C2 

Electro  Klean  (Bulk)  K2 

Electro-Klean  K2 

Good  Stuff  Hand  Cleaner  E4 

Grease  It  Red H2 

Kool  Kut   H2 

Litho  White  H2 

Orange  Tough  Stuff    E4 

Paint,  Varnish.  Gasket,  Decal  &  Ink 

Rmvr  C3 

Penetrant  Demoisturant  H2 

Scrub-It    C2 

See  Thru  Glass  Cleaner    CI 

Spot  Out    K2 

Tough  Stuff  Hand  Cleaner  E4 

TFE  Dry  Lubricant  H2 

Welder's  End  Spat  and  Mold  Release  HI 

Specialized  Polymers,  Inc. 

Odor  Kill  CI 

Triple  Kill   L2 

Specialized  Products 

Summit  Bidrek  Odor  Eliminator    CI 

Specialty  Chemical  Manufacturing, 
Inc. 

Blue  Blitz    Al 

Boiler-Guard   G6 

Boiler-Guard  6-15  G6 

Bubble-N-Trouble  PI 

Coil-Kleen  PI 

D'Foam    G7 

D'Scale  PI 

Detecto PI 

Ex-Cell  PI 

Foam-Power PI 

Free-Foam   PI 

Hydro-Guard  400    G5.G6 

Hydro-Guard  500    G6 

Hydro-Guard  620    G6 


Hydro-Guard  685    G6 

Labor-Less  A8 

Power-Plus  PI 

Saf-T-Kleen  K2 

Scale  Go    PI 

Super  "D"    PI 

Super-Kool  A3 

Tower  Guard  100    G7 

Tower  Guard  1 1 0    G7 

Triple  "D"    PI 

Triple  Treat   G7 

Specialty  Chemicals  &  Systems,  Inc. 

Act  I  A2 

Act  III    A2 

Alkure    A2 

Append Bl 

AT-1  A3 

Break  Bl 

Chain  Glide  H2 

Compound  12    Al 

Control  #1    A2 

Control  #2   A2 

Control  #3   Al 

CIP  3   A2 

CIP4   A2 

CIP  5    A2 

Exalt  Bl 

Foaming  Acid   A3 

Lime  Free    A3 

Liquid  Rely   Al 

On  Deck A4 

Pearl  Hand  Soap   El 

Prestige    Bl 

Respond  Al 

Respond  LT  Al 

Return    Bl 

Special  Laundry  Bleach    Bl 

Total  Bl 

Specialty  Chemicals  of  Puerto  Rico 

Industrial  Detergent  Al 

Specialty  Chemicals,  Inc. 

Digestase  GTD  655  L2 

Heavy  Duty  Super  Solv    A4.A8 

Liquidase  250   L2 

Live  Micro  535  L2 

Orange  Squirt    CI 

Super  Power  #1   A4 

Super  Solv  A4 

Specialty  Coatings  &  Cleaners 

Fat  Foam  Al 

Specialty  Clean  I  A4.A8 

Tile  Clean    A3 

Specialty  Division,  The/ 

Div.  of  The  Sherwin-Williams  Co. 

#103  Rust  Breaker  Penetrating  Oil  H2 

Belt  dressing  HV PI 

Graffiti  Remover  CI 

Heavy  Duty  Chain  Lubricant   H2 

Hi-Tech  20747  Safety  Solvent  &  De- 
greaser  K2 

Lubricant  Penetrant  H2 

Multi-Purpose  Silicone  Lubricant HI 

Nu-Belt    PI 

Paintable  Lecithin  Mold  Release  & 

Lubrct  H2 

Penetrating  Lubricant   H2 

Quality  Care  Spray  &  Wipe  All  Purp. 

Clnr  CI 

Quality  Care  Stainless  Steel  Cleaner  ..  CI 

Silicone  Spray  HI 

Silicone  Spray  Lubricant HI 
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Solvent  Cleaner  And  Degreaser  K2 

Stainless  Steel  Cleaner   A7 

Stainless  Steel  Cleaner/Polish  Solvt  Bsd  CI 
Stainless  Steel  Cleaner/Polish  Water 

Bsd    CI 

TC  032  Tough  Clean  TC-85  A4.A8 

TC004  Tough  Clean  TC-85    A4.A8 

Xenosol  Coil  &  Fin  Cleaner  PI 

00100  White  Lithium  Lubricant  H2 

00410  Food  Grade  Silicone  Lubricant  HI 
00615  Hvy  Dty  Paint&Gasket  Cement 

Rmvr C3 

00698  Food  Grade  Clear  Lube  HI 

00699  Food  Grade  White  Grease  HI 

00747  Safety  Solvent  and  Degreaser  ..    K2 

00875  House  &  Garden  Spray  Fl 

02001  Electrical  Cleaner  &  Lub.  Spray   K2 

103  Rust  Breaker  (Aerosol)   CI 

1328  Food  Grade  Silicone  Spray   HI 

1377  Safety  Solvent    K2 

1381  Electric  Motor  Clnr  &  Safety  Slvnt  K2 

2002  TF  Electrical  Contact  and  Tp  Hd 

Clr  K2 

202  Chain  and  Pin  Bushing  Lube    H2 

208  Cutting  Oil  PI 

210  Food  Grade  Silicone  Lube HI 

2102  TF  Elec.  Contact  &  Tape  Head 

Clnr  K2 

2202  Tuner  and  Tape  Head  Cleaner    ..    K2 

2302  NOD.  Contact  Cleaner K2 

607  Belt  Dressing   PI 

700  Food  Grade  Machinery  Oil  HI 

711  Penetrant  Lubricant    H2 

749  NOD.  Cleaner-Degreaser  K2 

858  P.D.  Aqueous  Roach  &  Ant  Spray  F2 
862  Industrial  Insecticide  Spray  Fl 

876  Institutional  Insecticide    Fl 

880  General  Purpose  Cleaner  CI 

887  Multi-Use  Insecticide  Spray    F2 

888  Glass  Cleaner  CI 

Specialty  Engineering  Lubrication 
Co. 

Aquasel  BT-CI5P  G6 

Aquasel  BT-PH  G6 

Aquasel  BT-I0    G6 

Aquasel  DS-007    G7 

Specialty  Environmental  Tech.,  Inc. 

Citristrip  IG  C3 

Citristrip  IGT  C3 

Citristrip  IGW  C3 

Specialty  Lubricants 

Slipkote  Aquaplex  524  Grease  HI 

Slipkote  Aquaplex  985  Grease  HI 

Slipkote  H/L  Series  Oil    HI 

Slipkote  H/L  2  Grease    HI 

Slipkote  SFG  Series  Lube  Oil    HI 

Slipkote  230  Silicone  Compound  HI 

Specialty  National,  Inc. 

Drive  Up  Super  Cleaner  Al 

Specialty  Oil  Co.,  Inc. 

FCI  High  Temp  EP  No.  2  Food  Grade 

Grease  HI 

FCI  High  Temp  Multi-Duty  Grease  No. 

2    H2 

FCI  Lubricant  FM  High  Temp  Grease  HI 

FCI  Lubricant  FM  100  AW   HI 

FCI  Lubricant  FM  32  AW   HI 

FCI  Lubricant  FM  46  AW   HI 

FCI  Lubricant  FM  460  AW   HI 

FCI  Lubricant  FM  68  AW  HI 

FCI  Lubricants  Multi-Duty  Grease  H2 


Lubriguard  FCI  FM-46AW  Hydraulic 

Oil   HI 

Lubriguard  FCI  Isotech  FM-80    HI 

Lubriguard  FCI  ISOPure  FM-350    HI 

Lubriguard  Geartech  150  "S"   H2 

Lubriguard  Geanech  220  S H2 

Lubriguard  GL  5  80/90  H2 

Lubriguard  GL  5  85/140  H2 

Lubriguard  Isopure  FM-200  HI 

Lubriguard  Isopure  FM-350  HI 

Lubriguard  Isopure  FM-70  HI 

Lubriguard  Isopure  FM-90  HI 

Lubriguard  Turbiso  100    H2 

Lubriguard  Turbiso  32    H2 

Lubriguard  Turbiso  46    H2 

Lubriguard  Turbiso  68    H2 

Lubriguard  3000  AW  32 H2 

Lubriguard  3000  AW  46 H2 

Lubrigurad  3000  AW  68 H2 

Specialty  Products 

All-ln-One  C2 

Clear-Vu    CI 

Dri-Glide   H2 

Power  Clean    A8 

Stick-Free HI 

Specialty  Products  of  Salinas 

Food  Grade  Silicone  HI 

Specialty  Water  Chemicals,  Inc. 

B-213  G6 

B250    G7 

OXC  G6 

Spectank  (PTY)  LTD 

Carbsolve  Al 

Spectra  Systems 

Super  Concentrated  Neutral  Cleaner    ..  A4 

Spectra,  Inc. 

Green  Kleen  A4 

Spectral  Chemical  Co.  Inc. 

Alkaline  All  Purpose  Cleaner  Al 

All  Purpose  Cleaner  No.  3   Al 

All  Purpose  Cleaner  4  A4 

Bio-Zyme  CI 

Dishwash  Pot  And  Pan  Liquid  Al 

Formulation  DS-33- 10    D2 

Formulation  SCC-256  Germicidal  De- 
tergent    A4 

Formulation  33-128  Al 

Formulation  33-256  A4 

Grill  Cleaner   A8 

Sanihand  II  Sanitizing  Hand  Soap  E2 

Spectral  3200  Disinfectant   A4 

Spectral  6400  A4 

Spectraterge  A  Al 

Spectrowax  Corporation 

#20  Liquid  Hand  Soap   El 

Blue  Magic    CI 

Break  Thru  CI 

Cherry  Hill  Indoor/Outdoor  Insecticide  Fl 

D  Grease   Al 

Fastball    Al 

Germ-Aside  D2 

Glass  and  Plastic  Cleaner  CI 

Grime  Aside  N.R D2 

Grime-Aside    Dl 

Heavy  Duty  Degreaser   Al 


In-Cide  Out   CI 

Iodine  Antiseptic  Handsoap    E2 

Kontrol  Dl 

MR-APC    Al 

PD  1  Al 

Safe  World  Cleaner  Concentrate    A4 

Spectro  Super  Cleaner Al 

Spectrocide    D2 

Stainless  Steel  Cleaner  &  Polish    A7 

Star  Blue  Label   Al 

Spectrum  AAA 

Alk95    A2 

Complete  Foam  Al 

Econo  Soft  SL  B2 

GP  1000  Al 

Jelling  Agent  MM  Al 

Multi  Stripper    A2 

Spec-Chlor  10.5  Al 

Spectrum  AC  40  A3 

Spectrum  Smokehouse  III  A2 

SA  Alkali  Bl 

SA  Bleach   Bl 

SA  2000 Bl 

Ultimate  II  Al 

Spectrum  Chemical  Services,  Inc. 

Concentrated  Liquid  Dish  Detergent     .    Al 

High  Foam  Meat  Room  Degreaser Al 

ONE.  Multi-Purpose  Cleaner   A4 

Spectra-Blue  Cone.  Glass  &  Plastic  Clnr  CI 
Spectra-Red  Concentrate  All  Purpose 

Clnr  Al 

Spectrum  *6  Pot  and  Pan  Detergent  .  A I 
Spectrum  *9  Oven  &  Grill  Cleaner  ....    A8 

Spectrum  Freezer  Cleaner  A5 

Spectrum  Glass  &  Hard  Surface  Cleaner  CI 

Spectrum  ONE CI 

Spectrum  I  Germidical  Cleaner  D2 

Spectrum  140  Super  Concentrate  Al 

Spectrum  141  Pressure  Washer  De- 
greaser      Al 

Spectrum  2  Sanitizer  D2.Q3 

Spectrum  3  141  Pressure  Washer  De- 
greaser      Al 

Spectrum  4  200  Hard  Surface  Degreaser  Al 
Spectrum  5  Antiseptic  Lotion  Hand 

Soap    E4 

Spectrum  6  Pot  and  Pan  Detergent  ....  Al 
Spectrum  7  Freezer  Cleaner  A5 

Spectrum  1,  Inc. 

All  Purpose  Neutral  Cleaner-Degreaser  A I 
Microzyme  CI 

Speed  Clean  Chasco,  Inc. 

General  Purpose  Cleaner  #76-A  Al 

S.C.  All  Purpose  Powder   Al 

Speer  Products,  Inc. 

Magic  Grd  Automatic  Sequential  In- 

sectcd    F2 

Magic  Guard  Home  &  Institnl  Inset 

Spray  Fl 

Speer  Fast  Knockdown  Wasp  &  Hornet 

Spray  F2 

Speer  Multi-Purpose  Insecticide  Spray      F2 

Speer  Residual  Pressurized  Spray    F2 

Speer-It  Fogger  1  Total  Release  Fogger   F2 

Speir  Laboratories,  Inc. 

All  Purpose  Cleaner  Formula  S1303  ..  Al 
Lime  Scale  Remover  Formula  SI  105  A3 
Pots  and  Pans  Detergent  Formula  SI  102  A 1 
Pots  and  Pans  Detergent  Formula  SI  103  A I 
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Spencer  Kellogg  Division 

Diamond  Quality  Castor  Oil  HI 

Gold  Bond  Castor  Oil  HI 

Spencer  Services 

AD-1  Acid  Detergent   \3 

Just  Red  Al 

Super  Blue  Al 

Super  Degreaser  Al 

Sphag  Sorb,  Inc. 

Sphag  Sorb  Industrial  Peat  CI 


SpiceTec,  Ltd. 

SpiceTec  White  Oil 


HI 


Spiral  Incorporated 

Power  Alive  Bacteria  Enzyme   CI 

Power  All  Purpose  Spray  &  Glass  Clnr  CI 

Power  Concrete  Cleaner  Al 

Power  Deo-San   CI 

Power  Front  Line    D2 

Power  Liquid  Detergent    CI 

Prime  Cut  High  Foam  Al 

Spray  Chem  Chemical  Company, 
Inc. 

Blast-Off   A3 

Chlor-A-Foam  Al 

Formula  B  2647    G6 

Formulae  3278    G6 

Formulae  5278    G6 

Formula  TC288    G7 

Formula  T  6249 G7 

Orbit  Al 

Super  Foam  A4.A8 

Zoom   A4 

Spray  Products  Corporation 

Ail-Purpose  Silicone  Spray  No.  372    ..    H2 

Spray-Cure  Company,  The 

Con-Etch  "L"  PI 

Skid-Daddle  CI 

Spray-Dyne  Corporation 

Dyne-A-Mite     LI 

Spraymate  Products 

Chlor-Al-Clean    Al 

Command-0    CI 

D/D    Al 

Formula  400    A4.C1 

Natura-Solv   CI 

Sprayway,  Incorporated 

Baby  Powder  Dry  Air  &  Fabric  Deo- 
dorizer    CI 

Baseboard  Cleaner  &  Wax  Stripper  ....  CI 

Brake  Parts  Cleaner K2 

C-60  Solvent  Cleaner  &  De-Greaser  ..  K2 

Carburetor  and  Choke  Cleaner  K2 

CRT  Terminal  Screen  Cleaner  CI 

Disinfectant  Bathroom  Cleaner C2 

F-101  TFE  Dry  Lubricant  Release 

Agent H2 

Glass  Cleaner CI 


Hoil  Penetrating  Oil  &  Rust  Proofer   ..  CI 

No.  716  Belt  Dressing    PI 

No.  77  Silicone  Lubricant  H2 

No.  940  Spray  Lubricant    HI 

No.  945  Silicone  Spray  H2 

No.  946  Silicone  Spray  HI 

Orange  Citrus  Crazy  Clean  CI 

Plastic  Cleaner  CI 

Sprayway  Apple  Blossom  Fragrance  ..  CI 

Sprayway  Germicidal  Surface  Cleaner  C2 

Sprayway  Grill  &  Oven  Cleaner    A8 

Sprayway  No.  77  Silicone  Lubricant  HI 
Sprayway  No. 31  Crazy  Clean  All  Purp 

Clnr CI 

Sprayway  Plastic  Cleaner  CI 

Sprayway  Stainless  Steel  Cleaner A7 

Stainless  Steel  Polish  and  Cleaner  CI 

Tru-Nox  Two  Insect  Killer  Fl 

Tru-Nox  X-100  Hying  &  Crawl  Inset 

Kill F2 

Vandalism  Mark  and  Stain  Remover  ..  CI 
White  Lithium  Grease  Lub.  Spray  No. 

715    H2 

Springfield  Water  Conditioning, 
Inc. 

Hy-Test  Sodium  Hypochlorite  ..  D2.Q4.G4 
Spruce  Industries,  Inc. 

All  Purpose  Cleaner    Al 

Power  X  A4 

Power  X  Industrial  Safety  Solvent      A4.A8 

Spruce-Up  Creme  Cleanser A6 

Super  Clean  Indstrl  Hvy  Dty  Clnr/Dgrsr  Al 

Spurrier  Chemical  Companies,  Inc. 

All  Purpose  Cleaner/Degreaser  901-1       Al 

Amber  Dish  Soap  EC-102-1  Al 

Enzyme  Drain  Maintainer  L2 

Heavy  Duty  Grill  and  Oven  Cleaner 

943-1   A8 

Non-Corrosive  Extra  Heavy  Duty 

Dgrsr  A4.A8 

Spur-Tex  825  Pine  Disinfectant  Clnr- 

Deod  CI 

Stainless  Steel  Cleaner  and  Polish  1022  A7 
1006  Spur-Tex  Liq.  Hand  Dish  Wash  Al 
1021-1  Stainless  Steel  Cleaner  &  Polish  A7 
1090  Spur-Tex  In.  Liq.  Dr.  Pipe 

Op/Mnt LI 

330  Spur-Tex  Machine  DshWsh  Comp  Al 
335-5  Institutional  Deep  Fat  Fryer  Clnr  A8 

345-10  Concentrated  Dry  Bleach  Bl 

805  Sanitizer  Cleaner   Dl 

810-1  Sanitizer  Rinse    D2 

902- 1  Non-Ammoniated  All  Purp  Clnr- 

Dgrsr  Al 

925  Spur-Tex  Ammntd  All  Purp  CI    ..    A4 

940  Spur-Tex  Bowl  Cleaner  C2 

945-1  Alkaline  Degreaser&Oven  Clnr 

Cone A8 

948-1  Quick- Foaming  Fat  &  Grease 

Clnr Al 

950-1  Extra  Heavy  Duty  Degreaser  ...  Al 
995-1  Lime  Solvent  Concentrate    A3 

Squeak-eze  Inc. 

Squeak-eze  H2 

St.  Clair  Custodial  Supply  Co. 

Silicone  Spray  HI 

St.  Clair  Supply  Company,  Inc. 

#0-Red  All  Purpose  Cleaner  A4.C1 


#l-Yellow  Degreaser  Cleaner  CI 

#11  Up  Front  Cream  Protective  E4 

#2-Blue  Glass  &  Plastic  Cleaner    CI 

#3-Green  Bowl  &  Bathroom  Dsnfctnt 

Cone CI 

#7  Up  Front  Cream  Protective  E4 

A. PC.  Disinfectant  All  Purpose  Cleaner  C2 

All  Purpose  Neutral  Cleaner  A4.A8 

Antiseptic  Lotion  Hand  &  Body  Soap  ..  El 
Bi-Cep  Degreaser/Cleaner/Truck  Wash    Al 

Causeway  II  Industrial  Detergent  Al 

Chill  Out  Cold  Room  Cleaner   A5 

Clair-O-San  Disinfectant  D2 

Clair-O-San  Disinfectant  D2 

Clean  Foam  Acidulous  Quarry  Tile 

Renvtor  C2 

Clean  Foam  Acidulous  Quarry  Tile 

Renvtr  A3 

Cold  Room  Cleaner A5 

Creme  Cleanser  A6 

Fort-I-Fied  Citrus  Cleaner CI 

Handy  Hand  Dishwashing  Concentrate    Al 

Instant  Hand  Sanitizer E4 

Lemon  Disinfectant  Cleaner  CI 

Lift-It  Stripper  CI 

Lime/Gone  A3 

Liquid  Alive!  Drain  Digestant    CI 

Mild  Toilet  Bowl  Cleaner  C2 

Mis- Fire  Uric  Acid  Eradicator  CI 

No  Rinse  Neutral  Cleaner  CI 

Non-Acid  Bowl  &  Bathroom  Clnr 

Thickened  C2 

Phos  Kleen  Bowl/Tile  Porcelain  Cleaner  C2 

Pine  Disinfectant  Cleaner  CI 

Quat-256    A4 

Ready  For  Use  Hand  Soap  El 

Redi-Foam  Al 

Redi-Foam  Food 

Service/Degreaser/Cleaner  Al 

Sanatize  Germicidal  Cleaner CI 

Silicone  Spray  HI 

St.  Clair  Clear  Glass  and  Plastic  Clnr  Al 
St.  Clair  Glass  &  Plexiglass  Cleaner  ..  CI 
St.  Clair  Stainless  Steel  Cleaner  &  Pish  A7 

St  Clair  Super  Lube  H2 

Super  Kleen  B  A4 

Tackle  Oven  &  Grill  Cleaner  A8 

Take-Off  Super  Strength  Stripper A4 

Tug  Bio-Enzymatic  Drain  Opener   CI 

Vac-Up  Rinse  Free  Floor  Stripper  CI 

Zippy  Bowl  Cleaner   CI 

40%  Coco  Hand  Soap  El 

St.  Cloud  Mining  Co. 

Stone  House  Floor  Drying  Material  Jl 

St.  Cloud  Restaurant  Supply 

North  Country  Graffiti  Remover    CI 

North  Country  N.C.  Foam  Away  Dsnf 

Clnr  CI 

North  Country  N.C.  Non  Ammon.  Glass 

Clnr  CI 

North  Country  Non-ammoniated 

ConcGlsClnr  CI 

North  Country  Plus  TB  Spray    CI 

St.  George  Sales  &  Service,  Inc. 

Dragon  Brand  Assault  A4 

Dragon  Brand  Attack    A4 

Dragon  Brand  Blue  Flash  A4 

Dragon  Brand  Challenge A4 

Dragon  Brand  Conqueror   \A 

Dragon  Brand  Gallant  \4 

Dragon  Brand  Lo  Foam   A4 

Dragon  Brand  Neutral  Cleaner  Al 

Dragon  Brand  Warrior    \4 
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St.  Jude  Chemical  Inc. 

JCS-I-175  D2.E3.G5 

JCS-Q-750  D2 

St.  Lucie  Chemical  &  Supply,  Inc. 

Stainless  Dry  Sil  Silicone  Spray    HI 

SL  100  F2 

Sta-Lube,  Incorporated 

Food  Grade  Grease  w/Polymer  NLGI 

No.  2  HI 

Hand  Cleaner  Formula  II    E4 

Sta-Lube  Lotion  Hand  Cleaner E4 

Sta-Lube  Super  White  Multi-Purpose 

Grs H2 

Sta-Lube  10-42  Compressor  Oil H2 

Sta-Plex  Premium  Red  E.P.  Grease  ....    H2 

Sta-Sweet  Co.,  Inc. 

Lift-X  A4 

Staci  Chemical  Inc. 

Satellite    Al 

Stacy-L-Enterprises,  Inc. 

Klean's-All  CI 

Staff  Supermarket  Associates,  Inc. 

Staff  Household  Bleach    D2 

Stahmer,  Weston  &  Co.,  Inc. 

SoftCide  Handwash  El 

SoftGuard  Lotion  Formula  E4 

SoftGuard  The  Ex-Strnth  Protv  Hand 
Cream  E4 

StainMaster  Products  Div. 

Tile'Ex  Cleaner  Base  &  Base  Activator  Al 
Staley,  A.E.  Manufacturing  Co. 

Sno-Bol   C2 

Stanbio  Laboratory  Inc. 

Bio-Clean  Laboratory  Detergent  And 
Deo Al 

Standard  Adhesive  &  Chemical  Co., 
Inc. 

Defoamer  SA-10  Q5 

Standard  Disinfectant  Company 

Nu-Lite Al 

Standard  Maintenance  Supply  Co. 
Inc. 

Erase-All   Al 

L/LF  Bacterial  Digestant-Deodorant    ..    CI 

Liquid  Toilet  Soap    El 

Speed-Kleen Al 

Standard  Brite   CI 

Synterg-90  Al 


Standard  T  Chemical  Company, 
Inc. 

Bio-Foam  216-822    A4.CI 

Stanlux  Foaming  Cleaner-Dgrsr 

116-669  A4.A8 

Stanlux  Safe-Soap  236-850 E2 

Stanhome  Inc./ 
Industrial  Division 

All  Purpose  Degreasing  Detergent 

For.522  A4 

Antimicrobial  Hand  Soap  El 

Dishwash  Formula  504  Al 

Dry  Mist  Insecticide   Fl 

Floor/Wall  and  Grout  Cleaner  Formula 

226    A4 

Floor/Wall  Cleaner  Formula  1 19  Dl 

Floor/Wall  Cleaner  Formula  162   Al 

Grill/Fry  Kettle  Cleaner  Formula  125  A8 
Industrial  Cleaner/Degreaser  Formula 

221    A4 

Jiffy  Foam  Cleaner  Degreaser  Concen- 
trate     Al 

Kitchen  Degreaser  Dishwash  F500    ....  Al 

Low  Temperature  Cleaner  Formula  104  A5 

Oven/Fry  Kettle  Cleaner  Formula  120  A8 

Power  Fry  Kettle  Cleaner  Formula  128  A8 

Sanitizer  Concentrate  Formula  1 1 3    ....  D2 

Sanitizer  Formula  53  D2 

Stan-Pac  De-Limer   A3 

Stanson  Corporation,  Inc. 

Hand-N-San  E2 

Stanpro  Bac  1.6  Detergent/Disinfectant  D2 

Star  Chemical  Co.,  Inc. 

Degreaser  Al 

Multi-Purpose    A4.A8 

Star  Chemical  Company 

"OK"  Concrete  Cleaner CI 

Alkalite    Bl 

Arrest  G2 

Aspirlube  H2 

Aspirlube-D  H2 

Boss  A4 

Bright  CI 

BW-19  A2 

Clor-O-Mite  Al 

Cloro-Kleen  Al 

Control  S  A3 

Control-D  A3 

CFC  Al 

Detaf    A2 

Elec-Trol  CT  K2 

Exact    A4 

Fabrisoft B2 

Rush    LI 

Foamer  Al 

Formula  300    Ql 

Formula  3020    A3 

Formula  3026    Al 

Formula  3027    A2 

Formula  3029    Al 

Formula  3031    Al 

Formula  3035    A2 

Formula  47    LI 

Formula  50    Dl 

Formula  55    A2 

Galaxy  SS   Bl 

Grease-Out CI 

Jiffy  Oven  Cleaner    A8 

L.  F.  A Al 

Liquakleen-D  A2 

Liquid  Cloromite  Al 


Liquid  Orbit  Al 

LC-40  Bl 

Moon  Glo    Al 

No  Dor CI 

Nok-Out  F2 

Nok-Out  (Aerosol)    F2 

Orbit  Al 

Oven  &  Grill  Cleaner  A8 

Plus  10  Al 

Purgerm  El 

Puricide   C2 

PSF-932  G6 

PSF-935  G6 

P3F-940  G6 

Quat  S   D2 

Rust-O-Way  Bl 

RTU  EI 

Sequa-D  Al 

Smokehouse  Cleaner  A2 

Solvit   A4 

Sta-Kleen  Al 

Star  Dry  Bleach  Bl 

Star  Lo-Foam Bl 

Star  Lo-Foam  FE Bl 

Star  Plus    Al 

Star  105  G7 

Star  33  C2 

Star-Burst  CI 

Starbrite  Al 

Starcide  No.  2  Fl 

Starlube   HI 

Starmaid  A4 

Starsteel  A7 

Starwash Al 

Sterasol    Dl 

Super  Starcide  Fl 

SF-Antifoam    G6 

SF-Disperse  G7 

SF-105  G7 

SF-117  G7 

SF-I18  G7 

SF-119  G7 

SF-813  G6 

SF-903  G6 

SF-904  G7 

SF-913  G6 

SF-926  G6 

SF-932  G6 

SF-933  G6 

SF-934  G6 

Tek  171    Al 

Tek-177   Al 

Tek-191    A3 

Tek-193   A3 

Tek-271    A2 

Thrust  Al 

Ultra  I    Al 

Ultra  II  Al 

Star  Chemical  Company,  Inc. 

Acid  Cleaner  A3 

Chlorinated  Cleaner Dl 

Foamer  Al 

General  Purpose  Cleaner Al 

Heavy  Duty  Alkaline  Cleaner Al 

Heavy  Duty  Concentrate  Liquid  Cleaner  A4 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  Al 

Malathion  Fly  Bait    F2 

Odorless  Concrete  Cleaner  A4 

Smokehouse  Cleaner  A2 

Super  Insecticide  Concentrate Fl 

Thermal  Fog  Insecticide  Fl 

Star  Cleaning  Miracle  Inc. 

Star  Cleaning  Miracle  Al 

Star  Cleaning  Miracle  S-100    Al 

Star  Cleaning  Miracle  S-300    Al 
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Star  Industries,  Inc. 

Star-Clean  GRA    A2 

Star-Clean  GRB A2 

Star  Industries,  Inc. 

Carbon-X  A8 

Star  Maintenance  Products,  Inc. 

Star  Air  Tool  Oil H2 

Star  Anti-Seize    H2 

Star  Brake  Cleaner  Degreaser PI 

Star  Cut  &  Tap  H2 

Star  Force  (Aerosol)  CI 

Star  Kleen    E4 

Star  Lube  H2 

Star  Open  Gear  Lube  II    H2 

Star  Red  Grease  H2 

Star  Safe    CI 

Star  Screw  Off CI 

Star  Shine    CI 

Star  Slide  HI 

Star  Stainless  Steel  Cleaner/Polish  CI 

Star  Maintenance  Supply 

Absorb  A4 

Con-Cept  256    A4 

Foam  Away  CI 

Nature's  Way  CI 

Star  Burst  Cleaner  Degreaser  Al 

Star  Plumbing  &  Maintenance 

Parts/ 

Division  of  VVestburne  Supply  Inc. 

Bobby's  Hand  Cleaner    E4 

Star  Sales  Div.,  LWJ,  LTD. 

Tri-S  G2 

Star  Technologies,  Inc. 

Star  Egg  Wash Ql 

Star-Chemical 

A  PC  2000  Al 

Star-Lee  Products  Co7 

A  Division  of  Mil-Tex  Corporation 

Starlee  Skin  Shield   E4 

Starco  Chemical,  Incorporated 

Adclor  B 100  Bleach   Bl 

Ant- 10  Blue-Hand  Dishwashing  Com- 
pound      Al 

Ant-10  Pink-Hand  Dishwashing  Com- 
pound      Al 

Borax  Hand  Soap    C2 

Buff  Hand  Dishwashing  Detergent  Al 

Dyno    A4 

Flatware  Pre-Soak  Al 

FC-31  CI 

FC-44  A4 

G-4  Hand  Dishwashing  Compound   ....  Al 
G-4  Yellow  Hand  Dishwashing  Com- 
pound      Al 

Gripon    Al 

L-S-R  Lime  Scale  Remover  A3 

Laundry  Detergent  J   Bl 

Liquakleen  Al 

Liquid  Hand  Soap  El 

M-l  Machine  Dishwashing  Compound  Al 

M-3  Machine  Dishwashing  Compound  Al 


MC-500  Al 

MLC-100  A2 

No.  3  NY   Bl 

No.-5  Blue  Low  Foam  Detergent  Bl 

No. -5  White  Low  Foam  Detergent Bl 

Oven  Cleaner A8 

Pine  Scrub  CI 

Pink  N  Creamy  Hand  Dishwashing  De- 
tergent    Al 

Saf-T  Strip  Al 

Silver  Detarnish  Compound  #7    Al 

Stainless  Steel  Cleaner   A7 

Starkleen  FL-34 Al 

Starkleen  No.  S-100    A2 

Starkleen  No.  S-100  GH  A2 

Starkleen  No.  S-85    Al 

Starkleen  No.  S-90   Al 

Starkleen  S-15  Al 

Starkleen  S-20  Al 

Starkleen  S-80  A2 

Starkleen  S-83  CL  A2 

Starkleen  50 A3 

Supurb  Grill  and  Oven  Cleaner   A8 

Window  Glass  Cleaner  CI 

Z-14  Starglo Al 

Starr  National  Manufacturing  Corp. 

'All  in  One'    LI 

Action    Al 

Action  Market  Cleaner  A4 

Action  Safety  Solvent  A4 

Carbo  A8 

G.B  Special CI 

Glo  Al 

Go    CI 

Magic  CI 

Master   CI 

N-A-C  Super  CI 

NutraStarr  N-A-C   CI 

Quad  CI 

Starfect  Al 

Starway  Labs.  International  Corp. 

#103  Cleaner  A4 

State  Chemical  Manufacturing  Co., 
The 

"311  Conveyor  Lube"  H2 

A-25  Al 

Air  Freshener CI 

Alg-Erase  Algaecidal  Tablets  G5.G7 

All  Purpose  Spray  Cleaner  A4 

Apple  Orchard  Fragrance  Pak    CI 

AP  Grease  with  UB  5  Hi-Temp-Non- 
Melt  H2 

AT- 16 G7 

Bathroom  Cleaner  C2 

Bug  Justice    F2 

BC-1     PI 

Cap PI 

Capital  "R"    CI 

Capital  S  Industrial  Deodorant  CI 

Champ   CI 

Cherri-D  CI 

Chloro-Solv  Formula    Kl 

Chloro-Solv  II  CI 

Citrus  Grove  Fragrance  Pak  CI 

Cool-Ade  G7 

Current  Issue  The  Natural  Clnr/Dgrsr      CI 

De-Grease  Super  A4.A8 

Dead  End  F2 

Disinfectant/Cleaner    A4 

Dry-Lube  H2 

E-Z  Clean    El 

E-Z  Squirt  Kontrol    CI 

ELC  K2 

Fantasy  Grapefruit  State  Fragrance  Pak   CI 
Fom-Klean  Al 


Formula  "C"    A3 

Formula  S-800  Drain  &  Sewer  Solvent  LI 
Formula  100  Pellet  Type  State  Ice 

Remvr CI 

Formula  162    Kl 

Formula  174    Al 

Formula  185  Liquid  Ice-Chek  Activator  CI 

Formula  222    Al 

Formula  224  FD-Odor  Control  CI 

Formula  279  Steam-Cleaner  Al 

Formula  297  Algaecide  G7 

Formula  298  RAS  F2 

Formula  318  All  Purpose  Cleaner    A4 

Formula  336  State  Gear  Oil  H2 

Formula  348  State  Stop-Scale    G6 

Formula  351  State  Clean-Line   G6 

Formula  358  Mint  Kontrol  CI 

Formula  359  Surface  Gleam CI 

Formula  360  Sta-Gel  Concentrate    Kl 

Formula  403  Sta-Glo Al 

Formula  418  Cool.  Twr  Descaler/pH 

Adjstr    G7.P1 

Formula  425  Microcide  Fl 

Formula  429  WAS    Fl 

Formula  555  Rocket  Action  State  Ice 

Cure CI 

Formula  609    CI 

Formula  684  Gear  Oil  H2 

Formula-251     A3 

Fragrance  Paks  Tropical  Delight  541 18    CI 

French  Vanilla  Fragrance  Pak    CI 

G.S.O CI 

Grease-B-Gone    CI 

GTCleen-Rite  Kl 

Hands  On  El 

Heavy  Duty  Formula  No.  132  Terg- 

O-Cide  A4.CI 

Hot  Soak  Tank  Cleaner A2 

Hvy  Dty  Form.  No.  133  Terg-O-Cide      Dl 

HD  Steam  Cleaner    Al 

Instant    C2 

Invisi  Lube  H2 

Jonade    C2 

Kleen  All  A4 

Knock  Out  A4 

Kontrol  CI 

Lay-Up G6 

Lift  A4 

Lime  Solvent  A3 

Liqua-MNT   CI 

Mark  V  Super  Solvent    Kl 

Mark  XX  Super  Solvent  Kl 

Melon  Patch  Fragrance  Pak   CI 

Microcide  Fl 

Mildew  Muscle   CI 

Mint  Fragrance  Disinfectant-Deodorant    CI 

Mud-Out    LI 

Multi-Purpose  Cleaner    Al 

Multi-Purpose  Degreaser Al 

No.  1515-A   El 

No.  1516-B    El 

No.  1540   El 

No  55  Fogging  Mist F2 

No-Mix  Terg-O-Cide    CI 

Onward  Disinfectant  Detergent    Dl 

Onward  XL   Al 

Oran-Gel  Heavy  Duty  Citrus  Degreaser  CI 

Orange  Action  CI 

Orange-Gel    CI 

Oven  II  Formula  448    A8 

OGL  h; 

P.J.  26  Neutro-Jel    CI 

Parts-Klean    Kl 

Pen  Contains  Teflon  and  Vydax CI 

Pepcotex  Al 

Perfectly  Peach  Kontrol    CI 

Perfectly  Peach  Trade  Winds   CI 

Power  Suds    Bl 

Pummel    E4 

PW  All  Purpose  Concentrate   -\4 

PW  Heavy  Duty  Degreasant  Al 

Ready  Kill  Transparent  Emulsion  Spray  F2 
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Reserve  Cleanser  A6 

Scat-400  Industrial  Stripper    C3 

Scram  LI 

Scrub   E4 

Scrub  Ender  C2 

Sofn  Liquid  Fabric  Softener    B2 

Soft  N  Tender  Moisterizing  Skin  Cream  E4 

Soil-Out  B2 

Sta-Zorb  Jl 

Sta-Zyme  Concentrated  Bacterial  En- 
zymes      L2 

Stapine  CI 

State  Apple  Orchard  Kontrol   CI 

State  ACC  Aerosol  Coil  Cleaner  PI 

State  ADH  Multipurpose  Aerosol  Ad- 
hesive        K3 

State  Bet    PI 

State  BT-64  G7 

State  Champ  Cream  Cleaner CI 

State  Champion  Cream  Cleaner  CI 

State  Citro-Blast  Citrus  Hand  Cleaner  ..  E4 

State  Clean'n   Bl 

State  Current  Issue    CI 

State  Cut    H2 

State  CT-128  G7 

State  D-Stroy  L2 

State  D-Stroy  Too  L2 

State  Dead  End  Contact  &  Resdl  Inset 

Spr F2 

State  Dek  Insect  Killer  Fl 

State  Deo  CI 

State  Deo-Phene    A4.C2 

State  Drain  Demon  Drain  Opener  and 

Mntnr    L2 

State  Dri  H2 

State  Dri  All  Purpose  Penetrnt  4Way 

Actn H2 

State  Dry  Moly  Lubricant  H2 

State  ELC-NF   K2 

State  ELC-PS    K2 

State  Foamicide  F2 

State  Formula  123-G  CI 

State  Formula  126  Acidine  A3 

State  Formula  250  De-Foam L1.Q5 

State  Formula  296  Roach  and  Ant  Killer  F2 

State  Formula  301  NCNP  G7 

State  Formula  336  Gear  Oil  Multi-Grade  H2 

State  Formula  337  HC  Oil   H2 

State  Formula  345  Mildew  Stain  Re- 
mover       CI 

State  Formula  355  Correct  pH  Adjuster  G6 
State  Formula  362  No  Rinse 

Cleaner/Sntzr    D2 

State  Formula  388  Safety  Cleaner  Dgrsr  Al 
State  Formula  401  Ready  Kill 

w/Dursban  F2 

State  Formula  434  Wham!   F2 

State  Formula  470  Closed  Loop  Treat- 
ment        G7 

State  Formula  52  G.F.  Cleaner  A4 

State  Formula  584  Industrial  Coil  Clnr     PI 

State  Formula  64  A  Sectocide   Fl 

State  Formula  64  A  Vaporcide  Brand   ..  Fl 
State  Fragrance  Paks  Simply  Cinnamon  CI 

State  Greastroyer  Degreaser  CI 

State  Gyro   Bl 

State  GRA  Hi-Temp  Dri-Film  Graphite   H2 

State  GRS    H2 

State  Hands-On  Antiseptic  Skin  Cleaner  E2 
State  Hard  Water  Cool-Ade  Formula 

417    G7 

State  HGP  High  Gloss  Protectant CI 

State  Industrial  Cleaner  68-A  Al 

State  Instant  C2 

State  Lather-Up  Lotionized  Skin  Cleaner  E4 
State  Lub  Multi-Purp  Silicone 

Lub.(Aer.)  HI 

State  LT  Grease H2 

State  MNT  Disinfectant  Deodorant   ....    CI 
State  No  Issue  Non-Butyl  Cleaner  & 

Dgrsr  Al 

State  Orange  Action  Aerosol    CI 


State  Pen  Penetrating  Oil   CI 

State  Pro    E4 

State  PGR    PI 

State  RMK-308  Rodenticide  F3 

State  Safe-T-Soak   Al 

State  Sanitizer  D2 

State  Scale  Solvent  C2 

State  Seat  Doctor CI 

State  Sewer  Solvent  #7  LI 

State  Shower  Supreme    E4 

State  Snapout  C2 

State  Sta-Clean  Air  Conditioner  Trtmnt    PI 

State  SC-4-Buff  Floor  Cleaner  CI 

State  SFR  Soil  and  Floor  Finish  Re- 
mover       A4 

State  SPW  Special  Purpose  Wax  HI 

State  SS-205  SAV  H2 

State  SSD    Kl 

State  Terminate  Fl 

State  Washroom  Wizard  C2 

State  White'n  Bl 

State  WAG    HI 

State  WG  Grease  Food  Grade  White 

Grease  HI 

Super  Eight  80-D    A4 

Surfasol   Al 

SC-100  Porcelain  Cleaner C2 

SCM-40  Skin  Cleaner  E4 

SOK  Fl 

SOS    CI 

SPW  H2 

SS-32  Non-Flammable  Safety  Solvent     K2 

SS-345  Al 

SSC  Stainless  Steel  Cleaner  CI 

SSD  Aerosol   Kl 

SSD  II    CI 

SSD-55    K2 

Tef  Fluorocarbon  H2 

Terg-O-Cide  Concentrate  315 A4.C1 

Tile  'N  Grout  Cleaner  C2 

Touchdown    A4 

Trade  Winds  Apple  Orchard CI 

Tradewinds  Spice    CI 

Triple  O  A4 

Tuff  Skin  Protector  E4 

U-Ten  Pot,  Pan  And  Utensil  Cleaner  ..    Al 

Urinal  Buoy  C2 

Urinal-Ade  C2 

Wildcat A4 

Wipe  Away   C2 

X-0  Odor  Away  CI 

XT  Grease  H2 

180  CI 

999  A4 

State  Janitorial  Supply  Co. 

Break  Thru Al 

Coconut  Oil  Handsoap   El 

State  Wide  Dist.  Inc. 

EDC  Creme  Cleanser  A6 

EDC  Disinfectant  Bowl  Cleaner C2 

EDC  Enzyme  Drain  Cleaner CI 

EDC  Green    A4 

System  22  Hair  &  Body  Shampoo  E4 

Steam  Cleaners  Inc. 

Industrial  Medium  Duty  Steam  Com- 
pound        CI 

Steam  Engineering  Incorporated 

Low  Freeze  Caustic  Soda  G6 

SEI-102   G6 

SEI-102P  G6 

SEI-103   G6 

SEI-104   G6 

SEI-105   G6 


SEI-106   G6 

SEI-I07   G6 

SEI-108   G6 

SEI-110   G6 

SEI-111    G6 

SEI-124   G6 

SEI-125   G6 

SEI-126   G6 

SEI-128    G6 

SEI-130   G6 

SEI-137   G6 

SEI-138   G6 

SEI-139   G6 

SEI-141    G6 

SEI-142   G6 

SEI-150   G6 

SEI-151    G6 

SEI-154   G6 

SEI-155   G6 

SEI-165    G6 

SEI-166   G6 

SEI-167   G6 

SEI-212   G3 

SEI-223   G7 

SEI-224   G7 

SEI-225   G7 

SEI-226   G7 

SEI-227   G7 

SEI-228   G7 

SEI-238   G6 

Steamatic,  Inc. 

Aromatic    CI 

Compound  A  A4.C1 

Exxpert  Formula  828    A4.C1 

Lin  Aire  DC-1  CI 

Linaire  Gel  Odor  Control  CI 

Linaire  Liquid  Spray  CI 

Lubricant  #1  Corrosion  Control  K2 

Lubricant  #2  Corrosion  Control  K2 

Rustoff  II  Bl 

Steamat-A-Fog CI 

Stearns  Packaging  Corporation 

Acid  Salt  Cleaner   A3 

All  Purpose  Cleaner    Al 

Blue  Butyl  Degreaser   A4.A8 

Booster  Degreaser  CI 

Bowl  Cleaner C2 

BWCG  A2 

BWCR  Circle  Cleaner  Compound  A2 

Caustic  Soda  Beads  A2.G1.G6 

Chlorinated  Hytron   Al 

Citrus  Cleaner  CI 

Cleaner  Concentrate    A4 

Cleaner  Degreaser  #922   CI 

Cleaner  For  Automatic  Scrubbing 

Equip A4 

Cleaner- Degreaser  CI 

Concrete  Floor  Cleaner  CI 

Conveyor  And  Equipment  Cleaner Al 

D-Lime-X    A3 

Dairyland  Brands  Eggit  Egg  Wash    ....  Ql 

Deep  Fry  Cleaner    Al 

Dineotex D2 

Dineotex  "4"    D2.E3 

Dishwashing  Compound  Al 

Drain  Opener  LI 

Extra-Strength  Cleaner   CI 

Row  Clean    Al 

Flowtron  Drain  Treatment    L2 

Foaming  Cleaner  Degreaser  Al 

Foaming  Degreaser  #1700    Al 

Foaming  Degreaser  #2700    A2 

General  Purpose  Cleaner Al 

General  Purpose  Cleaner-Penawet   Al 

GS-"77"  A4.H2 

Heavy  Duty  Dairy  Utensil  Cleaner    ....  Al 

Heavy  Duty  Degreaser   Al 

Hi-Pressure  Washer A4 
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Hydrosol    A3 

Hypo-Chlor   D2 

Hypo-Chlor  Formula 

X-12    B1,D2,G4,Q1,Q2.Q4 

HyprochIorX-12  D2 

Jungle  Jake    A8.B1.C1 

Laundry  Detergent Bl 

Liquid  Soap  E4 

Mark  E Dl 

Mark  EH  A4 

Mark  10  C2 

Mark  11   D2 

Mechanics  Hand  Soap C2 

Milkhouse  Brand  Eggit  Egg  Wash  Ql 

Multi-Surface  Cleaner  A4 

Nu-Tron  Al 

Nutra  Liquid  Hand  Soap El 

Pine  Scent  Deodorant  Cleaner   CI 

Pink  Lotion  Hand  Soap    E4 

Pot'N'Pan  Cleaner   Al 

Powdered  Laundry  Detergent  Bl 

Pyrosol  Super  Grade  A3 

Quatamine   D2 

Sanitizing  Hand  Soap   E2 

Smokehouse  Cleaner-Penawet    A2 

Spray-Det  D2 

Steramine  D2 

Window  Cleaner  CI 

Window  Cleaner  &  Stainless  Steel 

Cleaner   C2 

7-11  General  Cleaner    Al 

Steco  Corporation,  The 

Tap  Magic  Aluminum  Cutting  Fluid  ....  PI 
Tap  Magic  Protap  Cutting  Fluid    PI 

Steelco  Industrial  Lubricants,  Inc. 

#7201  Air  Compressor  Oil  SAE  10  ....  H2 

#7202  Air  Compressor  Oil  SAE  20  ....  H2 

#7203  Air  Compressor  Oil  SAE  30  ....  H2 

#7205  Air  Compressor  Oil  SAE  50  H2 

#7410  Hydraulic  Oil  SAE  10  H2 

#7420  Hydraulic  Oil  SAE  20  H2 

Fleet  Engine  Oil  SAE  30   H2 

Fleet  No   1089  Van-Purpose  Gear  Oil  H2 

Fleet  No.  2014  Van-Purpose  Gear  Oil  H2 

No.  225-2  Food  Machinery  Lubricant  HI 

No.  50  Fan  &  Pump  Oil  H2 

No.  500  Industrial  Gear  Oil  SAE  80  H2 

No.  5000  Industrial  Gear  Oil  SAE  250  H2 

488-1  Red  Crown  Lubricant  H2 

488-2  Red  Crown  Lubricant  H2 

7010  Industrial  Air  Tool  Oil  SAE  10  H2 

Steelcote  Manufacturing  Company 

Steelcote  204  CI 

Steelcote  204P  Detergent/Disinfectant      D2 

200  Food  Machinery  Cleaner  A8 

215  Heavy  Duty  Cleaner  Concen- 
trate    A4.C2 

Steindler  Paper  Company,  The 

Steindler-Reid  DIF  Cream  Cleanser  ...  A6 
Steindler-Reid  H-23  Super  Bowl 

Cleaner   C2 

Steindler-Reid  H-9  Mild  C/L  Bow] 

Cleaner   CI 

Steindler-Reid  P-20  Bowl/Tile/Prcln 

Clnr  C2 

Steiner  Company,  Inc. 

#19  Econo  Shampoo  (Amber)    C2 

#19  Econo  Shampoo  (Green)  C2 

#21  Spa  Body  Shampoo  C2 

#33  K  D.  Lotion  Hand  Cleaner    E4 

#34  K.D  Grit  Lotion  (Green) E4 


#34  K.D.  Grit  Lotion  Hand  Cleaner E4 

#36  Supreme  Lotion   E4 

#52  Coco  Hand  Soap  20%  El 

#55  Sanitizing  Handwashing  Iodine  E2 

#58  Cross  Control  Soap   El 

#76  Natural  Scrub  Lotion  E4 

#78  Z-Grabber  Grit  E4 

#8  Before  &  After  Skin  Cream    E4 

#82  Antiseptic  Hand  &  Body  Skin 

Cleaner   E4 

#85  Antiseptic  Lotion  Skin  Cleaner  E4 

#86  Antibacterial  Hand  Wash  Sanitizer    E2 

#88  Alco-Gel  E4 

#88  Alco-Gel  (Blue)  E4 

#92  K.D.  Grit  Paste  Hand  Cleaner  E4 

#93  K.D.  Paste  Hand  Cleaner E4 

Alcohol  Hand  Sanitizer  E4 

Aloe  Vera  Protective  Ointment    E4 

Aloe  Vera  Skin  Creme   E4 

Antimicrobial  Hand  Soap  El 

Baybeny  Odor  Neutralizer  CI 

Blue  Pearlized  Hand  Soap    El 

Bug  Killer   Fl 

Citrus  Handmaster  Indus  Pumicized 

HdClnr    CI 

Citrus  Handmaster  Industrial  Hd  Clnr  ..  E4 

Deluxe  Skin  Cleansing  Lotion   El 

E2  Antiseptic  Skin  Cleansing  Lotion  ....  E2 

Hair  &  Body  Shampoo  C2 

Hair  &  Body  Shampoo  with  Aloe   C2 

Hammons  Waterless  Skin  Cleanser   E4 

Handmaster  Industrial  Waterless  Hd 

Clnr  E4 

Industrial  Skin  Cleansing  Lotion    El 

Irgasan  Solution  E4 

Just  for  You  Hair  &  Body  Shampoo  ....  E4 
Just  for  You  Hair  &  Body  Shampoo  II  E4 
Just  for  You  Hair  &  Body  Shampoo  III   E4 

Lilac  Odor  Neutralizer    CI 

Lime  Odor  Neutralizer   CI 

Liqui-Bar  Soap    E4 

Liquid  Hand  Cleaner El 

Lotion  Soap  E4 

Medicated  Lotion  Soap  E4 

Medicated  Sure  Lotion   E4 

Micro-Grit  Lotion  Skin  Cleanser   E4 

Micro-Grit  Lotion  Skin  Cleanser  II   E4 

Odorless  Odor  Neutralizer    CI 

Pink  Lotion  Skin  Cleanser   El 

Pink  Pearl  Lotion  Skin  Cleanser    E4 

Sani-Gel  E4 

Shimmering  Lotion  Skin  Cleanser  El 

Skin  Cleansing  Lotion  Heavy  Duty 

Green E4 

Skin  Cleansing  Lotion  Hygienic-White  El 
Soft'n  Tender  Hand  and  Body  Lotion    ..  El 

Super  Grit  Lotion  Skin  Cleanser  II    E4 

Super-Grit  Lotion  Skin  Cleanser    E4 

Supreme  Grit  Lotion  Skin  Cleanser  E4 

Sure  Lotion  Skin  Cleaner  El 

Sure  Lotion  Skin  Cleaner  II  El 

Sure  Lotion  Skin  Cleaner  III    El 

Swiss-Air  Baby  Powder   CI 

Swiss-Air  Cherry  CI 

Swiss-Air  Emerald  Mist   CI 

Swiss-Air  Floral    CI 

Swiss-Air  Green  Apple  CI 

Swiss-Air  Lemon CI 

Swiss-Air  Mint    CI 

Swiss-Air  Northern  Forest    CI 

Swiss-Air  Orange  Rush  CI 

Swiss-Air  Potpourri  CI 

Swiss-Air  Rain  Forest  CI 

Swiss-Air  Sea  Air  CI 

Swiss-Air  Spice  CI 

Swiss-Air  Tropical    CI 

Tru  Micro-Grit  Lotion  Skin  Cleanser  ....  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  II  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  III  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  IV  E4 
Tru-Grit  Lotion-Powdered  Skin  Cleanser  E4 
Waterless  Grit  Paste  Hand  Cleaner    E4 


Waterless  Lotion  Skin  Cleanser  14 

Waterless  Paste  Hand  Cleaner   E4 

Waterless  Paste  Hand  Cleaner  (Cherry)    E4 

Stejan  Corporation 

GTC  Grease  That  Cleans  A4.LI 

GTC  Grease  Trap  Cleaner    A4.L1 

Stepan  Chemical  Company 

Bio  Soft  S-100  Al 

Nacconol  40DB  Al 

Nacconol  40DBX    Al 

Nacconol  40LB   Al 

Nacconol  90F    Al 

Stepan  Company 

Acid  CD D2 

BTC  1010  7.5%  Solution   D2 

CD  1.6  Detergent/Disinfectant   D2 

Detergent  Disinfectant  Pump  Spray  CI 
HshlaVLt  IndusType  Grmcdl  Acid  Bowl 

Clnr  C2 

Indust.  Type  Cone.  Acid  Grmcdl  Bowl 

Clnr  C2 

NP  125  Detergent/Disinfectant    D2 

NP3.2   D2 

NP  4.5  (D&F)  Detergent/Disinfectant  CI 

NP  4.5  Detergent/Disinfectant    D2 

NP  9.0  (D&F)  Detergent/Disinfectant  CI 

NP  9  0  Detergent/Disinfectant    D2 

PT  4.0  Pine  Scent 

Disinfectant/Detergent    CI 

10%  BTC  2125M  Indstrl  Wtr  Cool  Twr 

Algcd G7 

10%  BTC2125MA-IN    G7 

10%  BTC  776  Indus  Wtr  Cool  Tower 

Algaecd  G7 

20%  BTC  99  Indust.  Wtr  Cool  Tower 

Algacd  G7 

5%  BTC  2125M  Powdered  Fabric 

Sftnr/Sntzr  B2 

Stephani  Dairy  Service 

Super  X   Al 

Stephenson  Chemical  Co.,  Inc. 

Redi-Mist  III   Fl 

Sterigard 

Steri  Fresh  CI 

Sterilex  Corporation,  The 

Indicon  R901  PI 

Ultra-Kleen  for  Stm  &  Mech  Cln  & 

Dcntmnt    Al 

Ultra-Kleen  Fabric  Clnr  &  Decontam- 

inant    Bl 

Ultra-Kleen  Fd  Cntct  Hd  Surf  Cln 

Dcntmnt    Al 

Ultra-Kleen  Hand  Cleaner    El 

Ultra-Kleen  Liquid  Variation  A  A1.B1.EI 
Ultra-Kleen  Liquid  Variation  B     A1.B1.E1 

Ultra-Kleen/Biokleen Bl 

Ultra-Rinse A3 

Sterisol  AB 

Sterisol  Hand  Cleanser  El 

Sterisol  Hand  Disinfectant  E4 

Sterisol  Liquid  Soap   El 

Sterisol  Shower  Soap    E4 

Sterisol  Skin  Cream    E4 

Sterisol  Skin  Lotion    E4 

Sterisol  Ultra  Mild  Liquid  Soap  El 


11-395 


Sterling  Chemical  Co.,  Inc. 

Safer  Non  Acid  Bl  &  Bath.  Dsnfctnt 

Clnr  CI 

Steri-Septic    C2 

Steri-Shine-Brite    CI 

Stern-Chemtech  Corporation 

A.C.  Cleaner   A3 

Action    Dl 

Action  Germicidal  Spray  and  Wipe  CI.    CI 

Action-Plus    D2.Q3 

All  Day    CI 

Aqua  Fresh  Cherry    CI 

Chem-Lube    HI 

Chlor-N   Dl 

Citramine  C! 

Cleen-Brite  A3 

D-Foamer  Al 

D-Rusto  A3 

Electro-Ease  Safety  Solvent   Kl 

Electro-Ease  Safety  Solvent   K2 

Fantabulus   AI 

Foamad    AI 

Foaming  Glass  Cleaner  CI 

FAT-10    A2 

Gritty   E4 

GP-66  Al 

Hades  Al 

Hand  Soap  20% El 

Hand  Soap  40% El 

Ice-Away  Granulated  Ice  Remover    ....    CI 

Jet-Det  CI 

Jet-Det  Concentrated  Utility  Cleaner  ..    CI 

Koil  Kleen  Plus  PI 

Kwiki  E4 

L.D.  Cleaner   Al 

Loosen  Penetrating  Lube    H2 

Lubezz  HI 

Magnum  Cherry  Dry  Air  Freshener  ....    CI 
Magnum  Solvent  Cleaner/Degreaser    ..    K2 

Magnum  Spray  &  Wipe   CI 

Mask    CI 

Moist-Out    K2 

Moly  Bento   H2 

Nu-Oven    Al 

Nu-Oven    A8 

Quixide    Fl 

Red  Magic  LI 

Red  Magic  Municipal  Sewer  Solvent  ....  LI 

Release  HI 

Robot  A3 

RES-B  Residual  Insecticide   F2 

S.C.  101  A2 

SafTCleen  CI 

Saf-Suds  Al 

Skat    A2 

Slick  H2 

Smoke-X    A2 

Sparkle  Metal  Polish  A7 

Spectrum   CI 

Stern  Fog  Wasp  and  Hornet  Killer F2 

Stern-O-Lube  H2 

Sterndex  Glass  Cleaner  CI 

Swat  F2 

SAF-100    AI 

SOA  A2 

1001  Cleaner  CI 

Stero  Clor  Chemical  Company 

Activated  Liquid  Detergent CI 

Amaze   A2 

Stero  Products 

All-Ways-Cleans  Al 

Elite  Creme   El 

Glass  &  Dish  Wash A! 


Grease  Away  Al 

Jet  Power  Cleaner  A4 

Liq.  Micro-Organisms  w/Instnt 

OdorCntrl    L2 

Liquid  Live  Micro-Organism  L2 

Purple  Power  Cleaner  A3 

Stero  Glo  CI 

Stetson,  M.  D.  Company 

Blue-J  Formula   CI 

O'Natural  Citrosolve   CI 

Powerscrub  Concentrate  CI 

Stetco  Antiseptic  Lotion  Soap    El 

Stetco  Giant  Air  Sntzr  &  Odor  Modifier  CI 

Steve  Green  Co.,  Inc. 

Do  It  All    C2 

Steve  Regan  Co. 

Multi-Purpose  Detergent  Bl 

Stevens  Chemical  Company 

Bowl  Glo  C2 

Bright  Clear  CI 

Clean  Off  Concentrate    Al 

Sta-Gleem    Al 

Stev-O-Rod   LI 

Super  Drain  Eze    LI 

Terrene  Al 

Stevens  Products  Company 

Nimbus    El 

Stevenson,  Brothers  &  Co.,  Inc. 

#85  Pure  White  Mineral  Oil  HI 

Steward  Chemical  Corp. 

Aqua  San  Chlor-Clean    Al 

Aqua  San  Chlor-Clean  H.F Al 

Aqua  San  Lube  Rite   H2 

Aqua  San  Safe  Ql 

Aqua  San  1001    A3 

Aqua  San  1030   A3 

Aqua  San  1050   A3 

Aqua  San  2000   A2 

Aqua  San  2020   Al 

Aqua  San  2040   A2 

Aqua  San  2090   A2 

Aqua  San  222    Al 

Aqua  San  2500   A2 

CP-100  Al 

Liqui-Flow  Al 

Liqui-Melt   Al 

Quota  Al 

Rally  C.F Al 

Velocity  A2 

Stewart  Chemical  Products 
Company 

Quarry  Tile  and  Hard  Surface  Cleaner     A3 

Stewart-Hall  Chemical  Corp. 

Acid  Cleaner-H  A3 

Actabs    PI 

Actabs  Type  E  PI 

Actabs  XX  G7 

Anti-Foam  AF  G7 

BWT-A    G6 

BWT-BD-4    G7 

BWT-BD-8    G5.G7 

BWT-G    G6 


BWT-H    G6 

BWT-HL  G6 

BWT-HM  ..  G6 

BWT-M  G6 

BWT-OLA-F  G6 

BWT-OLC  G6 

BWT-SLF    G6 

Coil-Rite    PI 

Contax   K2 

Continental  No.  1    K2 

Corroclean  F   G3 

CT-NF  G7 

CWT-BB-12    G7 

Foam-A-Coil   PI 

Foam-A-Coil  Aerosol   CI 

Foam-Cleen  CI 

Grime-Solv    CI 

Ice  Machine  Sanitizer  Concentrate  D2 

Letsgo    H2 

Liquid  Descalit    A3 

Nickel-Safe  Ice  Machine  Cleaner  A3 

Renewz    PI 

Scale  Strip  A3 

Scaleclean-F G2 

Scalomatic  G7 

Silent  Run    H2 

Steamaster  Type  1  G7 

Steamaster  6    G6 

Steamaster-F    G6 

Sulfite  BWT-SF    G6 

T.K.0 K2 

WT-CP G2 

Zipp   K2 

Stigler  Supply  Company 

All  Gone  Liquid  Deodorant    CI 

Citru-Clean  Non-Butyl  Cleaner    CI 

Heavy  Duty  Cleaner- Degreaser- 

Stripper  A4.A8 

Heavy  Duty  Plus  Hand  Cleaner  E4 

Heavy  Duty  Pumice  Plus  Hand  Cleaner  E4 

Kleen  Foam  Degreasing  Cleaner   Al 

Lubra  Spray  H2 

Neutral  Disinfectant  Cleaner CI 

Non-Butyl  Degreaser  Cleaner  And 

Deodrnt Al 

Penelube  Plus    H2 

Stigler  All  Purpose  Concentrate  CI 

Stigler  Blue  Thunder CI 

Stigler  Conquer  Plus  CI 

Stigler  Liquid  Alive    CI 

Stigler  Medamist  CI 

Stigler  Medamist  Citrus  Bouquet  Scent  CI 

Stigler  Metamist  Talc  Scent  CI 

Stigler  Neutral,  Free-Rinse  Detergent  CI 

Stigler  Pine  Odor  Cleaner CI 

Stigler  Pink  Lightning  CI 

Stigler  Quat  Quick  Neutral  64   C! 

Stigler  Spray  Disinfectant  &  Bowl  Clnr  C2 

Stigler  White  Velvet  CI 

Thaw-Kleen  Cold  Room  Cleaner  A5 

Stiles-Kern  Division/ 
Met-Pro  Corp. 

Aquadene  Gl 

Stockhausen  Inc. 

Estesol   E4 

Estesol  E2   E2 

Estesol  Plus  E4 

Industrie  Praecutan   E4 

Kresto  EF E4 

Kresto  Kwik-Wipes  E4 

Praestol  A3040LTR LI 

ReDuRan  E4 

ReDuRan  Special    E4 

Solopol  EF  E4 

Stoko  Emulsion  E4 
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Stoko  Lotion    L4 

Stokoderm   E4 

Stockyards  Hardware  &  Supply  Co. 
Inc. 

Hardware  AM Al 

The  New  Super!  Fly  &  Roach  Spray   ...  Fl 

Stone  Care  International, Inc. 

Marbadan  -\4 

Mdrbale\  CI 

Marbamist  Spray  Cleaner  CI 

Stone  Quest  CI 

Stone  Soap  Company,  Inc. 

Ace  Laundry  Liquid  Builder Bl 

Crystal  Laundry  Liquid  Bleach  1 49E-     .    Al 

Double  Duty    C2 

Heavy  Duty  Steam  Cleaner    Al 

Kemade  General  Purpose  Cleaner 

(H.D.)   Al 

Kemade  Soaper  Liquid  A4 

Pride  Concentrated  Powdered  Bleach  Bl 
Pride  Concrete  Floor  Cleaner  Heavy 

Duty    A2 

Pride  Concrete  Floor  Cleaner  Reg.  Duty  Al 
Pride  Laundry  Liquid  Fabric  Softener      B2 

Pride  Pressure  Wash  Compound    Al 

Pride-Lo-Dine   D2.E3 

Professional  AH-Purpose  Cleaner  Al 

Star  Disinfectant   D2 

Star  Liquid  Hand  Soap  El 

Tune  Controlled  Suds  Detergent  ....  A1.B1 
Tune  Laundry  Liquid  Detergent  Bl 

Stoner 

Genera]  Purpose-Food  Grade  Grease 

wmin  HI 

Penetrating  Lube  w/Tfln  Prod.  No. 

A194  H2 

Product  No.  A500  All  Citrus  Clnr/Dgrsr  CI 
Product  No.  A555  Low  Odor 

Cleaner/Dgrsr  CI 

Product  No.  A635  Food  Grd  Silcn 

Lubrcnt   HI 

Straub,  W.  F.  &  Company 

W-TTen    G2 

Stremick's  Inc. 

Super  Dri  Jl 

Strong-Lite  Products  Corp. 

Strong-Lite  All  Purpose  Aggregate    Jl 

Strong-Lite  Coarse  Perlite  Jl 

Struktol  Company 

SBA6100    Al 

SBA6185    A1.L1 

Stuart  Hale  Co. 

White  Mineral  Oil  #35  USP  HI 

White  Mineral  Oil  #7  NF  HI 

White  Oil  No.  8-T HI 

Stuart  W.  Johnson  &  Co. 

Lagenco  Silicone  Spray    HI 

Lagenco  Spray  Lubricant    HI 


Stuart,  D.A.  Company 

Allube  Aqua-Shield  Polyfilm  No.  3  ....  HI 

Allube  Aqua-Shield  Polyfilm  No.  5  ....  HI 

Allube  Aqua-Shield  1059  HI 

Allube  Aqua-Shield  1059  2T  HI 

Allube  Aqua-Shield  109C  H2 

Aqua-Shield  Degreaser  1057    Al 

Aqua-Shield  1059-1    HI 

Aqua-Shield  1059-2    HI 

Aqua-Shield  1059-2T-L   HI 

Aqua-Shield  1059-2T-XL  HI 

DascoFR  322-2    H2 

DascoFR  322-3    H2 

Lubri-Shield  CPM  90  HD    H2 

Moly-Shield  Pelgear  90    H2 

Moly-Shield  Pelmill  201 1  HVY  H2 

Sawglide    HI 

Stuart's  Galleon 

Energizer  21     CI 

Stutton  Corp. 

Big  R  Al 

Glass  Cleaner CI 

Slipper   HI 

Sweet  Sue  Bio  Active  Cultures  in  Liquid  L2 

Tip-Tap    H2 

Topsail  #30   Al 

StGeorge  Marketing  Associates,  Inc. 

Grease  Trap  &  Drain  Line  Cleaner   L2 

Heavy  Duty  Septic  Treatment    L2 

Rest  Room  Cleaner  &  Deodorizer  L2 

Sudsy  Vending  Supply 

Heavy  Duty  Non  Butyl  Cleaner  De- 
greaser    Al 

Sugar  Beet  Products  Company 

SBS-52  Clnr-Disinf.  Sanitizer-Deod.  ..  CI 

Sull-Tech 

Sull-Tech  Raise  A4 

Sull-Tech  Raise  L  A4 

Sull-Tech  100   Al 

Sull-Tech  1110    Al 

Sull-Tech  1125    Al 

Sull-Tech  1170    Al 

Sull-Tech  1220    A2 

Sull-Tech  1240   A2 

Sull-Tech  1245    A2 

Sull-Tech  1250   Al 

Sull-Tech  1300   Al 

Sull-Tech  1350   Al 

Sull-Tech  1430    A2 

Sull-Tech  1460    Al 

Sull-Tech  1500   Al 

Sull-Tech  1600   A2 

Sull-Tech  1660    Al 

Sull-Tech  1800    A3 

Sull-Tech  1805    A3 

Sull-Tech  1851    A3 

Sull-Tech  9   Al 

Sullair  Corporation 

Sullube  32   H2 

Sumico  Lubricant  Co.  Ltd. 

White  Alcorn  Grease  HI 

White  Lub  Spray  HI 


Summer  Co. 

Detergent  #1    Al 

Detergent  #3    Al 

Safe  Clean  #  10  Al 

Safe  Clean  #4   Al 

Summit  Chemical  Company 

Barnes  &  Hogan  Refrigeration  Oil  H2 

Insect  Fogger  Fl 

Mistocide  Fl 

Mistocide-B  Fl 

Mistocide-D  Fl 

Permacide    F2 

Permacide  Plus    F2 

Pyrethrins  Fogging  Concentrate  123    ....  Fl 
Pyrethrins  Fogging  Concentrate  3610     .  Fl 

Summit  Mistocide  Plus  Fl 

Summit  Permacide  P  Concentrate    F2 

Summit  Permacide  P-II  F2 

Summit  Pyrethrins  Fogging  Concentrate 

II   Fl 

Super  Permacide   F2 

Summit  Chemical  Industries,  Inc. 

Big  Punch    CI 

LTP  Liquid  Tableware  Presoak   Al 

QTG  Quarry  Tile  and  Grout  Cleaner  ..    CI 

Summit  Industrial  Products 

CO-400    H2 

Hysyn  FG-100  HI 

Hysyn  FG-32  HI 

Hysyn  FG-46  HI 

Hysyn  FG-68  HI 

Summit  Industries/ 

A  Div.  of  Advance  Chemical  Dist., 

Inc. 

Alklor A2 

AC  500    D2 

AC-131    D2.G5 

AC-3    A3 

ChemCareCC-5  Al 

Chem  Care  PFC-I  A2 

Chem  Care  SC-I   Al 

Chlor-Clean   Al 

Clean-Off  Al 

Conan  CI 

Conveyor  Lube   H2 

E2  Hand  Cleaner/Sanitizer   E2 

Fat  Scat   Al 

Food  Grade  Chain  Lube  HI 

FG  Break  Bl 

FG  Fabric  Softener  B2 

FG  LLD  Bl 

FGPLD  Bl 

FG  PLDII  Bl 

FGPLD  HI   Bl 

FG  Sour  Bl 

FG  Sour/Soft  B2 

Gen-Chem   Al 

Hand  Soap  E4 

Iodawash    E2 

Lemon  Destroyer  CI 

LF  Acid  Cleaner  A3 

Multi  Solve   A4.A8 

Oven  &  Grill  Cleaner  A8 

Pine  Destroyer  CI 

Pot  &  Pan    Al 

Poultry  Chem  Care  AC-1   A3 

Poultry  Chem  Care  AC-2  A3 

Poultry  Chem  Care  CC-1    Al 

Poultry  Chem  Care  CC-2   Al 

Poultry  Chem  Care  Vat  Clean  300 A2 

Poultry  Chem  Care  Vat  Clean  800 A2 

Power  Solve Al 
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Quat  20    B2.D2.Q3 

Rock'n'Bowl  C2 

Ruby    CI 

Sani-Dip  E3 

Sani-Quat  D2.Q3 

Scale  Scat    A3 

Sodium  Hypochl  Solut  10.0% 

(NaOCL  by  Wt)  D2.G4.L1 

Sodium  Hypochl  Solut. 

5.25%(NaOCL  by  Wt)  D2.G4.L1 

Sodium  Hypochlorite  12.5%  (NaOCl 

by  Wt)  D2.L1 

Suds-Z  Al 

Sudsy  Ammonia    CI 

Summitize    CI 

Super  Chlor-Clean  Al 

Viru-Bowl  Non  Acid  Bowl  Cleaner  ....  CI 

Summit  Oil  Co.,  Inc. 

FG-100 HI 

FG-200 HI 

FG-300 HI 

FG-400 HI 

Lime-Sol    A3 

Sublime   A3 

Sum-Clean  A8.C1 

Sum-Clean  II  CI 

Sum-Kool    Al 

Summit  DSL  100    H2 

Summit  DSL  125    H2 

Summit  DSL  68    H2 

Summit  SH  46 H2 

Supra  Coolant   H2 

Supra  32 H2 

Sur-Clean  A4.A8 

Sun  Company,  Inc.  (R&M) 

Low-Pour  Hydraulic  Oil  H2 

Solnus  AC  100   H2 

Solnus  AC  150   H2 

Solnus  AC  68    H2 

Sun  Gear  Oil  7C  H2 

Sun  Gear  Oil  8C  H2 

Sun  Hydraulic  Oil  2105   H2 

Sun  Refrigeration  300  H2 

Sun  Refrigeration  400  H2 

Sun  Trans  II  H2 

Sunaplex  0.5  EP   H2 

Sunaplex  990  EP  Grease H2 

Sunaplex  9915  EP  H2 

Sunaplex  992  EP  H2 

Sunep680   H2 

Sunoco  Moly  EP  H2 

Sunoco  Multi-Purpose  ATF   H2 

Sunoco  Multi-Purpose  2EP H2 

Sunoco  Prestige  740AEP    H2 

Sunoco  Prestige  740EP  H2 

Sunoco  Prestige  741EP  H2 

Sunoco  Ultra  10W-30  H2 

Sunoco  Ultra  10W40 H2 


Sunv: 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 


s  21   H2 

s7  H2 

s  732  H2 

s746  H2 

s768  H2 

s8100  H2 

s832  H2 

s  846  H2 

s  868  H2 

s9100  H2 

s  915  H2 

s  9150  H2 

s  922  H2 

s  9220  H2 

s  932  H2 

s  946  H2 

s968  H2 


Sun  Core  Inc. 

Sun-Safe Al 

Sun  Crystals  Distributors,  Inc. 

Water  Softener  Salt  PI 

Sun  Distributing  Company 

Sun  Glo  Concentrate  Al 

Sun  Spray  Foam  Meatroom  Degreaser  Al 

Sun  Energy  Product  of  N.A.,  Inc. 

Extra  Strength  Non-Butyl  Cleaner  261  Al 

Sun  Industrial  Chemical,  Inc. 

Clearmop  A4 

Eightball    C2 

Lightning  Strike  Bolt    CI 

Prime  Time   CI 

Sprite  Citrus  Bouquet  Scent  CI 

Sprite  Neutral  pH  Disinfectant  CI 

Spryte  C2 

Sun  Accent  Disinfectant/Deodorant  ....  CI 

Sun  Capture  Fl 

Sun  Carbonex  Oven  &  Grill  Cleaner  ..  A8 

Sun  Citrisolv   CI 

Sun  Citrusolv  212  CI 

Sun  Citrusolv  214  CI 

Sun  Clear  Glass  &  Surface  Cleaner  ....  CI 

Sun  High  Skies  CI 

Sun  Laser Al 

Sun  New  Digest    CI 

Sun  Nova  C2 

Sun  Pro  Kling   CI 

Sun  Quat-40  Dtrgnt-Deod.-Sntzr- 

Dsnfctnt CI 

Sun  Scortch  A6.C2 

Sun  Shield   A7 

Sun  Sun-San  Sanitizer-Disinfectant   ....  D2 

Sun  Sunny   Al 

Sun  Tackle  Foaming  Germicidal 

Cleaner   CI 

Sun  Workday  900  A4 

Sun  Working  Hands  Gentle  Lotion  Hd 

Clnr  E4 

Sun  Working  Hands  Heavy  Duty  Hand 

Clnr  E4 

Sun  Industrial  Products 

De  Aqua  Lube  H2 

Safety  Solvent  Degreaser   K2 

Sun  Kem  Sales 

Brown  Gold  Liquid  Cleaner  Al 

Sun  Products,  Inc. 

Bac-Off  Antiseptic  Hand  Soap  Lotion  ..  El 

Brute  Power  Al 

Foam-Solv  Degreaser   Al 

Natural  Citrus    CI 

Polar  Kleen  Freezer  Cleaner A5 

Sani-424  Sanitizing  Disinfectant    D2 

Sun  Ray  Chemical  Company 

Liquid  Steam  Cleaner  #100    Al 

Liquid  Steam  Cleaner  #50    Al 

Sun  Sanitary  Supplies,  Inc. 

Excel    Al 

High  Gear    Al 

Johnny  Ring-0    CI 


Sun's  Excel  Cone.  Soil  &  Grease  Em- 

ulsf Al 

Sun's  1-X   Bl 

Sun's  Safe  Scouring  Creme  Cleanser  A6.C2 

Sun  Tek  Labs 

Delime  A3 

Double  Duty    C2 

Good  Stuff  E4 

Kleenz-All   CI 

Sun-Brite  Corporation 

Sun-Brite   CI 

Sun-Chem  Co. 

Automatic  Floor  Scrubber A4 

Foam  It  Away  Al 

Sunbeam  Products,  Inc. 

Sunbeam  Conquer  C1.A8 

Sunquat  Sanitizer D2 

Sunbelt  Brands/ 

A  Div.  of  Atco  Manufacturing 

Company 

Antibacterial  Sanitizing  Hand  Soap  E2 

Surface  Disinfectant  and  Deodorizer  ..    Al 

Sunbelt  Chemical  &  Equipment 
Company 

NAB  Al 

S-256-NP  D2 

SB-60P  D2 

XL-WOFS  "Concentrate"  Ind.  Laundry 

Soap    Bl 

XL-700 A4 

XL-900 Al 

XLP-510    A3 

XLP-522    Al 

XLP-524    Al 

XLP-528    Al 

XLP-530    A2 

XLP-560    E2 

XLP-570    Al 

XLP-572    A1.Q5 

XLP-580    Al 

XLP-582    Al 

Sunbelt  Chemicals  &  Equipment 

BWT-254  G6 

BWT-269  G6 

C-l  15  Extra  Heavy  Duty  Cleaner- 

Degreaser   A4.A8 

C-356  Oven  &  Fryer  Cleaner  A8 

Clean  #822 A2 

D1CA  Detergent    A3 

Fryer  Cleaner  A8 

KIor-Klean  Al 

Laundry  Detergent  I    Bl 

Lubricant  Penetrant  H2 

Mean  Green  Al 

Pink  Fury  A4 

Rid-Odor   CI 

Triple  XXX  A4 

Sunbelt  Laboratories 

Blue  Max  High-Foaming  Clinging  Coil 

Clnr  PI 

Brake-Kleen  Brake  Pans  Cleaner  Dgrsr.  PI 
Clear- View  Premium  Glass  Cleaner  ....    CI 
Germ-Away  Germicidal  Spray  &  Wipe 
Clnr CI 


11-398 


Ice  Machine  Cleaner  A3 

Knock  Down  Flying  Insect  Killer    F2 

Koil-Kleen  Non-Acd  Fmng  Cndnsr  Coil 

Clnr  PI 

Nickel  Safe  Ice  Machine  Cleaner  A3 

Nut-Buster  Nut  &  Bolt  Loosener  Pene- 
trant      H2 

Re-Nu  A/C  Evaporator  Coil  Cleaner  ....  PI 

S.S.D.  Safety  Solvent  Degreaser    K2 

Slide  All  Purpose  Silicone  Spray  HI 

Sta-Brite  Stainless  Steel  Clnr.  &  Polish  A7 
Sunbelt  Fog-It  Total  Release  Fog.  Inset.  F2 
Sunbelt  Hospital  De-Dis  Deodorant 

Disnf.    C2 

Sunbelt  Sling  Shot  Wasp  &  Hornet 

Spray  F2 

SL-A14  Chlorinated  Ail-Purpose 

Cleaner   CI 

SL-102  Industrial  Degreaser  Al 

SL-103  Heavy  Duty  Industrial  De- 
greaser      Al 

SL-104  Industrial  Degreaser  Al 

SL-105  Heavy  Duty  Industrial  De- 
greaser      A4 

SL-107  H.D.-Phos.  Free  Oil  &  Gr. 

Emul A4 

SL-108  Detergent-Degreaser Al 

SL-109  Concentrated  Low  Foaming 

Cleaner    A4 

SL-111  Non-Butyl  H.D.  All  Purpose 

Clnr Al 

SL-111E  Al 

SL-1 15  Heavy  Duty  Industrial  De- 
greaser      Al 

SL-1 35  Liquid  Steam  Cleaner  Concen- 
trate    Al 

SL-305  H.D.  Non-Ammon  Floor 

Stripper  A4.A8 

SL-313  Concentrated  All-Purpose 

Cleaner   CI 

SL-3131  All-Purpose  Cleaner Al 

SL-315  All  Purpose  Cleaner  &  Neutral- 

izer    A3 

SL-402  Glass  Cleaner  CI 

SL-405  Glass  Cleaner  Concentrate CI 

SL-410  Spray  &  Wipe    CI 

SL-420  Oven  &  Grill  Cleaner   A8 

SL-421  Oven  &  Grill  Cleaner  A8 

SL-425  Smokehouse  Cleaner   Al 

SL-427  Smokehouse  Cleaner  Al 

SL-428  Alkaline  Cleaner    A2 

SL-450  Freezer  Cleaner   A5 

SL-501  Cone   Industrial  Hand  Cleaner     El 

SL-504  Lotionized  Hand  Cleaner  El 

SL-513  Pot-N-Pan  Soap   Al 

SL-531  Lemon  Oil  Polish  CI 

SL-615  Mildew  Stain  Remover   CI 

SL-640  Detergent  Disinfectant  D2 

SL-640L  Lemon  Scent  Detergent 

Dsnfctnt CI 

SL-640P  Pine  Scent  Detergent  Dsnfctnt  CI 
SL-651  Lemon  Odor-Di- 

sinf.-Deod -Clnr A4.C1 

SL-652  Disinfectant,  Cleaner,  Deodo- 
rant        CI 

SL-652  Mint  Scent  Disinf -Cleaner 

Deod CI 

SL-653  Disinfectant.  Cleaner.  Deodo- 
rant        CI 

SL-653  Pine  Odor  Di- 
sinf-Cleaner-Deod CI 

SL-658  Germicidal  Foaming  Cleaner  .  CI 
SL-659  Disinfectant-Sanitizer- 

Deodorant  D2 

SL-668  One-Step  Detergent/Disinfectant  A4 
SL-672  Residual  Insecticide  with  Durs- 

ban  F2 

SL-673  Dual  Spray  Insecticide  Fl 

SL-810  A3 

SL-812  Lime  &  Scale  Remover  A3 

SL-9 10  Liquid  Live  Bacteria   CI 

SL-9102  Liquid  Live  Bacteria   CI 


Wipe  Away  Foam  Citrus  Frag 

Dgrsr/Clnr  CI 

Sunbrite  Services  Inc. 

Bacterial  Digestant-Deodorant   CI 

Descaler  &  Metal  Brightener  A3 

Foaming  Degreaser  Al 

Sunbrite  All  Purpose  Spray  Cleaner  ....  C2 

Sunbrite  Butyl  Degreaser   Al 

Sunbrite  Non-Butyl  Degreaser  Al 

Sunbrite  Restroom  Cleaner  C2 

Sunburst 

Cherry  Bowl  Cleaner    CI 

Citrusol    A4 

Sunburst  Citrusol  CI 

Sunburst  Chemicals,  Inc. 

Accent   Bl 

Alkali  #1    Bl 

Antibacterial  Handwash    E2 

Antiseptic  Lotion  Skin  Cleanser  E4 

Antiseptic  Lotion  Skin  Cleanser  E4 

Applause    A2 

Attack A8 

Auto  Scrub A4 

Bac-Stop    B2 

Balance    B2 

Boil-Out  D  A2 

Breakthrough  Al 

Brute    A4 

Bulls  Eye  Chlorinated  Degreaser  Al 

CAndS  Al 

Challenge  A4.A8 

Chlorbrite  Bl 

Chlorfree   Bl 

Chlorinated  All  Purpose  Powder    Al 

Chlorinated  Liq  Auto  Dshwsh  Stn 

Control    A2 

Cleaneze CI 

Cold  Liquid  Degreaser-Decarbonizer  ..  A8 

Complete   B2 

Conquest  II    Bl 

Conserv   B2 

Cut  Al 

De-Terge   Bl 

Deal   Bl 

Defoamer  Al 

Dominator   Bl 

Dura  Suds    Al 

Effecto  A8 

Encore   Al 

Execute    Al 

Fabric  Softener   B2 

Final  Touch  A3 

Rex    B2 

Foamy  Red  Baron  Al 

Freezer  Floor  Cleaner  A5 

Grease  Beater    A4.A8 

Grease  Go   Al 

Grease  Release    Bl 

Guard  A8.P1 

Hand  &  Body  Lotion    E4 

Heavy  Duty  Kitchen  Degreaser   A4 

Hood  Wash   Al 

Hoodwash090  PI 

Hydrogen  Peroxide   Al.BI 

Lemon  Suds  Al 

Lift  Off    A8 

Lime  Remover  Plus A3 

Liquid  #202B  Dishwash  A2 

Liquid  Auto.  Dshwsh  #202  Stain  Con- 
trol    A2 

Liquid  Automatic  Dishwash  #200   Al 

Liquid  Boil  Out  A8 

Liquid  Break  Bl 

Liquid  Creme  Cleanser  A6.C2 

Liquid  Uniterge  Bl 


Lo  Foam  Glass  Cleaner    Al 

LC-30  General  Purpose  Cleaner  Al 

LC-4  All  Purpose  Powder Al 

Matrix    Bl 

Neutral  Cleaner  Al 

Non  Acid  Restroom  Cleaner C2 

One  Step  Antibacterial  Hand  Wash  E2 

Pan  Brite    Al 

Performance  A2 

Powdered  Break    Bl 

Predator   Bl 

PRE   Bl 

Quick  San    D2 

Rally    A4 

Red  Baron  Al 

Release Bl 

Reliance  Bl 

Restore  77   A2 

Restore  99   Al 

Result  Shield  D  Al 

Sanigize  D2 

Sanitizing  Handwash  E2 

Sentry  Al 

Shamrock  Al 

Skoop  Multi-Purpose  Cleaner  A4 

Smokehouse  Cleaner  A8 

So  Easy  Cleaner  &  Polish    CI 

Solid  Cut  Al 

Solid  Gold  Al 

Spectrum   Bl 

Steel  Brite   A7 

Sun-Lite  Bl 

Sunbrite   Bl 

Sunburst  System  III  Bl 

Sundine    D2 

Sundrops  Hair  &  Body  Shampoo  E4 

Sunsan   D2 

Sure  Lotion  Skin  Cleanser   El 

Tempest  Shield   Al 

Tiffany  Pink  CI 

Tiffany  Snow  C2 

Treat  Bl 

Ultimate  Bl 

Uniterge  Bl 

Velvet  Touch  Bl 

Vital  L2 

Window  Cleaner  Concentrate  CI 

303  Stain  Release   Al 

636  Al 

Sunburst  Products,  Inc. 

1980  Sunburst  Detergent/Disinfect. 

Cone   D2 

2370  Hi-Power  Cleaner A4 

Sungro  Chemicals,  Inc. 

Best  "White  F"  Food  Machinery  Grease  HI 

Kitchen  And  Can  Insecticide   Fl 

Numb  Bug  Fl 

Power  Residual  Spray  F2 

Purge  Water  Treatment  Microbiocide       G7 

Pyreth  Fl 

Reside  DU  F2 

Sanitiz-It    D2 

Sun-Dust  Roach  Away   F2 

Sunbugger  III F2 

Sunbugger  Residual  Ant&Roach  Spr 

Aqueous    F2 

Sunbugger  Super  Fog  Food  Plant  Fog 

Inset Fl 

Sunbugger  1-10  Concentrate  Fl 

Sunbugger  100  Pyretheum   Fl 

Sunbugger  8 Fl 

Sungro  Amber  Clean  Disinfectant  D2 

Sungro  Dairy  &  Livestock  Disinfectant   D2 

Sungro  FPS   D2 

Sungro  IO-Soap  Concentrate    E2 

Sungro  Permith  with  Permanone    F2 

Sungro  Pyreth  #3 Fl 

Sungro  Residual  Roach  Dope  F2 
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Sungro  Residual  Spray   F2 

Sungro  Sanitizer  No.  6  with  Iodine  ....  D2 
Sungro  Water  Bs  Fd  Plant  Fog.  Insectcd  Fl 
Super  Numb  Bug Fl 

Sunland  Sanitary  Supply  Inc. 

A-Plus  Disinfectant  Cleaner  CI 

Action  Plus    CI 

Applause  Hand  Soap  E4 

Blue  Glass  CI 

Boot  Hill  Roach&Ant  Crawling  Inset 

Kill F2 

BTB  Mildew  Stain  Remover    CI 

Cherry  Bowl    CI 

Citadel  Stripper  A4 

Citra  Foam  CI 

Citrus  Chisel   A4.A8 

Citrus  Chisel  RTU    CI 

Clean  Fast  Oven  &  Grill  Cleaner  A8 

Coco  Hand  Soap  El 

Defoamer  Al 

Eliminator  Wettable  Powder  Insecticide    F2 

Enviro-Fresh  Wildwood    CI 

Germaseptic  CI 

H.D.C.  +    Al 

High  Genie  AF   C2 

High  Genie  DD  CI 

HG-AF  Bathroom  Cleaner   C2 

HG-DD    CI 

Kleen  Fast  Oven  &  Griddle  Cleaner   ..    A8 

Lemon  HG  CI 

Lime  Off  A3 

Mint  HG    CI 

Pine    CI 

Pink  Pot  Al 

Playoff  A4 

Power  Scrub    A6.C2 

Red  Baron   Fl 

Ringo  IV    C2 

Speed  Spray  CI 

Spray  Away  CI 

Spray  Kleen  CI 

Strike  Bac    CI 

Sun  Bright  A7 

Sun  Foam  HD  A3 

Sun-Foam    C2 

Super  Kleen  A4 

Supreme  Blue    A4 

Take  Off   CI 

Touch  &  Glo  CI 

Sunline  APDA  Group,  Inc. 

Clean-N-Shine  CI 

Sunlite 

Food  Prep  Cleaner Al 

New  Improved  K-92  A4 

Porcelain  &  Tile  Cleaner    CI 

Sunshine  Brite  Laundry  Detergent  Bl 

Sunnyside  Chemical  Corporation 

SS-IOO  Al 

Sunrise  Environmental  Scientific 

All-Free   H2 

Attack A4 

Ban-Ice CI 

Barrier   E4 

Bio-Power   CI 

Cable-Clean  PI 

Coco  Soap  El 

Dazzle  Plus   CI 

Easy  Kleen  Waterless  Hand  Cleaner  ....  E4 

Excalibur   CI 

Exeter  (Aerosol)    CI 

Extend  Tank  Protector    G3 


Rush-Off  CI 

Four  Way  H2 

Glisten   CI 

Grind   E4 

Hands  On  E4 

Hot  Line LI 

Hot  Line LI 

Irish-Aire   CI 

Lectron  (Aerosol)    CI 

Lectron  (Bulk)  CI 

Lektrikleen  K1.K2 

Lemon  Twist  CI 

Lithon    H2 

Lubron  H2 

Magic  Glide  HI 

Metal  Magic    A7 

MD-77  Al 

N-Zymes  Formula  STD-1000  L2 

Ninja    Al 

Nutraclean   Al 

Obliterate  A4.A8 

Orange  Rush   E4 

Oven  Magic  A4 

Ox-Off  CI 

Pacemaker  CI 

Phase  Phive  CI 

Pit  Stop    E4 

Prevent  C2 

Prism   CI 

Puritan   HI 

Rain  Tree  CI 

Red  Flash LI 

Scorpion  CI 

Solvex    CI 

Spectrum  5 CI 

Spunk  Kl 

Steameze   Al 

Summit    CI 

Surge   CI 

Techlene CI 

Techniclean   K2 

Techxon  CI 

Thermo  Dip  A2 

Titan  CI 

Top  Gun E4 

Twang    CI 

Vanguard  HI 

Sunrise  Ohio  Valley 

Daily  Floor  Cleaner  Neutral  PH  Al 

Heavy  Duty  Degreaser  Non-Butyl   Al 

Window  &  Glass  Cleaner  CI 

410  All  Purpose  Cleaner  C2 

Sunrise  Supply  Company 

Sunrise  Lemon  Disinfectant   CI 

Sunset  Chemical  Company 

Scat    G6 

Sunset-Roamer  Industries,  Inc. 

Primex  Food-Area  Degreaser  A4 

Sunsheen  Corp. 

Bio-D38   CI 

Sunshine  Engineering,  Inc. 

Sunshine  Sure  Bet  CI 

Sunshine  Lubricants  Corp. 

Blanco  130  USP   HI 

Blanco  180T    HI 

Blanco  200  USP   HI 

Blanco  200T    H2 


Blanco  240  USP   HI 

Blanco  350  USP   HI 

Blanco  350T   HI 

Blanco  500  USP   HI 

Blanco  500T    HI 

Blanco  60T   HI 

Blanco  70  USP   HI 

Blanco  70T    HI 

Blanco  90  USP   HI 

Blanco  90T    HI 

Multi-White  H2 

Sunshine  Makers,  Inc. 

Crystal  Simple  Green   A4.A8 

Simple  Green  A4.B2.A8 

Simple  Green  d  CI 

Sunshine  Supplies,  Inc. 

BathShine    C2 

Clean  Shine  Germicidal  Foaming 

Cleaner   C2 

GlaShine    CI 

Spotless   CI 

Super  All  Products  Inc. 

Super  All  #38    Al 

Super  Chem  Corp. 

Alk-Super A2 

AC  Super  A3 

B  R  Super   A2 

Bravo  El 

Bravo-X  Al 

BR  Super  SPL  A2 

Deli  Brite  Al 

Deli  Super  Al 

Deli-Exxtra    Al 

Deli-SPL   Al 

Detail   Al 

Dyno  Super  SPL  Al 

Dyno-Super   Al 

Eggwash  FC    Q5 

Flair  Al 

Rite-XL  H2 

Glade-Super  A2 

Handsan  E2 

LR  Super D2 

LR  SPL  D2.E3 

Provene    A4 

Provene  SPL   Al 

Quat-Super  D2 

Rifle  Al 

Super  Clean  A2 

Super  Clor  Al 

Super  Clor  X  A2 

Super  Foam  Al 

Super  Foam  Plus  Al 

Super  K   Al 

Super  Power    Al 

Super  Spray  A2 

Super  Strip  A2 

Super  Strip  XL    A2 

Super  XXX   A3 

Super-Brite A4 

Super-Vis  A8 

Supreme  Al 

SC  Freezer  Cleaner  A5 

SC  Laundry  Detergent    Bl 

SC  Sanitizer D2 

SP201   Al 

WT-11    G7 

747  A3 

Super  Soap  Company 

All  Purpose  Neutral  Cleaner CI 

Glass  Cleaner CI 
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Liquid  Hand  Soap  E4 

Pine  Cleaner  Deodorizer  CI 

Super  Citrus  Magic  CI 

Super  Systems  Inc. 

Oven  Protector A8 

Superco 

Acti-Vate-A  CI 

Bust   H2 

Coil-Bright-A    PI 

Control  L2 

Control-Q  L2 

Dazzle-A   CI 

Formula  007    A8 

Handz-On  G    E4 

Handz-On  NG  E4 

RIP  Residual  Insecticide    F2 

Super  Slide-A    HI 

Super  Solv  K2 

Superior  Chemical  Corp. 

Blossom  AI 

Brute  Force  13 A4 

Buzz  Saw  A4.A8 

Chefs  Pal  Al 

CitraSuds    Bl 

De-ice    CI 

Deep  Clean    A6.C2 

Dry  Blast  Fl 

Germ  Stuff E2 

Glove  Solvent  Resistant  Barrier  Cream    E4 

Hands-Up  Lotion  Hand  Cleaner  E4 

Highlight   CI 

L.S.C.  Lotion  Skin  Cleanser El 

Lightning  Plus  K2 

Natures  Blend   CI 

North  Wood  Sun  Fresh  CI 

North  Woods  Bake  Off A8 

North  Woods  Brilliance    CI 

North  Woods  Clarity  CI 

North  Woods  Control  Roach  &  Ant 

Spray  F2 

North  Woods  De-Foam  Al 

North  Woods  Drive  Thru  A4 

North  Woods  Factory  Formula CI 

North  Woods  Factory  Stuff    E4 

North  Woods  Health  Gel    E4 

North  Woods  HIV  Plus CI 

North  Woods  Ice  Roe  Plus    CI 

North  Woods  Muscle    E4 

North  Woods  Natural  Stuff E4 

North  Woods  Nature's  Way  II   CI 

North  Woods  Power  Play  E4 

North  Woods  Sun  Drop    CI 

North  Woods  Sunburst  Dl 

North  Woods  Trail  Blazer    Al 

North  Woods  Viri-Cide  Disinfectant 

Spry  CI 

Northwood's  Alive  Bacteria   CI 

Northwood's  Blue  Ox   A4 

Northwood's  Blue  Spruce  C2 

Northwood's  Deep  Freeze  A5 

Northwood's  Dew  Drop    Bl 

Northwood's  Fireball  CI 

Northwood's  Grease  Off  A8 

Northwood's  MAD A3 

Northwood's  Pine  Forest  Disinfectant      CI 

Northwood's  Super  Bowl    C2 

Northwoods  Natures  Way  CI 

Northwoods  Oxygen  Scavenger  G6 

Northwoods  RPM  Motor  Cleaner CI 

Northwoods  Sunbath  CI 

Northwoods  Trapper  CI 

NorthWoods  Big  Bite  CI 

NorthWoods  Special  Blend A3 

Nu-Shine   CI 

Prime  Stuff    E4 

Satin  Hand  &  Body  Lotion    E4 


Strike  Insecticide  Fl 

Strip-It   : C3 

Tef-Lube    H2 

Tuff  Stuff  Hand  Cleaner  E4 

U.S.A.  Choice  Al 

3-D  Glass  Cleaner  and  Polish CI 

Superior  Chemical  Corporation 

Polysil  Silicone  Spray  HI 

Special  Solv-50  A4 

Stainless  Beauty-Brite  Polish   A7 

Steel-Klene  Stainless  Steel  Cleaner  ....  A7 

Touch-Up  All  Purpose  Cleaner    CI 

Superior  Chemical  Products  Co. 

Janus  Brand  Window  and  Glass  Cleaner  CI 
Janus  Disinfectant  Deodorant  Talc  Scent  CI 
Janus  Dsnfctnt  Deod  Citrus  Bouquet 

Scent  CI 

Janus  Dsnfctnt  Deod  Fresh  &  Clean 

Scent  CI 

Janus  Indoor/Outdoor  Insecticide  Fl 

Janus  Jan-I-San  C2 

Janus  315  CI 

Superior  Klean  Hands  E4 

Superior  Cleaning  Supply  Co. 

Clear-It  LI 

E-Z  Kleen    A4 

Mountain  Fresh  CI 

Oven  Magic  A8 

Power  Cleaner  A8 

Shower  Clean    C2 

Sparkle  Shine CI 

SCS  Bowl  Cleaner    C2 

Terrell's  Pride    Al 

Superior  Graphite  Co. 

Superflake  Conventional  Oven  Chain 
Lubr H2 

Superflake  Premium  Convntl  Oven 
Ch.Lubr H2 

Superior  Industrial  Products  Corp. 

Drain-Away  LI 

Pal  Penetrating  Oil  &  Rust  Remover  ..  H2 
Sani-Lube  Food  Equipment  Lubricant      HI 

Superior  Industrial 
Supply&Services  Inc. 

Creme  Cleanser  A6 

Formula  1-359  Al 

Formula  359    Al 

Glo  Bowl/Tile  Porcelain  Cleaner  C2 

Stainless  Steel  Cleaner   A7 

Toilet  Bowl  Cleaner   C2 

Waterless  Paste  Hand  Clnr. 

w/Emollients  E4 

Superior  Industries  Inc. 

Fogging  Spray  Concentrate  Fl 

FG-10  White  Food  Grade  Grease HI 

FG-5  Food  Grade  Silicone   HI 

Germa-Kleen  C2 

Kleen  Waterless  Hand  Cleaner  E4 

Kleen-It   CI 

Kool-Kut  Cutting  &  Tapping  Fluid   ....    H2 

NT-100 HI 

OP-20 PI 

Release H2 

Safety-Solvent  K2 

Sheen  CI 

Shield  E4 

Si  Lubra-Kote   H2 


Sprint  Oven  Cleaner   A8 

Super  Foam  CI 

TFE  Release  Fluorocarbon  Lubricant  H2 

Superior  Quality  Products 

Emulsify  Meat  Room  Degreaser    Al 

Grease  Breaker    CI 

Grease  Breaker  Concentrate   CI 

SQP  Break  Through   Al 

SQP  Bullet  Bowl/Tile  Porcelain  Cleaner  C2 

SQP  Bullet  II  C2 

SQP  Fatal  Attraction  256   CI 

SQP  Fatal  Attraction  64  CI 

SQP  Magnum  Bowl  Cleaner    C2 

SQP  Onward   Al 

SQP  Pot  Shot  Bowl  Cleaner  C2 

SQP  Refresh    CI 

SQP  Top  Gun    C2 

SQP  Versi-Clean  C2 

The  Right  Stuff  C2 

Superior  Sales  Co.,  Inc. 

All  Purpose  Concentrate  A4 

Big  Red  Concentrate  Al 

Bora-Soap    C2 

Bnte  Creme  Cleanser   C2 

Formula  3609    Fl 

Heavy  Duty  Cleaner-Degreaser-Stripper  Al 

Hefty    E4 

Liquid  Hand  Soap-30%  El 

Lotion  Soft  Dish  Detergent  Al 

Lotion  Soft  Lotionized  Liq  Hand  Dish- 
wash    Al 

Luxury  Pink  Lotion  Handsoap  El 

Speed  Kleen  Al 

Super  Fresh  Hospl  Disinf  Spray  Deod  C2 
Super  Spray  Heavy  Duty  Clnr-Dgrsr- 

Strip Al 

Sure  Kill  Insect  Killer  F2 

Swish  Bowl  Cleaner   C2 

Valor  Insect  Spray Fl 

Whisk  Away  Germicidal  Cleaner  & 

Deo CI 

Window  Cleaner  Spray  CI 

Superior  Solvents  Corporation 

Sup-R-Klean    A4 

Sup-R-Triple  X   A4 

Superior  Supply  Co.,  Inc. 

Big  Blast   F2 

Electro  Kleen  Kl 

Freeze-Up    PI 

Gear  Lube   H2 

Germicide    C2 

Grease    H2 

Grizzly  Bear    A4 

North  Woods  Breakaway    H2 

North  Woods  Hammer   A4 

North  Woods  Lift  Off  Oven  Cleaner  ..  A8 

North  Woods  Mark  Off    CI 

North  Woods  Sani-Foam    CI 

North  Woods  Screen  Clean    CI 

North  Woods  Slick   HI 

Northwood's  Alive  Bacteria   CI 

Northwood's  Blue  Ox   A4 

Northwood's  Blue  Spruce  C2 

Northwood's  Deep  Freeze  A5 

Northwood's  Dew  Drop    Bl 

Northwood's  Fireball  CI 

Northwood's  Grease  Off  A8 

Northwood's  MAD A3 

Northwood's  Pine  Forest  Disinfectant  CI 

Northwood's  Super  Bowl    C2 

Northwoods  Sanicide    D2 

Northwoods  Sunbath  C2 

Northwoods  Trapper  CI 
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Shower  Foam C2 

Sparkle  CI 

Sunburst  Dl 

Tuff  Stuff E4 

U.S.A.  Choice  Al 

3-D  Glass  Cleaner  and  Polish CI 

Superior  Supply,  Inc. 

Disinfectant  Sanitizer  Pine  Odor    CI 

Non-Acid  Bathroom  Cleaner   CI 

Superior  Water  Management,  Inc. 

B-300  G6 

B-500  G7 

BA-350P    G6 

BAF-100   G6 

BA400P  G7 

BA500P  G7 

BD-1050    G6 

BD-I05I    G6 

BLC-500    G6 

BLC-511    G7 

BLP-200    G6 

BOS-P1000   G6 

BOS-101    G6 

BOS-121    G6 

BOS-131    G6 

BRL-21    G6 

B400    G7 

B500P    G7 

CNA  II   G6 

CNA-13  G6 

CNA-14  G6 

CNA-15  G6 

CNA-21    G6 

CNA-22  G6 

CNA-23  G6 

CNA-24  G6 

CNA-25  G6 

CNA-26  G6 

RC-41     G6 

TA-470 G7 

TA-471  G7 

TA-472 G7 

Superior  Water  Services,  Inc. 

BFWT-1000LG  G6 

SWS4000  G6 

SWS4100  G6 

SWS4200  G7 

Ultreat    G6 

SuperTech  Products  Inc. 

APC-2008  All  Purpose  Cleaner  Al 

DG-2005  Heavy  Duty  Degreaser  A4 

DI-505  Germicidal  Detergent  & 

Dsnfctnt  Al 

DI-605  Germicidal  Detergent  & 

Dsnfctnt Al 

ED-1  Bio-Clean  All  Purpose  Enzyme 

Clnr  CI 

Flying  Insect  Spray  F2 

Grit  Lotion  Hand  Cleaner  E4 

Residual  Insect  IN-100  Fl 

Supply  Corp.,  The 

Rolmar  Silicone  Spray    HI 

Supply  Station,  Inc.,  The 

Belt-Grip   pi 

Grease-It-Clean   H2 

Hands-Clean    E4 

Pene-Trate  H2 

Strip-It-Clean  C3 


Supply/Service  Inc. 

Deluxe  Laundry  Detergent  Super  B  ....  Bl 

Q.A.C Al 

Super  B  1  Step  Meat  Mold  Clnr  w/  Chlr.  Al 
Super  B  1  Step  Smokehouse  Clnr  w/ 

Chlr A8 

Supreme  Cleaning  Products,  Inc. 

Supreme  CI 

Supreme  Industrial  Products,  Inc. 

"Shiny"  A7 

Germ  X  Foaming  Germicidal  Cleaning  CI 

Odor  Control  CI 

Rust  and  Corrosion  Preventative    H2 

Supreme  Industries 

711  P    Al 

Supro  Chemical  &  Supply  Co.,  Inc. 

Supro  Det  Formula  #55    A4 

Supro  Formula  #58  A4 

Surco  Products,  Inc. 

"Round  The  Clock" 

24HrOdorAbsrb(Non-Aer)  CI 

"Ultra"  Deo-Base  Baby  Powder  CI 

"Ultra"  Deo-Base  Ban-O-Dor  CI 

"Ultra"  Deo-Base  Big  "Z"  Lemon    CI 

"Ultra"  Deo-Base  Big  "Z"  Natural  CI 

"Ultra"  Deo-Base  Bubble  Gum    CI 

"Ultra"  Deo-Base  Cinnamon CI 

"Ultra"  Deo-Base  Citrus  CI 

"Ultra"  Deo-Base  Coconut   CI 

"Ultra"  Deo-Base  Conquer-Lemon  CI 

"Ultra"  Deo-Base  Disappear-Type   CI 

"Ultra"  Deo-Ba.se  Green  Apple    CI 

"Ultra"  Deo-Base  Honeysuckle    CI 

"Ultra"  Deo-Base  Lemon  Drop    CI 

"Ultra"  Deo-Base  Mulberry    CI 

"Ultra"  Deo-Base  Nil'  Scent  CI 

"Ultra"  Deo-Base  Orange  Air  CI 

"Ultra"  Deo-Base  Peach   CI 

"Ultra"  Deo-Base  Raine   CI 

"Ultra"  Deo-Base  Sewer  Z  CI 

"Ultra"  Deo-Base  Spring  Mint  Green  CI 

"Ultra"  Deo-Base  Ultra  Base  Conquer  CI 
"Ultra"  Deo-Base  Ultra  Base  NABC 

(Frag.)  CI 

"Ultra"  Deo-Base  Vanilla  CI 

"Ultra"  Deo-Base  Wild  Cherry  CI 

"Ultra"  Deo-Base  Wintergreen  CI 

Air-Savers 

30Day"Organic"FanFrshRflGrnAp  ..  CI 
Air-Savers 

30Day"Organic"FanFrshRflLemon  ..  CI 
Air-Savers 

30Day"Organic"FanFrshRflMlbry  ....  CI 
Air-Savers 

30Day"Organic"FanFrshRflSnGrn  ....  CI 
Once-A-Day  24  Hr.  Washroom  Spray  CI 
Rug  Aroma  Powder  Lemon  Lime  Fra- 
grance    CI 

Rug  Aroma  Powder  Mint  Fragrance    ..  CI 

Scatter  Granulated  Odor  Counteractant  CI 

Smokex  Refill   CI 

Squirt!  Odor  Control  Cone  Wild  Cherry  CI 
Squirt!  Odor  Control  Cone.  Big  "Z" 

Lemon  CI 

Squirt!  Odor  Control  Cone.  Sprng  Mnt 

Grn    CI 


SurcoTech/ 

Division  of  Surco  Products,  Inc. 

Zorb-It-All  Inst  Act  Emrgncy  Absrbnt 

Gel  CI 

Sure  Products 

Sure  Air  Freshener  Mint  CI 

Sure  All  Purpose  Al 

Sure  All  Purpose  Polish    A7 

Sure  Concentrated  Floor  Conditioner  ..  CI 

Sure  Dish  Pan   Al 

Sure  Disinfectant  Spray    CI 

Sure  Drain  Opener    LI 

Sure  Emulsion  Bowl  Cleaner  C2 

Sure  Glass  Cleaner   CI 

Sure  Hand  Cleaner    El 

Sure  Ice  Away  CI 

Sure  Lotion  Hand  Soap El 

Sure  Oven  Cleaner    Kl 

Sure  Ox   A4 

Sure  Petro  Degreaser CI 

Sure  Renovator   A4 

Sure  Roach  &  Ant  Kill  F2 

Sure  Safety  Solvent  K2 

Sure  Silicone  HI 

Sure  Spray  &  Wipe  CI 

Sure  Stainless  Steel  Polish   A7 

Sure  Steam  Cleaner A2 

Sure  Tile  &  Grout  CI 

Sure  Stop  Floor  Safety,  Inc. 

Sure  Stop  Pex   Al 

Surebond,  Inc. 


Surety  Supply 

Sure  Liquid  Break  Bl 

Sure  Liquid  Sour  Bl 

Surety  Supply  Co. 

CDS  A4 

Surpass  Chemical  Company,  Inc. 

All  Purpose  Cleaner  L-1P  A4.A8 

All  Purpose  Cleaner  L-1Y    A4.A8 

All  Purpose  Cleaner  0-5P    Al 

Surchlor  Sodium  Hypochlor- 
ite Solution  B1,D2,G4,Q4 

Surtec,  Inc. 

GC-270    A4.A8 

HC-150    A4 

Liquid  Enzymes CI 

Stainless  Steel  Cleaner  with  Citrus    ....    CI 
SC-210  A4 

SurFlex 

Auto-Max Al 

Auto-Wash  Al 

Auto-Wash  HD  Al 

Blue  Zyme  Al 

Break-Out    Bl 

Car-Wash  1000   Al 

Clorel  Bl 

D-Scale    A3 

D-Stain  B1.G4 

Duet  Bl 

Encore    Bl 

Fabri-Clean  Plus   Bl 

Fabri-Zyme    Bl 

Fat-Free   A2 
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Final  Bl 

Rex Al 

Freez  Kleen  A5 

Gen  Kleen   CI 

Glass  Kare  C1.P1 

Hand  Magic  El 

Hand  San  E2 

Lasting  Sudz   Al 

Laundri  Zyme    Bl 

Laundri-Lite  Bl 

Liqui-Soft    B2 

Liqui-Sour   Bl 

Liqui-Suds  A4.A8.B1 

Liqui-Ware  I    Al 

Liqui-Ware  MC  Al 

Maxize  A4.A8 

Natural  CI 

Neutra-Fluff B2 

Oxy-Brite  Bl 

Phos  Free  Bl 

Pina  Colada  Sur-Soft  E4 

Prism   Bl 

Quat  Sur D2.Q3 

Regain    Bl 

Response   Al 

Sam-Ruff B2 

Soft-SurQ  B2 

Staph-Less  #2   D2 

Super  Grilled  A8 

Super  White  Bl 

Sur  Balance  B2 

Sur  Boost  Bl 

Sur  Bravo Bl 

Sur  Brite    A2.B1 

Sur  Cell   A2 

Sur  Claim    Bl 

SurD-Spot  Bl 

Sur  Fire   CI 

Sur-Break  Bl 

Sur-Break  Plus Bl 

Sur-Det Al 

Sur-Lube  KI H2 

Sur-Move  Bl 

Sur-Preme    A2 

Sur-Preme  C  Plus    Al 

Sur-Preme  "C"  A2.B1 

Sur-Soft   El 

Sur-Touch    Bl 

Sur-Zyme  Bl 

Sure  Rinse  B2 

Surpreme  200    A2 

SurAid  100    PI 

SurAF7800  G5,L1 

SurCide  315  G5.G7 

SurGest901  G7 

SurLine  115  G5.G6 

SurLine  220  G5.G6 

SurLine  3190  G5.G6 

SurLine  6145  G5.G6 

SurLine  7025  G6 

SurMatic  177  G2.G5.G6 

SurMatic  223  G2,G5,G6 

SurMatic  3688  G3.G5 

SurMatic  400  G1.G5 

SurMatic  630  A2.G1.G6 

SurMatic  792  G3,G5 

SurMatic  953  G5.G6 

SurMatic  984  G5 

SurOx  2144  G5.G6 

SurOx  3133  G5.G6 

SurOx  422  G5.G6 

SurSteam  195    G6 

SurTek  1453    G6 

SurTek  1839   G5.G6 

SurTek  1888    G5 

SurTek  2015    G5.G6 

SurTek  5020   G5.G6 

SurTek  6040    G6 

SurTek  7134    G6 

SurTek  9340   G5.G6 

Ultra-Wash Bl 


Susquehanna  Paper  &  Sanitary 
Supply  Corp 

Bio  Line  Sanitizer  D2 

Disinfectant  Deodorant  CI 

Foaming  Disinfectant  Cleaner    CI 

Louon  Hand  Cleaner E4 

Power  Line  Foaming  Degreaser  Al 

Power  Line  Spray  &  Wipe  CI 

Soft  Hands  El 

Sutter,  A.  Ltd. 

Taski  Profi  A4 

Swamp  Fox  Chemical  &  Mfg.  Co. 

"747"  HD  Jumbo  Cleaner  Al 

Aci-Det    C2 

All  Purpose  Cleaner    Al 

Applaud  C2 

Big-Bull  A4 

Blue  Butyl  Cleaner  A4.A8 

Boni-Fide  A8 

Break-Away  A4.A8 

Butylful  Blue  A4 

Foxy  Blue  Concentrate  A4 

Golden  Gator  CI 

Golden  Pine  CI 

Grime  Scat  S/D-G  A4 

H-D  321  Concentrate    A4 

Lift  A4.A8 

Red  Devil  Concrete  Cleaner  A4 

Scale  &  Slime  Remover  Al 

Steam  Cleaner  "Medium  Duty"  Al 

Steam-All  Steam  Concentrate  Al 

Superior  Concrete  Cleaner   A2 

Tile  And  Grout  Cleaner    C2 

Total  Break   A4 

X-Stream   A4.A8 

Sweet  Corn  Products  Company 

Trap-N-A-Sak   F3 

Sweet  Paper  Sales  Corp. 

Excel  Chemicals  All  Purpose  Cleaner  A8 

Swift  Chemical  &  Supplies,  Inc. 

Big  Gem    A8 

Bull's  Eye    Al 

Compete  Laundry  Detergent Bl 

D.G.D Dl 

Liquid  Hand  Soap  El 

Pine  Scented  Sudsy  Ammonia  CI 

Pink  Magic    Bl 

Saf-Dri-Chlor  Bleach    Bl 

Scouring  Powder  With  Bleach  A6 

Spray  On  Wipe  Off CI 

Swift  Cleaner A4 

Swift  Laundry  Detergent  L  24  Bl 

10%  Sodium  Hypochlorite  Solution  ....  Bl 

2125  D2 

Swift  Chemical  Co.,  Inc. 

Acid  Cleaner  SS    A3 

AGP  4066   A3 

AGP4900XD    A3 

AGP  5000   A3 

Cleaning  Compound  No.  84  Al 

Egg  Wash    Ql 

EG  3000C   Ql 

GP  1550 Al 

GP  2000  Al 

GP2700  Al 

HD  1000   A2 

HD  1100   A2 

HD  1200   A2 


HD  1400    A2 

HD  1600    A2 

HD  1600F   A2 

HD200CNF    A2 

HD  200CNT   A2 

HDL  8100  A2 

HDL  8100NF A2 

Industrial  Pyrethrin  Spray  X40  Fl 

Iodine  Hand  Soap  and  Sanitizer  E2 

Kleeneze    A4.A8 

Lime-Sol    A3 

Liquid  Hand  Soap  El 

LU  1000 A1.E1.H2 

LU2000 A1.H2 

Mirago  A4.A8 

MC3000  Al 

MD  1300  A2 

MD  1500C  A2 

MD  1500C  A2 

MD  1800C  A2 

MD  3300C  A1.Q1 

MD  3400  A2 

MDL4500  Al 

MDL4500  Al 

MDL4501  Al 

MDL7500C    Al 

MDL7600F Al 

MDL7602F Al 

MDL  8000C    Al 

Pink  Magic    Al 

Rust  Preventative  and  Penetrating  Oil      H2 

Sani-Bright    D2 

Sani-Kleen  E2 

Sarge    Al 

Sodium  Hypochlorite  Solution  ..  D2.G4.Q4 

Swift  Cleaner A4 

Swift  3-D  CI 

2D  Swift  Solution  D2 

Swish  Maintenance  Ltd. 

INDO701    Al 

Swiss  Clean,  Inc. 

Sage  Al 

Sentry  D2 

Sentry  II  D2 

Sybron  Chemicals  Inc. 

Bi-ChemB.E.F CI 

Bi-Chem  B.E.F.  Concentrate    L2 

Bi-Chem  BDO  CI 

Bi-Chem  Culture  Blend  A    L2 

Bi-Chem  Culture  Blend  B    L2 

Bi-Chem  Culture  Blend  C    L2 

Bi-Chem  Culture  Blend  10  L2 

Bi-Chem  DC-2000  GL  (Powder)  L2 

Bi-Chem  GC-600-L  Cone CI 

Bi-Chem  LC  2006  RG    CI 

Bi-Chem  LC-2000  GL  (Liquid)  L2 

Bi-Chem  LC-2001  LN    L2 

Bi-Chem  LDF  CI 

Bi-Chem  Manure  Degrader L2 

Bi-Chem  Septic  Aid  1     L2 

Bi-Chem  Septic  Aid  2    L2 

Bi-Chem  SM  450L  CNF    L2 

Bi-Chem  SM-450  L    CI 

Bi-Chem  SM-700    L2 

Bi-Chem  SM-700  F    L2 

Bi-Chem  TD  500L    CI 

Bi-Chem  TD  500L  (2X)  (9096)  CI 

Bi-Chem  TD-500-L-NP    L2 

Bi-Chem  TD-800 L2 

Bi-Chem  TD-800-S  L2 

fii-Chem  WT-9003  D  L2 

Bi-Chem  WT-9005  NL  L2 

Bi-Chem  1003  FG  LI 

Bi-Chem  250  L2 

Bi-Chem  250-F  L2 
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Bi-Chem  250L L2 

Bi-Chem  300LX   L2 

Bi-Chem  350  L2 

Bi-Chem  55  L2 

Bi-Chem  600L  EP  (X6- 10-1)  CI 

Bi-Chem  600L  EP  (10X)  Special  CI 

Bi-Chem  600L  EP  (15X)  NF  L2 

Bi-Chem  600L  EP  (4X)   CI 

Bi-Chem  600L  EP  (6X)   CI 

Bi-Chem  600L  4S  (15X)NF  L2 

IonacC-249  PI 

Sybron  Chemicals  Inc./ 
Gamlen  Division 

Gamazyme  DC  2000  GL   L2 

Gamazyme  LC  2000  GL L2 

Sylvania  Industrial  Supply  Co. 

DF  Cold  Room  Cleaner   A5 

Syn-Co  Chemical,  Inc. 

Acid  Descaler   A3 

Acid  Detergent    A3 

Acid  Detergent  II    A3 

Big  Blue    Al 

Big  Blue  Truck  Wash  Al 

Boil  Out  A2 

Bully  Hand  Cleaner E4 

Concrete  Cleaner  A4 

DD-S   D2.Q3 

DD-1    D2 

Egg  Brite  Liquid  Egg  Wash  Ql 

Egg  Wash    Ql 

EggWash-1  Ql 

Ezee-Kleen A4 

Rush-It    LI 

Foamy   Al 

Fresh-100  Bl 

Germ  Free   C2 

Keg  Wash  5047  C-B  A2 

(Crystal  Klear  (Concentrated)   CI 

Krystal  Klear  Ready  To  Use    CI 

Liquid  Gold  Al 

Mineral  Oil  70  NF    HI 

N.F.  Acid  Detergent   A3 

Open  Line  Drain  Opener    LI 

Smokehouse  Cleaner  A2 

Syn-Chlor  Low  Foam  Chlorinated 

Cleaner   Al 

Syn-Co  *  150  Chlorinated  Multi-Purp 

Clnr  Al 

Syn-Co  *  250  Chlorinated  Multi-Purp 

Clnr  Al 

Syn-Co  Antifoam    Ql 

Syn-Co  Chain  Lube H2 

Syn-Co  Foam-Out  Ql 

Syn-Co  Gold  Al 

Syn-Co  Kleen-All  Al 

Syn-Co  Plus  Al 

Syn-Co  100  Heavy-Duty  Cleaner  Al 

Syn-Co  5000  Boiler  Treatment G7 

Syn-Co-50  Al 

Syn-Kleen  Heavy-Duty  Cleaner  Al 

Syndine  Iodine  Hand  Cleaner E2 

Wild  Cherry  Hand  Cleaner  E4 

5020  Hook  &  Trolley  A2 

5040  Smokehouse  Cleaner  A2 

5047  Liquid  Smokehouse  Cleaner  A8 

Synco  Chemical  Corporation 

Festogel   HI 

Super  Lube    HI 

Super  Lube  (Aerosol)   H2 

Syncogel    HI 

Syncolene Al 


Syndet  Products,  Incorporated 

All  Klean  A2 

ALD  Al 

Bleach   Al 

Blue  Butyl  A4 

Booster  1   Al 

Booster  2  Al 

Clean-Up  A2 

Cleaner  &  Degreaser A4 

Clout    Al 

Cool  A5 

Cyclone   A2 

CL  Cleaner    A1.Q1 

CL- 15  Cleaner  A1.Q1 

Defend  Al 

Digest LI 

Dyna-Fresh    D2.E3.Q6 

Egg  Wash  I  Ql 

Egg  Wash  II    Ql 

Egg  Wash  III  Ql 

Film  Fyter   Al 

Flash    A3 

Fleet-Kleen    Al 

Foam  Additive  Al 

Foam-Off  Al 

Foam-Off  Plus  Al 

Food  Plant  Bleach  Al 

Force    A2 

Formula  8000    Al 

Grill  Clean  A8 

Handi   E2 

High  Foam  Meat  Room  Degreaser Al 

High  Test  #1    A2 

High  Test  #2  A2 

HF-15  Al 

HF-35  A2 

HF-55  A2 

Jet  Klean   Al 

Klean  Liquid  Hand  Soap    El 

Kwik-Kleen  A4 

Liqua  Lube    H2 

Liquid  Acid  Cleaner  A3 

Long  Life H2 

Low  Suds  Laundry  Detergent Bl 

LF-O-Blue  Al 

LF-0  Al 

LF-100  A2 

LF-20  A2 

LF-40  A2 

LF-60  A2 

LF-60  Green    A2 

LFX-0    Al 

MF  Cleaner  Al 

PRO  A4 

Pace   Al 

Perk   Al 

Phlo  Antiseptic  Lotion  Soap E4 

Power  Wash Al 

Powerhouse   A2 

Pre-Soak Al 

Protect   D2 

Purge   D2.E3 

San-I-Fresh    D2.G5 

Search    Al 

Smokehouse  Cleaner  A2 

Strike  A4.A8 

Strike-LF  A2 

Syn  Quat   D2 

Syn-Kleen    D2 

Top  Gloss  Concentrate  Al 

Tornado   Al 

True  Detergent A4 

5-78  Butyl  Concentrate  A4 

969  H.D.  Steam  Cleaner  Al 

Syndyx 

"FSL"  HI 

Boiler  Treat  G6 

Chain  &  Cable  Lube  H2 

Citrus  Power   CI 


Citrus  Solvent   CI 

Citrus  Solvent  Supreme    CI 

D-Ox    A3 

DD-32    A4 

H.D.  Steam  Soap A2 

Hydraulic  Oil  A-W  H2 

Industrial  Gear  Oil    H2 

J-224    CI 

Kwik    H2 

LB-36  H2 

Return  Line  Treat   G6 

Safety  Sol    K2 

Scale-Away   PI 

Simple  Simon  Green  A4 

Solve-It  The  Answer  CI 

Star  Power  Al 

SS  201   K2 

SS-500  K2 

SS-500  Plus  K2 

Tower- Treet  *Super  Concentrate*   G7 

Tronic  Kleen   K2 

421  Silicone  H2 

Syneco  Systems,  Inc. 

Magna-Bac L2 

SB-7000  L2 

Synergy  Inc. 

BT06 G6 

Syntec  Corporation 

Adjunct  25-C  G6 

Adjunct  50-C  G6 

Bio-Syn  170-15  G7 

Defoamer  AF-10  G6 

Poly-Hib  Formula  800    G7 

Syn-Ameen  330 G6 

Syn-Cat  25L  F G6 

SyntonC-lOOF/1349   G6 

Synton  C-100  F/1355   G6 

Synton  C-100  R    G6 

Synton  C-100R  F/l  360  G6 

Synton  C-98X  F/1267A    G6 

Synton  CP-100    G6 

Synton  P  100  G6 

Synton  P- 100  F/l  333    G6 

Synton  P-100  F/1361     G6 

Synton  P- 100  F/l  389    G6 

Synton  P-100  F/1420    G6 

Synton  P-100R    G6 

Synton  P-100R  F/l 354  G6 

Ty-Kleen  AC  A3 

Tyco  Det  830 Al 

Tycochlor  3250  Al 

Tycodyne  D2 

Syntech  Products  Corp. 

Clear  Line    LI 

Grease  Gel  H2 

L/LF  Liquid  Life  Forms  with  Odo-Trol  CI 

No  Cid  Bowl  &  Bathroom  Cleaner   ....  C2 

O.D.M CI 

P.C  Porcelain/Tile/Grout  Cleaner    C2 

Syntech  6138  Al 

Titanic    A4 

Synthetic  Labs,  Inc. 

npld  Bio  Solve    Al 

Acid  Tile  &  Wall  Cleaner    A4 

Air  Freshener  CI 

Alkyl  5070  G5.G6 

All  Purpose  Cleaner    Al 

All  Purpose  Cleaner  10  Al 

BioReNu    A4.A8 

Boiler  Dispersant/Scale  Inhibitor  5052  G6 

Boiler  Water  Treatment  #3  G6 
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Boiler  Water  Treatment  #35  G6 

Boiler  Water  Treatment  5053  G7 

Boiler  Water  Treatment  5054  G6 

Burn  CI 

Carbon  Pressure  Wash  Detergent  A8 

Carbon  Soot  Remover  Al 

Citrus  Drain  Cleaner  CI 

Cleaner/Degreaser  Al 

Cleaner/Degreaser  0359    A4.A8 

Cleaner/Degreaser  1-B    A4 

Cleaner/Degreaser  1-C    Al 

Cleaner/Degreaser  1-D   Al 

Cleaner/Degreaser  2    A4.A8 

Closed  Recirculating  Treatment  2    G7 

CD-IES    A4.A8 

CD-I  High  Foam A4 

D-X  Chemical  Cleaner  A3 

Detergent  ABC   Al 

Detergent  AC Al 

Dispersant  10 G7 

Dispersant  6068  G7 

Drain-Away  LI 

Enzyme/Bacteria  Treatment    CI 

Filter  Cleaner  JS   Al 

Fleet  Wash  Al 

Fleetwash  RC    A4 

Rush  Out  PI 

Formula  PH  Liquid-B  G6 

Formula  630    G7 

FPD   Al 

Grease  Trap  Cleaner  &  Sewage  Deo- 
dorizer    CI 

GC-2010    D2 

GC-2030    A4 

GC-2040-32  CI 

GC-2080    D2 

H  D  Cleaner- Degreaser  Concentrate    .  Al 

Heavy  Duty  #75    Al 

HD-Mel   Al 

Liquid  Hand  Dish  Compound  1-A  Al 

Low  Temp  Auto  Scrub  A5 

Low  Temp  Auto  Scrub  PG  A5 

LF  1  Low  Foam    Al 

LF-l-HD    Al 

Mold  and  Mildew  Remover   Al 

Natural  B  Concentrate  Cleaner-De- 

greaser  CI 

Non-Acid  Trailer  Cleaner  Al 

Paint  Stripper-Alkalkine  Base C3 

Pine  Soap  Detergent  CI 

PVR  Paint  &  Varnish  Remover  C3 

PW  3   A4.A8 

Quarry  Tile  Cleaner    CI 

Scavenger  2  G6 

Steam  Cleaner  Al 

Steam  2   G6 

Steam  5017   G6 

Steam  5022   G7 

Steam  5023   G6 

Super  Blue  Butyl  Concentrate    CI 

Tower  Dispersant-Multiuse  G7 

Tower  Treatment  &  Dispersant    G7 

Window  and  Glass  Cleaner    CI 

6368  Power  Wash  Al 

74-A  A4 

Syracuse  Key  Maintenance 
Products,  Inc. 

Action  Foaming  Degreaser/Cleaner  Al 

Keyline  Restore  CI 

Tackle  H  D  Industrial  Cleaner  A4.A8 

Trouble  Buster  CI 

Sysco  Corporation 

Action  Suds  Bl 

Air  Freshener  Potpourri  Spice    CI 

All  Purpose  Concentrate  CI 

Ammoniated  Cleaner CI 

Ant  &  Roach  Spray  F2 


Bath  &  Bowl  Cleaner  C2 

Bio  System  Odor  Eliminator    L2 

Blue  Concentrate  CI 

Boil  Out  A2 

Cleanser  A6 

Clog-Away  LI 

Concentrated  Bathroom  Cleaner  C2 

Concentrated  Emulsifier  Bl 

Concentrated  Glass  Cleaner   CI 

Concentrated  Grease  Remover  Al 

Concentrated  Metal  Cleaner  A3 

Contact  Insecticide    Fl 

Creme  Cleanser  A6 

Descaler  A3 

Destainer   Al 

Disinfectant  Deodorant  C2 

Disinfectant  Deodorant  Spray  CI 

Encapsulated  Super  H/D  Al 

Food  Service  Hand  Soap    E2 

Freezer  Kleener  A5 

Fryer  &  Grill  Cleaner  A8 

Furniture  Polish  A7 

Glass  Cleaner CI 

Golden  Touch    A4 

Grease  Digestant  L2 

Grease  Remover    Al 

H/D    Al 

Hair  &  Body  Shampoo  E4 

Health  Care  Hand  Soap    E4 

Hospital  Germicide  CI 

Iosan D2 

Liquid  H/D    Al 

Liquid  Laundry  Builder    Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Fabric  Softener  B2 

Liquid  Oxygen  Bleach    Bl 

Liquid  Protect   Al 

Liquid  Satin  Shine    CI 

Liquid  Sour/Softener  B2 

Liquid  Super  H/D   Al 

Lotion  Hand  Soap  E4 

Lustre  A7 

Non-Acid  Bowl  &  Bath  Cleaner    C2 

Oven  Cleaner  A8 

Pine  Odor  Disinfectant   CI 

Powdered  Builder    Bl 

Powdered  Built  Detergent  Bl 

Powdered  Chlorine  Bleach  Bl 

Powdered  Detergent    Bl 

Powdered  Fabric  Softener  B2 

Powdered  Oxygen  Bleach  Bl 

Presoak Al 

Pro  Guard    PI 

Protect   Al 

Quaternary  Disinfectant    D2 

Quaternary  Disinfectant  II    D2 

Real  A-Peel  (Aerosol)  CI 

Reliance  Disinfectant  Bleach    B1.D2 

Salt  Pellets  PI 

Sanitizer  D2 

Satin  Shine    CI 

Softener/Sanitizer    B2 

Solar  Salt  Water  Conditioning  Granules  CI 

Solid  Protect    Al 

Spark-Ling  Floor  And  Wall  Cleaner   ..  CI 

Sparkle  Bnte   Al 

Super  H/D   A2 

Supreme  Suds  Hand  Dish   &  Gen  Clng 

Beads CI 

Sysco  Chemical  Quaternary  Sntzng 

Tblts    D2 

Ultra  Cone.  Quarry  Tile  Floor  Cleaner  A4 

Worksafe  Quarry  Tile  Cleaner  A4 

System  Clean  Inc. 

SC-794  Al 

System  Cleaning  Associates 

Simple  Choice  Cleaner  Degreaser    Al 


T  &  G  Chemical  &  Supply  Co.,  Inc. 

Sir  George  Heavy  Duly  Cleaner- 
Degreaser    A4.A8 

T  &  R  Chemicals  Inc. 

T&R-100  All  Purpose  Cleaner  A4 

T  &  S  Products 

Glis'N  Foaming  Glass  &  Hard  Surface 

Clnr  CI 

T  and  L  Associates,  Inc. 

Dri-Mol    H2 

Grip  Dressing  For  V-Flat-Round  Belts  PI 

Invisible  Skin  Shield  Cream  E4 

Mold  Release  HI 

Mr  Grime    A4 

Spray  Silicone  Release   HI 

Wyte-Ease  Lithium  Base  White  Grease  H2 

T  AMCO 

Safety  Solvent  K2 

T  A  S  C  Manufacturing  Company 

TASC  II  Al 

T  A  S  C  O  Water  Works,  Inc. 

Tasco  B  239    G7 

TASCO  B  212  G6 

TASCO  B  213  G6 

TASCO  B  217  G6 

TASCO  B  219  G6 

TASCO  B  227  G7 

TASCO  B  254 G7 

T  C  Laboratories 

TC-22 L2 

TIC  Industries 

Anotect0307  CI 

T  I  M  A  C  b.v. 

FM  Grease  HI 

T  K  M  Industries 

SafeTex    CI 

TK  #101  TK  Clean  A4 

TK  #101-A  TK  Clean-A  A4.A8 

TK  #102  TK  Super  Plus  \4 

TK  #106  TK  Liquid  Steam  Cleaner 

Cmpd Al 

TK  #225  Soap  Lubricant    H2 

TK  #226  Silicone  Liquid  Lube  H2 

TK  #700  TK  Liquid  Hand  Soap El 

T  L  C  Manufacturing,  Inc. 

(FS)  Muscle  A4 

(FS)  Steam  Klean  CB  Al 

(FS)  Steam  Klean  DB  Al 

(FS)  Steam  Klean  LB  Al 

(FS)TLC2000   Al 

(FS)TLC4000   Al 

(FS)  V  Klean  CB     Al 

(FS)  V  Klean  DB    Al 

(FS)  V  Klean  LB  Al 

All  Powderful    Al 

All  Powerful  LF   Al 

Ant-I-Foam    Al 
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Auto  Scrub CI 

Auto  Scrub  NB  A4.C1 

Avenger  Al 

Bath  N  Tile  CI 

BlastOff   Al 

Blue  Thunder Bl 

Boil  Out  AM  Al 

Boil  Out  Liquid  A2 

Boil  Out  Powder  A2 

Broiler  Brite A8 

Brute    CI 

C/L  Toilet  Bowl  Cleaner    C2 

Carb  Klean K2 

Care  Fresh  Baby  Powder    CI 

Care  Fresh  Bouquet CI 

Care  Fresh  Cherry  CI 

Care  Fresh  Cinnamon  CI 

Care  Fresh  Cologne CI 

Care  Fresh  Evergreen   CI 

Care  Fresh  Lemon  CI 

Care  Fresh  New  Car  CI 

Care  Fresh  Pina  Colada    CI 

Care  Fresh  Rose    CI 

Care  Fresh  Spearmint   CI 

Care  Fresh  Strawberry    CI 

Care  Fresh  Wintergreen    CI 

Chlor  Foam   Al 

Chlorinated  Egg  Wash  3  Ql 

Citri  Solve  CI 

Creamy  Suds  Al 

Crete  Care   A3 

CIP  Liquid  Al 

CIP  Liquid  Plus  Al 

CIP  Powder  Al 

CIP  Powder  Plus  A2 

CWTCoil  Klean  100   PI 

CWT  Coil  Klean  200   PI 

Deo  One CI 

Descaler  1000   A3 

Descaler  2000   A3 

Descaler  3000   A3 

Descaler  4000   A3 

Dissolve  CI 

Dissolve  HF CI 

Econo  Clean    Bl 

Experience  CI 

Foam  Plus    Al 

Formula  11586    Bl 

Formula  2187    Bl 

Freezer  Locker  Cleaner  A5 

Fresh  "N"  Clean    Bl 

Fresh  N  Ruff B2 

Get  Tough   Al 

Get  Tough  2    Al 

Green  Pad  Soap  Al 

Green  Pad  Soap  2  Al 

Griddle  Klean    A8 

Heavy  Duty  A2 

Heavy  Duty  2    Al 

Hot  Stuff   Al 

Ice  Away  Pellets   PI 

Jubilee   E4 

L  Chlor    Al 

L  Chlor  Plus    Al 

Lab  CI 

Lemon  Suds  A4 

Lemon  Suds  2  A4 

Liquid  Citri  Solve  CI 

Liquid  Ice  Away  PI 

Lotion  Gold  El 

Max  Degreaser    CI 

Metal  Brite  Powder  A3 

Metal  Brite  3000  A3 

Mil-Dont    PI 

Neutralizer  Bl 

Nitti  Grit    E4 

Old  Hickory  Extra  A2 

Old  Hickory  Liquid  Al 

Old  Hickory  Powder  Al 

Ole'  E4 

Orange  Plus  CI 


P  Chlor    Al 

P  Chlor  Plus    A2 

P-Ox  Bleach    Bl 

Phos  Klean A3 

Power  Foam CI 

Priceless  El 

PC  Bleach  10%  Bl 

PC  Bleach  16%  Bl 

PC  Bleach  20%  Bl 

PC  Bleach  25%  Bl 

PC  Bleach  7%  Bl 

PWS  Kl 

PWS  Plus  CI 

PWS  Plus  150  CI 

Quat  Care  128  CI 

Quat  Care  256  CI 

Quat  Care  64  CI 

Ream  Out LI 

Red  Devil Al 

Red  Inferno   LI 

Release  Waterless  Hand  Creme   E4 

S-1088   Al 

S-1188  Al 

S-1388   Al 

S-1488   Al 

S-1588   Al 

S-1688   Al 

S-188   Al 

S-288   Al 

S-388   HI 

S-488   Al 

S-688   Al 

S-788   Al 

S-988   A2 

Safety  Solvent  K2 

Safety  Solvent  2   K2 

Safety  Solvent  3    K2 

Sani  Ruff B2 

Smoothy  Plus    E4 

Solution  1     Al 

Splash  Lite  CI 

Splash  Plus    A4 

Spray  Cabinet  AM    Al 

Spray  Cabinet  FM  A2 

Spray  Cabinet  FM  Plus  A2 

Surpass  CI 

Tray  Wash  Liquid  Al 

Tray  Wash  Powder  Al 

Turbo  Foam  CI 

TLC  Concentrate  Al 

TLC  MP    A4.A8 

TLC  MP  2  A4.C1 

TLC  QE2  E2 

TLC  701    Al 

TLC-O-Rex   C2 

TNT  Al 

Utility  Cleaner  A3 

Vat  Care  AM  Al 

Vat  Care  FM   A2 

Vat  Care  FM  Plus  A2 

Ware  Care   Al 

T  M  Products,  Inc. 

TM  1906   A8 

TM  1909   A8 

TM  1910   A2 

TM  1928   Al 

TM  1941    A3 

TM  1942   A3 

TM  1951    A3 

TM  1954  HD A2 

TM  1958   Al 

TM  1959   Al 

TM  1960   Al 

TM  1970   A3 

TM  207   A2 

TM  925    A4 

TM  926   Al 

TM  927    Al 

TM  929   A2 


T  M  T  Services  Corp. 

GreaseMaster  R-300-1     Al 

T.  L.  Care,  Inc. 

Blue  Care  All  Purpose  Cleaner    CI 

T.  R.  F.  Chemicals 

7283  T.R.F.  Floor  Cleaner  A4 

7284  T.R.F.  All  Purpose  Cleaner  Al 

7297  T.R.F.  Meat  Hook  &  Trolley  CI.  A2 

T.C.  Products 

Chelate  G6 

Condensate  Control  G6 

Oxcon  #1   G6 

P-M  Control  Liquid    G6 

P-M  Control  Powder  G6 

Polyhos    G6 

T.C.  Products,  Inc. 

GP-Chlor  Disinfectant  and  Sani- 
tizer  B1.D2.Q4 

Sani-Clor  Low  Temperature  Liq- 
uid Sntzr  B1.D2.Q4 

TopClor    B1.D2.Q4 

T.D.  &  C.  Products 

All  Purpose  Cleaner    Al 

T-Chem  Products,  Inc. 

Iris  Bleach  B1.C1 

Pure  Bright  Bleach   B1,D2,E3,Q4 

Pure  Bright  Germicidal 

Bleach  B1.D2.E3.Q4 

Pure  Bright  Pure  Ammonia    CI 

Pure  Bright  Sudsy  Ammonia    A4 

T-Roy  Industrial  Products 

Super  Shine  CI 

Tabco  Corp. 

Disolve Al 

Tabco  Green    Al 

Tabco  200   Al 

Tabco  3AC    A3 

Tabco  82  CFC  Al 

Tabco  84   Al 

Tabstrip  6 A2 

Tailor  Made  Products 

Degreaser  K2 

Talsol  Corporation 

No.  2811  Tal-Strip    C3 

Taltec,  Inc. 

Formula  2071-F G6 

Formula  2072-F G6 

Formula  2078-F G6 

Formula  2079-F G6 

Tamaras  Supply  Company 

Heavy  Duty  Degreaser  Al 

Liquid  Soap  El 


11-406 


Tamco  Chemical 

Formula  #139    G6 

Formula  #50    G6 

Formula  #70    G6 

Tampa  Chemical  Sales  Co.  Inc. 

Mighty  Blue    Al 

Tandem  Div. 

Ammoniated  All  Purpose  Cleaner   A4 

Bac-Dine  Sanitizing  Hand  Cleaner E2 

Break  Laundry  Booster  Bl 

Floor  And  Concrete  Cleaner A4 

Freezer  Cleaner  A5 

Heavy  Duty  Liquid  Laundry  Detergent  Bl 

Heavy  Duty  Soft  n  Sour  Bl 

Idophor D2 

Lemon  Lotion    Al 

Liquid  Laundry  Bleach  Bl 

Lotionized  Hand  Soap * E4 

Oven/Grill  &  Fryer  Cleaner  A8 

Premium  Pot  &  Pan  Detergent  Al 

Safety  Kitchen  Degreaser  Al 

Sani-Dine  D2 

Tandem  Products,  Inc. 


Tandem  Technologies  International 

Infinity  Concentrate Al 

Tandex  Chemicals  Pty.  Ltd. 

Alkali  No.  4 G6 

Polyfloc   G6 

Tandex  B.W.S G6 

Tandex  BW-252    G6 

Tandex  BWT400  G6 

Tangible  Research  &  Development 
Corp. 

No.  ES-11    PI 

No.  ES-22A  PI 

No.  ES-22B  PI 

No.  ES-33    PI 

88  Super  C Al 

Tanglefoot  Company,  The 

Difuso    Fl 

Tannehill  Chemical,  Inc. 

Attack  Chlorinated  Alkaline  Liquid  Clnr  Al 
D-Solv  Concentrate  Nonflammable 

Dgrsr A4 

Dish-Shine  Hand  Dishwash  Liquid    ....    A8 
Hi-Suds  APC  A8 

Tar-Off  Distributors,  Inc. 

Waterless  Hand  Cleaner  E4 

Tara  Chemical  Products,  Inc. 

Amber's  Touch    El 

Crash  Landing  Fl 

D-Zolv  LI 

Derma  Dyne  E-2  E2 

Good  Buy    F2 

Hand  &  Body  Lotin    E4 

Hang  On    C2 

Hot  Shot    CI 

Hot  Stuff  A2 

IBS-84  Economy  Insecticide    Fl 


Lemon  A  Peel   A4 

Liquid  Spice    CI 

MLS-92  Al 

Oh'  Baby    CI 

On  Top CI 

Open  Range  A8 

Open  Range  A8 

Pine  Tree  CI 

Pink  Wave  E4 

Poof  A2 

Quafs  Up?  E-2   E2 

Safe  Stuff Al 

Stainless  Steel  Cleaner  &  Polish    CI 

SLS  59  D2 

Tara  Clean  A4 

Taracide  CI 

Tarasolv  K2 

Terrific  CI 

Very  Cherry  C2 

1  Stroke  CI 

Targosz,  E.  &  Company 

Industrial  Detergent  Disinf  Concentrate  D2 

Tarheel  Paper  &  Supply  Co. 

Hy  Foam  Foaming  Degreasing  Cleaner  Al 

Tarkelp  Mfg. 

Tarkelp  Hand  Soap  E4 

Tartan  Supply  Co.  Inc. 

Kamfastic  All  Purpose  Cleaner    CI 

Lo-Foam    A4 

Low  Foam  Iodophor  D2 

Sana  Clean  D2 

Soil-Solv    Al 

Spray  Wash   C1.A4 

Stainless  Steel  Cleaner  &  Polish    CI 

Tartan  Quat  D2 

Vandal  Mark  Remover  CI 

Tayco  Industrial  Products 

Aqua  Solv    Al 

Fresh  Fry  A7 

Winner  Proteinized  Antsep  Ltn  Hand 
Soap    El 

Taylor  Chemical  Co.,  Inc. 

TA-10FG    Ql 

TA-20FG    Ql 

TA-30FG    Ql 

Taylor  Company 

Taylor  Lube  HI 

Taylor  Industrial  Supply  Co.,  Inc. 

Food  Grade  Silicone  Release   HI 

Odor  &  Drain  Maintainer  L2 

RTs  Pride    Al 

Taylor  Laboratories,  Inc. 

"Mint"  Deodorant   CI 

Acclaim   Al 

Alklean  Extra A2 

Amaze    CI 

Aqua-Terg   A4 

Assure    E2 

APC-27    Al 

Bacterial  Culture  Concentrate  CI 

Blast  A2 

Blue  Ace    A4 


Blue  Sensation  Al 

Bravo  A2 

Breakaway  Al 

Brite  A3 

Brite  LF  A3 

Brite  500                                    A3 

Cherry  Granular  Deodorant  CI 

Chloro-Plex   Al 

Citrust                                                     .  CI 

Clean  &  More  Al 

Clean  All   Al 

Commercial  Laundry  Detergent  Bl 

Cycle  Three  A2 

CIP-150  Al 

Dry  Bleach Bl 

Dual  Action  D2 

Dyna-Boost    Al 

Dyna-Tron   Al 

DQ  Sanitizer   D2 

Egg  Washing  Compound    Ql 

Eighl-O-Three   A3 

Enzyme  Presoak    Bl 

Enzymes  For  Sewage  Systems    L2 

Excel    A2 

Express  .  A2 

Foamy  Brite  A3 

Freezer  Cleaner  A5 

FA-99  Al 

Gator    Al 

General  Smokehouse  Cleaner    A2 

Glare  Descaler  and  Metal  Cleaner  A3 

Grime  Master El 

GOC  Granular  Odor  Control  CI 

H.A.V.OC A2 

Heavy  Duty  Smokehouse  Cleaner    A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Hi-Five  CI 

Hyper-Active  A2 

Hyper-Dyne  E3 

Ice-Go    CI 

Iodo-San D2.E3 

Iodophor  Sanitizer  D2 

Kitchen  Kwik    Al 

Kloro-Terg  Al 

Lemonate  CI 

Liquid  All  Fabric  Bleach    Bl 

Liquid  Sour/Softener  B2 

Liquid.  Live  Bacterial  Culture  &  En- 
zymes      L2 

Lub-Eze  H2 

LP-30  Al 

LT-428  Al 

Machine  Descaler   A3 

Mikro  Mint    C2 

Monster  Sewer  Solvent  LI 

Most  A2 

Neutros-N    CI 

NB  Degreaser    Al 

Odorless  Concrete  Floor  Cleaner  A4 

Odorless  Disinfectant    D2 

One-Step    E2 

Phos  Free  A3 

Plex    E2 

Power  Champ    Bl 

Purple  K CI 

Quickstart A3 

Rally    Al 

Red  Hot  Sewer  Solvent LI 

San-O-Dine  LF   D2 

Scale  Away    A3 

Shamrock  Seven    Al 

Spray  Away  CI 

Sure  Clean  Al 

Terra-San  D2.G5 

Trac-Eze H2 

Trex    Al 

Tron  Auto-Scrub  Concentrate  Al 

True  Blue  CI 

TC-38  A2 

TCD  \: 

Unique  F.4 

Vista  Blue    Al 
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Wild  Cherry  Deodorant  Concentrate    ..  CI 

WD-86  CI 

Taylor  Rental 

Taylor  No.  21  Industrial  Degreaser   ....  Al 

Teachout,  R.  &  Associates 

Boiler  Phosphate  Treatment  2621     G6 

Boiler  Water  Treatment  1247  G6 

Boiler  Water  Treatment  1456  G6 

Boiler  Water  Treatment  1656  G6 

Team  Associates 

ABT-1385    G6 

BWT-1260  G6 

CWT-1615  G6 

Dispersant-1800 G6 

R.L.T.-I351  Return  Line  Treatment  ....  G6 

Team  Laboratory  Chemical  Corp. 

Jell  Degreaser  and  Tar  Remover    Kl 

Roughneck  III  Hand  Cleaner   H4 

Safety  Solvent  Kl 

Team  190 CI 

Team  324  D'Bac  CI 

Team  375  Poli-Gloss CI 

Team  414  Old  Faithful  C2 

Team  501  Automatic  Dishwash  Al 

Team  504  Ammoniated  Oven  Cleaner  A8 

Team  505  Sani-Bac  D2 

Team  508  Stainless  Steel  Metal  Polish  A7 

Team  51  Eliminator    CI 

Team  81  Safety  Solvent  K2 

Team  89  Nut  Buster  H2 

Team  90  Little  Squirt  H2 

T149  Grease  Buster  Concentrate   CI 

T151  Floating  Lift  Station  Cleaner    ....  CI 

T51  Eliminator    CI 

182  Colorguard  CT  G5.G7 

323  Disinfectant    CI 

400  Hospital  Type  Disinfectant  &  Deod.  CI 

403  Minty  Breeze   CI 

408  Glass  Cleaner  CI 

503  Laundry  Detergent  B2 

70  Roughneck  Gnt  Hand  Cleaner   E4 

72  Roughneck  II   E4 

83  Jell  Degreaser Kl 

Tech  Spray  Inc. 

Ami  Static  Cleaner  for  Production  Areas  A4 

Blue  Shower   K2 

Envi-Ro-Tech  1675  K2 

Envi-Ro-Tech  1676  K2 

Envi-Ro-Tech  1677  (Aerosol)    K2 

Envi-Ro-Tech  1678  (Aerosol)    K2 

Instant  FD  Zero  Residue  Cleaner  K2 

Instant  Kleen-All  K2 

Instant  Stripper    K2 

Kleen-It   K2 

Slic  K2 

l620-P(Bulk)   K2 

I620-10S   K2 

1621-P(Bulk)   K2 

1621-10S   K2 

1622-P(Bulk)   K2 

1622-10S   K2 

Tech  Star 

SPFGGL  (ISO  150) HI 

SPFGHF  (ISO  400)  HI 

Tech-Line  Products 

Aqua-Kill  Residual  Insecticide  F2 


D-S-D  Disinfectant   D2 

Foamy  Lube  HI 

Four  Way  Disinfectant   D2 

Germ-I-Dine  Disinfectant  D2.E3 

Germicidal  Cleaner  D2 

Lemon  Scented  Disinfectant  CI 

Sani-Det  CI 

Sharp  Shooter    F2 

Surface  Insecticide    F2 

Wasp  And  Hornet  Killer  Fl 

Tech-Lube  Corp. 

Alkaline  Drain  Opener   LI 

Assault  A4 

Auto  Scrubber  A4 

Blast  Oven  Cleaner  A8 

Cling  Bowl  Cleaner C2 

Crystal  Solvent    A4 

Edible  Gear  Oil  ET140FFX   HI 

Food  Grade  Silicone  HI 

HD  Industrial  Cleaner  A4 

Knockout  Bowl  Cleaner   C2 

Neutra  Neutral  Cleaner  CI 

Quarry  Tile  Cleaner    A4 

Strip  A4 

Super  Blue  A4 

Super  Suds  Pot  and  Pan  Cleaner    Al 

TA.L.O.  AAS  HI 

T  1715  HI 

Tech-Lube  THFR  228-450  H2 

Tornado  C2 

TCO10/40AAS    HI 

TCO10/50AAS    HI 

TCO10AAS  HI 

TCO20AAS  HI 

TCO30  H2 

TCO40  H2 

TC010/40AA  H2 

TC010/50AA  H2 

TC04950S   H2 

TC04970S   H2 

TC05000S    H2 

TEFA.L.O HI 

TGNT HI 

TGNT-HD012    HI 

TGWR  H2 

TGWR-87    H2 

TH10AAS   HI 

TH20AAS   HI 

TLC  Capping  Oil    HI 

TLC  228-200  H2 

TLC  228-300  H2 

TTLFX  HI 

TTLRC#1AAS    HI 

T3800HT  H2 

T600NT  HI 

T90/250AAS   HI 

White  Gold  AA  HI 

White  Gold  AAS  HI 

Zenith  CI 

Tech-Reps 

All  Star    C2 

Bacta  Zyme  CI 

Bacta  Zyme  2    L2 

Bio- Zyme  Biologically  Safe  Enzymes      CI 

Bodymate  E4 

BAP  Brake  And  Pans  Cleaner  Kl 

Clean  Out LI 

Clobber    LI 

Crawler  Mawler  Residual  Insecticide  ....  F2 
Critter  Ridder  Multi-Purpose  Insecticide  Fl 

Derma  Clean   El 

Double  Punch    F2 

Foam  King  Al 

Foul  Out    CI 

Fresh  Scent  Lime    CI 

Glass  Glo  Concentrate    CI 

Glass  Master   CI 


Glass-Glo  CI 

Glo  Hand  Dishwashing  Concentrate    ..  Al 

Glyco-Tech    C2 

Grime  Buster  Kl 

Grime  Gobbler Al 

Grime  Wave    Al 

Gripper  II  Belt  Dressing  PI 

Hit  &  Run   CI 

Kwik  Kut  Rinse  Free  Floor  Stripper    .  CI 

Lemon  San  CI 

Liqui-Scrub  Creme  Cleanser A6 

Magic  Clean    A3 

Moly  Guard  Lubricant    H2 

Multi  Clean   A4 

Multi-Tech  A4 

Oven  Master  Oven  &  Grill  Cleaner  ....  A8 

Oven  Mate  A8 

Porcelain  Power A3 

Pro-Bowl  II  Hosp.  Tp  Disinf  Toil  Bl 

Clnr  C2 

Safe-Tech  Safety  Solvent   K2 

Sani  Rinse   D2 

Sani-Clean   A4 

Sentry  9  G6 

Sila  Tech  II  Silicone  Spray  HI 

Sila-Tech  Silicone  Lubricant  Spray  HI 

Skale  Go    A3 

Super  Foam  CI 

Swabby  II  Non-Acid  Dsnfct  Ttl  Wshrm 

Clnr  C2 

T-200  Contact  &  Circuit  Board  Cleaner  K2 

Tech  Ox  A3 

Tech-Ox  A3 

Tech-Power  Bowl/Tile  Porcelain 

Cleaner   C2 

Touch  Down   A4 

Vandal  Tech  Vandal  Mark  Remover  ..  CI 
Vandal-Tech  Vandal  Mark  Remover  ..  CI 
Whisper  Powder  Fragrance  Air  Fresh- 
ener    CI 

Wing  Dinger  Wasp  &  Hornet  Killer   ....  F2 

Technical  Concepts,  L.P. 

Neutralle  SWAK  Natural  Insecticide  ....  F2 
Wizard  System  Cleaner  &  Deod. 

Mandrn  Org    CI 

Wizard  System  Cleaner  &  Deod.  N. 

Woods  CI 

Wizard  System  Cleaner  &  Deodrzr 

Arctic    CI 

Wizard  System  Clnr  &  Deod.  Country 

Grdn    CI 

Wizard  System  Neutralle  Bio-Flush  ....  CI 

Technical  Petroleum  Company 

Technical  Lubricant  285  HI 

Technical  Lubricant  401   HI 

Technical  White  Oil  75  T HI 

Technical  White  Oil  75-NF   HI 

Technical  White  Oil  85-T HI 

Technical  Products  Corporation 

TPC-550    G2 

TPC-556    G2 

TPC-558    G2 

V  931  G2.G5 

V-937  G2.G5.G7 

Virchem  932   G1.G5.G7 

Technical  Specialties  Corp. 

Aqua-Tech  TSC-804D    G6 

Aqua-Tech  TSC-8 11  G6 

TSC801    G6 

TSC  802    G6 

TSC809    G6 

TSR#1    G6 
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Technical  Water  Treatment  Inc. 

1210  G6 

1220  G6 

1226  G6 

1230  G6 

1231  G6 

1232  G7 

1234  G7 

1236  G6 

1240  G6 

1241   G6 

1242  G6 

1243  G6 

1244  G6 

1245  G6 

1250  G6 

1252  G6 

1253  G6 

1254  G6 

1256  G6 

1260  G6 

1270  G6 

1271  G6 

1272  G6 

1410  G6 

1420  G6 

1426  G6 

1430  G6 

1431   G6 

1432  G7 

1434  G7 

1436  G6 

1440  G6 

1441   G6 

1442  G6 

1443  G6 

1444  G6 

1445  G6 

1450  G6 

1452  G6 

1453  G6 

1454  G6 

1456  G6 

1460  G6 

2218  G5 

2418  G5 

3230  G5 

3430  G5 

4210  G2 

4211  G2 

4410  G2 

4411  G2 

8210  PI 

8410  PI 

Technichem,  Inc. 

Soft  Scrub   E4 

Ultra  Scrub  Plus    E4 

Technico  Laboratories 

Brad  Hand  Sanitizer  Solution  E3 

Brad  Sanitizing  Hand  Soap E2 

Brit  Detergent  Disinfectant  Pump  Spray  CI 
Enviro-Shield  Disinfectant  Cleaner     A4.C1 

Enviro-Shield  Neutral  Pine  Oil  Disinf.  CI 

PJ  4.5  Detergent/Disinfectant  D2 

Sani-Mil  Disinfectant/Sanitizer D2 

Sani-Sure  Sanitizer  Concentrated  Pow- 
der    D2 

Sani-Tone  Fabric  Softener/Sanitizer  ....  B2 

Techniseal,  Inc. 


TechniChem  Corporation 

Acta-Vate L2 

Battery  Terminal  Cleaner  and  Protector    PI 


Big  Brute  CI 

Boiler  Balm  G5.G7 

Brute    CI 

De  Aqua  Lube  H2 

Drox  A3 

El-Bo  Grez A4.A8 

Galley  Clean   CI 

Orange  CI 

Quick  Magic  Bowl  Cleaner    C2 

Sani-Lube HI 

Tech-Magic  Clinging  Toilet  Bowl 

Cleaner   C2 

Tech-Maid  CI 

Tef-Tape    H2 

Technochem,  Inc. 

Saniderm  Sanitizing  Hand  Soap  E2 

Technology  Chemical,  Inc. 

Alk  Add  Al 

All    Al 

All  NC  Al 

All  Plus   Al 

Automatic  Wash   Al 

C-Chlor   A2 

C-Steam  Al 

Chloro  Clean  Al 

Clean-All  A4 

CA-DF  Al 

CIP-Chlor    Al 

CL-431  H2 

CL-61  HI 

CL-681  H2 

DF-721  G5.G7 

Foamy    Al 

FS-77   A4 

Guardtech G7 

Isotech  G6 

Liquid  Chloroclean   Al 

Liquid  CIP  Al 

Monitech   G6 

N-100  P  A3 

NP-200 A3 

Presto  A2 

Presto  CM   A2 

Presto-CH    A2 

Quat  NR D2 

RG-10C  A3 

Smooth  Lube  H2 

Tech  Boc  A2 

Tech  Fop  CI 

Tech  Force  G2 

Tech  NBC  Al 

Tech  NBC  Al 

Tech  Off   A3 

Tech  PTW  Al 

Tech  RJ  Al 

Tech  Trans  Al 

Tech  360   A2 

Tech  362   A2 

True  Blue  A4 

Unitech G6 

Technolube  Products 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG  32  HI 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG46  HI 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG68  HI 

Alaska  Crystal  FM.  Grease  NLGI 

Grade  #1   HI 

Alaska  Crystal  FM  Grease  NLGI  Grade 

#2    HI 

Alaska  Egg  Spray  Oil  HI 

Alaska  Feed  &  Grain  Dust  Stop  Oil  ..  HI 
Alaska  Food  Mach.  Gear  Oil  ISO  VG 

220    HI 


Alaska  Food  Machinery  Gear  Oil  ISO 

VG460 H2 

Alaska  FM  Chain  Oil  ISO  VG  100  ....  HI 
Alaska  FM  Chain  Oil  ISO  VG  220  ....  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG 

100    HI 

Alaska  FM  Hydraulic  Fluid  ISO  VG  32  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG  46  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG  68  HI 

Alaska  Synthetic  Oven  Chain  Oil    H2 

Alaska  Technical  White  Oil  100    HI 

Alaska  Technical  White  Oil  70    HI 

Alaska  20  USP   HI 

Alaska  24  USP    HI 

Alaska  35  USP    HI 

Alaska  50  USP    HI 

Alaska  7  USP    HI 

Alaska  9  USP    HI 

Teena  Industries 

Hi-Al   G6 

Tejon,  Inc. 

Mr  Muscle  Concentrate  Al 

Tek  Chemical  Inc. 

Tek  102  All  Purpose  Cleaner  A4 

Tek  143  Pressure  Wash    Al 

Tek  191  Liquid  Floor  Degreaser    A4 

Tek  404  Liquid  Detergent  Concentrate  Al 

161  Heavy  Duty  Steam  Cleaner  Liquid  Al 

Tek  Distributors,  Inc. 

Tek-II  Industrial  All  Purpose 
Cleaner   A4.A8 

Tel  Star  Chem  Corp. 

Star  Kleen  All-Purpose  Cleaner  A4 

Telechem  Corporation,  The 

Acid  Detergent  Powder  A3 

Aqua-Solv  100 G7 

APC  CI 

Billy's  Best    E4 

Classy    CI 

Clean-A-Peel  CI 

Closed  System  Treatment  G7 

Consume    L2 

CWT-500  G7 

Dawn  Fresh  CI 

Foam  Aid  Concentrate    Al 

Foaming  Breakdown  Cleaner  Al 

Foaming  Breakdown  Cleaner  S.C.  ..  A1.L1 

Golden  Gator  Concrete  Cleaner  CI 

Gum  Remover  CI 

Handsome  Hand  Soap El 

Hi-Pure K2 

Liquid  Gloves   E4 

Mighty-Clean  Al 

Nifda  Sneeze  Guard    CI 

R  I  S  -15  Residual  Insecticide F2 

Ryan's  Sneeze  Guard  Cleaner CI 

Shackle  Cleaner A2 

T-17  Silicone  Spray  &  Mold  Release       HI 

T-50  K2 

Tele-Clean-B  CI 

Telechem  Acid  Detergent  383    A3 

Telechem  Algaecide  1205 G7 

Telechem  Condensate  Treatment   G6 

Telechem  WTP  775    G3 

Teleclean  CI 

Telefresh-20 A4 

Teleshine  A7 

Top  Gun CI 

Tuff  Task  El 
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Zap  Brite  Porcelain  Cleaner  C2 

21  Guns  Al 

Temple  Chemical  Co.,  Inc. 

Lemon  Scented  Hospital  Disnf.  Spray  CI 

Silicone  Spray  HI 

Templex 

"MCCL"  Moly  Chain  &  Cable  Lube  ..  H2 

Anti  Seize    H2 

Citra-Degreaser  CI 

Extreme  High  Temp(up  to  2100 

Deg.F.Aer.)  H2 

Four  Way  Action H2 

Grease  Trap  Maintainer    CI 

Hand  Barrier  Cream   E4 

Power-Off   A4 

Sani-Temp  HI 

Silicone  Spray  HI 

Speed  Cleaner   CI 

Spray  Silicone  Release   HI 

SMR  Al 

Templex  TI  750  High  Purity  Solvent  ..  K2 

Templex  109  #2  Food  Grade  Grease  ..  HI 

Tuff-T  Waterless  Hand  Cleaner  E4 

853  Water  Base  Degreaser  CI 

Tempo  Chemical  Company,  Inc. 

Aquatone  Boiler  Water  Treatment  G6 

Greasgo   Al 

Tempo  Products  Company 

20-117  Silicone  Spray  HI 

Tennant  Company 

Tennant  #408  Rapid  Prep  PI 

Tennant  330  Germicidal  Cleaner  A4 

Tennant  340  Tile  &  Terrazzo  Cleaner  A4 

Tennant  600  General  Purpose  Cleaner  Al 

Tennant  601  Super  Strength  Cleaner  ..  Al 

Tennant  654  Heavy  Duty  Cleaner   Al 

Tennant  655  Super  Strength  Concentrate  A4 

Tennant  656  SRS  General  Purpose  Clnr.  A4 
Tennant  658  SRS  ES  Super  Strength 

Clnr A4 

Tennant  660  Cold  Area  Cleaner A5 

Tennant  698  Neutral  pH  Cleaner  CI 

2000  All  Hard  Surface  Formula  CI 

2000  Plus  Concentrate  Cleaner  and 

Dgrsr  A4.C1 

3000  Hot  Water  Scale  Inhibitor  G7 

409  Pre-Kote/Cleaner   A3 

528  Cleaner  &  Remover  CI 

622  Detergent  Cleaner    A4 

653  General  Purpose  Cleaner  A4 

670  Cleaner  A4 

9650  Neutral  Recycling  Concentrate   ..  A4 

9960  Severe  Soilage  Neutral  Floor  Clnr  CI 

Tennant  Trend 

Drynamic  Cleaner  and  Degreaser  A4 

TennStar  International 

Eco-CIean    CI 

Ecodine  Disinfectant  D2,E3 

Organic  Giant  Citrus  Drain  Treatment  CI 

Organic  Giant  D-Stainer  CI 

Organic  Giant  Decal  &  Adhesive  Re- 
mover      K3 

Organic  Giant  Kitchen  Power Al 

Organic  Giant  Odor  Neutralizer/Air  Frsh  CI 

Organic  Giant  Scratch  Remover  CI 

Organic  Giant  Spray-n-Wipe    CI 

Organic  Giant  Ult  Org  Fir  Grt  &  TI  Clnr  CI 


Terand  Industries,  Inc. 

All  Purpose  Foam  Cleaner  CI 

Anti-Seize  Lubricant  H2 

Battery  Cleaner  &  Protector  PI 

Belt  Dressing  PI 

Belt  Dressing  PI 

Chain  &  Cable H2 

Chain  and  Cable  Lubricant  H2 

Citrus  Glass  And  Plastic  Cleaner  CI 

Citrus  Jel  Degreaser  and  Vandal  Re- 
mover       CI 

Contact  Cleaner  K2 

Contact  Cleaner  II  K2 

Cream  Cleaner  CI 

Cutting  &  Tapping  Fluid    H2 

Dry  Lubricant    H2 

Dry  Silicone  Lubricant   HI 

Dry  Teflon  Lubricant  and  Release  Agent  H2 

Environmental  Foam  Cleaner  CI 

Food  Equipment  Lubricant  HI 

Full  Spectrum  Cleaner,  Dgrsr  &  Deodrzr  CI 

Glass  and  Plexiglass  Cleaner   CI 

High  Pressure  Insect  Bomb    Fl 

Insect  Killer  Fl 

Invisible  Skin  Protector E4 

Metal  Cleaner-Polish  A7 

Multi-Surface  Cleaner  CI 

Natural  Formula  Glass  &  Plastic  Cleaner  CI 
Non-Chlorinated  Anti-Seize  Lubricant      H2 

Non-Chlorinated  Belt  Dressing  PI 

Non-Chlorinated  Food  Grade  Silicone 

Spry  HI 

Non-Chlorinated  Metal  Polish    CI 

Non-Chlorinated  Penetrant  Lubricant  ..    H2 
Non-Chlorinated  Penetrant 

Lubricnt(Bulk)    CI 

Non-Chlorinated  Solvent  Degreaser  ....    CI 

Non-CFC  Contact  Cleaner   K2 

Oven  and  Grill  Cleaner  A8 

Penctrant-Lubricani  Demoislurant    H2 

Red  Spray  Grease   H2 

Roach  &  Ant  Killer F2 

Safety  Solvent  Cleaner  and  Degreaser     K2 

Silicone  Mold  Release    HI 

Snap  Safety  Solvent    K2 

Stainless  Steel  &  Metal  Polish  Oil  Base  A7 

Super  Penetrant  CI 

Terand  Insect  Spray    Fl 

Totally  Synthetic  Grease  H2 

Waterless  Hand  Cleaner  E4 

White  Grease  Lithium  Base  H2 

White  Lithium  Grease  H2 

White  Lube  Food  Grade  Grease  HI 

Termac  Corporation 

Termac  Blue  Glass  Cleaner    CI 

Termac  Red  All  Purpose 
Cleaner/Degreaser CI 

Terminate  Control  Corp. 

Freezer-Cleaner  A5 

Hard  Surface  Cleaner   A4 

Synthetic  Cleaner    Al 

Terpene  Technologies,  Inc. 

Envi  Super  Clean  Concentrate  CI 

Envi  Super  Clean  RTU  CI 

Tarksol  (HTF-10)    CI 

Terra  Technologies 

Food  Service  Degreaser   Al 

Food  Service  Sanitizer    D2 


Terry  Enterprises 

TE385  Glass  Cleaner  (Aerosol)   CI 

Tesch  Chemical  Co.,  Inc. 

Gold  Soap  PCMX  E2 

Speedee  San D2 

Teco  Disinfectant    D2.E3 

Teco  Yellow  II    A4 

Testron  International 

Aquatron  CS-10 G6 

Aquatron  H-lll  G7 

Aquatron  H-222 G7 

Aquatron  H-333 G6 

Aquatron  H-400 G7 

Aquatron  H-410 G7 

Aquatron  H-485  G7 

Aquatron  H-55 G6 

Aquatron  MS-99   G7 

Aquatron  S-220  A3 

Aquatron  S-500  A3 

Aquatron  XF- 1 1 1     G7 

Belt-Grip   PI 

Bio  Sol  Al 

Bio-Zyme L2 

Body  Guard  E4 

Brite  Bowl-X  C2 

Citron-GP    CI 

Coiltron   PI 

Cretex A3 

D-Terge   A4 

Drilube  H2 

Dust-B-Gone  Formula  2  PI 

Easy  Formula  1   Al 

Engine-X  CI 

Greasolve  CI 

Greeze   H2 

Hospex  El 

Ice  Flo   PI 

Limex  A3 

Lubetron  Gear-X  H2 

Lubetron  Gear-X  (Aersol) H2 

Lubetron  TR-1 II  H2 

Lubetron  TR-666  HI 

Lumex   A3 

Mecamatic  Al 

Mirro-Gard CI 

Moto-Lene  CI 

Motomate CI 

Mulsit  CI 

MSR  A3 

No-Seize    H2 

Nu-Coii    PI 

Odor  Ban  CI 

Odor  Gone  CI 

Oven-X    A8 

Oxigo  A3 

Pinetex  Disinfectant    CI 

Por-Lex    C2 

Purosolv  K2 

Quik-Sol    Al 

Remove  It    Al 

Renovex  A3 

Saf-T-Sol  K2 

Sanitor  Homognzd  Metal  Prcln  &  Tile 

Clnr  A6 

Shop  Mate  E4 

Silitex  HI 

Solutron  A4 

Sperse CI 

Spring    CI 

Sta-Brite  A7 

Stripper    C3 

Sunshine    CI 

Tensifect  Disinfectant-Sanitizer  Deodrnt  D2 

Testrasol K2 

Testrasol  (Aerosol)    K2 

Testro-Kill  Bmd  Rsdul  In- 
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seel  BaygonType    F2 

Testrocide  Insect  Spray  Fl 

Testrokiil  II  F2 

Testron  Sewer-X  LI 

Testronic    H2 

Testrox  A3 

Vanish    CI 

Viretone  Hospital  Disinfectant  Deod  C2 

\  iretrone  Disinfectant-Deodorant  CI 

Z\mex  Formula  A  L2 

Zymex  Formula  B  L2 

Texaco  Lubricants  Company 

Aircraft  Hydraulic  Oil  15  H2 

Alcaid  Oil  60 H2 

Algol  Oil  100    H2 

Almag  Oil    H2 

Canopus  Oil  32  H2 

Canopus  Oil  46  H2 

Canopus  Oil  68  H2 

Capella  HFC  32 H2 

Capella  HFC  68 H2 

Capella  Machine  Oil  32    H2 

Capella  Oil  WF  100   H2 

Capella  Oil  WF  32   H2 

Capella  Oil  WF  68   H2 

Cepheus  Oil  68   H2 

CetusOil46    H2 

Corvus  Oil  13    H2 

Crater  A  H2 

Crater  O  H2 

Cygnus  Gear  Oil  220    HI 

Cygnus  Gear  Oil  460   HI 

Cygnus  Grease  1   HI 

Cygnus  Grease  2  HI 

Cygnus  Hydraulic  Oil  100   HI 

Cygnus  Hydraulic  Oil  32   HI 

Cygnus  Hydraulic  Oil  46   HI 

Cygnus  Hydraulic  Oil  68   HI 

Extra  Cutting  Oil  PI 

Havoline  Motor  Oil  SAE  I0W  H2 

Havoline  Motor  Oil  SAE  20-20W   H2 

Havoline  Motor  Oil  SAE  30 H2 

Havoline  Motor  Oil  SAE  40 H2 

Havoline  Motor  Oil  SAE  50 H2 

Havoline  Motor  Oil  10W-30    H2 

Havoline  Motor  Oil  20W-40    H2 

Honor  Cylinder  Oil  680   H2 

Hydra  Oil  19  H2 

Hydraulic  Safety  Fluid  46 H2 

Marfak  Heavy  Duty  2  H2 

Marfak  Heavy  Duty  3  H2 

Marfak  MP2    H2 

Marfak  0    H2 

Marfak  1    H2 

Meropa  150  H2 

Meropa  1500  H2 

Meropa  220  H2 

Meropa  320  H2 

Meropa  3200  H2 

Meropa  460  H2 

Meropa  680  H2 

Molytex  EP2  H2 

Multifak  EP1   H2 

Multifak  EP2  H2 

Mulugear  Lubricant  EP  SAE  80W-90  H2 

MulUgear  Lubricant  EP  SAE  85W/1 40  H2 

Outboard  Motor  Oil  SAE  30    H2 

Pinnacle  Cylinder  Oil  680    H2 

Rando  Oil  HD  32   H2 

Rando  Oil  HD  46   H2 

Rando  Oil  HD  68   H2 

Rando  Oil  HD- 100   H2 

Regal  AFB  2  H2 

Regal  Oil  R&ON- 100   H2 

Regal  Oil  R&O  N-68   H2 

Regal  Oil  R&O  100   H2 

Regal  Oil  R&O  150   H2 

Regal  Oil  R&O  220   H2 

Regal  Oil  R&O  32    H2 

Regal  Oil  R&O  320   H2 


Regal  Oil  R&O  46    H2 

Regal  Oil  R&O  68    H2 

Regal  Oil  320    H2 

Regal  Oil  390    H2 

Regal  Oil  460    H2 

Rock  Drill  Lube  100  H2 

Rock  Drill  Lube  320  H2 

Rock  Drill  Lube  46  H2 

Soluble  Oil  D    PI 

SpinduraOil  10  H2 

Spindura  Oil  22  H2 

Startex  Anti-Freeze  And  Summer  Coo- 
lant      PI 

Sugartex  3200  H2 

Sultex  D  PI 

Texaco  Antifreeze  Coolant  PI 

Texatherm  46  PI 

Texcool  E100    PI 

Texcool  P200 PI 

Thermatex  EP  1  H2 

Thermatex  EP-2 H2 

Threadtex  H2 

Thuban  SAE  140  H2 

Thuban  SAE  90  H2 

Transformer  Oil  H2 

Transultex  D   PI 

Ursa  Oil  Extra  Duty  SAE  10W    H2 

Ursa  Oil  Extra  Duty  SAE  50  H2 

Ursa  Oil  Heavy  Duty  SAE  30   H2 

Ursa  Oil  P-100    H2 

Ursa  Oil  P-150    H2 

Ursa  Oil  P-68    H2 

Ursa  Oil  220   H2 

Vanguard  Cylinder  Oil  460    H2 

Way  Lubricant  G H2 

650  T  Cylinder  Oil  1000    H2 

Texas  Lubricants  Corp. 

Citrasolv-Clear CI 

P  D.-80  Lubricant   H2 

Stasafe  Aer  Penetrating  Food  Mach. 

Oil  HI 

Stasafe  Aerosol  Lubeall    HI 

Stasafe  Food  Machinery  Grease  NLGI 

#1     HI 

Stasafe  Food  Machinery  LiquidLube  ..  HI 

Stasafe  Hydraulic  Oil  ISO  100  HI 

Stasafe  Hydraulic  Oil  ISO  32  HI 

Stasafe  Hydraulic  Oil  ISO  46  HI 

Stasafe  Hydraulic  Oil  ISO  68  HI 

Stasafe  Penetrating  Food  Machinery  Oil  HI 

Stasafe  SAE  80W-90  Gear  Oil  HI 

Stasafe  SAE  85W-140  Gear  Oil  HI 

StaSafe  Food  Machinery  Grease  NLGI 

#2    HI 

Super  Texas  Red  A4 

Texas  Red    Al 

Texas  Multi-Chem  Inc. 

Aqua-Trol    G6 

Chlorasol   CI 

Detergent  Concentrate  Al 

Foam  Power CI 

Glimmer  CI 

Grand  Slam   C2 

Live-Bac    CI 

Sof-T  Hand  Cleaner    E4 

Solo(HIV-l)  C2 

Texas  National  Inc. 

Bio-Live  L2 

Coihte    PI 

Coley  Cleaner   CI 

Mean  Green  Al 

Orange  Fresh  CI 

Orange  Tuf  Touch  E4 

Remuvox   A3 

Rocky  Al 


Saf-Solv  K2 

Tuf-Touch   E4 

Texas  Refinery  Corporation 

#880  Crown  &  Chassis  Lubricant 

NLGI-0  PI 

#880  Crown  &  Chassis  Lubricant 

NLGI-1    PI 

#880  Crown  &  Chassis  Lubricant 

NLGI-2  PI 

#880  Crown  and  Chassis  Grease    H2 

#890  Vari-Purpose  Gear  Lube  SAE  75  H2 

#890  Vari-Purpose  Gear  Oil  SAE  140  H2 

#890  Vari-Purpose  Gear  Oil  SAE  90  ..  H2 
#890- Vari-Purpose  Gear  Oil  S.A.E. 

80W/90  H2 

#890-Vari-Purpose  Gear  Oil 

S A.E85W/140  H2 

Big  Blue    Al 

Bio-Solv  CI 

Food  Machinery  Grease-EP  NLGI-#2  HI 

Hydraulic  Oil  SAE.  10  H2 

Hydraulic  Oil  SAE  20  H2 

Hydraulic  Oil  SAE.  30  H2 

Hydraulic  Oil  SAE.  40  H2 

Hydraulic  Oil  SAE.  5   H2 

Hydraulic  Oil  SAE.  50  H2 

Industrial  Gear  Lube  ISO  100    H2 

Industrial  Gear  Lube  ISO  150    H2 

Industrial  Gear  Lube  ISO  220    H2 

Industrial  Gear  Lube  ISO  320    H2 

Industrial  Gear  Lube  ISO  460    H2 

Industrial  Gear  Lube  ISO  680    H2 

Lithplex  H2 

LS  Energy  Saver  Gear  Lube  S.A.E. 

80W/90  H2 

LS  Energy  Saver  Gear  Lube  S.A.E. 

85W/140  H2 

Moly  Chain-Oil  SAE   10    H2 

Moly  Chain-Oil  S.A.E.  20   H2 

Moly  Chain-Oil  S.A.E.  30   H2 

Moly  Chain-Oil  S.A.E.  40   H2 

Moly  Chain-Oil  S.A.E.  50   H2 

Moly  Lithplex  Grease  H2 

Moly  Universal  Gear  Lubr.  SAE. 

80W/90  H2 

Moly  Universal  Gear  Lubr. 

S.A  E  85W/140  H2 

Moly  Universal  Gear  Lubricant  S.A.E. 

250    H2 

Moly  880  Crown  &  Chassis  Lubri- 

cantNLGI-2  PI 

Multi-Klean  Al 

Powdered  Big  Red  Cleaner Al 

Pro-Clean  Concentrate    CI 

Pure  Mineral  Trans  Lube.  SAE  90  H2 

Pure  Mineral  Trans  Lube.  SAE  140  ..  H2 

Pure  Mineral  Trans.  Lube.  SAE  80  H2 
Pure  Mineral  Transmission  Lubr.  SAE 

250    H2 

Quadra-Klean Al 

Special  #303  Oil   H2 

Special  Exposed  Gear  Grease  H2 

Special  Universal  Oil  SAE  10-ISO  32 

&46   H2 

Special  Universal  Oil  SAE  20-ISO  68  H2 

Special  Universal  Oil  SAE  30-ISO  100  H2 

Special  Universal  Oil  SAE  40-ISO  150  H2 

Special  Universal  Oil  SAE  5-ISO  22  ..  H2 

Special  Universal  Oil  SAE  50-ISO  220  H2 

Super  Big  Red  Al 

Sure  Universal  Gear  Lube   Grd    140  H2 

Sure  Universal  Gear  Lube   Grd.  80  ....  H2 

Sure  Universal  Gear  Lube.  Grd.  90  ....  H2 

Suresta  Moly  Chain  Oil    H2 

TRCBigRed    Al 

TRC  Food  Machinery  Grease  HI 

TRC  Special  FM  Liquid  Lube   HI 

TRC  6440  Universal  Torque  Oil    H2 

TRC-BOP    A2 

TRC-Super  Big  Red   Al 
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TRC-SCR    A3 

Universal  Torque  Fluid  H2 

790  Sure  Universal  Gear  Lub 

S.A.E.80W/90  H2 

790  Sure  Universal  Gear  Oil  S.A.E.  140  H2 
790  Sure  Universal  Gear  Oil  S.A.E.  250  H2 
790  Sure  Universal  Gear  Oil  S.A.E.  80  H2 
790  Sure  Universal  Gear  Oil  S.A.E.  90  H2 
790  Sure  Universal  GearOil 

S.A.E.85W/140 H2 

Texas  Water  Technologies 

TWT-5601   G6 

TWT-5605  G6 

TWT-5606  G6 

TWT-5610  G6 

TWT-5620  G6 

TWT-5624  G6 

TWT-5631   G6 

TWT-5633  G6 

TWT-5673  G6 

TWT-5900  G6 

Texchem  Corp. 

Glass-Works    CI 

Texo  Corporation 

Acid  Clean  969  A3 

Acidisan  A  D2 

Acidisan  Q  D2 

ATC  A3 

B-Clean-C   Al 

Blitz  Al 

Breeze    Al 

Brutel  Al 

C-13  D2,E3.G4,G7.Q4 

Car  Wash  384   Al 

Carwash  AD    Al 

Carwash  438   Al 

Chembrite    A2 

Chemcan    Al 

Chemcide  D2,E3.G4,G7,Q4 

Chemclean  X-40   Al 

Chemclear   A2 

Chemdex   Al 

Chemlac  Concentrate    A3 

Chemlac  Concentrate  N.P A3 

Chemlube  10  A1.H2 

Chemlube  20  A1.H2 

Chemlube  30-S    A4.H2 

Chemlube  5  A1.E1.H2 

Chemrak  No.  26    A2 

Chemtek-K A2 

Chemtile    A3 

Chlorex    D1.Q1.Q4 

Cirket  A2 

Clean-R   Al 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  Plus  2  Al 

Cleaner  215-LF  Al 

Cleaner  304C  A2 

Cleaner  401A Al 

Cleaner  402A Al 

Cleaner  403A Al 

Cleaner  406AE    Al 

Cleaner  408C Al 

Cleaner  412  C  Al 

Cleaner  412  C-W    Al 

Cleaner  41 3A-LT    Al 

Cleaner  427  C  A4 

Cleaner  430  C  A4 

D  Scale    A3 

D.C.  San    D2 

Dermaclean  Lotion  Soap El 

Dermafresh  Shower  Soap  and  Shampoo  E4 
Dermasan  Food  Industry  Sanitizing 

Soap    E2 

Dermascrub  Lotion  Soap    E4 

Descale  P  A3 


Descale  216  A3 

Descale  37  A3 

Descale  481   A3 

Descale  5823F  A3 

Descale  90  A3 

Descale  91   A3 

Disan    D2 

Dyna-Chem   Al 

DF  B    Q5 

DF  16  A2 

Excell  D2 

Excell  Plus  C1,D2,P1 

Ezey  Acid    A3 

Flo-Chem  E  A3 

Flo-Chem  Extra  A3 

Flo-Chem  N  A3 

Flo-Chem  P.F A3 

Floorstrip  12    Al 

Floorstrip  327    CI 

Frigid-Kleen A5 

FSR-9 Al 

Gel  Additive    Al 

Goliath  A2 

Handisan    E2 

Hook  &  Trolley  Cleaenr  A2 

Keg  Wash  24  A2 

Kleen  All  Al 

Kleen-All  P  Al 

Klorotex  A1.Q1 

Lift-Off    Al 

Liquid  Blitz   Al 

Liquid  Chembrite    A2 

Liquid  Chembrite  H.T Al 

Liquid  Chembrite  N.P A2 

Liquid  Chembrite  793  A2 

Liquid  Cirket  II  A1.Q1 

Liquid  Cirket  N.P Al.QI 

Liquid  Cirket  60   Al.QI 

Liquid  Cirket  880   Al 

Liquid  Pan-Handler  Al 

Liquid  PC  Bottlewash  Al 

Liquid  Spraychem  Al 

Liquitex   Al 

LP  931 Al 

LP  936  Al 

LP  988  A2 

LP-3 13  Additive   Al 

LP-354  A1.Q5 

LP-492  Al.QI 

LP-561   Al 

LP-572  AI.Q5 

LP-622  Q5 

LP-93  Al 

Midisan    D2 

Odor-Gone  A4 

Pontentex  A2 

Power  Foam A2 

Power  Foam  Plus    A2 

Power  Foam  Plus  II    A2 

Powertex  115  A2 

Powertex  132 A2 

Powertex  2  A2 

Powertex  291  A2 

Powertex  915  Al 

Pro-Foam  B  Al 

Pro-Fome  ALS    Al 

Pro-Fome  B2  Al 

Pro-Fome  HD    Al 

Pro-Fome  1260   Al 

PC  Bottlewash  Al 

Rail-Tex  Al 

Raise    CI 

Raise  Odorless  A4 

Raise  1581  A4 

Rinse-Tex Al 

Sani-Kleen  D2 

Sealtex  120    A3 

Sealtexl20DS   A3 

Sealtex  26    A3 

Sealtex  331    A3 

Septasan  NR    D2 

Sherichem  No.  2N  Al 


Silvatex    Al 

Spraychem  A2 

Spraychem  2   Al 

Sterichem  Extra  Al 

Sterichem  No.  1     Al 

Sterichem  No.  2    Al 

Strip-Add  2   Al 

Sunny  Bl 

T-Zyme-BFR  Al 

T-Zyme-L    L2 

T-Zyme-P L2 

Tank  Sheen    Al 

Tex  AC    Al 

Tex  Spra  4  Al 

Tex-Brite  134C  A3 

Tex-2-0  No.  2078  G6 

Tex-2-0  No.  2112  G2.G5.G6 

Tex-2-0  No  2024 G7 

Tex-2-0  No.  2001  Water  Treatment  ....  G6 
Tex-2-0  No.  2010  Boiler  Water  Treat- 
ment      G7 

Tex-2-0  No  2012  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2015  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2018  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2025   G6 

Tex-2-0  No.  2026   G6 

Tex-2-0  No.  2060   G7 

Tex-2-0  No.  2070  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2071  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2072  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2075  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2102  Inhibitor  Solution  G2.G6 

Tex-2-0  No.  2107   G2.G5 

Tex-2-0  No.  2130  Anti-Foam  G6 

Tex-2-0  No.  354  BWT  Al 

Texel    Al 

Texo  BL  Compound  Bl 

Texo  Han  Sope   El 

Texo  Hand  Cleaner  E2 

Texo  Industrial  A. PC Al 

Texo  Kleen    A1.A4 

Texo  Kleen  1013  A2 

Texo  Kleen  1033  Al 

Texo  Kleen  1050 Al 

Texo  Kleen  1055  Al 

Texo  Kleen  1212 Al 

Texo  Kleen  125  A4 

Texo  Kleen  127  Al 

Texo  Kleen  127  HD   Al 

Texo  Kleen  130  Al 

Texo  Kleen  1336 A8 

Texo  Kleen  149B    A4 

Texo  Kleen  220 Al 

Texo  Kleen  227  Al 

Texo  Kleen  304  A2 

Texo  Kleen  313  Al 

Texo  Kleen  550 A2 

Texo  Kleen  816 A2 

Texo  LP  1023   Al 

Texo  LP  1031    G7 

Texo  LP  1033   Al 

Texo  LP  1035   Al 

Texo  LP  1036   Al 

Texo  LP  1076   Al 

Texo  LP  1077   Al 

Texo  LP  1078   Al 

Texo  LP  1084  Al 

Texo  LP  1097   Al 

Texo  LP  1108   Al 

Texo  LP  11 10  G6 

Texo  LP  1130   G7 

Texo  LP  1135   Al 

Texo  LP  1144  A3 

Texo  LP  1145   Al 

Texo  LP  1150  G7 
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TexoLP  1167   Al 

Texo  LP  1170  G6 

TexoLP  1176  A2 

TexoLP  1183  Al 

TexoLP  1188  G7 

TexoLP  1193   G7 

TexoLP  1194  G7 

TexoLP  1196  G7 

TexoLP  1197   G7 

TexoLP  1198   Al 

TexoLP  1212  Al 

TexoLP  1222  Al 

Texo  LP  1229  E3 

Texo  LP  1245   Al 

Texo  LP  1260  Al 

Texo  LP  1289  Al 

Texo  LP  1293   Al 

Texo  LP  1336  A8 

Texo  LP  134  C  A3 

Texo  LP  1365   Al 

Texo  LP  1569  A2 

Texo  LP  1581    A4 

Texo  LP  1605   Al 

Texo  LP  37   A3 

Texo  LP  578   A2 

Texo  LP  583   Al 

Texo  LP  695   Q5 

Texo  LP  701  B   H2 

Texo  LP  708   A2 

Texo  LP  736  Al 

Texo  LP  757   Al 

Texo  LP  768  Al 

Texo  LP  770  Al 

Texo  LP  788  A2 

Texo  LP  789  A4 

Texo  LP  793   A2 

Texo  LP  809  Al 

Texo  LP  844  Al 

Texo  LP  869  Al 

Texo  LP  880  Al 

Texo  LP  927   H2 

Texo  LP  956  Ql 

Texo  LP  965   Al 

Texo  LP  969  A3 

Texo  LP  970  Al 

Texo  N.F.  695  Q5 

Texo  Paniex  Al 

Texo  Pink  Pearl  El 

Texo  RO    Al 

Texo  Solv    Kl 

Texo  Solv  217  K1.K2 

Texo  1050  Al 

Texo  125  B   A2 

Texo  127   Al 

Texo  127  HD Al 

Texo  130  Al 

Texo  220  Al 

Texo  261    Al 

Texo  354   Al 

Texo  404  Thick  Kl 

Texo  481    A3 

Texo  51    Al 

Texo  528  A  Al 

Texo  608   Al 

Texo  631    G5 

Texo  656  Al 

Texo  666   Al 

Texo  696  A2 

Texo  750  G2.G5 

Texo  816  A2 

Texo  82  Al 

Texo  90  A3 

Texo  90  Thick  A3 

Texoguard   G7 

Texolite  100 Al 

Texolite  100  NC   A1.Q1 

Texolite  100  SP  Al 

Texolite  189 A1.Q1 

Texolite  200 Al 

Texolite  300 Al 

Texolite  45  IP  A2 

Texolite  584 Al 


Texolite  93 Dl 

Texomatic    Al 

Texope  #3    El 

Texope  218   A1.H2 

Texope  25   Al 

Texope  33   Al 

Texope  338   H2 

Texope  474   A1.H2 

Texope  474  M  Al 

Texope  5   CI 

Texope  515   Al 

Texope  525    Al 

Texope  535    Al 

Texope  75    A4 

Texoplus  284  Al 

Texoplus  572  A1.Q5 

Texosolv  404  Thick    Kl 

Texsperse  583   Al 

Texstrip  Thick  A8 

Texstrip  12 A2 

Texstrip  12 A2 

Texstrip  1569 A2 

Texstrip  40 A2 

Texstrip  60 A2 

Thrash    D2 

Tower  Tex  G7 

Trans-Tex  550  A2 

Transport  Al 

Trubrite  Blue  Bl 

Tumbletex  1605 Al 

TWP  Al 

Ultra  Al 

Ultra  II  Al 

WT-14  G6 

WT-16   G7 

WT-24  G6 

WT-24  Plus  G6 

WT-35   G6 

WT-66   G7 

WT-7E  G6 

WT-77   G7 

XBC  Al 

1013  A2 

1055  Al 

1060  Al 

115  A2 

115  K  A2 

125  A4 

132  A2 

149  A  A4 

149  B  A4 

2  A2 

2  Additive   Al 

201   A4 

216  A3 

227  Al 

24  Al 

284  Al 

291   A2 

327  CI 

43  N  H2 

45  A2 

550  A2 

5823F  A3 

815  A2 

91   A3 

915  Al 

Texpenn  Oil  Company 

High  Load  GL-5   H2 

Moly-65  H2 

Multi-Vis  5000  Hour  Hydraulic  Oil  H2 

Super  White  Grease  with  PTFE  H2 

Super  50  Grease    H2 

White  Guard    HI 

Textile  Speciality  Company,  Inc. 

Elektra  Kleen  K2 

Nut  Buster  Penetrant-Lubricant    H2 


Safety  Solv    K2 

Silicone  Spray  Mold  Release   HI 

Thatcher  Company 

Acid  Cleaner  A3 

Acid  Cleaner  Granular   A3 

Acid  Cleaner  P    A3 

Acid  Cleaner  500    A3 

Acid  Cleaner  510    A3 

Acid  Cleaner  520    A3 

Acid  Cleaner  540    A3 

AC  20    A3 

Bowl  and  Tile  Cleaner   C2 

Caustic  Cleaner  427    A2 

Caustic  Cleaner  527    A2 

Caustic  Cleaner  627    A2 

Chlorinated  Circulation  Cleaner  No. 

2    A1.Q1 

Chloro  C  20  A1.Q1 

CIP  Cleaner  A2 

Dairy  Lubricant  H2 

Egg  Wash    Al 

Floor  Cleaner  A4 

Foam  300 Al 

Foam  400 A! 

Foaming  Alkaline  Cleaner    Al 

Fryer  Cleaner  A2 

FC  10  A2 

Heavy  Duty  Alkaline  Cleaner A4.A8 

Ideal  Laundry  Detergent  Bl 

Liquid  Alkaline  Cleaner   A2 

Liquid  CIP  A2 

Liquid  Detergent  Al 

Liquid  Pipeline  Cleaner    Al 

M-Chloro  Al 

M-Foamer    Al 

Plastic  Bottle  Wash  Al 

Powdered  Pipeline  Cleaner  Al 

Spray  Cleaner    A4 

Star  Churn  Al 

T-Chem  Laundry  Detergent   Bl 

T-Chlor    D2.G4 

T-Chlor  Granular  Dl 

T-San  Dl 

Tank  and  Equipment  Cleaner  Al 

Tank  and  Line  Cleaner  A2 

Value  Plus  Laundry  Detergent  Bl 

White  'N  Brite  D2 

Theochem  Laboratories,  Inc. 

A  C  Cleaner CI 

All-Kleen  G6 

Aqua  Ban  (Insecticide)  F2 

Aqua-Sect  Water  Based  Insecticide   F2 

Automatic  Floor  Scrubber A4 

Big  Jim    Bl 

Bisodyne    D2 

Blue  Bowl  Cleaner   C2 

Blue  Wonder  CI 

Bolt  Commercial  Laundry  Detergent  Bl 

Bowl-San  C2 

Break  Bl 

Bnte  Steam  Powder    Al 

C.M.D.  99   Al 

C-D-DPine   CI 

Car  +  Truck  Wash    Al 

Chain  Lube    H2 

Chlor-Brite  Commercial  Laundry 

Bleach  Bl 

Chlor-Rinse   D2 

Chlorinated  GP    Al 

Chloro-Det  Ql 

Citra  Grit  E4 

Classic  Pine  CI 

Clean  Shot  LI 

Clean-All  CI 

Cleanse  Bl 

Complete   Al 

Control  Machine  Dishwashing  Deter- 
gent    Al 
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CSP-40  Beads   Al 

D.F.F.C A2 

De-Scale A3 

Deep  Fat  Fryer  Cleaner A2 

Defoamer  "A"   L1.Q1 

Defoamer  C  Q5 

Deo-Pine    CI 

Dew-O-Fresh  CI 

Dichlorozin    CI 

Disappear  Bl 

Double  Surprise  Al 

Dry  Bleach  #1  Bl 

Dry  Silicone  Lubricant   H2 

Econo  Steam   Al 

Econo-Clean    Al 

Economy  Big  Jim   Bl 

Emulso  Germicidal  Bowl  Cleaner   C2 

Enviro-Kleen  CI 

Envisol  CI 

Ruff  Institutional  Softner  &  Sour    Bl 

Foamy    Al 

Food  Locker  And  Freezer  Cleaner  A5 

Fragropine   CI 

Freeway  LI 

Fumeless  Liquid  Drain  Solvent    LI 

Glyco  15    El 

Glyco  20    El 

Glyco  40  Soap  El 

Gold  Crete  CI 

Gold  Tiger  CI 

Grease  Off  A8 

H  D.  Blue  A4 

Hexabor  E4 

High  Chlor  Bl 

Hydrosleam   A2 

Hygea  Battery  Terminal  Cleaner   PI 

Hygea  Belt  Dressing  P! 

Hygea  Dry  Silicone  Spray    HI 

Hygea  Hying  Insect  Killer  Fl 

Hygea  Flying  Insect  Killer  No.  II    F2 

Hygea  Germicidal  Spray  Cleaner  CI 

Hygea  High  Purity  Contact  Cleaner  ....  K2 
Hygea  Insect  Spray  Synthetic  with  Fog- 

ger  F2 

Hygea  MCP-100   H2 

Hygea  Oven  Cleaner  A8 

Hygea  Residual  Roach  and  Ant  Killer  ..  F2 
Hygea  Rust  Buster  Penetrating  Oil  ....  H2 
Hygea  SWAT.  Total  Release  Fogger     F2 

Hygea  Safety  Solvent   K2 

Hygea  Silicone  Release  Agent  HI 

Hygea  Stainless  Steel  Cleaner    A7 

Hygea  Stainless  Steel  Cleaner  &  Polish  CI 
Industrial  Sewage  Digester-Degreaser   ..LI 

Kill-O-Cide   Fl 

Kitchen  Power  A4.A8 

Lacto  All  Purpose  Cleaner  Al 

Laundry  Solv  Bl 

Laundry  Terg  Bl 

Laundry-Soft   B2 

Lemon-Q   CI 

Lime  Solv    A3 

Liqua-Zyme  CI 

Low  Phos  Laundry  Detergent  Bl 

LT-32  Al 

M.D.  9  Al 

Magic  Oven  Cleaner  A2 

Mighty  Green  Hvy  Dty  Industrial  Cln- 

Dgrs Al 

Mildew  Stain  Remover  Al 

Mint-0  CI 

Multicide   D2 

MCP-100  H2 

Nu-Coil    PI 

Orange  Blossom    CI 

Orange  Shur  Kleen   CI 

Parvo-Cide  Al 

Pearl  Drop  E4 

Pefko   C2 

Phosphate  Free  Hvy  Dty  Laundry  De- 
tergent      Bl 

Pine  Quat  CI 


Pink  High  Active  Built  Beads    CI 

Plus+Klor Al 

Pot  &  Pan  Brightener   A3 

Power  Kleen    Bl 

Power  Plus  I    Bl 

Powerbilt   Bl 

Premium  High  Suds  Laundry  Detergent  Al 

PTC-85    CI 

Q-Mint  CI 

Rescue  Ql 

Residual  Insecticide F2 

Resolve    Al 

Rinse  No  More   CI 

Rust  Go  Acid  Cleaner  Rust  Rmvr  & 

Prevntv    A3 

Safe  Guard  H2 

Safe-T-Bowl    C2 

Safety  Clean    K2 

San-Air CI 

Saniscour  CI 

Scale  Away  Acid  Cleaner  Delimer    ....  A3 

Septo  Hand  Soap  15%    El 

Septo  Hand  Soap  40%    El 

Sewer  Solv  LI 

Shine-O-Glass   CI 

Silicone  Release  Lubricant  H2 

Smoke  House  Cleaner Al 

Snow  Bleach   Bl 

Soft  Touch  B2 

Solvite  67    CI 

Sparkle  Al 

Speed-Zyme  L2 

Spray  &  Clean  CI 

Stainless  Steel  Cleaner   A7 

Steam  Quick    A2 

Sunshine    CI 

Super  Safety  Clean   K2 

Surprise  Non-Butyl  Heavy  Duty  Clnr- 

Dgrsr  Al 

T-C505Q  CI 

T-M-C   CI 

T-128  A4.C1 

T-15  Concentrate  A4.A8 

T-256  CI 

T-3  Cleaner  and  Degreaser  A4 

T-4  Ammoniated  Cleaner  and  Wax 

Stripper  CI 

T-5  Heavy  Duty  All  Purpose  Cleaner  A4 

Theolac    A3 

Thermotron    A2 

Tough  Guy Bl 

Up-N-Down  F2 

Vat  Dip    A2 

Virobac    Al 

White  Brite    CI 

White  Glove  Hand  Soap  E4 

White  High  Active  Neutral  Beads   CI 

White  Suds    CI 

White  Wonder  Suds    CI 

Wipe  Out  C2 

Thermal-Lube  Inc. 

Exxel  Synth  NonMelt  Grs 

W/P.T.F.E.X-L845    H2 

Exxel  Synthetic  Gen  Purp  Lub  Oil 

XL-7360   H2 

Exxel  Synthetic  Hi  Temp  Lube  Oil  X-L 

855    H2 

Exxel  Synthzd  Non  Melt  HiTemp  Grs 

X-L600  H2 

Thermo  Cote,  Inc. 

#2000  Cleaner  Al 

#2500  Cleaner  Al 

Acid  Foam  Clean    A3 

B  W  C  A2 

Baking  Cart  Cleaner  Al 

Blue  Magic  Degreaser CI 

Bri-125  A2 

Bubble-Gum  Deodo    CI 


Chain  Lube  120  H2 

Chlor-A-Kleen  Al 

Conveyor  EZ  H2 

CLC  Al 

Dynosoap  Al 

Fleetwash  Al 

Foam-Klor  Al 

Foam-Klor  Plus  Al 

Formula  #540    Al 

Formula  #540  Special  Al 

Formula  501     Al 

G  PC  84  A4.C1 

Galaxy   A4 

Heavy  Duty  Cleaner  #2    A2 

Heavy  Duty  Cleaner  #3    A2 

Heavy  Duty  Cleaner  #4    Al 

Lad  P1.C1 

Liquid  Spec  Cleaner   A2 

Lo-Foam    A4 

Lube-All  HI 

Neutra  Clean   A4 

Neutra  Clean  #2    Al 

Pac  710    A3 

Power  Foam  Degreaser  Al 

Power  Powder  #1000   A2 

Press  Clean    PI 

Safe-Solv  K2 

Satin  Clean    A4 

Spec  Cleaner   A2 

Super  OVS A8 

Super  X  Al 

Thermasol  #1  K2 

Thermosol  #2 K1.K2 

Thero-Van   CI 

TC-007  D2 

TC-160  Dl 

W-1000    A3 

XL-70 A4 

1210  Al 

1300  Cleaner  A2 

700X    A2 

900X    A2 

Thero-Chem 

B.T.-100 G6 

B.T.-200 G6 

B.T.-300 G7 

B.T.-39  Concentrate    Al 

B.T.-400 G7 

BT- 1500  Concentrate    G6 

BT-38  CI 

BT-39 CI 

C.T.-1000 G7 

Clean-Out A2 

Coil  Free   PI 

Rapid  Foam  Al 

Sani-Scrub  E2 

Super  Brite  Aluminum  Cleaner   A3 

TC  Organic  40 L2 

Third  Coast  Products 

Brute    A4 

Thom-Chem,  Inc. 

Consume    L2 

Neutral  Supreme   A4 

Orange  Float   CI 

Orange  Flow    CI 

TC.  Breakdown    CI 

Thom-Chem  202  Al 

201   Al 

203  Al 

Thomas  &  Betts 

Electrical  Equipment  Cleaner  K2 

Electrical  Equipment  Cleaner  No  Flash    K2 
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Thomas,  A.,  Foodservice 

Heavy  Duly  All  Purpose  Cleaner  De- 
greaser  Al 

Thomas,  F.  J.  Chemical  Company 

Acid  Cleaner  CI 

All  Fabric  Bleach    Bl 

Bar  Glass  Cleaner  Al 

Bath  And  Tile  Cleaner   C2 

Cling  Bowl  and  Porcelain  Cleaner  C2 

Dry  Acid  Cleaner   A3 

Dry  Chlorine  Bleach  Bl 

Dual  Acid  Multi-Purpose  Cleaner   A3 

Extra  Heavy  Duty  Cleaner  Degreaser  A4 
Extra  Hvy.  Dty. -Powder  Press  Wshr 

Cln A2 

Floor  And  Wall  Cleaner  Al 

Foaming  Heavy  Duty  Cleaner  Degreaser  A4 

Glass  Cleaner CI 

Grill  And  Oven  Cleaner  A8 

H  D  Machine  Dishwashing  Concentrate  Al 

Hand  Dishwash  Detergent    Al 

Heavy  Duty  Cleaner  Degreaser   Al 

Heavy  Duty  Concrete  Floor  Cleaner   ..  CI 

Heavy  Duty  Drain  Cleaner  LI 

Heavy  Duty  Egg  Wash  Detergent    Ql 

Heavy  Duty  Liquid  Pressure  Washer 

Clnr  Al 

Heavy  Duty  Machine  Pan  Wash    Al 

Heavy  Duty  Powder  Pressure  Washer 

Clnr  Al 

Industrial  Hand  Soap El 

Low-Suds  Laundry  Detergent  Bl 

MRC-1002   Al 

Medium  Duty  All  Purpose  Cleaner  ....  Al 
Medium  Duty-Liquid  Pressure  Washer 

Clnr Al 

Medium  Duty-Powder  Pressure  Washer 

Clnr Al 

Non-Butyl  Cleaner  Degreaser Al 

Phosphoric  Acid  Bowl  &  Porcelain 

Cleaner   C2 

Pink  Lotionized  Hand  Soap   El 

Scrub  Soap  Hard  Surface  Cleaner      A4.A8 

Special  All  Purpose  Cleaner  Al 

X-Heavy  Duty  Liquid  Pressure  Washer 

Clnr  Al 

Thompson,  R.  F.,  Co.,  The 

Awesome  A8.C1 

Awesome  Two Al 

Thompsons  Sanitary  Supply 

Break  Through CI 

Citri-Solv  CI 

Concentrated  Bowl  Cleaner  &  Disinf.  C2 

Flying  Insect  Spray  Fl 

Foaming  Baseboard  Cleaner  A4 

Grafitti  Remover  CI 

Heavy  Duty  Foaming  Degreaser    Al 

MR   II  Cleaner  Disinfectant    Dl 

Pine  Fresh   CI 

Safe-T-Step   A3 

Special  Cleaner  A4 

Total  A CI 

Thorns  Proestler  Company 

Heavy  Duty  Lemon  Pot  &  Pan  Deter- 
gent    A8 

Mulu  Purpose  Kitchen  Degreaser Al 

Premium  Auto-Feed  Dishmachine  De- 
tergent    Al 

Premium  Delimer    Al 

Premium  Lemon  Pot  &  Pan  Detergent  CI 

Premium  Liquid  Dishmachine  Detergent  Al 

Premium  Oven  &  Grill  Cleaner  A8 


Thornton  Bros.  Paper  Co.  Inc. 

Golden  CI 

Silicone  Spray  HI 

Thoro  Products  Company 

X-O-X   Dl 

Thoro  System  Products 

Thoro-Clean  Products  Co.,  Inc. 

Liquid  Qui k  Al 

Thorobred  Industrial  Chemicals, 
Inc. 

Bowl  Magic  C2 

De  Cal  A3 

Ever  Klear  CI 

Fast  Clean   Al 

Glass  Shine   CI 

Ice  Breaker    A5 

Oven  &  Griddle  Cleaner A8 

Triple  Crown  A4.A8 

Triple  Crown  II  A4.A8 

5  Star  Hand  Dishwashing  Beads    Al 

Thunderbolt  Products  Incorporated 

Anteater  F2 

Automation    A4.A8 

Caress El 

Electrosolv  K2 

Electrosolv  Safety  Solvent  #25  (SD48)    K2 

Granite  Glow  A4.A8 

GPI  Fl 

H.  D.  Gusto  A4 

Scour  Power    A8 

Scour  Power    A8 

Soft  Touch  A4 

Super  Slick    HI 

Sweet  Air CI 

Thorough-Clean  A4.A8 

TLC  El 

Zap  F2 

Tidewater  Sanitary  Supply  Co. 

All  Purpose  Neutral  Cleaner A4 

Ammoniated  Wax  Remover  CI 

Big  Power   Al 

Bold  Action  Degreaser  A4 

Cavalier  Brand  Vita-Pine    CI 

Cavalier  Odorless  20%  Liq  Hand  Soap  El 
Cavalier  Oven,  Fryer  &  Griddle  Cleaner  A8 

Creme  Cleaner  A6 

Duz-All    CI 

Odor  Eater  L2 

Oven.  Fryer  &  Griddle  Cleaner   Al 

Oven.  Fryer  &  Griddle  Cleaner  A8 

Pine  Oil  Coef  5    CI 

Power  Concentrate    C2 

Prestige  Cleaner  and  Deodorant  CI 

Steam  Cleaner  Liquid  A2 

6/49  Concentrate  A4 

Tifco  Industries 

Anti-Graffiti  CI 

Anti-Seez  H2 

Aqua-Lube  H2 

Aqua-Lube  8322   H2 

Brake  Kleen  8342  K2 

Choke-Kleen  8345 K2 

Disperse  Non-Butyl  Cleaner  Al 

Disperse  Plus  CI 

Dn-Mol    H2 


Dry  Film  8390  Moly  Lube  H2 

Food  Lube  9655  White  Food  Grade 

Grease  HI 

Glass  Kleen  CI 

Glass  Kleen  7650    CI 

Grease  Gun   H2 

Grease-Kut  Al 

Grip 'N' Kleen  CI 

Grip-N-Kleen  8310  Kl 

Handy  Kleen  9515  Hand  Cleaner E4 

Handy  Kleen  9516  Hand  Cleaner E4 

Handy-Kleen  E4 

Kleen  Grit   E4 

Kleen-Kut  8398  H2 

Kleen-Up  E4 

Lubrilink  8325  H2 

Metal  Sheen  CI 

Natural  Power  CI 

No-Scrape    CI 

No-Slip  8395  PI 

Orange  Peel  Handy  Kleen    E4 

Orange  Peel  Tuff  Grit  E4 

Orange  Spurt  CI 

Organi-Solve   CI 

Safe  Kleen  K2 

Safe-Kleen  Kl 

Safe-Kleen  Safety  Solvent    Kl 

Safe-Kleen  9615  Safety  Solvent  ....    K1.K2 

Sani-Lube HI 

Sani-Lube  7656  Food  Equipment  Lu- 
bricant      HI 

Scraper  In  A  Can  7658  PI 

Shot-O-Grease  H2 

Silicone  Lubricant  8391    HI 

Smash  Roach  and  Ant  Spray   F2 

Spray  Lubricant  Grease  Gun    H2 

Spurt    LI 

Stainless  Steel  &  Metal  7652  Spray 

Pish A7 

Steam-Out   Al 

Super  Bowl   C2 

Super  Foam  CI 

Super  Grease-Kut    A4 

Tuff  Grit  9525  Hand  Cleaner  E4 

Tuff-Grit    E4 

Whiff  CI 

White  Slide   H2 

Zyme-Away  CI 

9528  Hand  Cleaner  E4 

9635  Penetrating  Grease  H2 

9675  Super  Bow] C2 

Tiger  International,  Inc. 

Big  "C"  Penetrant  Lubricant  H2 

Flying  Insect  Killer  F2 

Jel  Degreaser  CI 

Little  John   C2 

Orange  Rough  Touch    E4 

Tiger  Products,  Inc. 

#3291  Good  Stuff  E4 

Applause    El 

Applause  II    E4 

Bright  Shine    CI 

Clean  Surf  CI 

Daylight  A4 

Good  Stuff  #3290  E4 

Grease  Gun   H2 

Liquid  Drain  Cleaner    LI 

M/D  Bowl  Cleaner   C2 

Natural  Solution  D    CI 

Natural  Solution  E CI 

Natural  Solution  20  C! 

New  No   1040  Tiger- Power  Al 

No.  0560  Tiger-San  Mint  Dsnf.-Deo- 

Clnr  CI 

No.  0600  Tiger-Grystal  Glass  Cleaner  CI 
No.  0645  Tiger-Scale  All  Purp  Acid 

Clnr  A3 

No  0905  Tiger-Suds  Al 
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No.  3371  Insect  Spray    Fl 

No.0515  Tiger  Cone.  Ail-Purpose 

Cleaner   Al 

No.0605  Tiger-Paw  Porcln  Tile&Mrbl 

Clnr  Al 

No.0740  Tiger  Heavy  Dty  Toilet  Bowl 

Clnr  C2 

No.  1020  Bengal  Water  Soluble  De- 
greaser  A4 

Pine  Valley    CI 

Power  Foam CI 

Ruff  Stuff  #3292  E4 

S.A.F.E CI 

Safety  Solvent  K.2 

Soft  Touch  E4 

Spray  and  Wipe  Full  Duty  Cleaner   ....  C2 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Tiger  Aerocide CI 

Tiger  Brand  Creme  Cleanser   A6 

Tiger  Brand  Mild  Toilet  &  Porcelain 

Clnr  C2 

Tiger  Brand  Toilet  Bowl  Cleaner  C2 

Tiger  Odor-Digest  Dm  Mntnr&Inst  Odr 

Ctl  CI 

Tiger  Shower  Power  C2 

Tiger  Xtra  Heavy  Duty  Degreaser  & 

Clnr A4 

Tiger-Cide   CI 

Tiger-Fang  Al 

Tigress  Oven  and  Grill  Cleaner  A8 

Tight-Grip  International  Inc. 

Blue  Magic    A4.A8 

Timco 

Powerhouse  Heavy  Duty  Wtr  Soluble 
Dgrsr  A4 

Time  Chemical  Co.,  Inc. 

Advantage    CI 

First  Cut  E4 

Prime  Cut    E4 

Time  Products,  Inc. 

Acti-Solv   CI 

All  Temp  Built  Liquid  Laundry  Deter- 
gent      Bl 

Ammoniated  All  Purpose  Cleaner   CI 

Antiseptic  Liquid  Hand  Soap  El 

Antiseptic  Liquid  Hand  Soap  w/Cold 

Cream   El 

Aqua-Cide   F2 

Armour  Standard  Detergent  No.  100  ..    Al 
Armour  Standard  Detergent  No.  120  ..    Al 

Armour  Standard  No.  101    Al 

Armour  Standard  No.  103    A2 

Armour  Standard  No.  104    A2 

Armour  Standard  No.  105    A3 

Armour  Standard  No.  109    A3 

ArmourStandardNo.110    A2 

Armour  Standard  No.  114    Al 

Blue  Magic  Wonder  Suds A1.B1 

Carbonated  Alkali   Bl 

Chlor-16  Bl 

Chlor-9  Dl 

Chlorinated  CIP  Cleaner  Al 

Chlorinated  Farm  Cleaner  Al 

Coconut  Hand  Soap    El 

CSP-40  Beads  Al 

Econo-Line  Chlorinated  Mach.  Dshwsh 

Cmpd  Al 

Kold  Power  Al 

Laundry  Fabric  Softener  B2 

Laundry  Liquid  Builder    Bl 

Laundry  Liquid  Detergent Bl 

Laundry  Liquid  Fabric  Softner  B2 

Lime  Gone  C2 


Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour  Bl 

Lo  Suds  Laundry  Detergent  Bl 

Morton's  Time-Saver  Liquid-Drain 

Opener LI 

Morton's  Time-Saver  Utnsl&Dishware 

Det Al 

Morton's  Time-Saver 

Wind&LitDtyGenPurpCl  Al 

Morton's  Timesaver  Bowl  &  Porcelain 

CI C2 

Morton's  Timesaver  Odorless  Sank. 

Agent D2 

Oven  &  Grill  Cleaner  A8 

Phos-Bowl  C2 

Phosphate  Free  Hvy  Dty  Laundry  De- 
tergent    Bl 

Pine  Plus   C2 

Pink  High  Active  Built  Beads    CI 

Pink  Lotionized  Liquid  Detergent    CI 

Ship  Shape  CI 

Solid  Clean    A2 

Sure  Clear   LI 

T-800  Liquid  Hand  Soap    El 

Time  Saver  Ace  Lube  8E  A1.H2 

Time  Saver  Acid  Brite   A3 

Time  Saver  Blue  Magic  Degreaser    ....  Al 

Time  Saver  Citm  Degreaser  CI 

Time  Saver  Citrus  Clean A4.C1 

Time  Saver  Cooling  Water  Additive   ..  G5 
Time  Saver  Erase  Laundry  Grs  &  Stn 

Rmvr B! 

Time  Saver  Floor  Cleaner A4 

Time  Saver  Freezer  Floor  Cleaner  PI 

Time  Saver  General  Defoamer  Q5 

Time  Saver  Green  Hand  Dish  &  Glass 

Clnr  Al 

Time  Saver  GC-830   A4 

Time  Saver  HvyDty  Chlor  Mach 

Dshwsh  Cmpd    A2 

Time  Saver  Lanolized  Powdered  Hand 

Soap    C2 

Time  Saver  Liquid  Laundry  Sour Bl 

Time  Saver  Mild  AD A3 

Time  Saver  Mint  Fragrance  Detrgnt 

Santzr   CI 

Time  Saver  No.  11 0-E   A2 

Time  Saver  Pine  Oil  Cleaner  &  Deo- 
dorizer    CI 

Time  Saver  Quad  Quat  256   CI 

Time  Saver  Safe  Scrub  CI 

Time  Saver  Safe  Scrub 

ScrtlsLiqClnsr&Pol CI 

Time  Saver  Safety  Solvent  K2 

Time  Saver  Spot  &  Stain  Remover  ....  Bl 
Time  Saver  Stainless  Steel  Clnr  &  Pol- 
ish     A7 

Time  Saver  SS  Truck  Wash  Al 

Time  Saver  T900  Liquid  All  Purpose 

Clnr Al 

Time  Saver  White  Hi  Actv  Neutral 

Beads CI 

Time-Lc-Dine   D2 

Time-O-San  1000  Dl 

Time-Save  Heavy  Duty  Pure  Pak 

Cleaner   Al 

Time-Saver  #55  Gen.  CI.  &  Egg 

Wash  A1.Q1 

Time-Saver  #6748  Truck  Wash   Al 

Time-Saver  Agent  664-12 Al 

Time-Saver  Aluminum  Churn  Cleaner  Al 

Time-Saver  AA  Al 

Time-Saver  AA  Chlorinated  Al 

Time-Saver  AB  Al 

Time-Saver  AC  Al 

Time-Saver  AD  Al 

Time-Saver  AG  Al 

Time-Saver  AJ Al 

Time-Saver  AP   Al 

Time-Saver  AQ  Al 

Time-Saver  AW    Al 


Time-Saver  AW  Chlorinated    Al 

Time-Saver  AW  Chlorinated  Pink  Gen. 

CI Al 

Time-Saver  AX  Al 

Time-Saver  AY  Al 

Time-Saver  Blue  Dr.Pipe&Sewr  Opnr  ..  LI 
Time-Saver  Built  Liquid  Laundry 

Detrgnt Bl 

Time-Saver  BB  A2 

Time-Saver  BD  A2 

Time-Saver  BE   A2 

Time-Saver  BF   A2 

Time-Saver  BG  A2 

Time-Saver  BK  A2 

Time-Saver  BN  A2 

Time-Saver  BP   A2 

Time-Saver  BQC#10 A2 

Time-Saver  BSR  Additive    Al 

Time-Saver  Campbl#3  Scour.  Pwdr.   ..  A6 

Time-Saver  Casewash  #3361    Al 

Time-Saver  Chelate  #5  A2 

Time-Saver  Chelate  Additive  No.  4  ....  Al 

Time-Saver  Chelate  No.  6  Low  Foam  A2 

Time-Saver  Chelate  No.  7    A2 

Time-Saver  Chlor  Kleen  Al 

Time-Saver  Chlor  16 Dl 

Time-Saver  Chlorinated  Cleanser A6 

Time-Saver  Chlorinated  Kleen  Ql 

Time-Saver  Chlorinated  Mech  Dshwsh 

Cmpd Al 

Time-Saver  Chlrntd  Machine  Dshwshng 

Cmpd Al 

Time-Saver  Cocoanut  Oil  Liquid  Hand 

Soap    El 

Time-Saver  CA  A6 

Time-Saver  CC  A2 

Time-Saver  CD  A2 

Time-Saver  CH  A2 

Time-Saver  CI  A2 

Time-Saver  CIP  655  Al 

Time-Saver  CJ A2 

Time-Saver  CS  Heavy  Duty  Cleaner  ..  Al 

Time-Saver  CS  Scouring  Powder A6 

Time-Saver  CW  Chlor.  CIP  Clnr A2 

Time-Saver  CWX  CIP  Cleaner    A2 

Time-Saver  Deep  Fat  Fry  Cleaner  A2 

Time-Saver  Delimer   A3 

Time-Saver  Deliming  Solution  A3 

Time-Saver  Deluxe  Hand  Dish  &  Glass 

Cln Al 

Time-Saver  Descaler  A2 

Time-Saver  Detergent-Sanitizer  D2 

Time-Saver  Detergent-Sanitizer  D2 

Time-Saver  Detergent-Sanitizer  #531  D2 

Time-Saver  DE  Bl 

Time-Saver  DG  Bl 

Time-Saver  DMW  Al 

Time-Saver  DMW-FL Al 

Time-Saver  Eco  Floor  &  Wall  Cleaner  A4 
Time-Saver  Economy  Egg  Wash  ..  A1.Q1 
Time-Saver  Economy  Hand  Dish  & 

Glass  CI Al 

Time-Saver  Economy  Machine 

Dshwshng  Cmpd    Al 

Time-Saver  Foam-All  Al 

Time-Saver  Foamax    Al 

Time-Saver  Foamax  No.  730  Al 

Time-Saver  Foamide  A1.Q5 

Time-Saver  Formula  300  Floor  &  Wall 

Cln CI 

Time-Saver  Frigi-Kleen    A5 

Time-Saver  FD   Al 

Time-Saver  FF  Hook  &  Trolley  Clnr.  A2 

Time-Saver  FG   A3 

Time-Saver  FH   A3 

Time-Saver  FN   A3 

Time-Saver  Glow    A3 

Time-Saver  Grade  A  Hand  Dish  & 

Glass  CI Al 

Time-Saver  GA  A3 

Time-Saver  GA-LF  A3 

Time-Saver  GB  A3 
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Time-Saver  GB-LF  A3 

Time-Saver  H. A  Concentrate  #511  ....  A4 
Time-Saver  H.D  Extractor  Cleaner  ....  Al 
Time-Saver  H.D  Extractor  Clnr.  NP    .    Al 

Time-Saver  Heavy  Duty  #17   A2 

Time-Saver  Heavy  Duty  Super  Gel  #1     A2 

Time-Saver  Hi  Clean    A2 

Time-Saver  Hi  Gel   Al 

Time-Saver  Hi  Power  Al 

Time-Saver  Hi-Active  Lube  H2 

Time-Saver  Hvy  Dty  Floor  &  Cement 

Clnr  A2 

Time-Saver  Hvy  Dty  Floor  &  Concrete 

Clnr  A2 

Time-Saver  Hvy  Dty  Steam  Cleaning 

Comp A2 

Time-Saver  HTP  Acid    A3 

Time-Saver  Institutional  Chlor.  Clnsr.      A6 

Time-Saver  Kleen-San    Al 

Time-Saver  KP  Alkali  A2 

Time-Saver  Lemon  Germicidal  Cleaner  CI 

Time-Saver  Lime-Gone A3 

Time-Saver  Liq  Dairy  Detergent  Al 

Time-Saver  Liq  Laundry  Fabric  Sour 

Soft  B2 

Time-Saver  Liqui-Clean   Al 

Time-Saver  Liqui-Drain  Opener LI 

Time-Saver  Liquid  #62  Retort  Al 

Time-Saver  Liquid  Alkali  #70  Al 

Time-Saver  Liquid  Bactericide  D2 

Time-Saver  Liquid  Hi  Spray    Al 

Time-Saver  Liquid  Strip  Off    Al 

Time-Saver  Lndry  Stain  &  Spot  Remvr 

561    Bl 

Time-Saver  Low  Cost  Hand 

Dish&Glass  Cln Al 

Time-Saver  Low  Foam  Lime  Remover    A3 

Time-Saver  LA  3000    A3 

Time-Saver  LA-UO    A2 

Time-Saver  LA-120    A2 

Time-Saver  LA- 1829    A3 

Time-Saver  LA-300    A3 

Time-Saver  LA-400    Al 

Time-Saver  LA-50    A2 

Time-Saver  LAP  815    A4 

Time-Saver  LC-60  Chlorinated    ....    A1.Q1 

Time-Saver  LCA  Al 

Time-Saver  LCA  10  A2 

Time-Saver  LCA  1000  A2 

Time-Saver  LCA  15   A2 

Time-Saver  LCA- 1700  A2 

Time-Saver  LCA-50  A2 

Time-Saver  Metal  Can  Lubricant  H2 

Time-Saver  Milkstone  Full  St.  GB    ....    A3 

Time-Saver  Mulsoclean    Al 

Time-Saver  MPC  Liquid  Scrub  Soap  ..    Al 

Time-Saver  MSR  No.  40   A3 

Time-Saver  MSR-LF A3 

Time-Saver  MSR-50  A3 

Time-Saver  Nat. Gen  Purpose  CI Al 

Time-Saver  National  Standard  No.  110   A2 
Time-Saver  Natnl  Stand.  SpclSmhs  CI.    A2 

Time- Saver  No.  250  CIP    Al 

Time-Saver  No.  280  CIP    A1.Q1 

Time-Saver  No.  280-Super  Al 

Time-Saver  No.  282   Ql 

Time-Saver  No.  283-F   Al 

Time-Saver  No.  44  Heavy  Duty  Clnr.      A2 
Time-Saver  No  440  Chelated  Cleaner     Al 

Time-Saver  No.  45M    Al 

Time-Saver  No.  5020  A2 

Time-Saver  No.  54M    Al 

Time-Saver  No.  73   A2 

Time-Saver  No.  88  Heavy  Duty  Clnr.      A2 

Time-Saver  NY  Al 

Time-Saver  Organo-Chlor Dl 

Time-Saver  Pine  Dres  Hvy  Dty  Floor 

Clnr  CI 

Time-Saver  Pot  &  Pan  Cleaner    Al 

Time-Saver  Poultry  Clean Al 

Time-Saver  Power  Lube  H2 


Time-Saver  Power  Pac  Al 

Time-Saver  Punch  Al 

Time-Saver  S-25  Conveyor  Lubricant  H2 

Time-Saver  S-45  Conveyor  Lubricant  H2 

Time-Saver  Sanni  Rinse  D2.Q3 

Time-Saver  Slide  Conveyor  Lubricant  H2 

Time-Saver  Spray  Alkali  No.  1    A2 

Time-Saver  Spray  Cleaner   CI 

Time-Saver  Spray  Degreaser   CI 

Time-Saver  Standard  Mach  Dshwshng 

Cmpd Al 

Time-Saver  Steam  Cleaning  Compound  Al 

Time-Saver  Super  Ace  J  Al 

Time-Saver  Super  Action  Al 

Time-Saver  Super  Chelo  Al 

Time-Saver  Super  Concentrate  44      A4.A8 

Time-Saver  Super  Derust  DR  A2 

Time-Saver  Super  Heat  Dm  Pipe  Opnr  LI 
Time-Saver  Super  X  Machine 

Dshwshng  Cmpd    Al 

Time-Saver  STP  Can  Wash    G5 

Time-Saver  T-700  Liq  All  Purp.  CI.  ..  Al 
Time-Saver  T-800  Liquid  All  Purpose 

Clnr  Al 

Time-Saver  T-900  Liquid  All  Purpose 

Clnr  Al 

Time-Saver  Time  Chlor  (Pink)  Dl 

Time-Saver  Time  Chlor  (White)    Dl 

Time-Saver  Time-O-Kleen  Al 

Time-Saver  Time-O-Lath  Al 

Time-Saver  Time-O-Lube  Chn  Lube    .  H2 

Time-Saver  Toilet  Bowl  Cleaner   C2 

Time-Saver  Truck  Wash  No.  2    Al 

Time-Saver  Wetter  M  Al 

Time-Saver  Wetter  MC A I 

Time-Saver  Window  &  Stnlss  Stl.  CI 

Cone A7 

Time-Saver  Winter  Lube    H2 

Time-Saver  Yellow  Pine  Hvy  Dty  Cncrt 

CI CI 

Time-Saver  1115  Al 

Time-Saver  210  Acid   A3 

Time-Saver  220  CIP  Acid    A3 

Time-Saver  274-CIP  Al 

Time-Saver  282  Liq.  Mech  &  Pan  CI.  Al 

Time-Saver  400  Laundry  &  Shroud  CI.  Bl 

Time-Saver  90-10  A2 

Timesaver  H.D.  Concentrate CI 

Timesaver  Heavy  Duty  Acid  Cleaner  A3 
Timesaver  Non-Chlorinated  General 

Clnr Al 

Tm-Svr  Value  Line  Chlor  Mach  Dshwsh 

Cmpd Al 

TmSvr  Value  Line  HD  Chi  Mach 

Dshwsh  Cmpd    Al 

Triple  C  Laundry  Liquid  Bleach  14%  Bl 

TCI  Equipment  Cleaner  No.  4839  A2 

TCI  Immersion  Cleaner  No.  4838   A2 

Value  Line  Tmsvr  H.  D.  Mach  Dshwsh 

Cmpd Al 

ValueLineTime-Saver  H.D 

ChlrMachDshCmpd   Al 

Timesaver  Products 

Master  Clene  Al 

Timmons  &  Charles,  Inc. 

TAC  1068  Steam  Clean   A4 

TAC  1076  Spray  Powder  Al 

Tindol  Services,  Inc. 

Tindol  Special  Freez-Flor  Cleaner  A5 

Tiodize  Co.,  Inc. 

D99  Cleaner  Degreaser  Al 


Titan  Chemical 

Titan  Gold  CI 

Titan  Green  Multi-Purpose  Cleaner    A4.A8 

Titan  Chemical  Corporation 

"300"  Super  Cleaner  Al 

"870"    A8 

All  Purpose  Powder  Concentrate   Al 

C.I.P Al 

Concentrate  HDS Al 

Dn-Mol    H2 

Dri-Mol  Moly-Micro-Film   H2 

Duo-Qua    D2 

Emulsion  Bowl  Cleaner    C2 

Food  Grade  Acid  Detergent  A3 

Freeze  Kleen   A5 

Hi-P  Contact  Cleaner    K2 

Hi-Temp  Anti-Seize    H2 

Kleen-All  Utility  Cleaner  CI 

Liquid  Grease  White  Grease H2 

Mustang  A4 

Quik  H2 

Rough  Neck  E4 

RW160  CI 

Sani-Lube  Food  Equipment  Lubricant  HI 

Sani-Ti  Al 

Skin  Shield  Hand  Barrier  Cream   E4 

Stainless  Steel  and  Metal  Polish    A7 

Ti-Chlor  All  Purpose  Powder  Concen- 
trate    Al 

Ti-Shine  Glass  Cleaner  CI 

Titan  Concentrate  C    A4 

Titanex  Utility  Cleaner  C2 

White  Guard    HI 

Zapp-0  CI 

Titan  Enterprises 

Clean  and  Thaw    A5 

Tnemec  Company,  Incorporated 


Todco  Industries,  Inc. 

CLC  Clean  T- 1000  CI 

HDL-100  Al 

SS-1000  Safety  Solvent    K2 

Todco  AC  300  LF  Acid  Cleaner   A3 

Todco  AC  301  Reg  Acid  Cleaner    A3 

Todco  AC  302  Acid  Cleaner   A3 

Todco  AC-P-350  Acid  Powder A3 

Todco  AC-P-351  Acid  Descaler A3 

Todco  AP-40  Acidic  Polish   A6 

Todco  AS- 10  Scouring  Powder   A6 

Todco  Butyl  Cleaner  A4 

Todco  Chain  Lube  #1   H2 

Todco  GC-SP  100  Spray  Cleaner Al 

Todco  GC-101  All  Purpose    Al 

Todco  GC-102  Chlorinated  Cleaner  ....  Al 

Todco  GC-103  Cleaner  Al 

Todco  GC- 104  Cleaner  Al 

Todco  GC-105  Chlorinated  Cleaner  ....  Al 

Todco  GC- 106  Chlorinated  CIP  Al 

Todco  GC-107  All  Purpose  And  Truck 

Wash  Al 

Todco  GC- 108  Chloro    Al 

Todco  GC-109  Chlorinated  All  Purpose  Al 

Todco  Handcope  #1    C2 

Todco  HD  200  General  Cleaner  A2 

Todco  HD  201  Descaler  A2 

Todco  HD  203  Drain  Pipe  Opener LI 

Todco  HD  205  Chlorinated  Alkali  Al 

Todco  HD  206  Alkaline  Cleaner   A2 

Todco  HD  207  Chlorinated  CIP A2 

Todco  HD  208  Chelated  Alkali    A2 

Todco  HD  210  Soak  It  A2 

Todco  HD  290  Chelated  Alkali   A2 

Todco  HDL  270  Alkaline  Cleaner  Al 
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Todco  HDL  271  Chelated  Alkali  A2 

Todco  HDL  272  Chelated  Liquid A2 

Todco  HDL  273  Liquid  Chlorinated  CIP  A I 

Todco  HDL  274  Strip  Al 

Todco  L-100  Laundry  &  Shroud  Cleaner  Bl 
Todco  LGC  1000  Liquid  All 

Purpose&Foamer    Al 

Todco  LGC  1500  Detergent  Al 

Todco  LGC  500  Liquid  All  Purpose  Al 

Todco  LGC  501  Liquid  All  Purpose   ..  Al 

Todco  Shroud  Cleaner-C    Bl 

Todco  Super  Kleen  #469    A4 

Todco  SP  101  Freezer  Kleen   A5 

Todco  SP  103  Environs  Cleaner    A4 

Todco  SP  104  Defoamer Al 

Todco  1000   CI 

Todd's  Ltd. 

Biopower  A8 

Oven  And  Hood  Protector    PI 

Prestol    Al 

Todol  Products,  Inc. 


Tola  Laboratories 

All  Purpose  Cleaner  with  Ammonia    ..  CI 
All  Purpose  Cleaner  Cone  Clnr  & 

Stripper  A4 

Automatic  Dishwash  Liquid  Al 

Biphase  Degreaser CI 

Blue  Max  A4.A8 

Caustic  Drain  Opener  LI 

Citra-Solv    CI 

Coco  Castile  20%   El 

Coco  Castile  40%   El 

Cold  Tank  Cleaner    Kl 

Concrete  Cleaning  Compound   Al 

Degreaser  Plus  Al 

Delimer  Lime  Deposit  Remover A3 

Deluxe  Concentrate  General  Purpose 

Clnr Al 

Descale  Concentrate  Rust  &  Scale  Re- 
mover      A3 

Descale  Powder  Chemical  Etching 

Compound A3 

Dual-Function    El 

Dual-Function  Cone.  Multi-Purpose 

Clnr A4 

Econo-Solv    Al 

Extra  Heavy  Duty  Industrial  Degreaser  A4 

F.P.  Sanitizer  D2 

Glass  Cleaner  Ready  To  Use   CI 

Hand  Dishwashing  Liquid    Al 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy-Duty  Industrial  Degreaser  ..    A4.A8 

Heavy-Duty  Industrial  Degreaser  A I 

Heavy-Duty  Steam  Cleaner    A4 

High  Foam  Degreaser  Al 

Hot  Vat  Stripper   A2 

Liquid  Heavy-Duty  Steam  Cleaner    ....  Al 

Liquid  Steam  Cleaner  Al 

Liquid  Utility  Cleaner  Al 

Low  Foaming  Concentrate  Clnr.  & 

Stripper  A4 

Low  Suds  Laundry  Compound  Bl 

Machine  Dishwashing  Compound   Al 

Multi-Purpose  Powdered  Cleaner  Al 

Oven  &  Grille  Cleaner  A8 

Safe  Acid  C2 

Safety  Solvent  Kl 

Scrub  Cream   E4 

Steam  Cleaner  A4 

Super  Cone.  Extra  Strength  Stpr/Cln  ..  A4 

Thrifty  Cleaner  General  Purpose  Cone.  A4 


Toledo  Industrial  &  Maint.  Supply, 
Inc. 

Double  Acting  Liquid  Alive  Bacteria       CI 

Tims  Rough  Touch  E4 

Tims  Soft  Touch  E4 

Tom  Brewer  Company 

TBC  17    G6 

TBC  27    G6 

TBC66M G6 

TBC  71    G6 

Tom  Shirley  &  Assoc,  Inc. 

Showers  N  Stuff  CI 

Tomco  Chemicals 

Antibacterial  Hand  Soap  E2 

B-Shine    A2 

Be-Clean   Al 

Boiler  Compound  B-l  G6 

Boiler  Compound  B-l  Powder  G6 

Caustic  Add  A3 

Command    A2 

CIP  #100  Al 

CIP  100-G  Al 

Dry-Acid    A3 

Duz-All    Al 

Duz-AII  Liquid    Al 

DFA  Al 

F-II  Bl 

Floor  Scrub  Liquid   A4 

Floor  Scrub  Powder    A4 

Foamy  Acid  A3 

Hy-Brite  A3 

1-0  Dip    E3 

I-O-Scrub  E2 

Lab  Clean    Al 

Laundry  Sour B2 

Lift-Off    Al 

Liquid  Break   Bl 

Liquid  Circuit  #1  A2 

Mineral  Oil  90 HI 

Nitro  Sheen  A3 

Oxy-Brite  Bl 

Oxy-Brite  Liquid  Bl 

Oxy-Brite  100   Bl 

P-Chlor    Al 

Powerplay  Liquid    Al 

Prime   A2 

Prime-Plus  A4 

Propylene  Glycol  USP   PI 

Protect-Sol  H2 

Sodium  Hypochlorite    Al 

TChlor    Al 

T-Flo  Acid  A3 

T-Suds  Al 

Tower  Treat  G7 

Trak  Lube    H2 

17%  Dry  Bleach   Bl 

44X    Al 

Tomic  Insecticide  Company,  Inc. 

Baygon  Residual  Spray  F2 

Propoxur  Residual  Spray    F2 

Tomic-Malathion  F2 

Tomken  Commercial  Products 

Mop-It  Once    Al 

Tonaco  Inc. 

Chain  &  Cable H2 

Drain-Away  LI 

Enzymes  250  L2 


Sewer  Solvent   LI 

Silicone  Release  Food  Grd  Silicone 

Spray  HI 

SC-180  Al 

Tonaco  USA  Ambush  Bowl  Cleaner  ..  CI 

Tonaconac   A4.C1 

Top  Quality  Products 

Flush  &  Shine   CI 

Topco  Associates,  Inc. 

Topco  Disinfectant  Bleach   04 

Topmost  Chemical  &  Paper  Corp. 

Blue  Whiz   CI 

Conquer  CI 

Dura  Scrub C2 

Electro  Lube    H2 

Foamy  TNT  Plus  C2 

Glass  Shine    CI 

Grease  Gun  In  A  Can  H2 

Husky  Al 

Image  (Aerosol) CI 

Neutra  Clean   Al 

Orange  Solv  CI 

Pink  Sudsy  Ammonia  A4.B1 

Pro  Bowl   C2 

Reprosolve  A4 

Sani-Hands  E-2  E2 

Slick  Multi-Purpose  Dry  Lubricant   ....  HI 

Super  Reprosolve    Al 

Topmost  AFBC  C2 

Topmost  Enviro  Foam    CI 

Topmost  NU  Oven   A8 

Topmost  Once  Over  A4 

Topmost  Steel  Brite    A7 

TNB-85   A4.A8 

Vandal  Aid    CI 

Vandal  Aid    CI 

Viro  Guard  Disinfectant  Deodorant  ....  CI 

1001  Uses  All-Surface  Cleaner    CI 

Total  Cost  Systems,  Inc. 

Lime  Stripper A3 

LTD  Al 

T-Sann  D2 

Total  Group  of  Companies,  The 

Alk-Kleen    A2 

All  Purpose  Foaming  Cleaner A8 

Ammo    CI 

AC-10  Commercial  Acid  Cleaner    A3 

Boiler  All  G6 

Boiler  Mate   G6 

Buccaneer    Al 

Chain  Lube    H2 

Chem  Power   A4.A8 

Chlor-Kleen  A2 

Critters  CI 

CTS  Cooling  Tower  Solvent    G7 

Defoamer  G7 

Do-It  All    C2 

Foaming  Glass  &  Utility  Cleaner CI 

Lime  Stripper A3 

Neutramine  II    G6 

Oven  &  Grill  Cleaner  A8 

Oven  X    A8 

SaniQuat    D2 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Stainless  Steel  Oil  HI 

Z-14  A4 

Total  Management  System,  Inc. 

Drain  Maintenance    CI 
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Total  Solutions 

Aqua  Swat  F2 

Lemocide  CI 

Total  Textile  Technologies 

Alkalite    Bl 

Amaze   Bl 

Aqua-Suds  Bl 

Assault  Bl 

Attack Bl 

Bannish    Bl 

Bonus  Bl 

Brilliant   Bl 

Brisk    Bl 

Burst    Bl 

Challenge  Bl 

Citrisolve  B2 

Dry  Brite   Bl 

Dual  B2 

Extra Bl 

Hy-Met Bl 

Hy-Sil    Bl 

Impact   Bl 

Jubilant    Bl 

Liquid  Bonus  I    Bl 

Liquid  Bonus  II  Bl 

Liquid  Challenge  Bl 

Liquid  Dual  Bl 

Liquid  Extra Bl 

Liquid  Soften-It  B2 

Liquid  Talo   Bl 

Liquid  Unique  Bl 

Liquid  Vision    Bl 

Nullify   Bl 

Oxidant    Bl 

Radiant Bl 

Soften-It  B2 

Talo   Bl 

Unique  Bl 

Vision    Bl 

Touch-Less,  Inc. 

All  Purpose  Lotion  Hand  Soap E4 

Food  N  Health  Hand  Wash  Sanitizer       E2 
Shop  Buddy  Hand  Soap  E4 

Tower  Chemical  Corporation 

Tower  200  Cleaner  Concentrate  A4 

Tower  270  Cleaner  Concentrate  Al 

Tower  392  Safety  Solvent    K2 

Tower  399  Safety  Solvent    K2 

Tower  Industries,  Inc. 

Chlorinated  Foaming  Cleaner  Al 

Tower  Oil  &  Technology  Co. 

Durol  CC  H2 

Durol  E   H2 

Durol  30 H2 

Grezall  A  HI 

Hydroil  CC   H2 

Kool  Klene  R-30  H2 

Kool  Klene  10W40  H2 

USP  White  Oil    HI 

Vacuum  Pump  EE H2 

Tower  Supply 

Rinse-Off  A4 

Towlsaver,  Inc. 

Antiseptic  Cleanser  AS-200  E2 

Lotion  Cleanser  LC-100  El 


Trade  Paper  Company 

TP  Silicone  Spray  HI 

Trajac  Industries,  Inc. 
See  Trajac  Industries 

Trane  Company,  The 

Coil  Cleaner  Indoor  Coil.  Non-Toxic  P! 
Trans  Continental,  Inc. 

Century  Daily  Maintenance  Cleaner    .  A4 

Enviroclean   CI 

Remove   CI 

Spring  Mountain   CI 

Tidy  Bowl   C2 

Trans  Gulf  Industries 

BakSolv    Al 

Bio  Activator  CI 

Break  Down Al 

CAC    Al 

Chloro  San  Al 

D-Stone    A3 

Destroyer  Al 

Foaming  Acid  Cleaner    A3 

Glass  Cleaner CI 

Grease  Digest  Plus-8  CI 

Heavy  Destroyer  Al 

Here  95    CI 

Hercules  Al 

Hercules  Bak  Solv Al 

Hercules  Super  Plus    A8 

Hercules  Super  PIus-F A8 

I-O-San  Z-215  Disinfectant    D2.E3 

I-0-San-Y43  Disinfectant  D2.E3 

Iodine  Santi-Hand  Soap    E2 

Lube  Ease    H2 

Lube  Ease  Blue  H2 

Lube  Ease  Red    H2 

Mean  Green  Al 

Satin  Hand  Soap   E4 

Spotless   Al 

Trans-Chemco,  Inc. 

Trans-10 Al 

Trans-245  Antifoam  Defoamer Al 

Transamerican  Supplies  &  Services 

TSS  4  Glass  &  Mirrors  CI 

Transamerican  Supply  Company 

e-L.I.M.-inate  Liquid  Ice  Melt  P-318  ..  CI 
Amazin  Non-Butyl  Neutral-Cleaner  S- 

500    A4 

Blue  Wand  Car  Wash  Detergent  S-l  17    Al 

Car  Wash  Hard  Water  S-4007   Al 

Chlorinated  No  Foam  Mach.Dish  Wash 

S-l 03  Al 

Cold  Safety  Solvent  P-522  K2 

Concrete  Cleaner  P-106   A4 

Drain  Free  P-512 LI 

Econo-Kleen  Hvy  Dty  Butyl  Dgrsr 

P-504 A4.A8 

Fog-9  Insecticide  P-702   Fl 

Glass  Brite  Glass  Cleaner  S-508    CI 

Hand  Soap  Almond  Fragrance  S-506  ....  El 
Hand  Soap  40  Plus  Lotionized  S-507  El 
Kleens-It-All  7  Way  Cleang  Action 

P-306 A4.C2 

Liquid  Machine  Dishwash  S-1006  Al 

Lo  Suds  Butyl  Cleaner  P-502 A4 

Lo-Suds  Laundry-Powder  S-l 22    Bl 

Neutral  Solvent  Degreaser  P-517  Kl 

No  Foam  Machine  Dishwash  S-104  ....    Al 


No-Rash  Safety  Solvent  P-523    K2 

Nox-Al  Resdl  Roach  &  Insect  Spray  P- 

701    F2 

Oven  Cleaner  &  Carbon  Remover  S-547  Al 

P-125  Ice  Melt „ CI 

P-407  Low  Temp  Heavy  Duty  Cleaner  A5 

Paint  Remover  P-539    C3 

Pink  Liquid  Dishwash  S-503   Al 

S  &  S  Heavy  Duty  Cleaner-Degreaser 

P-563  A4 

Sewer  and  Drain  Line  Opener  P-108  ....  LI 
Shines-It  Soils  Steel&CopperBrtnr 

S-7005  A3 

Spray-Off  Oven  Cleaner  S-548    A8 

Steam  Cleaner  Heavy  Duty  P-l  II   A2 

Steam  Cleaner  Non-Caustic  P-l  10  Al 

Strip-Away  Cleaner-Degreaser  P-562      A4 

Sudsy  Ammonia  S-509  CI 

Tox  Industrial  Roach  &  Fly  Spray  P-700  Fl 

Truck  and  Car  Wash  S-l  15    Al 

White  Side  Wall  Cleaner  S-4005  Al 

Transchem  Industries,  Inc. 

Panel  Cleaner  TCI  No.  404B   A! 

TCI  No  4161  Revive  Interior  Trailer 
Wash  Al 

Transportation  Maintenance  Equip. 
Corp. 


NCL-4  Extra  Heavy  Duty 
Cleaner/Degreaser 


A4 


Trap-Zap  Environmental  Systems, 
Inc. 

Degreaser  Al 

Trap-Zap    L2 

Trap-Zap  Plus   CI 

Treat-Rite  Water  Laboratories,  Inc. 

Sodium  Hypochlorite  Solution  D2 

Treat-Rite  Water  Services,  Inc. 

BW-214  G6 

BW-216  G6 

BW-219  G6 

BW-224  G6 

Formula  No.  Special  #55-71  G6 

RL-301  G6 

RL-303  G6 

Treatco 

BWT6000  G6 

BWT610FG   G6 

BWT620FG   G6 

BWT623FG   G6 

BWT630  G6 

BWT655  G6 

BWT670FG   G6 

BWT  675FG   G6 

BWT685  G6 

BWT  690  G6 

Tremco,  Inc. 


Tri  Chem  Products,  Inc. 

Odor  Mask  Fresh  Air  Fragrance CI 

Odor  Mask  Honeysuckle CI 

Slide  A4 

Trico  Hand  Soap  El 

Trico  Neutral  Cleaner  Al 

Triumph  #500   A4 
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Tri  Sect  Corporation 

AC A3 

Alkali  Plus  Bl 

Boil-Out  Al 

Built  Laundry  Detergent  Bl 

Cold  Room  Cleaner A5 

Foam  Degrease  I  A4.A8 

Foam  Degrease  II   Al 

Foam  Release  I   Al 

Foam  Release  II    Al 

Fresh  &  Clean  Bl 

Glass  Cleaner CI 

Grease  Release    A8 

Iodize  Cleaner/Sanitizer    D2 

Laundry  Sour  Plus Bl 

Liquid  Chlor  Aid Bl 

Liquid  Dishwash  Concentrate  Al 

Mask  Odor  Counteractant  CI 

Medicated  Hand  Soap  E2 

Multi-Purpose  Cleaner    CI 

Oven,  Grill  &  Stainless  Steel  Cleaner  A2 

Peroxy  Plus   Bl 

Pink  Lustre  Lotionized  Detergent Al 

Spring  Green  Odor  Counteractant    CI 

Super  Chlor  15    Al 

Tri  Power Bl 

Ultra-San  10%  Solution    D2 

Xtra-2000 Al 

Tri  Service  Co.,  Inc. 

Formula  BW-9 G6 

Tri  Synergy  Inc. 

Bio  Balance  DWT  360  L2 

Bio  Balance  RM  41    CI 

Bio-Enzymatic  GT  31  CI 

Bio-Enzymatic  GT  310  L2 

BB  900    CI 

Tri  Valley  Supply 

Clean  &  Shine  CI 

Non-Butyl  Heavy  Duty  Cleaner  Al 

Tri-Air  Service  &  Equipment  Inc. 

FG-1000 HI 

FG-2000 HI 

FG-3000 HI 

Tri-Chem  Corporation 

Retard  Anti-Seize  Lubricating  Com- 
pound        H2 

Safety  Lube  HI 

Tri  Slide  Non-Flammable  Silicone 
Lbrcnt  HI 

Tri-Chem/ 
Ecolab  Inc. 

Meat  Room  Degreaser    A4.A8 

Tri-Chem,  Ltd. 

A  &  S  Algaecide G7 

Banish  Residual  Insecticide    F2 

Beta   CI 

Big  Man El 

Chem-Aqua  700AS  G7 

Citro-Spray    CI 

Deep  Freeze  Cold  Room  Cleaner A5 

Dual-27  Disinfectant-Cleaner  Dl 

Eat-M-Up L2 

Hand  Job  E4 

lodo-San E2 

Power  Cone.  Emulsion  Bowl  Cleaner      C2 
Ruff  Stuff Al 


Sani-T512  D2 

Sparkle  CI 

T.K.O.  Concentrate  Al 

Tri  Breakdown LI 

Tri-Chem  Quat  256  Dl 

Tri-Chem  Spray  Foam  Meatroom  De- 
greaser      Al 

Tri-Fog  Space  Spray  Fl 

Tri-Pine    CI 

Tricide  Water  Based  Insecticide Fl 

Tuff  Stuff Al 

TC  Easy  Foam Al 

TC-Coco  Lube  El 

TC-Lemon-20  Cleaner-Deodorizer- 

Disnft    A4 

TC-24 A4 

TCL  Spray  #10  Fl 

Tri-City  Chemical  Co. 

Hawkeye  Gold  Al 

Tri-County  Distributing  Company 

TriCo  Coconut  Hand  Soap  El 

Tri-Flow  Division/ 
Richardson-Vicks  Inc. 

Tri-Flow  H2 

Tri-Pure  Corp. 

Tri-Pure#l    CI 

Tri-Pure  #2    CI 

Tri-Star  Industrial  Products 

SC-I  Steam  &  Pressure  Washer  Cleaner  Al 

SC-II  Cleaner  &  Degreaser Al 

SC-111  Cleaner  &  Degreaser  Al 

Tri-Tec,  Inc. 

Brite  500   A3 

Tri-Us  Inc. 

Power  Rage  Multi-Purpose  Cleaner    A4.A8 

Triac  Industries,  Inc. 

Creme  Cleanser  CI 

Grease  Eater  Degreaser/Cleaner  Al 

Triad  Products,  Inc. 

Liquid  Alive    CI 

Orange  Rough  Touch   E4 

Triangle  Chemical  Company 

Boiler  Water  Treat.  Formula  No. 

MEC-301    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-303    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-304    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-306    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-307    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-308    G6 

Boiler  Water  Treatment  Form. 

#27-36-34  G6 

Boiler  Water  Treatment  Formula  #37-34  G6 
Boiler  Water  Treatment  MEC-303-2  ..    G6 

Boiler  Water  Treatment  MEC-310  G6 

Boiler  Water  Treatment  MEC-3 10-2  ..    G6 


Boiler  Water  Treatment  MEC-3 11  G6 

Boiler  Water  Treatment  MEC-31 12  ....  G6 

Boiler  Water  Treatment  MEC-3 12  G6 

Boiler  Water  Treatment  MEC-3 12-2  ..  G6 

Boiler  Water  Treatment  MEC-3 13  G6 

Boiler  Water  Treatment  MEC-314  G6 

Boiler  Water  Treatment  MEC-315  G6 

Boiler  Water  Treatment  MEC-3 16  G6 

Boiler  Water  Treatment  MEC-3 17  G6 

Boiler  Water  Treatment  MEC-3 18  G6 

Boiler  Water  Treatment  MEC-319  G6 

Boiler  Water  Treatment  27-34  G6 

Boiler  Water  Treatment  27-35   G6 

Boiler  Water  Treatment  27-36-35    G6 

Boiler  Water  Treatment  37-35   G6 

Boiler  Water  Trtmt  Form  No. 

MEC-301-2  G6 

Steam  Condensate  Treatment  MEC-302  G6 

Steam  Condensate  Treatment  MEC-305  G6 

Steam  Condensate  Treatment  MEC-309  G6 
Steam  Condensate  Trtmt  Form  No 

MEC-302-2  G6 

Threshold  Treatment  MEC-701    G2 

Threshold  Treatment  MEC-702   G2 

Threshold  Treatment  MEC-703   G2 

Threshold  Treatment  MEC-704   G2 

Triangle  Tool  Group,  Inc.,  The 

Diamond  Liqui-Tool  Chloro-Clean    ....  K2 

Diamond  Liqui-Tool  Cleaner  Lube  ....  H2 
Diamond  Liqui-Tool  Electronic  Compt 

Clnr  K2 

Diamond  Liqui-Tool  Silicone  Lubricant  H2 

Diamond  Liqui-Tool  Super  Wash    K2 

Diamond  Liqui-Tool  TF  Solvent    K2 

Super  Lubricant  H2 

TF  No  Residue  Cleaner    K2 

Tribol 

A-930  High  Temperature  Chain  Oil  ....  H2 

A-940  High  Temperature  Chain  Oil  ....  H2 

A-943  Hydraulic  Oil  H2 

ATO  100  LSI    H2 

GPOil  MID  100  H2 

Molub  Alloy  E-1720  H2 

Molub  Alloy  White  MID  Grease  0   ....  H2 

Molub  Alloy  White  MID  Grease  2    ....  H2 

Molub  Alloy  947  H2 

Molub-Alloy  10/46  General  Purpose  Oil  H2 

Molub-Alloy  1091  Special  Purpose  Oil  H2 
Molub-Alloy  20/68  General  Purpose  Oil  H2 
Molub-Alloy  30/100  General  Purpose 

Oil  H2 

Molub-Alloy  35/150  General  Purpose 

Oil  H2 

Molub-Alloy  40/220  General  Purpose 

Oil  H2 

Molub-Alloy  50/320  General  Purpose 

Oil  H2 

Molub-Alloy  815  Grease    H2 

Molub-Alloy  823  FM  Grease  HI 

Molub-Alloy  823-0  Food  Machinery 

Grease  HI 

Molub-Alloy  823-1  Food  Machinery 

Grease  HI 

Molub-Alloy  823-2  Food  Machinery 

Grease  HI 

Molub-Alloy  9830 H2 

MWO  40  LSI    H2 

Tribol  E-1420   H2 

Tribol  E-1722    H2 

Tribol  E3060  Grease  H2 

Tribol  Way  Oil  40 H2 

Tribol  1 100/100  Gear  Oil  H2 

Tribol  1100/1000  Gear  Oil  H2 

Tribol  1100/150  Gear  Oil  H2 

Tribol  1100/220  Gear  Oil  H2 

Tribol  1100/32  Gear  Oil  H2 

Tribol  1100/320  Gear  Oil  H2 

Tribol  1100/46  Gear  Oil  H2 
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Tribol  1100/460  Gear  Oil  H2 

Tribol  1100/68  Gear  Oil  H2 

Tribol  1100/680  Gear  Oil  H2 

Tribol  1331    H2 

Tribol  1410  Multi-Purpose  Gear  Lube  H2 

Tribol  1433/150  Synthetic  Chain  Oil  ..  H2 

Tribol  1440  46 H2 

Tnbol  1440  68 H2 

Tnbol  290/150  Conveyor  Lubricant  ....  H2 

Tribol  290/22  Lubricant   H2 

Tribol  290/220  Conveyor  Lubricant  ....  H2 

Tribol  770  Circulating  Oil    H2 

Tribol  771  Circulating  Oil    H2 

Tribol  772  Circulating  Oil    H2 

Tribol  773  Circulating  Oil    H2 

Tribol  774  Circulating  Oil    H2 

Tribol  775  Circulating  Oil    H2 

Tribol  776  Circulating  Oil    H2 

Tribol  779  Circulating  Oil    H2 

Tribol  800/1000 H2 

Tribol  800/150 H2 

Tribol  800/220 H2 

Tribol  800/320 H2 

Tnbol  800/460 H2 

Tnbol  800/680 H2 

Tnbol  878/100  Food  Machinery  Oil  HI 

Tnbol  878/150  Food  Machinery  Oil    ..  HI 

Tribol  878/220  Food  Machinery  Oil     .  HI 

Tribol  878/32  Food  Machinery  Oil    ....  HI 

Tribol  878/46  Food  Machinery  Oil    ....  HI 

Tnbol  878/460  Food  Machinery  Oil    ..  HI 

Tribol  878/68  Food  Machinery  Oil    ....  HI 

Tribol  890  Light  Synthetic  Comprsr  Oil  H2 
Tribol  890  Medium  Synthetic  Comprsr 

Oil  H2 

Tribol  943/32  Hydraulic  &  Circulat.  Fid.  H2 

Tribol  943/46  Hydraulic  &  Circulat.  Fid.  H2 

Tribol  943/68  Hydraulic  &  Circulat.  Fid.  H2 

White  Mid  Grease  1    H2 

XTO  Heavy  Synthetic  Oil    H2 

XTO  Light  Synthetic  Oil    H2 

XTO  Medium  Synthetic  Oil  H2 

XTO  S  Heavy  Synthetic  Oil  H2 

Tribol  GmbH 

Tribol  1430   H2 

Tnbol  1810/220 HI 

Tribol  1810/320 HI 

Tribol  1810/460 HI 

Tribol  1840/22  HI 

Tribol  1840/32  HI 

Tribol  1840/46  HI 

Tribol  1840/68  HI 

Tribol  1850/100 HI 

Tribol  1850/32  HI 

Tribol  1850/46 HI 

Tribol  1850/68  HI 

Tribology,  Inc. 

Clear  Gold  FG  HI 

FGG-OG  Clear   H2 

T-FGG  HI 

T-FGG-HT  WR  #2  HI 

T-FGG-TEF  HI 

T-FGO220   HI 

T-FG0  32    HI 

T-FGO460   HI 

T-NTO90   HI 

T-SG2    HI 

T-800-SH2  H2 

TACO  100  FG HI 

TACO  150  FG HI 

TACO  32  FG HI 

TACO  46  FG HI 

TACO  68  FG HI 

Tribophysics  Corporation 

T-6  Food  Grade HI 


Trident  Technologies,  Incorporated 

Antimicrobial  7413   G7 

1001   G5 

1003  G6 

1101   G6 

1102  G6 

1120  G5 

1121  G6 

1202  G2.G6 

1203  G6 

1210  G6 

1220  G6 

1301   G6 

1302  G6 

1303  G6 

1401  G6 

1601   G5.G6 

1605  G6 

2003  G5 

2102  G6 

2201   G6 

3001-30   G6 

3002  G6 

3101   G6 

3301   G6 

3501   G6 

3502  G6 

3503  G6 

3504  G6 

3505  G6 

5001   G2.G6 

5002  Gl 

5005  G3 

5201   G7 

5202  G7 

5303  G7 

6001   G6 

6003  G7 

6004  G7 

6005  G6 

6301   G7 

6501   G5.G7 

6505  G7 

7215  Microbiocide    G5.G7 

7415  G7 

7420  G7 

8102  A3 

Triguard  Labs,  Inc. 

BT  133  G6 

BT-102  G6 

BT-1050 G6 

BT-I40-P  G6 

CT-140-P  G6 

ST-111   G6 

Triple  Crown  America,  Inc. 

Turmosynth  100    HI 

Turmosynth  15    HI 

Turmosynth  150    HI 

Turmosynth  1500    HI 

Turmosynth  2000  EL   HI 

Turmosynth  460    HI 

Turmosynth  68    HI 

Turmosynthgrease  AL  2502  HI 

Turmsilon  K  350  HI 

Turmsilon  LMI  5000 HI 

Triple  Pack 

Blap  Sulfuric  Drain  Opener   LI 

Triple  S 

Acclaim   E4 

Appeel   CI 

Assure    E4 

Body  Fresh    E4 


Borax  Hand  Soap    C2 

Boro-Guard   C2 

Citra  Clean E4 

Control  Medicated  Lotion  Soap  E4 

Delux  Lotion  E4 

Fassst  Nullify    A4.C1 

Hi-Power  Borax C2 

Hyclean   E2 

Impressions  Blue  Thunder   CI 

Lano-Guard  C2 

Lotion  Skin  Cleaner   E4 

Lotion  Skin  Cleanser El 

Luxury  E4 

LHS  Lotion  Hand  Soap    El 

Master  Care  El 

Maxima  High  Foam  Food  Service 

Cleaner   Al 

Orange  Pro  Aero  Cream  E4 

Pink  Charm  E4 

Pink  Lotion  Hand  Soap    El 

Pink  Suds Al 

Pleascent  Clean  CI 

Powerscrub    E4 

Qwell  D2 

Ssspectrum  Charge  Hvy  Dty  Ind  Dgrsr 

Form  Al 

Ssspectrum  Maxima  Hi  Fm  Fd  Svc  Clnr 

Form  Al 

Ssstarpulsar  SX  N-Btyl  All  Purp  On 

Form  A4 

Ssstrike  Q-Pro  Disnfctnt-Sntizr-Deo- 

drizr D2 

SSS  Absolve  Non-Acid  Bowl  Cleaner     C2 

SSS  Acscent    CI 

SSS  Air  Freshener  Baby  Powder  CI 

SSS  Air  Freshener  Bayberry CI 

SSS  Appeel  Ready-to-Use    CI 

SSS  Black  Mark  Remover   CI 

SSS  Blaze    LI 

SSS  Blue  Bowl  Cleaner   C2 

SSS  Blue  Glass  Cleaner  CI 

SSS  Blue  Glass  Cleaner  Ready-to-Use  CI 
SSS  Censor  Vandalism  Mark  Remover    Kl 

SSS  Citra  Peel  CI 

SSS  Cleanser  Contains  Chlorine  Bleach  A6 
SSS  CleanWorks  Disinfectant  Detergent  A4 
SSS  CleanWorks  Heavy  Duty  Cleaner  Al 
SSS  CleanWorks  Multi-Purpose  Cleaner  CI 
SSS  CleanWorks  Multi-Purpose 

Dsnfctnt CI 

SSS  CleanWorks  Neutral  Floor  Cleaner  CI 
SSS  CleanWorks  Non-Acid  Bowl 

Cleaner   C2 

SSS  CleanWorks  Spray-Mist  Deodorizer  CI 
SSS  CleanWorks  Tile  and  Grout 

Cleaner  A4 

SSS  Cobalt  Blue  CI 

SSS  CommandAir  Insecticide F2 

SSS  Concrete  Primer  Neutralizer  A3 

SSS  Contact  and  Circuit  Board  Cleaner  K2 
SSS  Discreet  Emulsion  Bowl  Cleaner      C2 

SSS  Disinfectant  Deodorant  CI 

SSS  Double  Action  Residual  Insecticide  F2 

SSS  Dual  Power  Disinfectant  CI 

SSS  DC  Plus  CI 

SSS  DC  Plus  Ready-to-Use   CI 

SSS  Emulsion  Bowl  Cleaner    C2 

SSS  Emulsion  Bowl  Cleaner   C2 

SSS  Enz-Odor  Ready-to-Use   CI 

SSS  Enzyme  Control    CI 

SSS  Enzyme  Deodorant   L2 

SSS  Flying  Insect  Killer  F2 

SSS  Foam  Disinfectant  Cleaner  & 

Deodrzr  CI 

SSS  Glass  Cleaner CI 

SSS  Hosptl  Strength  Disinf. 

Clnr&Deod CI 

SSS  HD  Concrete  Degreaser    A4.A8 

SSS  Ice  Melter    CI 

SSS  Impresssions  Shop  Clean    A4 

SSS  Insect  Spray  Fl 

SSS  Instant  Mildew  Stain  Remover  ....    CI 
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SSS  Jelled  Vandal  Mark  Remover  CI 

SSS  Lemon  Legacy  Disinfectant 

Cleaner   CI 

SSS  Lemon  Legend CI 

SSS  Liquid  Scouring  Creme  A6.C2 

SSS  Majestic  Red  C2 

SSS  Metal  Cleaner  &  Polish    A7 

SSS  Metered  Aerosol  Insecticide  Fl 

SSS  Mint  Bowl  Cleaner   C2 

SSS  Mint-To-Clean  C2 

SSS  Moisture  Guard  H2 

SSS  Moisture  Guard  (Bulk)   H2 

SSS  Multi-Purpose  Insecticide  Fl 

SSS  Natural  Clean CI 

SSS  Natural  Clean  II CI 

SSS  Neutra-Clean   A4.A8 

SSS  Odor  Counteractant  Discs  CI 

SSS  Orange  Pro  Cling    CI 

SSS  Orange  Pro  Degrease-It CI 

SSS  Orange  Pro  Drain  Cleaner    CI 

SSS  Orange  Pro  Wipe-Away  Concen- 
trate      CI 

SSS  Orange  Pro  Wipe-Away  Extra  ....  CI 
SSS  Orange  Pro  Wipe-Away  RTU    ....    CI 

SSS  Oven  &  Grill  Cleaner  A8 

SSS  P.S.T.  Toilet  Bowls,  Prcln  & 

ShwrTls  C2 

SSS  Penetrant  Lubricant  (Aerosol) H2 

SSS  Pleascent  Air  CI 

SSS  Pleascent  Disinfectant  CI 

SSS  Pleascent  Neutra-Shine  CI 

SSS  Pleascent  Spray  CI 

SSS  Porcelain  Promise   C2 

SSS  Porcelain/Shower/Tile  Cleaner  ....  CI 
SSS  Razzle  Dazzle  Disinfectant  Cleaner  CI 

SSS  Room  Deodorant  Citrus    CI 

SSS  Room  Deodorant  Mint    CI 

SSS  Royal  Blue C2 

SSS  S-270  Residual  Insecticide   F2 

SSS  S-500  Econo  Insect  Killer F2 

SSS  Safety  Solvent  (Aerosol) K2 

SSS  Safety  Solvent  (Bulk)  K2 

SSS  Scotty  Al 

SSS  Scour  Foam  Abrasive  Foam 

Cleaner   CI 

SSS  Seal  Stripper   C3 

SSS  Silicone  Lubricant  HI 

SSS  Silicone  Mold  Release    HI 

SSS  Slip-Shot   H2 

SSS  Speed  Away CI 

SSS  Stainless  Steel  Cleaner   A7 

SSS  Steam  Clean    Al 

SSS  Tile  Cleaner  &  Scum  Remover   ..    C2 

SSS  Utility  Cleaner  CI 

SSSpectrum  Orange  Plus    A4 

SSSpectrum  Voyager    Al 

SSStar  Strobe    CI 

SSStrike  DC  Pine   CI 

SSStrike  Miraquat  Det.  Disnf-Vircd- 

Deod  CI 

SSStrike  Q-Mate  Det.-Dsnfct-Vrucd- 

Deod CI 

SSStrike  Wonder  Q  Det.  Disnf-Vircd- 

Deod   CI 

Tender  Care  E4 

Triple  S  Body  Shampoo  E4 

Triple  S  Gentle  Wash  E4 

Triple  S  Lotion  Cleanser E4 

Triple  S  Medi-Care  Lotion  E4 

Triple  S  Super  Tough  Hand  Cleanser   ..  E4 

Triple  S  Supra-Care  Lotion    E4 

Triple  S  Waterless  Cleanser  with  Grit  ..  E4 

Waterless  Hand  Cleaner  E4 

1500  Liquid  Hand  Soap   El 

2nd  Shift    Al 

4  Sure C2 

Triple-D  Sales  Co.,  Inc. 

RC  50    A3 

40B    A4 


Tristate  Products  Company 

Compound  Al 

Industrial  Cleaner  Degreaser A4 

Kitchen  Pleasure  Al 

Triton  Supply  Corporation 

Aluma  Clean  A3 

Compound  B-806    PI 

Eazystrip   A4 

Rash    A8 

Formula  806  Super  Conct A4.A8 

Lubri-Fast    H2 

Never-A-Stain  Heavy  Duty  Clnr.  Parts 

A&B    Al 

No-Scrub  Parts  A&B    Al 

Odorhyde  II  CI 

Pure  N'  Mild   El 

Super  Foam-T  Al 

TriStar  Industries 

Bio-Force  X95 100  Cleaner/Degreaser      CI 

Orange  Rough  Touch  X950I2   E4 

Orange  Rough  Touch  X950I3   E4 

Orange  Soft  Touch  X95010  E4 

Orange  Soft  Touch  X95011    E4 

Trojan  Enterprises,  Inc. 

Soft  Hands  E4 

Warrior E4 

Tronex  Chemical  Corporation 

Aqua-San  Chlor  Clean  H.F Al 

Aqua-San  Chlor-Clean    Al 

Aqua-San  Foamer   A I 

Aqua-San  General  Cleaner  Al 

Aqua-San  H.D A2 

Aqua-San  Lube-Rite   H2 

Aqua-San  Safe  A1.Q1 

Aqua-San  Safe  No.  2    Al 

Aqua-San  1001    A3 

Aqua-San  1030   A3 

Aqua-San  1050    A3 

Aqua-San  2000   A2 

Aqua-San  2020   Al 

Aqua-San  2040   A2 

Aqua-San  2090   A2 

Aqua-San  222    Al 

Aqua-San  2500   A2 

CP-IOO Al 

CP-150  Al 

Liqui-Flow  Al 

Liqui-Melt  Al 

Quota  Al 

Rally  CF    Al 

Tridex G2 

Tronex  Aqua  San  PA- 15 A3 

Velocity  A2 

Troy  Chemical  Industries,  Inc. 

#1 155  Freezer  Cleaner   A5 

BT6010  G7 

BT-6002  G7 

BT-6005  G6 

BT-6020 G6 

BT-6030 G6 

BT-6032  G6 

BT-6051  G7 

BT6011    G6 

CW  6053  G7 

CW6057  G5 

Liquid  Boiler  Trtmnt-Heat.  Plus 

BT-6012   G7 

PW  6056   G3 

PWT6056 G6 

RC6040   PI 


Sparkle  Bowl  Cleaner  C2 

Troy  1112    A4 

Troy  1122  Heavy  Duty  Degreaser  A4 

Troy  1133  FP    A4.A8 

Troy  1133-MPS  A2 

Troy  1137  FP    Al 

Troy  1138  FP-NP   Al 

Troy  1139  H    Al 

Troy  1 140  FP    Al 

Troy  1141  FP    Al 

Troy  1145  FP    Al 

Troy  1151  FP    Al 

Troy  1151  FP-NP   Al 

Troy  1152  FP    A4 

Troy  1153  FP    Al 

Troy  1415N  Conveyor  Lubricant  H2 

Troy  1416N  Conveyor  Lubricant  H2 

Troy  1419  FP  Lubricant  HI 

Troy  1423  Hand  Dip  Sanitizer  E3 

Troy  1424  Hand  Dip  Sanitizer  E3 

Troy  1425  Conveyor  Lubricant    HI 

Troy  1425N  Conveyor  Lubricant  HI 

Troy  1646    D2 

Troy  1651  Disinfectant/Sanitizer   D2 

Troy  1 722  Synergized  Pyrethrin  Spray  Fl 

Troy  2022  Antifoam  Emulsion  Al 

Troy  2047    B2 

Troy  2086  FP  Defoamer  Al 

Troy  2087  FP    A3 

Troy  2111  FP    A3 

Troy  2118  FP    A3 

Troy2118-C    A3 

Troy  2119  FP    A3 

Troy2119-BFP    A3 

Troy  21 19-MS  CIP  Acid  Cleaner A3 

Troy  2121  FP  Self-Foaming  Acid 

Cleaner  A3 

Troy  2121  FP-S A3 

Troy  2511    Al 

TC  1129 Al 

1105  Elite    A4.A8 

1 106  Lo  Foam  Concentrate    A4 

1107  Concentrate A4 

11 10  Hi-Foam  Al 

1110-A  Al 

1128  Egg  Washing  Compound Ql 

1128  NC    Ql 

1131  Foam-Add Al 

1132  FP  Chlorine  Booster    Al 

1134  Troy  Fome   Al 

1135  FP  Al 

1 137  FP  Alkaline  Cleaner Al 

1138  FP  Al 

1139  FP  Al 

1 144FP  Liquid  Smokehouse  Cleaner  ..  A8 

1406  Liquid  Hand  Soap   El 

1410  Medicated  Soap  with  PCMX El 

1412  Hand  Sanitizer  E2 

1413  Conveyor  Lubricant  H2 

1414  Conveyor  Lubricant  H2 

1416  Conveyor  Lubricant  A1.E1.H2 

1501  Concrete  Floor  Cleaner  CI 

1502  FP  Laundry  Detergent  Bl 

1506  FPH-S  Cleaner  Al 

1508  FP  Heavy  Duty  Floor  Cleaner  ....  A4 

1509  FP  General  Purpose  Cleaner  Al 

1609  Detergent  Disinfectant  Dl 

1612  Heavy  Duty  Detergent  Disinfec- 
tant      A4 

1623  D2 

2004  Glisten  Glass  Cleaner    CI 

2018  Tank  &  Line  Cleaner Al 

2018-B  Tank  &  Line  Cleaner A2 

2021  Concrete  Floor  &  Equipment  Clnr.  Al 

2027  FP  Drain  Opener  LI 

2030  FP  Al 

2031  FP  A2 

2032FP A2 

2108  Scale  and  Rust  Remover  A3 

2108-A  Scale  &  Rust  Remover   A3 

2109  FP  Acid  Cleaner A3 

2109  FP  Acid  Cleaner  with  Foam   A3 
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21 10  FP  Acid  Cleaner A3 

21 16  Self-Foaming  Acid  Cleaner  A3 

2117  FP  Dry  Acid  Descaler  A3 

2303  Al 

2310  Alkaline  Rust  Stripper  &  Soak 

Clnr A2 

2401  FP  Solvent  Cleaner   K2 

2403  FP  Solvent  Cleaner   K1.K2 

2414  FP  Solvent  Cleaner   Kl 

2501  Bottle  Wash  Soak  Cleaner A2 

2501  FPC  Food  Plant  Cleaner   A2 

2506  Smokehouse  Cleaner  A2 

2507  FP  Heavy  Duty  Cleaner A2 

2510  H.  D.  Jelled  Cleaner    A2 

2604  FP  Emulsion  Cleaner  Kl 

2701  FP  Food  Plant  Cleaner    Al 

2701  FP  Food  Plant  Cleaner  with  Foam  Al 

2701  Liq.  Alkaline  Cleaner  &  Degrsr  Al 

2702  FP  Food  Plant  Cleaner    Al 

2702  FP  Food  Plant  Cleaner  with  Foam  A I 

2702  H.D.  Liquid  Steam  Cleaner  Al 

6001  G6 

6003  G6 

6010  G6 

6020  G6 

6030  G6 

6056  G2 

Troy  Sanitary  Supply  Co.,  Inc. 

Hodgkinson's  "Aqua-Solv"  Degreaser 

Cln Al 

Hodgkinson's  Heavy  Duty  Hand  Soap  ..  E4 

Hodgkinson's  Hospital  Hand  Soap  E2 

Hodgkinson's  Lotion  Hand  Soap   El 

Tru-Test  Manufacturing  Company/ 
Division  of  Cotter  &  Company 

Tru-Test  Professional  Cone.  Grmcdl 
Clnr  Al 

True  Concentrates  Inc. 

A  Sub.  of  True  Chemical  Co.  Inc. 

Pot  Shot  Al 

Tri-Melt  CI 

True  All  Purpose  Concentrates  Al 

True  Knock-Out  Sanitizer  Cleaner  D2 

Trust-X 

Liquid  Draynamite  Drain  Opener LI 

Tugwell  Supply  Co. 

Mighty  Green    Al 

Mighy  Myrt  CI 

Super  Lemon  Quat  Disinfectant  CI 

Tulco  Oils,  Inc. 

Lubsoil  F.R.  40  F.G.  Hydraulic  Fluid  HI 

Lubsoil  White  Oil  200  F.G HI 

Lubsoil  White  Oil  350  F.G HI 

Lubsoil  White  Oil  55  F.G HI 

Lubsoil  White  Oil  70  F.G HI 

Lubsoil  White  Oil  90  FG HI 

Turbo  Braze  Corporation 


Turco  Products/ 

A  Division  of  Atochem  North 

America  Inc. 

Aktiv    CI 

Alkaline  Rust  Remover A2 

Alkaline  Rust  Remover  NF    CI 

Aqua-Fax  Al 


Aviation  Al 

ABC  Special   A2 

Blu-Fax    Al 

Botl-Glo  A2 

Chempo  CI 

Co-Ro-Go    A3 

Eaze  Al 

Eureka  Special A2 

Eureka-Special-NP    A2 

Ferrex  B  A2 

Flash    A3 

Foamgo   Q5 

Handisan   C2 

Kwik-Solv   Kl 

Liquid  Alkaline  Rust  Remover-NF    ....  A2 

Liquid  Poly-Botl-Glo    Al 

Liquid-Sanilube  A1.H2 

Plaudit   A4 

Poly-Botl-Glo    Al 

Powr-Steam  A2 

R.R.  #3    Al 

Solusoil    Al 

Sprayeze  LT    Al 

Stain-Gon  Q1.Q2 

Steam-Aero   Al 

Steameze   Al 

Steamzall  Al 

Super  Ferrex    A2 

T-1685  A4 

T-3252  Al 

T-5009  A2 

T-5042  Al 

T-5787  CI 

T-5805  Al 

Thoral  Plus    D2 

Turco  5668    Kl 

Type  C  A2 

Zeal    A4 

4819  Al 

Twi-Laq  Chemical  Co.,  Inc. 

Excedo  CI 

Twin  City  Cleaning  Supplies 

DCs  Twin  Punch    CI 

Delight  A4 

Twin  Shine    CI 

Tyler  Industries,  Inc. 

The  Stuph    H2 

Tyler- Wood  Company,  Inc. 

Medi  Soap  Plus  El 

Tymstone  Studio 


Tysol  Products  Division 

No.  117   A2 

U  S  Associates 

USA'100  A3 

USA*105  A3 

USA*110  A3 

USA*115  A3 

USA*120  A3 

USA*125  A3 

USA'130  A3 

USA*135  A3 

USA*140  A3 

USA*150  A3 

USA'200  A2 

USA'210  A2 

USA'220 A2 

USA*230  A2 


USA*240  A2.L1 

USA*250  A2.LI 

USA'300  A2 

USA*310  Al 

USA*320  A2 

USA'330  Al 

USA'340  Al 

USA*350  A2 

USA'360  Al 

USA*430  Al 

USA*440  Al 

USA*630  A1.H2 

USA*700  Al 

USA*750  Q5 

USA*945  A3 

USA*950  A1.Q1.Q2 

USA*970  Al 

U  S  Chemco  Supply  &  Service 

Solubilize  Concentrate    Al 

U  S  Chemical/ 

A  Division  of  Hydrite  Chemical  Co. 

A-108  G6 

A-108-5   G6 

A-1082  G6 

Acid  Concentrate  No.  32    A3 

Action    CI 

Active E2 

Additive  305   Al 

All  Purpose  Liquid  707    A8 

All  Temperature  Laundry  Detergent  Bl 

All  Temperature  Laundry  Detergent    ..  Bl 

Antisept   E2 

Antiseptic  Hand  Soap  E2 

Apple  Orchard  Dry  Air  Freshener   CI 

Aqua-Glove   E4 

B-C  Concentrate    A4 

Baseboard  Cleaner  and  Wax  Stripper  CI 
Bathroom  Cleaner  Non-Acid  Formula  CI 
Beaver  Aluminum  Safe  Hot  Tank  Com- 
pound      Al 

Beaver  B-100  Floor  Cleaner CI 

Beaver  Concrete  Cleaner    CI 

Beaver  Kleerview  Glass  Cleaner   CI 

Beaver  Paint  Safe  (Med  Dty)  Stm. 

Comp CI 

Beaver  Sudzy  All  Purp.  Detergent  CI 

Beaver  Super  Duper  Hvy  Dty  Liquid 

Steam    Al 

Blue  Star   Bl 

Blufoam  C2 

Borax  Suds    Al 

Bottle  Wash  Compound   A2 

Bright  Dishwasher  Detergent  Al 

C-100  Corrosion  Control    G7 

Can  Cleaner  No  2    Al 

Chain  Lube  #1  H2 

Chain  Lube  3X   H2 

Chlor   A1.Q1 

Chlor  Bac  No.  277    D2 

Chlor-Bactericide  Disinfectant  D1.Q4 

Clean  N  Soft  E4 

Combo  Bl 

Con-Tac  A2 

Concentrate    CI 

Creme  Cleanser  A6 

D-Scaler  A3 

De-Soil-It  C2 

Defoamed  Acid  No.  117  A3 

Defoamed  Liquid  Chelate  U.S.  No. 

66-D    A2 

Dig  Al 

Disinfectant  Cleaner   C2 

Dislodge  Formula  No.  35  A2 

Dry  Bleach Bl 

Dry  Bleach  No.  45    Bl 

Dual-Drive  #220  A2 

DO-1    G6 
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Egg  Brite  Ql 

Egg  Stain  Remover  Q2 

Egg  Wash  #1  Ql 

Egg  Wash  #2  Ql 

Egg  Whitewash  Ql 

Eggwash  Recirculation  Detergent  ..    A1.Q1 

Emerge  No.  75    D2 

Extra CI 

Extra-Shine    Al 

Fabric  Softener    B2 

Failsafe Al 

Failsafe/SW   Al 

Flor-Clean   CI 

Foam  Booster    Al 

Foam  Clean  Al 

Foamotex  A4 

Fore  Concentrate  A4 

Formula-C   G6 

Formula-K  G7 

Freezer  Cleaner  A5 

Fresh  and  Clean  Laundry  Detergent  ....  Bl 

Fryer  Cleaner  Formula  No.  148   A2 

Fury  No.  94  Al 

FF-108  E2 

Gallant  Formula  #27  A3 

General  Cleaner  No.  107    Al 

Glass  Cleaner  Floral   CI 

Goal  #97    Al 

Grease  Gone  #55  Al 

Grenade  No.  87  A2 

H.D.  Cleaner  344    Al 

Handyman  No.  138  LI 

Heavy  Duty  Acid  Detergent  No.  15  ....  A3 

Heavy  Duty  Compound    CI 

Heavy  Duty  Liquid  Compound    Al 

Heavy-Chlor    Al 

High  Foaming  Additive  Formula  No. 

304    Al 

High  Temperature  Alkali  No  35   A2 

Hydro  Glo.  Formula  No.  325  Al 

Hydro-Klor    Al 

Hydro-Sheen  Formula  Number  324  ....  Al 

HD-148    A2 

Immense A4.A8 

Ind  Com  Oxygen  Bleach    Bl 

Ind/Com  Disinfectant  Deodorizer 

Lemon  CI 

Ind/Com  Flying  Insect  Killer  Fl 

Inflation  Kleen  Formula  35    A2 

locide  D1.Q6 

IND/COM  Antichlor  Bl 

IND/COM  Break  Bl 

IND/COM  Built  Detergent  Bl 

IND/COM  Enzyme  Detergent    Bl 

IND/COM  Oven  Cleaner    A8 

IND/COM  Powdered  Softener/Sanitizer  B2 

IND/COM  Softener  Bl 

IND/COM  Suds  Bl 

IND/COM  Tallow  Soap   Bl 

IND/COM  Water  Conditioner    Bl 

IND/COM  16%  Chlorine  Bleach  Bl 

Johnny  Plus  Bathroom  Cleaner    C2 

Johnny  Ringo  Toilet  Bowl  Cleaner   ....  C2 

Laundry  Break Bl 

Laundry  Break  Compnd  Formula  35  ..  A2 

Laundry  Detergent Bl 

Laundry  Pre-Spotter   Bl 

Lime  Scale  Remover A3 

Lime-Out  A3 

Liq.  Steam  Al 

Liqua-Cleen  LPC-3  Al 

Liquaclean  Al 

Liquid  Chelate  No.  66    Al 

Liquid  Fury  No.  291   Al 

Liquid  Hand  Soap  No.  120 El 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Break Bl 

Liquid  Laundry  Neutralizer  II    Bl 

Liquid  Laundry  Suds Bl 

Liquid  Oxy  Bleach  II   Bl 

Liquid  Oxygen  Bleach    Bl 

Liquid  Soap  EI 


Liquid  Soap  15%  El 

Liquid  Soap  20% El 

Liquid  Soap  40% El 

Liquid  Sour  'N  Soft B2 

Liquid  Souring  Agent  and  Softener  ....    B2 

Liquimac  Formula  No.  142    A2 

Liquitrol  Acid  Formula  No.  25    A3 

Liquitrol  Alkali  Formula  No.  23    A2 

Liquitrol  Conditioner  Form   No.  24  ....    Gl 
Liquitrol  Recirculation  CI.  No.  201   ....    A2 

Lube-It  H2 

Lubnclean  No.  243  HI 

Lustre  Coat    CI 

Merit    Bl 

Mill  Spray  Fl 

Mixmate  Germicidal  Cleaner  CI 

MixMate  All  Purpose  Cleaner/Degreaser  CI 

MixMale  Citrus  Neutral  Cleaner    CI 

MixMate  Glass  Cleaner    CI 

MixMate  Lemon  Air  Freshener    CI 

MixMate  Reduce  Slip  Floor  Cleaner  ..    A3 

MixMate  Room  Air  Freshener  CI 

MixMate  Shurguard  Plus    D2 

MixMate  Tub  and  Tile  Cleaner   C2 

Moderate  #195 Bl 

Nu-Jon  C2 

O-San  D2 

Orbit  Formula  #2 Al 

P.  L.  Cleaner  Al 

Pax-Solv    E4 

Pax-Solv  With  Scrubbers   E4 

Personal  Hygiene  Sys.  E-2  Hnd  Clnr- 

Sntzr   E2 

Personal  Hygiene  System  Aqua  C2 

Personal  Hygiene  System  Blue El 

Personal  Hygiene  System  Clear  E4 

Personal  Hygiene  System  Gold    E4 

Personal  Hygiene  System  Green    E4 

Personal  Hygiene  System  Lotion  E4 

Personal  Hygiene  System  White    El 

Plate-Klene  Formula  No.  81  Al 

Poly-Det  Formula  No.  236  Al 

Porcelain  and  Tile  Cleaner  A3 

Powdered  Degreasing  Compound A4 

Powdered  Fabric  Softener  B2 

Power-Lav  CI 

Pro-Tect  No.  235 A3 

Proto-Kleen  No.  19  Al 

Punch  No.  298 Al 

Rejoice  Al 

Residual  Ant  &  Roach  Killer  F2 

Restore  No.  238    Bl 

Rifle  No.  17 A3 

Rodine  92-A    G7 

San-I-King  D2 

San-I-Queen  D2 

Sanction  A8 

Sani-Bac D1.Q4 

Saniphor  No.  240    D2 

Sanitizer  E.S D2 

Sano  D2 

Scale-Clean   A3 

Score    Al 

See-Thru    Al 

Shurguard D2 

Skybrite  CI 

Sparkling  Dish  Detergent  Al 

Speed-Off CI 

Speedy  A4 

Spray  and  Wipe  CI 

Spray-Bac    CI 

Stainless  Brite  A7 

Stainless  Steel  Cleaner  Petroleum  Based  CI 
Stainless  Steel  Cleaner  Water  Based   ..    A7 

Stainless  Steel  Polish    CI 

Stalwart   Al 

Standby  Kleener  #20 Al 

Steam-Lav   CI 

Streamline  Foaming  Oven  Cleaner A8 

Suds  Bl 

Super  B-Kleen  Formula  No.  49  Al 

Super  Steam  Heavy  Duty  Steam  Com- 


pound      CI 

Swat  Fl 

System-1  Alumi-Brite  Al 

System-1  Burst    A8 

System- 1  Fresh  and  Clean  Laundry  Det.  Bl 

System-1  Laundry  Prespotter  Bl 

System-1  Lime-Free    A3 

System-1  Liquid  Laundry  Break  Bl 

System-1  Liquid  Laundry  Destainer  ....  Bl 

System-1  Liquid  Laundry  Suds    Bl 

System-1  Liquid  Sour  N  Soft    B2 

System-1  Liquid  Souring  Agent  &  Sof- 
tener      B2 

System-1  Liquid  Warewash    A2 

System-1  Oxygen  Bleach   Bl 

System-1  Soil-Off  Al 

System-1  Spray  and  Wipe    CI 

Tackle    CI 

Talent  Al 

Tank-Chlor Al 

Target  Formula  #39 Al 

Tec  E-2    E2 

Turbo  Al 

TEC  E-l  EI 

U.S.  #600  Formula  No.  28  Al 

US.  Alkali  No.  54   A2 

U.S.  Alkali  No.  54  G   A2 

U.S.  Boiler  Compound  No.  56  G7 

U.S.  Caustic  #233  A2 

U.S.  Caustic  Formula  No.  43G    A2 

U.S.  Caustic  234  A2 

U.S.  Chelated  Caustic  #33   A2 

U.S.  Defoamer  Formula  No.  200  Al 

U.S.  Iodophore  Formula  No.  34 Dl 

U.S.  Pink  Liquid  No  4  Al 

U.S.  Powerlube  H2 

U.S.  Rust  Remover  No.86    A3 

Ultra  A3 

Ultra  Active  Break    Bl 

Ultra  Active  Pre-Spotter  Bl 

Ultra  Active  Suds   Bl 

Ultra  Active  3  Suds  +  Bl 

Ultra  Active  4  Destainer  +  Bl 

Ultra  Active  5  Sour  'N  Soft   B2 

Ultra  Active  6  Oxy-Bleach  Bl 

Ultra  Active  8  Softener B2 

Ultra  Clean  No.  354  Al 

Universal  Cleaner   A4 

USCalrite  Aura   Al.QI 

USCalrite  Bactergent D2 

USCalrite  Big  Cat  A1.H2 

USCalrite  Clor-Ade  A1.Q1 

USCalrite  Cryosan  II D2 

USCalrite  Extra-Power  CI 

USCalrite  ES-III   D2 

USCalrite  ES-1    Al 

USCalrite  Foaming  Ezaway   CI 

USCalrite  Hi-Suds A4 

USCalrite  Hy  Soil  II  Al 

USCalrite  HC-212  Al 

USCalrite  Kleer  NKleen    Al 

USCalrite  L.L.  Booster  Bl 

USCalrite  L.L.  Built  Detergent Bl 

USCalrite  L.L.  Destainer    Bl 

USCalrite  L.L.  Detergent   Bl 

USCalrite  L.L.  Heavy  Duty  Detergent  Bl 

USCalrite  L.L.  Sour/Softener  B2 

USCalrite  Lime-Brite    CI 

USCalrite  Liquid  Soak-Eze Al 

USCalrite  LP-1    A4 

USCalrite  LP-1    CI 

USCalrite  Payload  Al 

USCalrite  PW-5 Al 

USCalrite  Scale-Gon  A3 

USCalrite  Skleen  AI.Q1 

USCalrite  Strip-Tee A8 

USCalrite  Syn-Cide  Plus    D2 

USCalrite  Totil    Dl 

USCalrite  Totil-Plus   Dl 

Velva  Suds A4 

Wand  Formula  #131   Al 

Whisper  B2 
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Wil  Kleen  No.  41    A3 

Winter  Lube  Formula  No   241  H2 

XCLube    H2 

500  Formula  #29  Al 

600Pineol   CI 

U  S  Envirotech  Company 

Wonder-Clean  All  Purpose  Cleaner  ...  Al 

Wonder-Clean  Industrial  Cleaner  Al 

U  T  P  Welding  Materials,  Inc. 


U  Z  Engineered  Products 

Battery  Cleaner  &  Protector  Stock 

#10332    PI 

Belt  Dressing  10347   PI 

Bug  Buster Fl 

Citm-Gel  Heavy  Duty  Citrus  Degreaser  CI 

Cut-Ease PI 

Cutting  Oil  10708   H2 

D.A.R.L H2 

Dry  Graphite  10701    H2 

Electrical  Contact  Cleaner  10344  K2 

Eye  Opener   CI 

Gasket.  Paint  &  Decal  Remover    PI 

Gloss  Protective  Coating  10343  CI 

Graffiti  Relief    CI 

Grime  Guard  E4 

Grit  Strip  E4 

HC  Oil  H2 

Ice-Be-Gone CI 

Liquid  Dynamite  LI 

Lubri-Tec  No.  190118    H2 

Mag  2100 H2 

Maxi  Blue  Grease   H2 

Multi-Lube  Grease    H2 

Open  Gear  Lube  10348 H2 

P.L.D.P H2 

Pene-Dry  No.  190101  (Aerosol) H2 

Penetrating  Fluid  10337   CI 

Red  Grease  Lubricant  H2 

Safety  Solvent  Degreaser   K2 

Safety  Solvent  Degreaser  10341  Kl 

Silicone  Lube  10334  (Aerosol) HI 

Solv-2000    CI 

Spray  Adhesive  10702   K3 

Tool  Coolant  Stock  #10340  (Aerosol)      Kl 
Two  Smooth  Lotionized  Skin  Cleaner  ..  El 

Ultimate  Orange    E4 

Ultra  Coil  Cleaner  PI 

Ultra-Clean    PI 

UZ  Dry  Moly  Lubricant  #1901 16    H2 

UZ  Gear  Oil    H2 

UZS.W.A.T Fl 

UZ  Stainless  Clean-N-Sheen    CI 

White  Food  Grade  Grease  with  PTFE      HI 
White  Lube  10345 HI 

I   S.  Industrial  Lubricants 

Dyna-Therm  FG-10  HI 

Dyna-Therm  FG-20 HI 

Dyna-Therm  FG-30 HI 

Everstay  Food  Grease-2   HI 

Everstay  Polymer  100  H2 

Power-Flo  100  H2 

Power-Flo  22  H2 

Power-Flo  32  H2 

Power-Flo  32  H2 

Power-Flo  46  H2 

Power-Flo  46  H2 

Power-Flo  68  H2 

Power-Flo  68  H2 

Powerflo  ISO-32  H2 

Powerflo  ISO-68  H2 

Ryan's  Oil    H2 

USLFG-100   HI 

USLFG-140   HI 


USLFG-150   HI 

USLFG-32   HI 

USL  FG-68   HI 

USL  FG-90   HI 

USL  HD  Gear  Oil  140  WT   H2 

USL  HD  Gear  Oil  90  WT   H2 

USL  HD  250  Wt.  Polymer  Gear  Oil  ..  H2 
USL  30  Wt.  Non-Det.  Vacuum  Pump 

Oil  H2 

USL-600    H2 

WL-10   HI 

WL-15   HI 

WL-20  HI 

WL-200  H2 

WL-25   HI 

WL-300  HI 

WL-500  HI 

U.  S.  Marketing  Dist. 

Profesnl  Brnd  Exterminator's  Kit 
Form200  F2 

U.N.X.  Incorporated 

Alkali  A  Bl 

All-Pro  B2 

Ally    D2 

Array   Bl 

Bid   Bl 

Bio-Sour    Bl 

Bonus  D2 

Boon    Bl 

Brite-X-20  Bl 

Certex D2 

Cling    Al 

Dynatron  Heavy  Duty 

Cleaner/Degreaser Al 

Dyno55  Bl 

Endorse    Bl 

Flo-Brite    Bl 

Flo-Class   Bl 

Flo-Crest   Bl 

Flo-Det Bl 

Flo-Glo    Bl 

Flo-Kon  NP  Bl 

Flo-Plus  Bl 

Flo-Power    Bl 

Flo-Sol  B2 

Flo-Strength  Bl 

Ro-Sure  Bl 

FLO-100    Bl 

GC-57    CI 

Hy-Lite Al 

Kar-Kare-M  Al 

Kleenall-M  Al 

L.T.  Special  Bl 

Linase Bl 

Liquid  Bio-Max  Bl 

Liquid  Linase Bl 

Lustro  A3 

LT  Special  NP  Bl 

Magnum D2 

Master   Al 

Mr.  Helper  Bl 

Odyssey  CI 

Oracle Al 

Pack  Bl 

Pathoclean   D2.E3 

Pro   B2 

Protect   Bl 

Reserve    D2 

Soft-Brite  Liquid  B2 

Solv-Special  Bl 

Super  Flo-Kon  NP Bl 

Super-Pro  Bl 

Super-X  Al 

Tame    Bl 

Tempo   Al 

Trap-Free  L2 

Trust Bl 

U.N.X Bl 


Vantage    Bl 

X-99  Bl 

Zel  Liquid   Bl 

1870  Bl 

1870  NP Bl 

5  Star  A8 

U.S.  Biotech,  Inc. 

AMD  51193  (P)    L2 

AMD51193(L)  CI 

JAD  969  Special  (L)  CI 

JAD  969  Special  (P)  L2 

RSH  BioPlus  CI 

Septic  Solution    CI 

U.S.  Cleaner  Corporation 

S-Plus  APC   CI 

S-Plus  XD  Al 

U.S.  Movidyn  Corportion 

PA-200  A1.L1 

U.S.  Petrolon  Industrial,  Inc. 

S-50  EP  H2 

U  S  P  I  4624-68-F    HI 

USPI  Chain  Lube  Light   HI 

USPI  FG-46  HI 

USPI  FMO  100  HI 

USPI  FMO  32  HI 

USPI  FMO  46  HI 

USPI  FMO  68  HI 

USPI  Trolley  Oil  22  HI 

USPI  Trolley  Oil  32  HI 

USPI  VAC  100  H2 

USPI  VAC  100-F   HI 

USPI  1518-150-F    HI 

USPI  1553-100-F    HI 

USPI  4200  -  100  H2 

USPI  4600-32-F    HI 

USPI  4600-46-F    HI 

USPI  4601-46   H2 

USPI  4608- 100-F    HI 

USPI  4608-150-F    HI 

USPI  4608-220-F    HI 

USPI  4608-46-F    HI 

USPI  4608-460-F    HI 

USPI  4614-32-F    HI 

USPI  4617-100-F    HI 

USPI  4617-150-F    HI 

USPI  4617-220-F    HI 

USPI  4617-46-F   HI 

USPI  461 7-460-F    HI 

USPI  4617-68-F    HI 

USPI  532  HI 

USPI- 1 553- 150-F    H2 

USPI-40  FG/A  HI 

USPI-40  FG/M    HI 

USPI-60SR    HI 

U.S.  Polychemical  Corporation 

ja.ls.ac A8 

Alternative  2000   CI 

Cleaning  Concentrate  101  A4.A8 

Lots  of  Instant  Suds    Al 

Model  #  35-AX  CI 

Perfect  Way  #147   CI 

Poly  Rust  Remover  #109   CI 

Polychem  173   CI 

Polychem  205  Liquid   E4 

Polycrystals  106    Al 

Polyspray-Jet  #790   Al 

Product  3600  CI 

QuikSqeez#85  CI 

Samson    Al 

Smoke  House  Cleaner A8 

System  401    K2 
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ST  21  Poly  Spray  Jet    A4 

ST-22  Poly-Spray  Jet    Al 

Tropiclean  281  CI 

U.S.  Sanitizing  Co.,  Inc. 

San-Us  Cleaner/Sanitizer    D2 

Ulrich  Chemical,  Inc. 

Ultra  Adhesives,  Incorporated 

Foam-Ban  119  Q5 

Ultra  Chem  Industries  Ltd. 

Ultra-Clean    CI 

Ultra  Chemical  Inc. 

Ultra  Clean  324  (Butyl  Base)  CI 

Ultra  Last  Products/ 
N  C  H  Corporation 

Ultra  Last  833  Non-Meth  Stripper  C3 

Ultra  Shield  Products  International, 
Inc 

Ultra  Shield  Cleaner  Concentrate  CI 

Ultra  Shield  Sanitizing  Hand  Soap E2 

Ultra  Shield  USPI  921  10%  Solution  D2.Q3 

Ultra  Soap  Products  Inc. 

Ultra  Sanitizing  Hand  Soap    E2 

Ultra-Chem.  Co.  Inc. 

U.C.  212  Ultra  Confidence  C2 

Ultra-Chem,  Incorporated 

Act-A-Cide    F2 

Assure    CI 

Ax-It A4 

AF-Ultra C2 

Best  Bet  A6.C2 

Best  Scent  Herbal  Fresh  CI 

Best  Scent  New  Green   CI 

Bio-Matic  CI 

Blast  K2 

Break-It   H2 

Bug-Master  Spray  Fog   Fl 

By-Sect    Fl 

Citru-D CI 

Clear  Bet  CI 

Complete  CI 

Complete  RTU    CI 

Conquer  CI 

Control  Lemon    CI 

Control  Mint   CI 

Control  Pine    CI 

Cure  Anti-Friction  Lubricant   H2 

Deep  Blue  (Aerosol)  CI 

Deep  Freeze  A5 

Deo-Buds  CI 

Desolve   CI 

Drain  Power LI 

Dry-Cide    Fl 

Dyna-Foam   A8 

Ez-E  H2 

Glitter CI 

Ideal  Lotion  Hand  Cleaner  E4 

Kling   CI 

Marks-Off   CI 

Perform    E4 

Power-Solv    CI 


Prevent  E4 

Pull  C2 

Re-Act  (Green)   CI 

Re-Act  (Orange)   CI 

Re-Act  Red   CI 

Shield  E4 

Sili-Coat  H2 

Stix  CI 

Sun  Burst  CI 

Sure  Bet  C2 

Total  CI 

Tough  CI 

Wipe  Out  A8 

Wipe-Out  TRU  Oven  &  Grill  Cleaner  A8 

Write-Off  CI 

Ultrachem,  Inc. 

Chemlube  140  H2 

Chem!ube215  H2 

Chemlube  221   H2 

Chemlube  225  H2 

Chemlube  228  H2 

Chemlube  229  H2 

Chemlube  230  H2 

Chemlube  250  H2 

Chemlube  501    H2 

Chemlube  5050  H2 

Chemlube  530  H2 

Chemlube  751   H2 

Chemlube  80W   H2 

Chemlube  85W90  H2 

Omnilube  Non  Tox  640   HI 

Omnilube  Non-Tox  280   HI 

Omnilube  Non-Tox  370   HI 

Omnilube  100   H2 

Omnilube  5131    HI 

Omnilube  520   HI 

Pneu  Mist  325  H2 

Vischem  352  H2 

Vischem  373  H2 

Ultrachem,  Inc. 

Ultraclean  1000  Powder  A2 

Ultraclean  200  Extra  Mild  Liquid    Al 

Ultraclean  500  Liquid  Al 

Ultrastay  Foam   Al 

Ultramar  Canada  Inc. 

Ultra  Alimar  (Grease)  HI 

UltraChem 

UltraCid  A3 

UltraHydraSol   CI 

UltraPel   CI 

UltraPower  Al 

UltraSol   K2 

UltraSol  Balanced  K2 

Unasco  Pty  Ltd 


Uncle  Sam  Chemical  Co.,  Inc. 

Breath-O-Mint  Mint  Odor  Disnft  Clnr- 

Deo CI 

D-Trans  No  5  Vaporizer  Insect  Spray  Fl 
De-Soil  Concentrtd  All  Purp.  Detergnt     Al 

Duzkleen  Liquid  Detergent Al 

Formula  50  Wonder  Odrls  Disinf.  & 

Sntzr   Dl 

Haunt  Residual  Insect  Spray F2 

Pactor-Fume  Up  &  At'Em  Wtr  Based 

Insctcd  Fl 

Proficient  Freezer  Cleaner    A5 

Pyrenone  Livestock  Spray  &  Insect 

Spray  Fl 

Rid-O-Germ  Pine  Odor  Disinfectant  No. 


5    CI 

Scotsman's  Friend  All  Purpose  Det.  Clnr  A4 

Sprayzon  Magic  Cleaner Al 

Super-Solv  Emulsion-Degreaser  Cone.     CI 

T  K  O  Detergent  Sanitizer  D2 

Wonder  Liquid  Soap  15%    El 

Wonder  Liquid  Soap  40%    El 

Underfoot  Industries,  Inc. 


Unelko  Corporation 

Shield  Pre-Clean  2000    A6 

Unger,  H.  J.  Inc. 

KR600    Al 

Uni-Chem 

Electro  Clean  K2 

Food  Grade  Silicone  HI 

Uni-Chem  of  Savannah 

AC  Cleaner   Al 

Bisodyne    Dl 

Gold  Tiger  CI 

Multicide  Dl 

PTC-85    CI 

Septo  Soap El 

Sewer  Solvent   LI 

T-5  A4 

Uni-Chem  Corporation  of  Florida 

Ammoniated  Oven  Cleaner A8 

Bactivate    CI 

Big  O  Orange  Power A4 

Blow-Out  L2 

Chain  &  Cable H2 

Citra-Sol  Plus  E    CI 

Citrus  Waterless  Hand  Cleaner E4 

Citrus  Waterless  Hand  Clnr. 

w/Scrubbers    E4 

Coil-ite  PI 

Digest  LI 

Dri-Mol    H2 

Dual-27    Dl 

Electro-Pure  Contact  Cleaner  K2 

Electro-Sol  Safety  Solvent   K2 

Food  Grade  Silicone  HI 

Getz-It   CI 

Glass  &  Mirror  CI 

Good  Bye  Bug Fl 

GripTite    PI 

Help  Detergent/Disinfectant  D2 

Hi-Pressure  Insect  Bomb    Fl 

Hydro-Lube  H2 

Hydro-Sol    CI 

Kuul  H2 

Lanolin  Waterless  Hand  Cleaner   E4 

Lightning  H2 

Lube-Rite  H2 

New  Power    PI 

No  Sect   F2 

No-Seize  BT  H2 

Orange  Activator  CI 

Oven  Protector PI 

Quick-Off A8 

Quick-Off  All  Purpose  Cleaner   CI 

Re-Pel    CI 

San-O-Chem    Dl 

Sani-Lube  DC HI 

Sani-Lube  Food  Equipment  Lubricant     HI 

Screen  Kleen  CI 

Showcase  CI 

Siltrol  H2 

Skin  Shield  Cream    E4 

Solvite  Solvent  Bowl  Cleaner    C2 
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Sure  KjII    Fl 

Terminator  Insect  Spray   Fl 

Tuff  Muscle  A4 

TuffScrubb  CI 

TFE  Release  Fluorocarbon  Lubricant  ..    H2 

U.C.  Bowl  Blocks  C2 

U.C.  Conveyor  Lube  H2 

U.C.  Sewer  Solv  LI 

UC.  TrakEze  H2 

U.C.  Urinal  Cakes  C2 

U.C  1000  Disinfectant  Dl 

U-C-10-12  Stainless  Steel  &  Metal  Pol- 
ish       A7 

Wonder  Lube  H2 

I'ni-Kem  International,  Inc. 

Adios  Al 

I  ni-Kem,  Inc. 

Food  Grade  Lube    HI 

Food  Grade  Silicone  HI 

Safety  Solvent  Clnr  &  Dgrsr  (Aerosol)    K2 

Uru  Kem  1495  A8 

Uni-Guard  5552 G7 

Uni-Guard  5553 G7 

Uni-Kem0005  Q5 

Uni-Kem0113  A2 

Uni-Kem0114 A3 

Uni-Kem0410 Al 

Uni-Kem  0539 A3 

Uni-Kem0622 A2 

Uni-Kem  0635  Al 

Uni-Kem  0636 A2 

Uni-Kem  0690 Al 

Uni-Kem  0711  Al 

Uni-Kem  0735  Al 

Uni-Kem  0737  Al 

Uni-Kem  0743  A3.Q2 

Uni-Kem  0873  A2 

Uni-Kem  0920 A3 

Uni-Kem  0924 Al 

Uni-Kem  0931  Al 

Uni-Kem  0962  Al 

Uni-Kem  1021  A4 

Uni-Kem  1024 Al 

Uni-Kem  1027  A2 

Uni-Kem  1113  A3 

Uni-Kem  1126  A2 

Uni-Kem  1139  Al 

Uni-Kem  1267  Al 

Uni-Kem  1615  H2 

Uni-Kem  2019 Al 

Uni-Kem  2075  Al 

Uni-Kem  2798  A2 

Uni-Kem  2902  Al 

Uni-Kem  3071  A2 

Uni-Kem  3376  Al 

Um-Kem  3495  A5 

Uni-Kem  3500 Al 

Uni-Kem  3530 Bl 

Uni-Kem  3531  Bl 

Uni-Kem  3710 Al 

Uni-Kem  3888  Al 

Uni-Kem  4890 Al 

Uni-Kem  5389 G6 

Uni-Kem  5393  G6 

Uni-Kem  5402  G7 

Uni-Kem  5425  G6 

Uni-Kem  5426 G6 

Uni-Kem  5427  G6 

Uni-Kem  5441  G7 

Uni-Kem  5548  G7 

Uni-Kem  5549 ..    G6 

Uni-Kem  5675  G7 

Uni-Kem  6109  CI 

Uni-Kem  6700 G7 

Uni-Kem  6822  CI 

Uni-Kem  6917 Al 

Uni-Kem  7460 H2 


Uni-Kem  848 A3 

Unimeen  100  G7 

Unichem 

Freezer  Cleaner  A5 

Unichem 

CitraSol    CI 

U  1000  X A4 

U1000    Al 

Unichem  Company  Limited 

Legend  G2 

Unichem  Corporation 

Detergent  3025    Bl 

Flex  E  Suds  Bl 

Lin-Clor  Bl 

Metasil  Bl 

P/C  Detergent    Bl 

Phos-Free  Detergent   Bl 

Ultimate  Bl 

Ultra-Suds   Bl 

Uniclor  Bl 

Uniclor  Extra  Bl 

Uniclor  P/F   Bl 

Unigreen    A4 

Unimatic  Breakout    Bl 

Unimatic  Punch  Bl 

Unimatic  Saniwhite  Bl 

Unique  Bl 

Unisil  Bl 

Unisoft  B2 

Unisolv  PC-W  Bl 

Wonder  Solv   Al 

Wondersuds  Bl 

Unichem  International 

Boiler  HIB  400  G7 

Boiler-HIB  1001    G6 

Boiler-HIB  1022  G6 

Boiler-HIB  320  G6 

Boiler-HIB  431    G6 

IC7901    Al 

IC7910   Al 

IC  7911    Al 

IC7920   Al 

IC7940   A1.H2 

IC  7941    Al 

IC  7950   PI 

IC7970   Al 

IC7990   LI 

IC  7991    LI 

IC  7992   LI 

Techni-Floc  6000    LI 

Techni-Floc  6040    LI 

Unichem  Manufacturing  Co.,  Inc. 

Deo-Kleen   CI 

Drain  Opener  LI 

Germicidal  Bowl  Cleaner  C2 

Koko-Kon  Hand  Cleaner    El 

Liquid  Snake  LI 

Liquid  Steam  A2 

Lo  Phos  Al 

Super  Strip  A4 

Uni-Car-Wash   Al 

Uni-Fresh  CI 

Unico  Oil  &  Chemical  Co. 

ABC L2 

Aqua-Sect    Fl 

Computer-Safe  K2 

Derrru-Klean    El 


Dress  Belts PI 

Duz-It-All    C2 

Finish  Line  Resdl  Insctcd  Contain  Bay- 

gon    F2 

Fresh-N-Piney  CI 

Good  Cents   Dl 

Hot  &  Heavy  A2 

Lemon  Sent  A4 

Lemonene    CI 

Liquidate  II   L2 

MI-380  Al 

Odo-Rout  CI 

One  Step    A4 

Phenol-Scent   CI 

Quat-Fresh  Dl 

Safe  N  Eze   H2 

Slide  &  Glide    HI 

Slime/Algae  Gone  G7 

Tiger Al 

Unicorn  Laboratories 

Unicom  Dursban  Room  Fogger  F2 

Unicorn  Fogger  #7    Fl 

Unicorn  House  &  Carpet  Spray  II  F2 

Unicorn  Knockdown  Spray F2 

Unicorn  Permethrin  Spray    F2 

Unicorn  Wasp  &  Hornet  Killer   Fl 

Unifax,  Inc. 

All  Purpose  Sanitizer    D2 

Fryer  Cleaner A2 

Gentle  Lotionized  Hand  Soap E4 

Maximun  Strength  Degreaser  A4 

Oven  &  Grill  Cleaner  A8 

Pride  Beaded  Detergent    A1.B1 

Super  Strength  Non-Butyl  Degreaser        Al 

Supreme  Suds  Beaded  Detergent  A4 

Total  Clean  All  Purpose  Cleaner  CI 

Unijax 

All  Star  Aero  Grease H2 

All  Star  All  Purpose  Cleaner   CI 

All  Star  Belt  Dressing  PI 

All  Star  Bowl/Tile  Porcelain  Cleaner  ..    C2 

All  Star  Cleaner  Degreaser  Al 

All  Star  Foamer  Foaming  Degreasing 

Clnr Al 

All  Star  Glass  Cleaner  (Aerosol)   CI 

All  Star  Gum  Remover  CI 

All  Star  Hi  P  Circuit  Board  Cleaner  ..  K2 
All  Star  Hospital  Disinfectant  Deo  II      CI 

All  Star  Klean  All  A4 

All  Star  Lemon  Disinfectant CI 

All  Star  Lemon  Lime  Air  Sanitizer  CI 

All  Star  Mint-A-Dis    CI 

All  Star  Multi-Purpose  Insecticide  Fl 

All  Star  NB- 100  Non-Butyl 

Degreaser/Clnr   Al 

All  Star  One-Step  Antiseptic  Hand  Soap  E2 

All  Star  Open  Gear  Lubricant    H2 

All  Star  Oven  &  Grill  Cleaner  A8 

All  Star  Pine  Odor  Disinfectant  CI 

All  Star  Residual  Insect  Killer  F2 

All  Star  Safety  Solvent  Kl 

All  Star  Stainless  Steel  Cleaner  A7 

All  Star  Super  Power  Punch  Al 

All  Star  Textile  Grade  Dry  Silicone  Spy  HI 
All  Star  Textile  Grd  Dry  Silicone  Spray  HI 
All  Star  Vandalism  Mark  Remover   ....    CI 

All  Star  Wasp-B-Gone   F2 

All  Star  White  Grease  H2 

CC410    A3 

Deep  Fat  Fryer  Cleaner  Powder  A2 

Fryer  And  Gnll  Cleaner    A2 

General  Purpose  Insect  Killer.  3P Fl 

NB  100C  Non-Butyl  Degreaser  Cleaner  Al 

Oven  and  Grill  Cleaner  A8 

Power  Punch   Al 
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Residual  Insecticide  with  Diazinon    F2 

Strip-All  CI 

Unimar 

Apex  920  Kl 

Bluster  Al 

Solvex  250 Kl 

Union  Carbide  Agricul.  Products., 
Inc. 

Fumarin-22    F3 

Fumasol-A  F3 

Fumasol-C  F3 

Fumasol-S   F3 

Union  Carbide  Corporation 

Aqucar  504  Water  Treatment  Microbi- 
ology      G7 

Aqucar  514  Water  Treatment  Mi- 

crobiocide  G5.G7 

Aqucar  515  Water  Treatment  Mi- 

crobiocide  G5.G7 

Aqucar  542  Water  Treatment  Mi- 

crobiocide  G5.G7 

Aqucar  545  Water  Treatment  Mi- 

crobiocide  G5.G7 

Tergitol  Nonionic  Surfactant  NP-9  .,  A1.B1 

Triton  X-l  14  Al 

Ucarsan  Sanitizer  420  CI 

Ucon  Hydraulic  Fluid  FDC-300  HI 

Uconex  315  Antimicrobial   G5,G7,P1 

UCAR  Foodfreeze  Dilute  40-C    PI 

UCAR  Foodfreeze  Dilute  50-C    PI 

UCON  Food  Grade  Lubricant  150  HI 

UCON  Food  Grade  Lubricant  220  HI 

UCON  Food  Grade  Lubricant  400  HI 

UCON  Hydraulic  Fluid  FDC-400    HI 

UCON  Hydrolube  DG-746,  Dyed    H2 

UCON  Hydrolube  HP- 5046,  Dyed H2 

Union  Quimica  S.A. 

Leal  Detergente  Bl 

Unique  Products  &  Service 
Corporation 

W.C-200  Al 

Unique  Products,  Inc. 

InProve  Industrial  Cleaner    Al 

Unisource  Corporation,  The 

Cleaner/Degreaser  Al 

Food  Service  Cleaner   Al 

Heavy  Duty  General  Purpose  Cleaner  CI 

Liquid  Scouring  Cleanser  A6 

Neutral  Commerical  Strength  Cleaner  CI 
Pine  Scented  Commercial  Strength 

Cleaner   CI 

Ready  to  Use  Commercial  Strength 

Cleaner   CI 

Tile  and  Grout  Cleaner  CI 

Unisource  Industries,  Inc. 

#211  Concentrate A1.E1 

#221  Multi-Duty  Cleaner   A4 

#500  Fume-Free  Liquid  Drain  Opener  ..LI 

Acid  Foam  Cleaner  A3 

BWT  3186-P  G6 

BWT3700  G6 

BWT  3800  G6 

BWT  3900  G6 

Car-Go  PI 

Citrus  Power  Punch CI 


Concrete  Cleaner  Al 

Deodorant  Nuggets   CI 

Freezit  Penetrating  Oil    H2 

Gard  Lotionized  Liquid  Soap  E4 

Gone  II E4 

Gone  III  E4 

Grease  Gun   H2 

Mar-No-Mor  Mark  Remover    Kl 

Process  1    Al 

Remove-All   CI 

RLT  1000    G6 

Scale-Rid  Chemical  Cleaner  &  Deoxi- 

dizer    A3 

Sewer-Rod  Sewer  Solvent    LI 

Sta-Clear  Prilled  Drain  Opener LI 

Super  Foam  CI 

Swipe  C2 

Thru  22-1  CI 

Thru-22  Glass  Cleaner   CI 

Uni  Bac  CI 

Uni-Con  II  Multi-Purpose  Detergent  A1.E1 

Uni-Green    A4,A8,C1 

Uni-Kil  I  Pyrethrin  Insecticide  Fl 

Uni-Kill  I  Fl 

Uni-Kill  I  New  Fly  &  Roach  Spray  Fl 

Uni-Kill  II  F2 

Uni-Kill  II  Residual  Roach  Liquid  F2 

Uni-Kill  Non  Residual  Space  Spray Fl 

Uni-Steam  Liquid  Steam  Cleaner A4 

Uni-Vac  Auto  Scrubber    A4 

Unicon  Concentrate  Al 

Unisan    A4 

Unisolve  550  Heavy  Duty  Cleaner A4 

Unisolve990  K2 

Unisolve  990  Degreaser   K2 

Wyte-Ease  Lithium  Grease  H2 

XTGInACan    H2 

Unisource  Worldwide,  Inc. 

Allstar  A-S  Concentrate   A4 

Allstar  DC  Disinfectant/Cleaner  CI 

Allstar  DC  Foaming  Meatroom  Cleaner  Al 

Allstar  DC  Liquid  Enzymes  CI 

Allstar  DC  Neutral  pH  Disinfectant  Clnr  CI 
Allstar  DC  No  Rinse  Sanitizer  ..  D2.E3.Q3 

Allstar  DC  Pot  &  Pan  Detergent   Al 

DC  Degreaser   Al 

DC  Glass  &  Surface  Cleaner  CI 

DC  Neutral  Cleaner Al 

DC  Neutralizer/Deodorizer  CI 

DC  Non-Acid  Restroom  Cleaner  CI 

DC  Oven  &  Grill  Cleaner A8 

Prosource  Food  Equipment  Lube  HI 

Vandalism  Mark  Remover    CI 

Unit  Chemical  Corporation 

Improved  Timsen    D2 

Kleen-Quat Q3 

Pine-O-Quat  PI 

Timsen  Concentrated  Liquid  Detergent    Al 

United  Air  Specialists,  Inc. 

UAS  Smog-Hog  FD   PI 

United  Building  Services 

A-I  Floor  Cleaner  A4 

All  Purpose  Dsnfctnt,  Deodmt,  Dtrgnt  CI 

Glass  &  Window  Cleaner  CI 

Mint  9%  Bowl  Cleaner  C2 

United  Chemical  &  Supply 

Super  Power  #1  A4.A8 

United  Chemical  &  Supply  Co.,  Inc. 

B  AC L2 


Fabric  Softener  and  Anti-Static    B2 

Fortified  Pine  Disinfectant   CI 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Laundry  Detergent  Bl 

Liquid  Fabric  Softener   B2 

Pink  Satin    El 

Sno-Flo    Bl 

United  Citrus  Cleaner  CI 

United  Thermal  Insecticide  Fl 

Wall  Blocks  CI 

7011  Foam  Booster  Al 

United  Chemical  Company,  Inc. 

DD  Disinfectant Dl 

Olive  Liquid  Soap  El 

Olive  Liquid  Soap  Concentrated    El 

Puro  Pine  Disinfectant    CI 

Q-Nary  Dl 

Surgasept  El 

U-C  Germicidal  Soap  El 

U-C  Multi  Purpose  Spray  F2 

U-C  Olive  Liquid  Soap  El 

U-C  Pine  Odor  Disinfectant  CI 

United  Chemical  Corp.  of  New 
Mexico 

DP-706  D2 

IC-7000   Al 

IC-7010   Al 

IC-7020   Al 

IC-7030   Al 

1C-7040   Al 

IC-7050   A2 

IC-7100   A2 

IC-7110   A2 

IC-7120   A2 

IC-7150   Al 

IC-7155   Al 

IC-7160   Al 

IC-7165   Al 

IC-7170   Al 

IC-7175   Al 

IC-7180   Al 

IC-7200   CI 

IC-7210   CI 

IC-7400   Bl 

IC-7410   Bl 

IC-7500   G6 

IC-7510   G6 

IC-7600   LI 

IC-7700   A3 

IC-7710   A3 

IC-7800   El 

IC-7900   CI 

United  Chemical  Corp.  of  Norwood 

Detertex  AS  CI 

United  Facility  Supply  Co./ 
Division  of  United  Stationers  Supply 
Co. 

Uni  San  Restroom  Liquid  Creme 

Cleanser    A6.C2 

Uni  San  Restroom  Liquid  Hand  Cleaner  E4 
Uni  San  Restroom  Non-Acid  Bathroom 

Clnr  C2 

Uni  San  Restroom  Shower  Room 

Cleaner   C2 

Uni  San  Restroom  23%  HCI  Bathroom 

Clnr  C2 

Uni  San  Restroom  9.0%  HCI  Bathroom 

Clnr  C2 

United  Industrial  Sales,  Inc. 

Alpine-22  A3 

AL-109  Waterless  Hand  Cleaner   E4 
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AL-1 14  Spray  &  Wipe  Disnft.  &  Deo. 

Clnr CI 

AL-1 15  Hospital  Disinfectant  Deodorant  C2 

AL-130  Van-Off  CI 

AL-1 53  Insecticide  Fog  With  Cherry 

Scent  Fl 

AL-210  Residual  Spray  Insecticide   F2 

AL-312  Commercial  Odor  Killer  CI 

AL-67  Liquid  Hand  Soap  El 

AL-70  Non-Fuming  Chemical  Cleaner  A4 
AL-78  Pearlescent  Industrial  Hand  Clnr.  El 
AL-82  Heavy  Duty  Liquid  Organic  Dm 

Cln LI 

AL-83  Body  &  Hair  Shampoo  El 

AL-88  Automatic  Dishwash  Liquid 

Cone Al 

ML-1 10  Silicone  Spray  HI 

ML- 19  Liquid  Steam  Cleaning  Com- 
pound        Al 

United  Janitor  Supply 

Spray  Foam  Al 

United  Laboratories,  Inc. 

Aqua  Roma  Body  &  Hair  Shampoo 

United  279    E4 

Biatron  LI 

Contact  Cleaner  United  174  K2 

Desert  Aire  United  1% CI 

Food  Grade  Silicone  Lubricant HI 

Green  Magic  United  258    E4 

Kool  Red  United  686   H2 

Lift  Offl  Pnt,  Varn.&Ur.Rmvr  United 

189    C3 

Liquid  Hand  Soap  Concentrate El 

Nutkracker  United  148  H2 

Old  Softy  United  389  E4 

Orange  Punch  United  558 E4 

Silicone  Lubricant  United  106  HI 

Solv-All  United  180   CI 

Ten  Strike  Safe-Way  Cleaner  C2 

United  101  Moisture  Barrier H2 

United  106  Silicone  Lubricant  CI 

United  107  Kl 

United  107  Aerosol  Safety  Solvent   ....    K2 

United  108  Penetrating  Oil  H2 

United  109  Spray  &  Wipe  Cleaner    ....    CI 

United  114  Glass  Cleaner  CI 

United  117  Stainless  Steel  Polish  CI 

United  122  Sharp  Focus  CI 

United  126  CI 

United  126  Vandalism  Mark  Remover     CI 

United  128  Brass-Pak  CI 

United  129  Chrome  &  Metal  Polish    ..    CI 
United  136  Lemon  Disinfectant  Deodo- 
rant       CI 

United  137  Lemon  Cream  Polish  CI 

United  138  Search  and  Destroy   Fl 

United  139  Dry  Spray  Lubricant   H2 

United  140  PI 

United  146  Self  Cleaning  Oven  Cleaner  A8 
United  146  Self  Cleaning  Oven  Cleaner  A8 

United  149  F2 

United  15  Al 

United  166  Power  Up  PI 

United  170  H2 

United  171  Dry  Moly  Lube  Lubricant  H2 
United  175  Clean  &  Free  Foaming 

Cleaner   CI 

United  176  F2 

United  176  Total  Release  Insect  Fogger  F2 

United  18  A3 

United  186  Fatal  Dose  Metered  Inset- 
Kill Fl 

United  187  Sani-Mist  Metered  Air 

Santzr CI 

United  188  Anti-Seize  Compound  H2 

United  189  PI 

United  191  Total  Release  Air  Scrubber  CI 
United  200  A2 


United  201  CI 

United  21  LI 

United  21 1  Satin  Scrub  C2 

United  213  Al 

United  214  Laundry  Detergent  Bl 

United  216  Hot-Tank  Degreaser Al 

United  217  A3 

United  220  Pine  Jel  CI 

United  222  Super  Orange  Jel  CI 

United  231  Vanishing  Act    Bl 

United  25  Kl 

United  250  Dirty  Fighter    A4.A8 

United  255  Disinfect  Plus  Dl 

United  265  A3 

United  266  Chiller  Coil  Cleaner PI 

United  276  All  Duty  Emulsifier  CI 

United  282  CI 

United  287  Neoflection  Glass  Clenaer     CI 

United  288  Heavy  Duty  Cleaner    CI 

United  289  Baby  Fresh  CI 

United  289  Cherry CI 

United  289  Cimarron    CI 

United  289  Rain-Forest CI 

United  289  Spearmint  CI 

United  299  LI 

United  301  Moist.  Barrier  &  Elctrcl 

Lubr CI 

United  306  CI 

United  307  Super  Safety  Solvent  K2 

United  310  G6 

United  311  G6 

United  316  Cooling  Tower  Treatment     G7 

United  317  Slimicide    G7 

United  318  G6 

United  319  Three-In-One  Boiler  Treat- 
ment        G7 

United  321  Boiler  Treatment   G6 

United  322  Boiler  Treatment   G6 

United  324  Water  Conditioner  G2 

United  33  Extra  Care  Lotion    E4 

United  350  "Dirty  Fighter  II"  Al 

United  351  Disinfectant-Deodorant   ....    CI 

United  355  Coil-Zyme   CI 

United  355  Instant  Action  Odor  Elmntr.  CI 

United  363  Antiseptic  Lotion  Soap   E4 

United  363  Creme  Clean    El 

United  366  Heavy  Duty  Solvent  De- 
greaser      Al 

United  375  T.S.R.  Total  Surface 

Rnvtr  A4.A8 

United  376  Al 

United  378  Bon  Aire CI 

United  379  Medi-Creme  E4 

United  380  2%  Transparent  Emulsion 

Cone F2 

United  387  Visi-Max    CI 

United  392  Parts  Cleaner   CI 

United  394  Drain  Maintainer  CI 

United  395  Engine  Degreaser Kl 

United  396  Tar  Remover   Kl 

United  418  Liquid  Oxygen  Scavenger     G6 
United  423  White  Food-Grade  Grs 

w/Teflon   HI 

United  424  Lubefact  HDM  Moly-Base 

Grease  H2 

United  440  Super  Bond  Polish  A7 

United  444  Whistle  Jel  Cleaner  Wax  ..    CI 
United  446  X-Pire  Insecticide 

w/SBP-1382   Fl 

United  448  Nutcracker  Penetrating  Oil     H2 

United  450  All  Clear CI 

United  455  Liqui-Zyme    CI 

United  463  Brahma  E4 

United  465  P.D.Q CI 

United  477  Best  Shot   LI 

United  494  Triple  D  CI 

United  499  X-Ray  LI 

United  50  Pink  Marvel  C2 

United  51  A8 

United  514  Titan  Bl 

United  515  Prep    Bl 

United  517  Rust  Ripper   PI 


United  519  "Dazzle"  Bl 

United  526  Vandal  Mark  Remover    ....    CI 

United  53  Al 

United  54  Al 

United  55  L2 

United  550  Purple  Power  Al 

United  555  Duo-Zyme    CI 

United  564  Earth  Angel    Al 

United  565  Zymatic    Al 

United  566  Zyme-Shine   CI 

United  57  CI 

United  576  All  Clear CI 

United  58  with  True  Grit   E4 

United  592  Dispersant PI 

United  60  Neutra-Clean    CI 

United  606  Glide  Silicone  Lubricant  ..    HI 

United  62  A4 

United  64  D2 

United  66  All  Duty  Chemical  Cleaner     A I 

United  660  Citramite  A4.CI 

United  661  Polymer  Solvent    A4 

United  67  Total  Washroom  Cleaner  ....    CI 

United  671  Pretreat  CI 

United  672  Zyme-Flow  Metal  Cleaning  CI 
United  673  Corrosion  Inhibitor  Additive  Al 

United  674  CI 

United  676  K  DC.  Kitchen  Dgrsr. 

Cone Al 

United  677  Cast-Away   LI 

United  755  Liquid  Impact L2 

United  767  Soft  Touch  C2 

United  776  Sub-Zero A5 

United  792  Aqua-Zyme    CI 

United  80  Odor  Neutralizer    CI 

United  82  White  Knight  Cream  Cleanser  A6 

United  855  Liquid  Impact  +  L2 

United  86  Kl 

United  87  Low  Odor  Solvent  Kl 

United  880  Sun-Solv  CI 

United  92  C2 

United  920  Gear  Oil  85W-140  H2 

United  921  Gear  Oil  90W    H2 

United  922  Hydraslik  Hydrlc  Oil 

10W-40  H2 

United  923  Hydrasilk  Hydraulic  Oil 

10W H2 

United  924  Hydraslik  Hydraulic  Oil 

20W H2 

United  925  Hydraslik  Hydraulic  Oil 

30W H2 

United  955  Duo-Zyme    A I 

United  992  Parts  Cleaner   CI 

United  995  Parts  Cleaner  &  Engine 

Degrs K2 

United  996  Tar  Remover   K2 

United  Manufacturing  Inc. 

Pro-Bac    L2 

Uni-Bac   L2 

United  Oil  Company,  Inc.,  The 

Safti-Lube    HI 

United  Sales  Associates 

Ban  Ice CI 

Detract  A7 

First   Al 

HFC CI 

Komplete  G6 

Lektrikleen  K2 

Liquid  Thaw    CI 

O.A.D A3 

Ox-Off  A3 

Pro  340    El 

Pro-Kleen  Bl 

Proof  1  C2 

Proof  2  C2 

Proof  3  C2 
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Quatra  D    Dl 

Squeaky  Clean  Al 

Steameze   Al 

Twin  Power  A4 

U.S.  Mint  CI 

U.S. -10  C2 

U.S.P Al 

2  In  1   CI 

United  Salt  Corp. 

Brine  Washed  Solar  Crystals    PI 

Cubettes  Gl 

Cubettes  Plus  Gl 

Ranch  House  Feed  Mix  Salt CI 

Ranch  House  Rock  Salt  Coarse   CI 

Ranch  House  Rock  Salt  Deiceing    CI 

Ranch  House  Rock  Salt  Medium  CI 

Ranch  House  Rock  Salt  Stock   CI 

Ranch  House  Salt   CI 

Ranch  House  Salt-Stock   CI 

United  Sanitary  Chemicals  Corp. 

Big  Boss  Acid  Foam  Cleaner  A3 

Blitz  Residual  Insect  Spray F2 

Citrus  Mist  Subtle  Deodorizer   CI 

Formula  #1901  Multi-Phase  Deterger  A4 
Formula  #1901  Multi-Phase  Deterger  A4 
Furno-Gleem  Lemon  Cream  Polish  ....  CI 
Hot  Shot  Steam  Cleaner/Press.  Wash. 

Det A4 

Irafect  Spray  Disinfectant  CI 

Kling  and  Kleen  Bowl  &  Porcelain 

Cleaner   A3.C2 

Lime  Light  Cone.  Full-Range  Detergent  CI 

Penelube H2 

Pizzazz  Creme  Cleanser  A6 

Presto-Kleen  Aerosol  Glass  Cleaner  ..  CI 
Presto-Kleen  Glass  Mirror  &  Utility 

Clnr  CI 

Quick-A-Fect  CI 

Red  Spray  Grease   H2 

Royal  Flush  Drain  Pipe  Opener  LI 

Tempest  Al 

The  Challenger  Instant  Cleaner    CI 

Uni-Pine  CI 

Unisect  Fl 

Velva-Creme  El 

United  Specialties 

Crystal  Clear  CI 

Sprint  Hand  Cleaner  E4 

United  Spray  Systems,  Inc. 

Automist  II    Fl 

United  States  Chemical  Co.,  The 

Bio-Kleenrite  A4 

Blue  Fox    Al 

Breakthru  Al 

Brite  White  Complete  Liquid  Detergent  Bl 

Brite  White  Liquid  Bleach   Bl 

Brite  White  Liquid  Detergent  Booster  Bl 

Brite  White  Sour  Soft  B2 

Cream  Hand  Soap  El 

De-Iron Bl 

Formula  40/80  Al 

Kleenocide  Dl 

Nox-Soil    A4 

Orange  Stuff   CI 

Organic  Odor  Eliminator    CI 

Tuff  Grease   H2 

USCO  Acid  Foaming  Cleaner    C2 

USCO  Air  Freshener  Baby  Powder  Fra- 
grance    CI 

USCO  Air  Freshener  Bayberry  Fra- 
grance     CI 


USCO  Air  Freshener  Cinnamon  Fra- 
grance     CI 

USCO  Air  Freshener  Mountain  Air 

Frag CI 

USCO  Air  Sanitizer  Mint  Fragrance  CI 

USCO  All  Purpose  Cleaner    CI 

USCO  Anti-Crawl  Residual  Insecticide  F2 

USCO  Contact  Cleaner  Degreaser  K2 

USCO  De  Aqua  Lube  H2 

USCO  Disinfectant  Deodorant  CI 

USCO  Dry  Air  Deodorizer  Apple  Fra- 
grance     CI 

USCO  Dry  Air  Deodorizer  Talc  Fra- 
grance     CI 

USCO  Glass  Cleaner CI 

USCO  Hospital  Disinfectant  Deodorant  CI 

USCO  Hospital  Germicidal  Disinfectant  CI 

USCO  Insecticide   F2 

USCO  Kreem  Kleen  Kleanser   A6 

USCO  Liqua-Zymes  Liquid  Life  Forms  CI 

USCO  Liquid  Drain  Opener  LI 

USCO  Lusco  Hand  Dishwashing  Liquid  Al 

USCO  Mark  Rid  CI 

USCO  Odor  Neutralizer  CI 

USCO  Porco  Glo C2 

USCO  Porco  Kleen  Toilet  Bowl  Cleaner  C2 

USCO  Roach  &  Ant  Killer F2 

USCO  Spray  &  Wipe  Disinfectant 

Cleaner   CI 

USCO  Spray  N  Wipe  Foam  Disnfct. 

Clnr C2 

USCO  Spray&Wipe  All  Purpose 

Germcdl  Clnr   CI 

USCO  Stainless  Steel  Cleaner   A7 

USCO  Super  Bowl  Toilet  Bowl  Cleaner  C2 

United  Worth  Hydrochem 
Corporation 

B- 1606  Boiler  Treatment   G7 

B- 1608  Boiler  Treatment    G7 

B- 1609  Boiler  Treatment    G7 

B-161 2  Steam  Line  Treatment  G6 

B-l 61 5  Steam  Line  Treatment  G6 

B-1616  Steam  Line  Treatment  G6 

B-1680  Transport  Out  G7 

B-800  Boiler  Treatment   G6 

B-804  (Liquid)  Boiler  Treatment  G6 

B-805  Boiler  Treatment    G6 

B-806  Boiler  Treatment    G7 

B-808  G6 

B-809  Boiler  Treatment    G7 

B-812  G6 

B-8 13  Boiler  Treatment    G6 

B-814  Steam  Line  Treatment  G6 

B-815  Steam  Line  Treatment  G6 

B-816  Steam  Line  Treatment  G6 

B-861  Boiler  Antifoam  G7 

B-880  Transport  Out  G7 

S-522  Closed  System  Cleaner    PI 

S-544  Closed  System  Treatment    G7 

United-Erie,  Inc. 

Neverstick  Beerlube    HI 

Unitex 

Citri-Clean  CI 

Ultra  Lube  HI 

Ultra  Lube  H  HI 

Wonder  Lube  HI 

Wonder  Lube  H HI 

Unitor  Ships  Service  Inc. 

Aquabreak  PX  CI 

Enviro-Wash   Al 

Enviroclean    CI 

Gamazyme  BTC   CI 


Gamazyme  DPC   L2 

Gamazyme  MSC  CI 

Unival/ 
Chemical  Division 

Du-Ol  The  Liquid  Tool H2 

DU-01  Penetrating  Liquid  Tool   PI 

Natural  Citrus  Solvent  Cleaner  &  Dgrsr  CI 

Universal  of  St.  Louis,  Inc. 

Clear  Magic  Non  Flammable  Micronic    CI 

Don't  Bug  Me   F2 

Nut  Buster  U-108  Non  Flam.  Pentrtng 

Oil  H2 

U-101  Big  Red  Red  Spray  Grease  HI 

U-107  Safety  Solvent   K2 

U-l  12  Sanitary  Lube  Food  Equip. 

Lubrcnt HI 

U-l  14  Klear  Glass  Cleaner CI 

U-l  17  Stainless  Steel  Metal  Polish    ....    A7 

U-120  Crawl  Kill    F2 

U- 1 39  White  Lithium  Grease  H2 

U-l 40  Belt  Dressing  PI 

U-l 46  Ammoniated  Oven  Cleaner  A8 

U-200  Upright  Anti-Slip  Jl 

U-216  Chlorinated  Tank  &  Pipe  Line 

Clnr  Al 

U-217  Food  Equipment  Cleaner Al 

U-240  No  Seize  H2 

U-55  Super  Bacterial  Enzymes L2 

U-59Soft'N  Kleen  E4 

U-666  Citrus  Clean  CI 

U-77  Knock-Out  Liquid  Drain  Pipe 

Opener LI 

U-92  Scrub-A-Dub   A6.C2 

U-950  R.T.U.  Cleaner-Disinfectant  ....  A4 
U106  Silicone  Spray  HI 

Universal  Chem  Corp. 

Insecticide  (w/Residual  Insect  Control)    F2 

Universal  Chemical  Corporation 

Grease  Trap  Plus  L2 

Uni-Solv    Kl 

Universal  Chemicals  &  Supplies, 
Inc. 

Acid  Cleaner  A3 

Acid  Powder  Compound  A3 

All-Purpose  Powder    Al 

Atomic  235    Al 

APL-100  Cleaner Al 

B-l  12  G6 

B-34H    G7 

Cas-AA  Trolly  Lube H2 

Chain  Lube  A    H2 

Concrete  Cleaner  A4 

CCC-5    Al 

CIP  Liquid  Cleaner  C Al 

CIP  Liquid  Cleaner  C.F Al 

CIP  Powder  C  Al 

CIP  Powder  HD    A2 

Deep  Fat  Fryer  Cleaner A2 

Destainer  Bl 

Disfect  202    D2 

Disfect-I  D2.E3.G5 

Disfect-Super-10  CI 

Disfect-SS-12 CI 

Drain  Line  33    LI 

Egg  Wash  P  Q1.Q2 

ECC-4   PI 

General  Purpose  Cleaner-301   Al 

General  Purpose  NP   Al 

Heavy  Duty  Liquid  Al 

Heavy  Duty  Powder   A2 

Hi-Foam  Concentrate  Powder Al 
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High  Foam  Concentrate    Al 

HT  Stripper  Powder    A2 

HT-3000 A2 

Laundry  Bleach  A  Bl 

Laundry  Bleach  B  Bl 

LC-125  Al 

Machine  Dish  Liquid    A2 

Odor  Neutralizer   CI 

Pink  Power     Al 

Safety  Solvent  A  K2 

Scale-Off  PI 

Shrowd  Cleaner  Bl 

T&T  1000  Al 

Transport  Wash  Al 

Trolly  Lube  AA HI 

Trolly  Wash  A2 

TK  115CIP  A2 

TK  135  LF Al 

TK-10 Al 

TK-100 A3 

TK-105 Al 

TK-110 A3 

TK-140 Al 

TK-150 A4 

TK-160 A2 

TK-20 Al 

TK-25 Al 

TK-30 Al 

TK-30A  Al 

TK-40 Al 

TK-45  Al 

TK-5 A2 

TK-50 Al 

TK-50A  A2 

TK-55 Al 

TK-60 Al 

TK-70 Al 

TK-75 Al 

TK-80 A3 

TK-85 A2 

TK-95 A2 

Uni-Bac  Sanitizing  Hand  Soap  E2 

WT-16  G7 

WT-32  G7 

WT-38  G7 

WT-38  F   G6 

WT-7E  G6 

Universal  Companies,  Inc. 

HiTemp  Food  Machinery  Grease  HI 

Universal  Cooperatives,  Inc. 

Whiteplex  NLGI  #0    HI 

Whiteplex  NLGI  #1    HI 

Whiteplex  Special  Multi-Purpose 

Grease  HI 

Universal  Dental  Products,  Inc. 

Clean  and  Clear CI 

Universal  Foods  Corp. 

Acid  Cleaner  #1    A3 

Acid  Concentrate  75  A3 

Chlorninated  All-Purpose  Cleaner   Al 

Dairy  Pipe  Line  Cleaner  Al 

Dairyman's  Acid  Cleaner   A3 

Separator  Cleaner  3-M2   Al 

UF  Chelated  Caustic  A2 

UF  Chlorinated  Cleaner   Al 

UF  High  Foam  L-40  Al 

UF  Liquid  Alkali  #4  A2 

UF  Machine  Dishwashing  Compound  Al 

UF  Soft  Soap-40  Al 


Universal  Laboratories/ 

Div.  of  Hanson-Loran  Chemical  Co. 

Inc. 

Heavy  Duty  CI.  &  Disinf.  Cat.  No 

UL-530  A4 

Quaternary  Germicidal  Cleaner  UL-709  A4 

UL  707  Sanitizer  D2 

UL-404  Dynamite  Water-Base  De- 
greaser  A4 

UL-539  Kleen  Dish  Liquid  Dishwash- 
ingClnr    Al 

Universal  Manufacturing  &  Supply 
Company 

HD-10    Al 

Miracle  Cleaner  A4.A8 

Miracle  Cleaner +40  A4.A8 

Softouch  El 

Universal  Method,  Inc. 

Golden  Quat  800  Al 

Universal  Motion  Products,  Corp. 

Easy-Kleen A4 

Indusol  (Aerosol) K2 

Kristal-Clear  (Aerosol)  CI 

Power-Klean  Plus   K2 

Septic  Solutions  L2 

Steel-GIo  (Aerosol)  CI 

Universal  Motor  Oils  Co.,  Inc. 

Dyna-Plex  21C  Calzon  H2 

Dyna-Plex  21C  Dynamo  A4 

Universal  Sanitation  Incorporated 

Acid  Sanitizer   D2 

Applause    El 

Assault  Al 

Atomic  Action  Al 

Atomic  Action  Al 

Belt  Brite  Al 

Beyond  Bl 

BigO  Al 

Blast  It  Al 

Blitz  Al 

Blue  Flame  Sewer  Solvent  LI 

Boost   A2 

Bravo  Bl 

Brawny Al 

Break  Up  Bl 

Brighten  Bl 

Bryte  All    A3 

Chlophos    A2 

Chlor  Brite  Al 

Chlor  MOR   B1.D2.Q4 

Chlor  Rite   B1.D2.Q4 

Chlor-Kleen  A2 

Chlor-Wash   Al 

Chlorinated  Tray  Wash  A2 

Combat    A2 

Command    Al 

ConClean  A4 

Cyclone    Al 

D-Scale    A3 

D-Solv  Al 

De  Aqua  Lube  H2 

Deep  Freeze  A5 

Defense    Al 

Dermagene  El 

Dyna  Foam    Al 

Dynamo  Al 

EZCare    Bl 

EZ  Scrub    Al 

Enviroquat  D2 

Excel-P Ql 


Extra  Clout    A2 

Extra-Duty  A2 

Ez  Glide A1.H2 

Final  Bl 

Foam  N  Kleen  Al 

Foamzit    Al 

Food  Lube  HI 

Fryer  Cleaner A2 

Glide  Eze  A1.H2 

Green  Elf  Al 

Green  Giant  CI 

H-200  Al 

Hand  Sanitizer  E3 

Handy  Dandy Al 

Handy  Quat   E2 

Hurricane  Al 

Kleen  N  Safe  Al 

Kleeneze    Bl 

Kleenzit   Al 

Klor-Klenz  Al 

Knock  It  Off  H2 

Last  Stop  Bl 

Laundreze    Bl 

Laundri  Kleen   Bl 

Laundri-Solv   Bl 

Laundry  Bleach  Bl 

Laundry  Break Bl 

Lift-Off    Al 

Lub-All    HI 

Lub-Eze  HI 

Med-I-Clean E2 

Mighty  Foam  Al 

Mighty  Kleen  Al 

Nutra  Kleen  Al 

Odor  Out  CI 

Penetrex  H2 

Power  Chlor Al 

Pro  Kleen  Al 

Prolong    D2.Q3 

Prolube  HI 

Protec  A1.H2 

Quat  Dip    E3 

Remove   Al 

Renew    A4 

Resolv    Bl 

Safety  Kleen    Al 

Sani-Tote  Al 

Sani-Tote  Al 

Sani-Wash   E2 

Scale  Away   A3 

Scale  Away   A3 

Scale  Away  Plus  A3 

Smoke  House A2 

Sno  White   Bl 

Sno-Flo    Bl 

Sparkle  A3 

Speedy  Al 

Stain  Away    Bl 

Stay-Bryte   A3 

Strike   Al 

Super  Force  Al 

Super  Power    A2 

Swash  Al 

Swipe  A2 

Swipe  II  Al 

Tornado  Al 

Tote-Kleen  Al 

Touch  Up Al 

Toughy  Bl 

Tri-Plex   CI 

Trolley  Clean  A2 

Tuff  Stuff Al 

Ultimate  Bl 

Ultra  Chlor Al 

Ultra  Foam Al 

Ultra  Kleen    Al 

Uni-Bryte  A3 

Uni-Bryte  Plus  A3 

Uni-Foam  Al 

Uni-Foam  Plus    Al 

Uni-Jell    Al 

Uni-Scrub Al 
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Uni-Solv    A4 

Unichlor  B1,D2,Q4 

Unidine  Disinfectant  D2 

Unikleen Al 

Unilube    A1.H2 

Uniquat    D2.Q3 

Unisafe  Al 

Unisept E2 

Unisolv    Al 

US-100  A2 

US-150 A2 

US-2000 Al 

US-25  Al 

US-600 A3 

US-650 A3 

US-675  A3 

US-675  CA   A3 

US-80 A2 

US-90 A2 

Whamo Al 

White  Now    Bl 

Universal  Sanitizers  &  Supplies 

USS- 2100  All-Purpose  Cleaner  CI 

USS  -  2400  All  Purpose  Butyl  Cleaner  Al 

USS-2210  Alkaline  Cleaner   Al 

USS-2310  Alkaline  Hypochlorite 

Cleaner   A4 

USS-2544  Acid  Cleaner  A3 

Universal  Specialty  Products,  Inc. 

Kreme-Klean  Hand  Cleaner  E4 

Puma-Scrub  Hand  Cleaner  E4 

USPI-A080    C2 

USPI-A120    CI 

Universal  Technology  of  America, 
Inc. 

•88'   A4 

"Neu-Blue"    CI 

Assure    Al 

Balance    CI 

Blue  Bomber  C2 

Chlorinated  Powder  Klean-N-Place   ....    Al 
Chlorinated  Powder  Klean-N-Place    A1.Q1 

Citra  Clear  CI 

Citrus  Bouquet  Balance    CI 

Class  Mate  CI 

CDC  Al 

Dy-No-Mite  Smoke  House  Cleaner  ....    A2 

Econo  Bowl  C2 

Envirogard  Al 

Foam  Demon  CI 

Glassmate CI 

Grease  Release    Al 

Grease  Release  II    Al 

Grease  Release-NF   Al 

HD-I  A4.A8 

HD-111    A4 

JJ-244 C2 

Lemonall   CI 

LOCO    A4.A8 

Orange  Balance  CI 

Power  Full  A4.A8 

RK-200    C2 

RK-301    A4 

RK-303    CI 

RK-400    CI 

RK-401    C2 

RK-402    A4 

RK-403    CI 

Saf-T-Lube  8000  A1.H2 

Safety  Plus C2 

Sassy  Solv  Degreaser  A4.A8 

Scale-Away   A3 

Skalex    A3 

Soil  Solv    Al 

Soil-X    A4.A8.B1 


Soil-X    A4.A8 

Solvs  Alot   A4A8 

Speed  Demon    CI 

Spray  &  Wipe  CI 

Sunshine    C2 

Super  Red  Solv  Degreaser   Al 

Swish  LI 

Thrift  Brightener  &  Destainer    Bl 

Thrift  Laundry  Break    Bl 

Thrift  Laundry  Detergent   Bl 

Thrift  Softener  Bl 

Thrift  Softener/Neutralizer   B2 

Thrift  Sour  Bl 

Vio  Solv  Degreaser  A4 

Wonder  Kleen  Al 

X-Cel  A1.B1 

Universal,  Inc. 

Whole-Side    A4 

Uniwater  International  Inc. 

B-34H  Boiler  Treatment  G7 

B-9  Boiler  Treatment    G6 

S-4CD  Steamline  Return  Treatment  ....  G6 

UniChem  Mfg.,  Inc. 

Heavy  Duty  "Butyl"  Cleaner-Degreaser  A4 

Unocal 

FM  Grease  1    HI 

FM  Grease  2   HI 

Guardol  Motor  Oil  SAE  10W    H2 

Guardol  Motor  Oil  SAE  20   H2 

Guardol  Motor  Oil  SAE  30   H2 

Guardol  Motor  Oil  SAE  40   H2 

Multiplex  Red  Grease  2   H2 

MP  Gear  Lube  LS  85W/140 H2 

Refrigeration  Oil  68    H2 

Thermally  Stable  MP  Gr  Lub  LS 

SAE85W-140  H2 

Thermally  Stable  MP  Gr  Lube  LS 

SAE80W-90  H2 

Turmaco  100  H2 

Turmaco  22  H2 

Turmaco  32  H2 

Turmaco  46  H2 

Turmaco  68  H2 

Union  Extra  Duty  NL  Gear  Lube  2EP  H2 

Union  Hydraulic/Tractor  Fluid  H2 

Union  Klondyke  ISO  VG  22    H2 

Union  Klondyke  ISO  VG  46   H2 

Union  Klondyke  ISO  VG  68   H2 

Union  Marok  ISO  VG  150  H2 

Union  Marok  ISO  VG  220  H2 

Union  Marok  ISO  VG  68  H2 

Union  Mineral  Gear  Lube  SAE  90    ....  H2 

Union  Soluble  Oil  10   PI 

Union  Turbine  Oil  ISO  VG  100 H2 

Union  Turbine  Oil  ISO  VG  150 H2 

Union  Turbine  Oil  ISO  VG  22 H2 

Union  Turbine  Oil  ISO  VG  220 H2 

Union  Turbine  Oil  ISO  VG  32 H2 

Union  Turbine  Oil  ISO  VG  46 H2 

Union  Turbine  Oil  ISO  VG  460 H2 

Union  Turbine  Oil  ISO  VG  68 H2 

Union  Unax  RX  ISO  VG  100   H2 

Union  Unax  RX  ISO  VG  150   H2 

Union  Unax  RX  ISO  VG  22    H2 

Union  Unax  RX  ISO  VG  220   H2 

Union  Unax  RX  ISO  VG  32   H2 

Union  Unax  RX  ISO  VG  46    H2 

Union  Unax  RX  ISO  VG  68    H2 

Union  Worm  Gear  Lube  140  H2 

Union  Worm  Gear  Lube  250  H2 

Union  Worm  Gear  Lube  90  H2 

Unoba  EP  Grease  1  H2 

Unoba  EP  Grease  2 H2 


Unoba  EP-3  Grease  H2 

Unoba  F  Grease  1   H2 

Unoba  F  Grease  2  H2 

Unocal  FM  Grease  1  HI 

Unocal  FM  Grease  2  HI 

Unocal  FM  Oil  AW  32  HI 

Unocal  FM  Oil  AW  46  HI 

Unocal  FM  Oil  AW  68  HI 

Unocal  Multiplex  EP(Green)Grease  2  H2 

Unocal  Unax  AW  100    H2 

Unocal  Unax  AW  150    H2 

Unocal  Unax  AW  220    H2 

Unocal  Unax  AW  32    H2 

Unocal  Unax  AW  320    H2 

Unocal  Unax  AW  46    H2 

Unocal  Unax  AW  68    H2 

Unocal  White  Oil  100  ISO  22  HI 

White  Oil  200  ISO  46 HI 

White  Oil  400  ISO  85 HI 

Upper  Midwest  Sales  Co. 

Brite-Work  C2 

Build-Up  Remover   CI 

Glisten   C2 

Solvent  Spotter   K2 

Total  Care  Breakdown  Hvy  Dty  Clnr 

Dgrsr  Al 

Total  Care  Food  Service  Degreaser  ....  Al 

Upright,  Inc. 

WYK  Safety  Sorbent    Jl 

Upjohn  Company,  The 

Botran  75W  PI 

Utility  Chemicals,  Inc. 

Boil  Out  Al 

BWT-10  G6 

BWT-I0-L  G6 

BWT-100  G6 

BWT-I00-A G6 

BWT-I00-C  G6 

BWT-10I-AF G6 

BWT-101-L  G6 

BWT-180  G6 

BWT-1801  G6 

BWT-181  G6 

BWT-1811  G6 

BWT-270  G6 

BWT-270-S  G6 

BWT-2701  G6 

BWT-271  G6 

BWT-272  G6 

BWT-274  G6 

BWT-275  G6 

BWT-337-LM   G7 

BWT-360  G6 

BWT-361  G7 

BWT-537  G7 

CWT  108  G7 

CWT526  G7 

CWT-100  G7 

CWT-101  G7 

CWT-101-AF G7 

CWT-169  G7 

CWT-300  G7 

CWT-323  G7 

CWT-521  G7 

CWT-523  G7 

CWT-524  G7 

CWT-525  G7 

PWT-67  G2.G6 

PWT-67-L  G6 

RLT-ODA   G6 

RLT-10    G6 

RLT-15    G6 

RLT-20    G6 
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RLT-201    G6 

RLT-35    G6 

RLT-40    G6 

U-Cide  BT  G5.G7 

U-Cide  509   G7 

V  A  Sanitary  Supply  Co.,  Inc. 

Tyson  Tuff  R-T-U  Cleaner  Degreaser      Al 

V  C  I,  Inc. 

VCI-11B    G6 

VCI-53C    G7 

VIPCO 

Excel  Cleaner/Degreaser  Al 

VIP  Laboratories,  Inc. 

Punish  Prooff  Sanitary  Lubricant  HI 

Punish  Prooff  Silicone  Spray   HI 

V  J  A  X  X  Company 

Super  Clean  Stainless   CI 

Super  Clean  Stainless  Steel  Cleaner  ....    A7 

V  P  C  Company,  The 

Quaestor CI 

Select  CD D2 

V.I.P.  Inc. 

Foaming  Glass  Cleaner  CI 

Val-Chem  Company,  Inc. 

Bi-Far  Bl 

Bi-Far  Phosphate  Free Bl 

Code  156  Chlor  Check  Bl 

Code  157  Chlor  Check  Plus  Bl 

Code  265  Industrial  Laundry  Cleaner  Bl 
Code  267  Institutional  Laundry  Formula  Bl 

Heavy  Duty  Cleaner  Bl 

Liquid  Sour  Bl 

One  Shot    Bl 

San-O-Val    CI 

Silver  Jet  Car  Wash    Al 

So-Soft  Bl 

Softex  B2 

Stain  Remover  B2 

Stain  Remover  3000  B2 

Suds-Up  Bl 

Val-Chlor  Bleach D1.B1 

Val-Soft  Bl 

Val-Spec  K-10 A2 

Valdol  1201  B2 

Valkali  Bl 

Valco  Products,  Inc. 

Citrus  Chisel   A4.A8 

Clean  Out CI 

Clear  Image  CI 

Disinfectant/Deodorant  Spray  CI 

Foam  All   C2 

Foam  All  Disinfectant/Cleaner  CI 

Heavy  Duty  Bowl  Cleaner  C2 

Non-Acid  Bathroom  Cleaner    C2 

Pine  Disinfectant  Cleaner  CI 

Premier  Kling    CI 

Quat  7    CI 

Thick  Bowl  Cleaner    C2 

Top  Flight    A4 

Window  Shine  CI 


Valdes,  G.  Enterprises,  Inc. 

El  Toro  Super  All  Purpose  Cleaner  ....    Al 

E!  Toro  Tempered  Drain  Opener  LI 

1010  Cleaner/Degreaser    Al 

Valent  U.S.A.  Corporation 

Orthene  PCO  Formula  II    F2 

Valley  Chemical  Distributors 

VC-103  Insect  Spray  Fl 

VCDOvec  A8 

VCD  Pine  Odor  Disinfectant  Cleaner      CI 

VCD  Spray  Silicone  Release    HI 

VCD  SSC  Stainless  Steel  Metal  Polish    A7 

Valley  Fruit  &  Produce,  Inc. 

Val-Pro  APC  All  Purpose  Cleaner  Al 

Val-Pro  Clear  and  Alive  L2 

Val-Pro  Neutral  Cleaner  A4 

Val-Pro  Super  Cleaner Al 

Val-Pro  Super  Cleaner  II    Al 

Val-Pro  Versa-Clean  Al 

Valley  Industrial  Products,  Inc. 

Brake  Cleaner   PI 

Clean  White  Grease    H2 

Foamy  Chain  and  Cable  Lube   H2 

Gasket  Stripper   PI 

Heavy  Duty  Glass  Cleaner  CI 

Heavy  Duty  Waterless  Hand  Cleaner 

Lotn  E4 

Heavy  Duty  Waterless  Paste  Hand 

Cleaner   E4 

High  Tech  Electronic  Cleaner    K2 

Hvy  Dty  Wtrls  Paste  Hnd  Clnr 

w/Lanolin   E4 

Red  Grease    H2 

Sure  Skin  Cleanser   El 

VIP  Battery  Cleaner  And  Protector   PI 

VIP  Belt  Dressing  PI 

VIP  Dri-Film  Graphite  Lubricant  H2 

VIP  Four  Way  Action  H2 

VIP  Instant  Foamer  CI 

VIP  Kill's  It  Fl 

VIP  Penetrating  Oil  H2 

VIP  Silicone  Lubricant  Multi-Purp 

Spray  H2 

Valley  Janitor  Supply  Co. 

Big  Blue  Extra  Heavy  Duty  Clean- 

er-Dgrsr A4.A8 

VJS  Heavy  Duty  Cleaner  Degreaser    ..    A4 

Valley  Janitor  Supply  Co. 

AFBC  C2 

Baby  Powder  Disinfectant/Deodorant  CI 

Blue  Bowl  Cleaner   C2 

Fresh'N  Clean    CI 

Non-Acid  Disinfectant  Cleaner CI 

Super  Toilet  Bowl  Cleaner  C2 

Valley  Maintenance  Supply,  Inc. 

NB-350    Al 

Valley  Research,  Inc. 

Bio-Tab   L2 

SVR-300    L2 


Valley  Solvents  &  Chemicals 

White  Oil  70  NF  Carnation  Repackaged  HI 

Valley  Wholesale  &  Supply 

Valley  Bio-Degradable  Cleaner-De- 
greaser A8.B1 

Valley  Wholesalers  Inc. 

Speedy  1390  Oven  &  Grill  Cleaner  ....  A8 
Valone,  A.  M.  Supply  Corp. 

ActivVIII    Al 

Valspar  Corporation,  The 

Value  Industrial  Products,  Co. 

All-N-One   H2 

Free-EZ   H2 

Naturally  Clean  CI 

Slick  HI 

Slip-N-Slide  HI 

Ultra-Pure    K2 

Versatile  Orange   CI 

Value  Line  Laboratories 

Formula  No  126    Al 

Heavy  Duty  Pumice  Hand  Cleaner    E4 

Water-Based  Residual  Insecticide    F2 

Waterless  Hand  Cleaner  E4 

Value  Products,  Inc. 

Activated  Liquid  Detergent A4 

Chain  Lube    H2 

Engine  &  All  Purpose  Cleaner  A8 

Enhance  A4 

Floor  Bright  CI 

Heavy  Duty  Floor  &  Concrete  Cleaner  A4 

Hi-Fat  Powdered  Laundry  Detergent  Bl 

Pride-Bright  Bl 

Return    A3 

Supreme  Al 

Wiz Al 

Valvoline  Oil  Company/ 
Div.  of  Ashland  Oil,  Inc. 

All  Climate  HD  Motor  Oil  SAE  10W- 

20W-40  H2 

Anti-Wear  Hydraulic  Oil  No.  20   H2 

Automatic  Trans   Fluid  Type  D  Dexron 

II   H2 

Automatic  Transmission  Fluid  Type  FA  H2 
Hydro-Lube  SAE  80W-85W-90  Gear 

Oil  H2 

HD  Super  HPO  Motor  Oil  SAE  20W  H2 

HD  Super  HPO  Motor  Oil  SAE  30  ....  H2 

Non-Detergent  Motor  Oil  SAE  20W  ..  H2 

Non-Detergent  Motor  Oil  SAE  30  H2 

Super  HPO  Motor  Oil  SAE  10 H2 

Unitrac  Fluid  H2 

X-18  Multi-Purp.GearOil 

SAE80W-85W-90 H2 

X-18  MD  Multi-Purp.  Gear  Oil  SAE 

85W-140  H2 

Van  Tone  Co.,  Inc.,  The 

Acid  Cleaner  VT- 110  A3 

APC-Plus  Al 

Liquid  Circlor  Al 

Vanco-Clean    Al 
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Van  Waters  &  Rogers  Inc./ 
Subsidiary  of  Univar 

Grid-10  Dairy  Cleaner-Sanitizer D2 

Grid-100 A3 

Grid-30 Al 

Ice  Bite    CI 

Isopropyl  Alcohol  99%,  Anhydrous 

USP  Kl 

Liquichlor  12.5% D2.Q4 

Liquichlor  9.2%  B1.D2.Q4 

Vanguard  Calcium  Hypo- 
chlorite Granules    D2,G4,G5,G7,Q4 

Vanguard  Calcium  Hypo- 
chlorite Tablets  D2,G4,G5,G7,Q4 

Vanguard  Plus  Calcium 

Hypochlorite  Grnls  B1,D2,G3,G7,Q4 

VW  &  R  Mineral  Oil  NF  9   HI 

VW  &  R  Mineral  Oil  75  T HI 

VW  &  R  Mineral  Oil  85  T HI 

VW  &  R  Mineral  Oil  95  T HI 

VW&R  9N9 Al 

Warlasco  Castor-B-Lubricant  HI 

Warlasco  Heavy  Duty  Soak  Tank 

Cleaner   A2 

Warlasco  Packers  Oil  4470 HI 

White  Mineral  Oil  75T  HI 

Vanguard  Chemical  Laboratories 

Acid  Detergent  Delimer   A3 

Apex  All  Purpose  Cleaner    Al 

Appeal  Concentrated  Dishwashing 

Detrgnt    Al 

Citrus  Non-Butyl  Degreaser  Cleaner  ..  A I 

Clear  Vue  Neutral  Cleaner  CI 

Concentrated  Odor  Suppressant  & 

Deodrzr CI 

Cutting  Edge  Double  Strength  De- 
greaser    A4 

Dishwish    Al 

Dual  Acid  Detergent  A3 

Enviro-Pine  Disinfectant  CI 

Escents  CI 

Excell  Grill  &  Oven  Cleaner   A8 

Film  Free  Soap  and  Scum  Remover    ..  A4 

Foaming  Meal  Room  Degreaser  Al 

Grease  Trap  Cleaner  CI 

Heavy  Duty  Degreaser   A4.A8 

Jet  Stream  Pressure  Washer  Cleaner   ..  Al 

Liquid  All  Purpose  Polish    A7 

Liquid  Enzyme  Digester-Spotter  Deod.  CI 
Medi-Smooth  Antiseptic  Lotion  Hand 

Soap    El 

Metal  Cleaner  &  Polish    C2 

Mop  Strip  Plus    A4 

Neutra  Lemon  Disinfectant-Cleaner- 

Deod CI 

Non-Butyl  Degreaser  Cleaner Al 

Opti-Brite  CI 

Orange  Grafitti  Remover    CI 

Orange  Grease  Digester    CI 

Plexiglas  Cleaner  &  Polish  CI 

Reliquifier   A4 

Royal  Rush  C2 

Sanitizer/Deodorizer   D2 

Smooth  E4 

Spotlight  Concentrated  Detergent Al 

Sub  Zero  Cold  Room  Cleaner    A5 

Tile  &  Grout  Cleaner   A3 

Tropi-Clean  All-Purpose  Citrus  De- 
greaser    CI 

Ultimint  Mint  Disinfectant  CI 

Unique  A8 

Vision  Glass  &  Window  Cleaner  CI 

White  Mineral  Oil  HI 

Vanguard,  Inc. 

Re-Fresh  CI 

149  Zippy  Detergent  Al 


150  Vanguard  Detergent  Concentrated  Al 

160  Handy  Suds  Detergent  Al 

2930  Coconut  Oil  Hand  Soap  40%   El 

2980  Deep  Luster  Liquid  Handsoap El 

30  Hot  Vat  Compound  CI 

304  Quick  Kleen  A4 

3119  Baby  Powder  Odor-Exit    CI 

3130  Non-Chromate  Boiler  Water 

Treatment    G6 

3135  Cooling  Tower  Treatment  G7 

3173  Deodorant  Blocks  4  oz.  Round  ..  C2 
3180  Bowl  Block  4  oz.  w/Plastic  Hanger  C2 

3194  Wall  Block  24  oz C2 

505  Dual  Action    A4 

507  N.B.D.  Non-Butyl  Degreaser    Al 

507  Odorless  Steam  Cleaner  Concen- 
trate    Al 

507  Vanguard  Rapid  Clean A4 

514  Steamklean  Al 

521  Big  Blast    Al 

563  Rapid  Clean  A4 

577  Big  Red    Al 

619  Green  Giant   A4 

647  Challenge  Concentrate  Al 

655  Artie  Clean  Locker  &  Cold 

Temp.  Clnr  A1.A5 

755  Wildcat  Concrete  Cleaner  CI 

772  Concrete  Cleaner  CI 

804  Deicer  Pellets  CI 

812  Freezer  &  Locker  Cleaner  A5 

Vantage  Laboratories 

All  Purpose  Foaming  Cleaner A8 

Arctic  Clean A5 

Liquid  Alive  Bacteria  CI 

Vaportek,  Inc. 

Bio-C  CI 

Environmental  Odor  Control  Cartridge  CI 

Odo-Raser   CI 

Odor-Raser CI 

Var-Tec  Florgard  Corp. 

Germicidal  Cleaner  #901    A4 

Planisol  M  Al 

Tec-Kleen    A4 

Varco  Chemical  Corporation 

Germicidal  Cleaner  #547    A4 

Insta-Foam  Al 

Jet-Kleen-100 Al 

Varco  #32  Compound  CI 

Varied  Product  Lines 

Power  Foam  Cleaner Al 

Power  Plus  Al 

Power  Plus  Foam    Al 

Smokehouse  Cleaner  Al 

Steam  Cleaner  Caustic    Al 

Steam  Cleaner  Non-Caustic   Al 

Steam-Klor Al 

Super  White  Lithium  Grease  No.  2  ....  H2 

Ultra-Kleen    Al 

Varley  &  Sons,  Incorporated 
See:  James  Varley  &  Sons,  Inc. 

Varn  Aegis,  Inc. 

Marly  Skin  Guard  E4 

Vasco  Brands  Inc. 

Vasco  Insta-Kleen  Al 


Vasco  Chemical  Company,  Inc. 

Clecon  Concrete  Cleaner    CI 

Dynamic K2 

Glo-N-Go Kl 

Pure-N-Sweet CI 

Swirlaway    A4 

Vasco-Zyme L2 

Vecom  USA  Inc. 

Rustcleaner    A3 

Steamclean  H  P  C  Al 

Steamclean  HPC-NF  Al 

Steamclean  Liquid  Extra Al 

Steamclean  Liquid  NL   Al 

Steamclean  RD   Al 

Veclean  Extra    Al 

Veclean  HPC  Al 

Veclean  Normal Al 

Vecom  Water  Scale  Inhibitor  G6 

Vecom  Waterbased  Alkaline  Foam   ....  Al 

Vector  Chemicals 

Surgi-Klean   Al 

Vector  Laboratories 

Tornado   Al 

Vector  Laboratories,  Inc. 

Bio-Grease  Buster  L2 

Bionic  2000  Al 

Vector  700  Al 

Vedco,  Inc. 

D-128  Al 

One  Step   D2.Q6 

Vendo  Co.,  The 

Vending  Machine  Cleaner    C2 

Ventron  Corporation 


Venture  VI  Incorporated 

5131   G6 

5241   G6 

5361  Boiler  Water  Treatment  G7 

5522  Boiler  Water  Treatment  G7 

5691   G6 

6411   G6 

6632  G6 

8071   G6 

9271   G3 

VentureTech  Inc. 

Chlorinated  General  Cleaner Al 

CL  115  Hand  Guard  El 

CL  125  Bac-Out  Hand  Sanitizer    E3 

CL  140  Safety-Dyne  D2.E3 

CL  220  Prepare  Al 

CL  230  Manual  Force  Al 

CL  250  Soil  Express  Al 

CL  280  Advantage   Al 

CL  305  LC  Acid  Solv    A3 

CL  310  Acid  Master  A3 

CL  320  Acid  Solv  A3 

CL  325  Unlock  A3 

CL  330  Rapid  D-Scale  A3 

CL  410  Ultra  Foam Al 

CL  420  Foam  Master   A2 

CL  421  Foam  Brute    A2 

CL  425  Tar-Kleen  A2 
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CL  440  Fry  Kleen  A2 

CL  445  Fry  Kleen  Ex  A2 

CL  445  Fry  Kleen  Ex  A2 

CL  450  Take  Charge A2 

CL  500  Sani-Quat  D2 

CL  510  Acid  Sani-Quat    D2 

CL  520  Sani-Dyne    D2.E3 

CL  610  Foam  Chlor   Al 

CL  61 1  Chlor-Acuon    Al 

CL  620  Pro  Chlor  Al 

CL  640  CIP  Mate   Al 

CL  800  Lubri-Care   H2 

CP  230  Merit Al 

CP  231  Depend  Al 

CP  235  Pro  Wash  A2 

CP  270  Laundry  Pro  Bl 

CP  280  Egg  Luster  Ql 

CP  415  Clean  Way  A2 

CP  420  Combat  A2 

CP  425  Combat  LF A2 

CP  430  Strip-It   A2 

CP  440  Dura  Kleen  A2 

CP  450  LF  Power  A2 

CP  490  Sewer  Solv  LI 

CP  610  Complete    A2 

CP  620  Bright  Bl 

CP  650  Liberate  CIP Al 

CP  670  Deliver  A2 

CP  680  Egg  Luster  Plus  Ql 

Dri-Chlor  Dl 

Foam  Off  A4.A8 

Formula  1000    A3 

Formula  2000    A3 

G-37  Heavy  Duty  Cleaner  Concentrate  Al 

G-57  Hvy  Dty  Cleaner  Concentrate  ....  Al 

General  Cleaner  Al 

Grease  Cutter A4 

Grease  Cutter  #1   A4 

Grill-Shine  A3 

Guardian  Sanitizing  Hand  Soap  E2 

H.B.  Liquid   Al 

H  B.  Liquid  Concentrate  Al 

Hand  Cleaner El 

Hi-Chlor Al 

High  &  Dry  Liquid  Foam A4 

Hypochlor  Sarutizer,  Dsnfctnt, 

Grmcd B1,D2,Q4 

Industrial  Dry  Bleach   D1.B1 

L  210  Venture  Care    El 

L  220  Venture  Safe  E3 

L  230  Value-Dyne D2.E3 

L  300  Venture  Magic   Al 

L310  Venture  Soil  All  Al 

L  320  Venture  Craft  Al 

L  350  Venture  Go  Al 

L  400  Venture  Shine A3 

L  420  Venture  Solv A3 

L  430  Venture  Task   A3 

L  440  LC  Venture  Solv    A3 

L  450  Venture  D-Scale  A3 

L  500  Venture  Foam  Al 

L  510  Venture  Force  A2 

L  520  Venture  Team  A2 

L  530  Venture  Max A2 

L  540  Venture  Max  Ex  A2 

L  550  Venture  Way    A2 

L  600  Super-Quat  D2 

L  610  Acid  Super-Quat D2 

L  620  Venture-Dyne  D2.E3 

L  700  Venture  Crew  Al 

L  710  Venture  Boss    Al 

L  720  Venture  Drive Al 

L  740  Venture  Speed    Al 

L  900  Venture  Glide  H2 

Liquid  Foam  XX  A2 

Liquid  Hand  Soap  El 

Mighty  A2 

Milkstone  Remover  A3 

Mite   A4 

MS-23  Spra-Clean  Al 

P  350  Venuture  True Al 

P  360  Venture  Wash  Al 


P  370  Venture  Strike A2 

P  380  Venture  Kleen Bl 

P  390  Venture  Glow  Ql 

P  560  Venture  Action  A2 

P  570  Venture  Power   A2 

P  575  Venture  Power  LF   A2 

P  580  Venture  Strip    A2 

P  585  Venture  Bolt  A2 

P  590  Venture  All  A2 

P  595  Venture  Aim  LI 

P  760  Venture  Right  A2 

P  770  Venture  Gleem  Bl 

P  780  Venture  CIP   Al 

P  790  Venture  Eaze    A2 

P  795  Venture  Glow  Plus  Ql 

Quat  100  Disinfectant/Cleaner   D2 

Quat50   D2 

Roller  Cleaner  A2 

Sani-Ware    D2 

Sewer  Solvent   LI 

Shroud  Laundry  Detergent   Al 

Spra-Clean  Al 

Spray  Truck  and  Body  Wash  Al 

Super  Cannon  Ball  Cleaner    A2 

Super  Concrete  Cleaner    A4 

Super  Smoke  House  Cleaner    A2 

Vee-Chlor    B1.D2.Q4 

Wall  &  Shackle  Cleaner  Al 

WS  Liquid  Cleaner  Al 

22  MS    Al 

Venus  Laboratories,  Inc. 

#407  Liquid  Hand  Soap   El 

Acid  Free  Ice  Melter CI 

Acid-Free  Ice  Melter  535  CI 

Air  Deodorizer  (Aerosol)   CI 

All  Purpose  Detergent Al 

All  Purpose  Non-butyl  Orange  Cleaner  CI 
Aluminum&Chrome  Rust  Remover  ....    A3 

Ammoniated  Heavy  Duty  Stripper  A4 

Artie  Clean    A5 

Boiler  Feedwater  Treatment  G7 

Bowlex  C2 

Break-Thru  Powder  LI 

Chain  &  Cable  Lubricant  (Aerosol)  ....    H2 
Chewing  Gum  &  Tar  Remover  (Aer- 
osol)        CI 

Coil  Bnghtener   PI 

Concentrated  Super  PTB  Clnr  &  Dgrsr 

283    CI 

D-Grease  "O"  Super  CI 

Degreaser  and  Motor  Cleaner  (Aerosol)  Kl 

Descaler  &  Delimer    A3 

Digest L2 

E-TU  Sanitizing  Hand  Soap  E2 

Emulsion  Degreaser    Kl 

Enzymes L2 

Extra  Strength  Non-Butyl  Cleaner  Al 

Fashion  Bowl  &  Porcelain  Cleaner   ....    C2 

Foamacid  CI 

Foamacid  Extra  C2 

Foaming  Germicidal  Detergent D2 

Fogging  Insecticide  F2 

Glass  Cleaner  (Aerosol)   CI 

Grease  Away  (5649)  CI 

Grease  Control  CI 

Grill  &  Oven  Cleaner  A8 

Heavy  Duty  All  Purpose  Orange  Cleaner  CI 
Heavy  Duty  Multi  Purpose  Cleaner  ....  CI 
Heavy-Duty  All-Purpose  Cleaner  Cone.  CI 
Heavy-Duty  PTB  Cleaner  and  Degreaser 

273    CI 

High  Flash  Silicone  Lubricant   K2 

Instant  Uni-Grill  Cleaner    A8 

Lemon  Odor  Disinfectant  Cleaner  A4 

Lift  Station  Cleaner LI 

Liqui-Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Ice  Melter    CI 

Liquid  Residual  Spray  Insecticide   F2 


Liquid  Scouring  Creme  CI 

Mia  Rose  Citn-Glow  #5657  CI 

Mia  Rose  Uni-Fresh  Citrus  #5652  CI 

Mia  Rose  Uni-Fresh  Citrus  #5655  CI 

Mia  Rose  Uni-Fresh  Lime  #5653  CI 

Mia  Rose  Uni-Fresh  Lime  #5656  CI 

Mint  Disinfectant  Cleaner  A4 

Mint  Odor  Disinfectant  Cleaner  CI 

Moisture  Barrier  &  Electrical  Lub.  (Aer)  K2 
Moisture  Barrier  &  Electrical  Lubricant  K2 

Natumate   L2 

Neutral  PH  Cleaner  Al 

No  Rinse  Hand  Sanitizer  Solution   E3 

No.601  Odor  Control  Granules    CI 

Non-Aerosol  Air  Deodorizer    CI 

Non-Aerosol  Barrier  Seal   CI 

Non-Aerosol  Chewing  Gum  &  Tar  Re- 
mover        CI 

Non-Aerosol  Degreaser  and  Motor 

Cleaner   Kl 

Non-Aerosol  Glass  Cleaner    CI 

Non-Aerosol  Moisture  Barrier  & 

Elect.Lub  K2 

Non-Aerosol  Penetrating  Oil    H2 

Non-Aerosol  Plexiglass 

Cleaner&Polisher   CI 

Non-Aerosol  Safety  Solvent  K2 

Non-Aerosol  Silicone  Spray  H2 

Non-Aerosol  Vandalism  Mark  &  Stain 

Rmvr  CI 

Non-Butyl  Water  Base  Degreaser 

Cone A4.A8 

Orange  Deodorant  CI 

Oven  &  Food  Line  Cleaner   Al 

Oven  Cleaner A8 

Ozone-Safe  Penetrating  Oil    H2 

Penetrating  Oil  H2 

Pine  Odor  Disinfectant  Cleaner   CI 

Pots  and  Pans  Cleaner A8 

Powdered  Caustic  Drain  Opener  126  ....  LI 

Residual  Insect  Killer  F2 

Residual  Insecticide  Liquid  Spray   F2 

Safety  Solvent  (Aerosol)  K2 

Safety  Solvent  Cleaner  &  Degreaser   ..    K2 

Sewage  Opener  CI 

Silicone  Lubricant  CI 

Solvent  Cleaner  &  Degreaser  CI 

Special  Formula  43  CI 

Stainless  Steel  &  Metal  Polish  (Aerosol)  A7 

Stainless  Steel  and  Metal  Polish    A7 

Stainless  Steel  and  Wood  Polish    A7 

Super  Brute  Orange CI 

Super  Butyl  Cleaner   A4 

Super  Enzymes  Sewer  Drain  &  Trap 

Cleaner   L2 

Super  Foam  Oven  and  Carbon  Cleaner    A8 

Super  Neutral  Cleaner Al 

Super  Non-Butyl  Cleaner  CI 

Super  Uni-Tabs  C2 

Tempered  Drain  Opener  LI 

Tile  Klenz   C2 

Touch  of  Mink    E4 

Uni-Det  All  Purpose  Kitchen  Cleaner      A4 

Unibol    C2 

Unidine  Hand  Soap  E2 

Unifresh  CI 

Vandalism  Mark  &  Stain  Remover 

(Aerosol)  CI 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  with  D-Limo- 

nene  E4 

Waterless  Hand  Cleaner  With  Pumice  E4 
Waterless  Hd  Clnr  w/D-Limonene  & 

Pumice    E4 

1-Piece  Unitab  Screens  C2 

1024  Cone  Cleansing  and  Barrier 

Cream  E4 

5205  Neutral  pH  Cleaner   Al 

569  S.A.C.T.  Solid  Air  Conditioner 

Treat   PI 

5839  Citrus  Cleaner.  Degreaser  & 

Deodrzr  CI 
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6506  Wats   Kl 

8117  Odor  Counteractam    CI 

Veratec 

LD-22WB    Fl 

Odds-On  Residual  Insecticide Fl 

Verax  Chemical  Company 

Ac'Tiv  Concentrated  All  Purpose 

Cleaner   A4.C1 

Blu  Mist  A4 

Chekmate  Dl 

China  Brite    Al 

Maximite   Al 

No.  1 8  Steam  Cleaner  Al 

No.  9  Steam  Cleaner  A4 

Radium  Powdered  Borax  Hand  Soap  ..    C2 

Sani-Septic  E2 

Sanishine   Dl 

Spra  Bryle   Al 

Spray  &  Kleen  Cleaner  &  Degreaser  ..    CI 
Spray  Strip  Industrial  Cleaner  &  Dgrsr    A4 

Super  Strip  A4 

Test  Best   D2 

Triple  De   A4 

V-575  Cleaner  Degreaser  A4.A8 

Velva  Coconut  Oil  Liquid  Hand  Soap  ..  El 
Wizard  Al 

Verde  Environmental,  Inc. 

Micro-Blaze  CI 

Veridien  Corporation 

Virahol  Hospital  Disinfectant/Cleaner      Dl 

Vermillion  Chemical  Service,  Inc. 

Blue  Glass  Cleaner   CI 

Bonanza  Super  Concentrate   A4.A8 

Chef-Ette  Liquid  Detergent Al 

Chef-Kleen  Liquid  Detergent  Al 

Concrete  Cleaner  A4 

Du-Fine   A3 

E-Z-Go  Al 

Lemon  Odor  Disinfectant  CI 

LDC  Bl 

M-Quat D2 

Mint  Odor  Disinfectant  CI 

Piney  Woods-Pine  Odor  Disinfectant  ..  CI 

Scale  Clean   A3 

Sewer  Solvent   LI 

Steam  Kleen  It  Al 

Ster-O-Chloro    Al 

Super  Chloro  Al 

VC  5  Concentrate   Al 

Wax  Stripper  CI 

Verne  Maranda  &  Son 

Maranda  Power  Foam  Cleaner  Al 

Maranda  Smokehouse  Cleaner  Al 

Verner  Chemical  Corporation 

Bacteria  Alive   CI 

Vernon  Sanitation  Supply  Inc. 

Visco  Liquid  Hand  Soap El 

Visco  15 A4 

Visco  30 A4 

Vero  Chemical  Distributors,  Inc. 

Vero  Chem  Medicated  Handsoap  El 

Verochem  Silicone  Spray  HI 


Verpas  Products,  Inc. 

Liquid  Hand  Soap  E4 

Pink  Lotion  Dishwashing  Detergent  ....  Al 

Versatle  Products,  Inc. 

Versatle    CI 

Vertex  Chemical  Corporation 

Vertex  CSS-10  ....  B1,D2,E3,G4.Q1,Q2,Q4 
Vertex  CSS-12  ....  B1,D2,E3,G4,Q1.Q2,Q4 
Vertex  CSS-5 

Bleach  B1,D2,E3.G4,Q1.Q2,Q4 

Vertex  CSS-6 B1,D2,E3,G4.Q1.Q2.Q4 

Vertex  International  Industries 

Blast-Off   A8 

Cream  Clean   CI 

Magic-Jel  Plus  CI 

Veteran  Supply  Company 

Vet's  Blue  Cream  Detergent  Al 

Vet's  Degreaser  A4 

Vet's  Pink  Foamanol  Al 

Vet's  Scrub  It  Al 

VOS  Scrub  Soap  CI 

15%  Vet's  Hand  Soap  El 

Victor  L.  Larimer,  PC 

Achieve   Al 

Acidet-D    A3 

Acidet-F  A3 

Acidet-N    A3 

Alkaterg  A2 

All  Hands El 

Alumikleen    Al 

Bac  Hands   El 

Cement  Scrub    A4 

Citrasolv  Plus    CI 

Clean-Off  A2 

Cleanoff851    Al 

CIP-Klor    Al 

Drain  Opener  LI 

Emerald  Ice  Al 

Enzym-OffI    Al 

Enzym-Off  II  Al 

EB  Degreaser A4 

Foam  Off  Al 

Foamacid  A3 

Foamklor  Al 

FPS-170  HI 

GP-Chlor  A I 

Jet  Clean    Al 

Minus  50   A5 

Oven  Plus    A8 

Polysolve  Al 

Recondilioner Al 

Remover Al 

Rust  Rid  A3 

RustSolv2X  A3 

Scum-Off  A4 

Steam  Blast   Al 

Steam  Jet  Al 

Super  3-Way  Truck  Cleaner  Al 

Super  7-L  Cone Al 

Ultra  940  Al 

Ultra-Lube  LF  H2 

Ultrachem    A4 

UltradetO    Al 

Vigor   A4 

Xtramax  Al 

2-Way  Foamer Al 

Victor  Supply  Company 

Heavy  Duty  Cleaner   A4 


Victory  Janitorial  Inc. 

Neutral  Cleaner  CI 

Videojet  Systems  International,  Inc. 

163201  Cleaning  Solution    Kl 

Viking  Chemical  Company 

APC  Al 

Viking  Chemical  Products,  Inc. 

D464  Cleaner Al 

D473  Freezer  Cleaner  A5 

Viking  Labs,  Inc. 

Alive    CI 

Anti-Fog    CI 

Aqua-Kill  F2 

B-Safe    LI 

B-52  F2 

Blitz  F2 

Boiler  Maker  200    G6 

Bubble  Up  CI 

Bubble  Up  (Aerosol) A8 

Coil  Klean  PI 

Contact  Plus    K2 

Dri  Lube    H2 

Duo-Plus    CI 

Electric  K2 

Fog  Sect Fl 

Fog  Sect Fl 

Germ  Away  C2 

Gloves   E4 

Good-N-Plenty Al 

Gran  Odor   CI 

Hercules  CI 

Industrial  Formula  Skin  &  Body  Cleaner  El 

Jell  Degreaser  and  Tar  Remover    Kl 

Kiss  My  Glass  CI 

Kremate  F2 

La  Breeze CI 

Lemon-D  Disinfectant  C2 

Like-Nu   A7 

Loosen  H2 

Loosen  H2 

Moisture  Chek  H2 

O'  Baby  Glycol  Air  Fresh  Baby  Pwdr 

Frag  CI 

Oven-X    A4.A8 

Panhandle  Pen  Penetrant  Nut&Bolt 

Loosnr H2 

Pearly  El 

Power  Steam  Al 

Pur  Kleen  C2 

Sani-Clean  Dl 

Scale  Out  #2   A3 

Smells  Swell   CI 

Sno  H2 

Steam-Up  Al 

Succumb    Fl 

T-43-DD    CI 

Take  Off   CI 

True  Clean  E4 

True  Clean  with  Grit  E4 

Tuff  Stuff A2 

Vik-O-Phene   CI 

Viking  #1  A4 

Viking  Pine   CI 

Wham  Cone.  Industrial  Clnr  &  Degreasr  Al 

What-A-Lube  HI 

Whip-It F2 

White  Lube   HI 

Wow Kl 

X-Rated   C3 
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Vin-Dotco,  Inc. 

Really  Works!  Citrus  Hand  Cleanser  ....  E4 

Vin-Dotco's  Safe  To  Use  Hand  Cleaner  E4 

Vine,  E.  R.  &  Sons,  Inc. 

Crystal  White  Oil  100  USP-Light    HI 

Crystal  White  Oil  150  USP-Light  HI 

Crystal  White  Oil  190  USP-Heavy    ....  HI 

Crystal  White  Oil  210  USP-Heavy  HI 

Crystal  White  Oil  350  USP-Heavy    ....  HI 

Crystal  White  Oil  50  USP-Light    HI 

Crystal  White  Oil  70  USP-Light    HI 

Crystal  White  Oil  75-T  HI 

Crystal  White  Oil  85-T  HI 

Crystal  White  Oil  90  USP-Light    HI 

Crystal  White  Oil  95-T  HI 

Viola  Commercial  Cleaning  Supply 

Bubble  Scrub  C2 

Crystal  Clear  CI 

Lord-of-Rings  Act.  Acid  Foam  Bthrm 

Clnr  C2 

Shine-Ola  CI 

Virginia  KMP  Corp. 

Acti-Klean  PI 

Blast-A-Coil    PI 

Ice  Machine  Cleaner  A3 

Virginia  Specialty  Supply,  Inc. 

PMXTC  Al 

Virotech,  Inc. 

ACC4000NF    A3 

ACC  4066NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4400   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP4900XD   A3 

AGP  5000   A3 

DF  1000  A1.Q5 

EG  1000 Q1.Q2 

EG  1000C   Ql 

EG  2000C   Ql 

EG  3000 Ql 

EG  3000C   Ql 

GFS  1000    Al 

GFS  2000    Al 

GP  1000  Al 

GP  1066 Al 

GP  1500 Al 

GP  1550 Al 

GP2000 Al 

GP  2400 Al 

GP2500F    Al 

GP2600 Al 

GP2700 Al 

GP  2800 Al 

GP  2900 Al 

GP  3000 H2 

GP4000 C2 

GPS  1000    Al 

GPS  1001    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101     Al 

GPS  500    A4.B1 

HD  1000   A2 

HD  1100    A2 

HD  1200    A2 

HD  1400    A2 


HD  1400C  A2 

HD  1600    A2 

HD  1600F   A2 

HD  1700    A2 

HD  1800   A2 

HD  1900   A2 

HD  200C  A2 

HD  200CNF    A2 

HD  200CNT    A2 

HDL  8000  A2 

HDL8000F  Al 

HDL  8100  A2 

HDL  8100NF A2 

LU  1000 H2 

LU  3000 H2 

MC  3000  Al 

MC3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C A2 

MD  1800C  A2 

MD  3100  Al 

MD3100C  Al 

MD  3300C A1.Q1 

MD  3400  A2 

MD3500  A2 

MDL  1000  Al 

MDL4500  Al 

MDL  4501  Al 

MDL7000C    Al 

MDL7500C    Al 

MDL  7600F Al 

MDL  7601F Al 

MDL  7602F Al 

MDL  7603F Al 

San  6700   E2 

San  7000   El 

WT  150  Al 

ViroChem  Corp. 

Systems  Sanitizer    D2 

Vita-Erb,  Ltd. 

Vita-Erb  Sanitizing  Hand  Soap    E2 

Vitaltest,  Inc. 

Aquateam  710  S   G7 

Vitex  Corporation 

Vitex  1335-L  A2 

Vitex  160  Al 

Vitex  1906  A8 

Vitex  1909  A8 

Vitex  1910  A2 

Vitex  1921  Al 

Vitex  1925  A2 

Vitex  1928  Al 

Vitex  1941  A3 

Vitex  1942  A3 

Vitex  1951  A3 

Vitex  1954  HD   A2 

Vitex  1958  Al 

Vitex  1959  Al 

Vitex  1960  Al 

Vitex  1970  A3 

Vitex  207  A2 

Vitex  735-L  Al 

Vitex  848  Al 

Vitex  925  A4 

Vitex  926  Al 

Vitex  927  Al 

Vitex  929  A2 

Vitex  9676A    Al 

Vitex  999  A2 

Zoom  2    CI 


Vivion  Chemical  Co.,  Inc. 

Vivitex  100-T   HI 

Vivitex  210  USP  HI 

Vivitex  350  USP  HI 

Vivitex  55  NF  HI 

Vivitex  70  USP  HI 

Vivitex  85  USP  HI 

Vivitex  85T  USP HI 

Volunteer  Janitorial  Supply 

Clean  Break  Al 

Low  Suds  Laundry  Compound  Bl 

Von  Pless  Chemical  Corp. 

Spectrum  FL-800 A4 

Spectrum  HA  500  CI 

Spectrum  225  DP    Al 

Spectrum  410 A2 

V-Foam  500 Al 

V-Tech  860  Al 

Vonachen  Industrial  Supplies,  Inc. 

Fast  Concentrate   A4 

Lime-Rid  C2 

Liquid  Hand  Soap  El 

Super  88  Plus    A4 

Visco  Liquid  Drain  Opener    LI 

40%  Concentrate  Liquid  Hand  Soap   ....  El 

Vor-Tex  Industries 

Ambush  Al 

Citrosol  All  Purpose  Cleaner   CI 

Dry  Moly  Lubricant    H2 

Freer H2 

Liquid-Live   CI 

Mr  Good  Hands  E4 

New  Improved  Total  C2 

Pro-Clean  CI 

Pro-Clean  II  CI 

Slippy  H2 

Sure  Bet  C2 

Total  CI 

Viva  CI 

Vortex  Distributing,  Inc. 

Grime  Cutter  Al 

Vortex  Labs  Inc. 

BTXY273    G6 

Vortex  BE608   G5.G6 

Vortex  BE609  G5.G6 

Vortex  BHCS150    G6 

Vortex  BHCS151    G6 

Vortex  BHS142  G6 

Vortex  BHS143  G6 

Vortex  BHS164D    G6 

Vortex  BHS165D    G6 

Vortex  BHYI38    G6 

Vortex  BHY139    G6 

Vortex  BHY176    G6 

Vortex  BHY177    G6 

Vortex  BH102  G6 

Vortex  BH103  G6 

Vortex  BH1 14  G6 

Vortex  BH1 15  G6 

Vortex  BH126  G6 

Vortex  BH127  G6 

Vortex  BTH236 G6 

Vortex  BTH237  G6 

Vortex  BTH238  G6 

Vortex  BTH239 G6 

Vortex  BTS244D G6 

Vortex  BTS245D G6 

Vortex  BTXY  637  G6 
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Vortex  BTXY272   G6 

Vortex  BTXY632   G6 

Vortex  BTXY633   G6 

Vortex  BTXY636   G6 

Vortex  BTXY640   G6 

Vortex  BTXY641    G6 

Vortex  BTYL212    G6 

Vortex  BTYL213    G6 

Vortex  BTY208  G5.G6 

Vortex  BTY209  G5.G6 

Vortex  BTY210 G5.G6 

Vortex  BTY211  G5.G6 

Vortex  BTY289  Jones  Special  Blend  ..    G6 

Vortex  BT214  G6 

Vortex  BT215   G6 

Vortex  BT228   G6 

Vortex  BT229  G6 

Vortex  BT256D G6 

Vortex  BT257D  G6 

Vortex  BT268D  G6 

Vortex  BT269D G6 

Vortex  BT290D  G6 

Vortex  BT291D  G6 

Vortex  BX612  G5.G6 

Vortex  BX613  G5.G6 

Vortex  BZ624  G6 

Vortex  BZ625   G6 

Vortex  CC41 2  G6 

Vortex  CC41 3  G6 

Vortex  CC422  G6 

Vortex  CC423  G6 

Vortex  CC434  G6 

Vortex  CC435  G6 

Vortex  CD410  G6 

Vortex  CD411   G6 

Vortex  CD420  G6 

Vortex  CD421   G6 

Vortex  CD424  G6 

Vortex  CD425  G6 

Vortex  CMC418   G6 

Vortex  CMC419   G6 

Vortex  CMC440   G6 

Vortex  CMC441    G6 

Vortex  CM414 G6 

Vortex  CM415 G6 

Vortex  CM426 G6 

Vortex  CM427 G6 

Vortex  CM436 G6 

Vortex  CM437 G6 

Vortex  C3A497-Jones  Special  Blend  ..    G6 

Vortex  C4A428  G6 

Vortex  C4A429  G6 

Vortex  C4A438  G7 

Vortex  C4A439  G7 

Vortex  C460   G6 

Vortex  C461    G6 

Vortex  G920   G6 

Vortex  G921    G6 

Vortex  G944   G6 

Vortex  G945   G6 

Vortex  KT036  G6 

Vortex  KT037  G6 

Vortex  K930D  PI 

Vortex  K931D  PI 

Vortex  K952   Al 

Vortex  K953   Al 

Vortex  K982D  PI 

Vortex  K983D  PI 

Vortex  K986D  PI 

Vortex  K987D  PI 

Vortex  K998D  G6 

Vortex  K999D  G6 

Vortex  N948   G7 

Vortex  N949   G7 

Vortex  OS310  G6 

Vortex  OS311    G6 

Vortex  OS362D  G6 

Vortex  OS363D  G6 

Vortex  OS394D G6 

Vortex  OS395D G6 

Vortex  UV934  G2,G5,G6 

Vortex  UV935  G2,G5,G6 


Vortex  U922   G5.G2.G6 

Vortex  U923   G2.G5.G6 

Vortex  WA802    G7 

Vortex  WA803    G7 

Vortex  WA814    G7 

Vortex  WA815    G7 

Vortex  WA826    G7 

Vortex  WA827    G7 

Vortex  WA840    G7 

Vortex  WA841    G7 

Vortex  WA864D  G7 

Vortex  WA865D  G7 

Vortex  WIX772 G7 

Vortex  WIX773  G7 

Vortex  WIYX728   G7 

Vortex  WIYX729   G7 

Vortex  WI734  G7 

Vortex  WI735   G7 

Vortex  WLX788  G5.G7 

Vortex  WLX789  G5.G7 

Vortex  WXY746  G5.G7 

Vortex  WXY747  G5.G7 

Vortex  WYI758  G5.G7 

Vortex  WYI759  G5.G7 

Vortex  WYXI796   G5.G7 

Vortex  WYXI797    G5.G7 

Vortex  WZ760 G7 

Vortex  WZ761  G7 

Vortex  YBF534  G6 

Vortex  YBF535  G6 

Vortex  YB508  G5.G6 

Vortex  YB509  G5.G6 

Vortex  YB514  G5.G6 

Vortex  YB515  G5.G6 

Vortex  YB546  G5.G6 

Vortex  YB547  G5.G6 

Vrazel  Chemicals 

Blue  Sparkle    Al 

CG-1090    A4.PI 

Metaclene A4.A8 

Super  771  Concentrate   A4.A8.C1 

Vulcan  Chemicals/ 

Div.  of  Vulcan  Materials  Company 

Caustic  Soda  Beads  A2.L1 

Caustic  Soda  Liquid   G1.G6 

Solvent  111 
(Stblzdl.l.l-Tricholorethane   Kl 

Vulcan  Materials  Company 

Muriatic  Acid  20  degrees  Baume  A3 

Muriatic  Acid  22  degrees  Baume  A3 

Vulcan  Oil  &  Chemical  Products 

Ariadne  100  Hydraulic  Oil  HI 

Ariadne  1000  Hydraulic  Oil  HI 

Ariadne  150  Hydraulic  Oil  HI 

Ariadne  22  Hydraulic  Oil  HI 

Ariadne  220  Hydraulic  Oil  HI 

Ariadne  32  Hydraulic  Oil  HI 

Ariadne  320  Hydraulic  Oil  HI 

Ariadne  46  Hydraulic  Oil  HI 

Ariadne  460  Hydraulic  Oil  HI 

Ariadne  68  Hydraulic  Oil  HI 

Athena  68  Andwear  Hydraulic  Oil    ....  H2 

Bacchus  100  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  1000  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  150  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  22  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  220  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  32  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  320  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  46  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  460  Anti-Wear  Hydraulic  Oil  HI 

Bacchus  68  Anti-Wear  Hydraulic  Oil  HI 

Hercules  5  Gear  Oil    H2 


W  C  Chemical  Engineering 

Acid  40   A3 

All  Brite  Al 

ALK-1    A2 

B  Brite  2   A2 

Bio-Quat    D2 

Blue  Foamer    Al 

Cir  Lac  A3 

ClorV-L    A2 

Concentrated  All  Purpose  Cleaner  Al 

CSD  A2 

Duo  Clor   Al 

FM  1000    Al 

Gleam Al 

HM-6  A1.G1 

Improve   Al 

Nu  Brite  A2 

Organic  Remover  STU  A2 

Powdered  MSR  Inhibited  A3 

Super  Duty A2 

Super  Gleam   Al 

VCHL-40  Special    H2 

WC  105    G6 

W  C  200   G6 

WC210   G6 

WC230    G6 

WC300    G6 

W  C410   G6 

W  C500   G7 

WC505    G7 

WC5I0   G7 

WC525    G6 

WC  101    G6 

WC  110  G6 

WC205  G6 

WC220  G6 

WC301   G6 

WC  306  G7 

WC  35  G6 

WC400  G6 

WC420  G6 

WC430  G7 

WC43I   G7 

WC520  G7 

WC530  G6 

WC540  G7 

WC600  G7 

WC610  G7 

WC615  G7 

WC620  G7 

WC625  G7 

WC630  G7 

WC700  G2 

WC712  G6 

WCS  Line  Lube    H2 

W  D-40  Company 

WD-40  (Aerosol) H2 

WD-40  (Bulk  Liquid)  H2 

W  E  C  C  O,  Inc. 

Sodium  Hypochlorite  Solution  Bl 

WECO,  Inc. 

RB-302    G6 

W  T  Chemical 

BWT  101  G6 

BWT  13  G6 

BWT  14  G6 

BWT  15  G6 

DISP200  G5.G6 

Sanitizing  Hand  Soap   E2 

SL-1   G6 

7.5%  Hand  Sanitizer  Solution    E3 


11-438 


W  T  S,  Inc. 

Adjunct  2580  G6 

Adjunct  3080  G6 

Adjunct  4080  G6 

Adjunct  5080  G6 

Adjunct  85P G6 

Algaecide  924  G7 

Algaecide930  G7 

Biocide  910  G7 

Formula  DL-1542  G5.G7 

Formula  DL-1543   G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL- 1546  G5.G7 

Formula  DL-1547   G7 

Formula  226    G6 

Molytect  2505  G7 

Molytect  2510  G7 

Molytect  2572  G7 

Molytect  2582  G7 

Molytect  2831   G7 

Polyhance  1050  G7 

Polyhance  2050  G7 

Polyhance  2120  G7 

Polyhance  300  G7 

Polyhance  3000  G7 

Polyhance  3000F  G6 

Polyhance  3050  G7 

Polyhance  3123  G7 

Polyhance  3124  G7 

Polyhance  3754  G7 

Polyhance  3756  G7 

Polyhance  431  OF  G6 

Polyhance  4510F  G6 

Polyhance  4710F  G6 

SDA  10   D2.Q4 

SDA  13   D2.Q4 

102  G6 

104  Steam/Condensate  Line  Treatment  G5 

105  G6 

136P  Boiler  Treatment   G6 

146  G7 

155  G6 

164  G7 

195C    G7 

195P  G6 

202  G6 

203  G6 

204  Steam/Condensate  Line  Treatment  G6 

205  G6 

246  G7 

255  G6 

264  G7 

302  G6 

303  G7 

304  Steam/Condensate  Line  Treatment  G6 

305  G6 

346  G7 

355  G6 

364  G7 

502  G6 

505  G6 

953  Steam/Condensate  Line  Treatment  G7 

954  Steam/Condensate  Line  Treatment  G5 

W  T  S,  Inc. 

WTS  B-01    G6 

WTS  B-06  G6 

WTS  B-08  G6 

WTS  B-10  G6 

WTS  B-12  G6 

WTS  B-13  G6 

WTS  B-14  G6 

WTS  B-23  G6 

WTS  B-24  G6 

WTS  B-25  G6 

WTS  B-26  G6 

WTS  B-40  G6 

WTS  B-41   G6 


WTS  B-51   G6 

WTS  B-61   G6 

WTS  B-71   G6 

WTS  B-81   G6 

WTS  C-103  G7 

WTSC-130  G6 

WTSC-131   G6 

WTS  C-42  G7 

WTS  C-60  G7 

WTS-B-11   Gl 

W.  C.  Service  Company,  Inc. 

QWC-3 Gl 

W.T.  Supply  Company  Inc. 

C-Foam   Al 

Spec  Line  QT-512  D2 

Wachters'  Organic  Sea  Products 
Corp. 

Uni-Kleen    A4 

VVacker  Chemie  GmbH 

Wacker  Silicone  Grease  410  Medium      H2 

VVacker  Silicones  Corporation 

Antifoam  Compound  Q-101   Q5 

Antifoam  Compound  S202  Q5 

Antifoam  Compound  S203  Q5 

Antifoam  Emulsion  SE21   Q5 

Antifoam  Emulsion  SE23  Q5 

Antifoam  Emulsion  SE25  H2.Q5 

Wade  Distributing,  Inc. 

Lemon  Hand  Soap El 

Rough  Job  CI 

Wade  Jones  Company 

All-Bright    Bl 

Alpha-Clean  Al 

Alpha-Foam  Al 

Alpha-Foam  NC    CI 

Boost   A2 

Breaker  Clean   Ql 

E-Rat-Icate  F3 

Egg  Wash  512  Ql 

Egg  Wash  980  Ql 

Emerald   Al 

Green  Giant  Al 

Hi-Chlor A2 

Iodine  Disinfectant    D2 

Liquid  Tray  Cleaner   A2 

Maxi-Phos   A3 

Permet  10%  EC F2 

PE-20DF Ql 

Renew    Bl 

Sodium  Hypochlorite  10%   D2.G4.L1 

Sodium  Hypochlorite  12.5%  D2.G4.L1 

Terminator  Bait  Chunx  F3 

Terminator  II  Ready  To  Use  Place  Pac    F3 

WJ2020 Al 

WJ  4000 H2 

WJ  4001  Al 

WJ450 Al 

WJ-100 A! 

WJ-150 A1.H2 

WJ-400 A2 

WJ-873 A2 

WJ-999 A4 

WJC  Antifoam CI 

WJC  Quat  D-125 A4 

WJC  Quat  D-150 D2.Q3 

WJC  Quat  D-375 D2.Q3 

WJC  Quat  D-64 Al 


WJC  Tray  Wash-LPH  A3 

WJ2550   Al 

Wahl  Laboratories,  Inc. 

Aquadet   A4 

Aquaspray   CI 

WLP-20  Nut  &  Bolt  Loosener  Penetrant  H2 

Walco  Chemical  Products 

Evergreen CI 

Walden  Chemical 

Rough  Stuff  E4 

Smooth  Touch  E4 

Waldorf  Sanitary  Supplies,  Inc. 

Heavy  Duty  Concrete  Cleaner   CI 

Super  Power  Plus    Al 

Walex  Products  Company,  Inc. 

Exodor  HWD-128  Sanitizer-Disinfec- 

tant    D2 

Exodor  HWDC-128  Germicidal  Deter- 
gent    Al 

Exodor  Xpell  Chlorinated  Foam 

Clnr/Dgrsr  Al 

Exodor  Xtreme  Foaming  Grease-Rel. 

Clnr  Al 

Waljan  Products,  Incorporated 

Dip-R-Spray  CI 

Sokoff    Kl 

Swash  CI 

Wall  Brothers  Oil  Co.,  Inc. 

190  USP    HI 

210  USP    HI 

55  USP    HI 

85  USP    HI 

Walling  Water  Management 

A-261  G7 

A-263  G7 

A-265  G7 

B-1000  G6 

B-1018  G6 

B-1020  G6 

B-1025  G6 

B-1030  G6 

B-1060XL G6 

Bio-Act  #95  L2 

BWT  104  G6 

BWT  19  G6 

BWT  21  G6 

BWT  217  G6 

BWT  222  G6 

BWT  226  G6 

BWT  227  G6 

BWT  228  G6 

BWT  269  G6 

BWT  271  G6 

BWT  278  G6 

BWT  319  G6 

BWT  320  G6 

BWT  441  G6 

BWT  605  G6.P1 

BWT  72  PI 

BWT  9  G6 

BWT-100  PI 

BWT-101AF   G6 

BWT-103  G6 

BWT-105  G6 

BWT-106  G6 
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BWT-106L G6 

BWT-108  G6 

BWT-13  G6 

BWT-14  G6 

BWT-150  G6 

BWT-18  G6 

BWT-180  G6 

BWT-181   G6 

BWT-203  G6 

BWT-270  Boiler  Water  Treatment  G6 

BWT-272  G6 

BWT-275  G6 

BWT-282  G6 

BWT-292  G6 

BWT-341  G6 

BWT-345  G6 

BWT-360  Boiler  Water  Treatment G6 

BWT-361  G6 

BWT-362  G6 

BWT-386S  G6 

BWT-387S  G6 

BWT-388S G6 

BWT-390  G6 

BWT-440  G6 

BWT-450  A3 

BWT-753  G6 

BWT-760  G6 

BWT-761   G6 

BWT-99  PI 

Chem  Film G7 

CWT  310  G7 

CWT319  G5 

CWT  337  LM   G7 

CWT  397  G7 

CWT  630  G7 

CWT  631  G7 

CWT  632  G7 

CWT  633  G7 

CWT634B    G7 

CWT  635  G7 

CWT  636  G7 

CWT  637  G7 

CWT  638  G7 

CWT  639  G7 

CWT  863  G5 

CWT  900  G7 

CWT  907  G7 

CWT  920  G5 

CWT  950  G7 

CWT  951   G7 

CWT-170Conc G7 

CWT-172  Cone G7 

CWT-302  G7 

CWT-870  G7 

CWT-874  G5 

CWT-961  G7 

PWT  100  G2 

PWT91   G2 

PWT-67  Potable  Water  Treatment  Gl 

PWT-68  G6 

PWT-70  G3 

PWT-73  G2 

PWT-80  G2 

PWT-90  G2 

PWT-95  G2 

PWT-97  G2 

Resin-Reviver   PI 

RLT206    G6 

RLT43CS  G6 

RLT88    G6 

RLT-10    G6 

RLT- 15  Boiler  Water  Treatment    G6 

RLT-25    G6 

RLT-30    G6 

RLT-35    G6 

RLT-40    G6 

RLT-45    G6 

RLT-50    G6 

RLT-52    G6 

RLT-55    G6 

RLT-60    G6 


RLT-65    G6 

RLT-70    G6 

RLT-75    G6 

RLT-80    G6 

RLT-81    G6 

RLT-82    G6 

RLT-83    G6 

RLT-83S    G6 

RLT-89    G6 

Sporezyme  L2 

Wall-Solv CI 

Wallex  72    A3 

Wallex  73    A3 

Wallex  74    PI 

Wallfloc  39A  Gl 

Wallspore  L2 

WB-2  G6 

WB-7NP    G6 

WR-4  G6 

Waltco  Laboratories 

Grease  Away  Al 

Grease  Away  Plus  Al 

Grease  Blaster  Al 

Waltech  Chemicals,  Inc. 

Blow  Out  LI 

Britak  30   A3 

Di  Det   Al 

Fomost  Al 

Fomost  K  Al 

MC-Solv    Al 

MC-106  Al 

MC-108  Kl 

MC-190  A4.A8 

MC-225  A8 

MC-555   Al 

MC-577  Al 

Old  Smoothy  El 

One  Double  0   Al 

Soilnox  50LF  Al 

Sulfak-C A3 

223CW  A2 

Walter  E.  Nelson  Company 

Disinfectant  Cleaner   CI 

Wenco  Shower  Foam   C2 

Walter  Louis  Chemicals 

Boiler  Compound  Formula  1243L  G6 

Boiler  Compound  Formula  1257   G6 

Boiler  Compound  Formula  13-H   G6 

Boiler  Compound  Formula  1692   G6 

Boiler  Compound  Formula  181    G6 

Boiler  Compound  Formula  29   G6 

Boiler  Compound  Formula  33-C   G6 

Boiler  Compound  Formula  37-S    G6 

Boiler  Compound  Formula  48-S    G6 

Boiler  Compound  Formula  592   G6 

Boiler  Compound  Formula  593-F    G6 

Boiler  Compound  Formula  593-SF   ....  G6 

Boiler  Compound  Formula  93   G6 

Boiler  Compound  Formula  934   G6 

Boiler  Compound  Formula  935   G6 

Boiler  Compound  Formula  945   G6 

Clik-2000  Liquid  Caustic  Cleaner  Cone.  Al 

Cooling  Tower  Treatment  Form.  310  G7 

Cooling  Tower  Treatment  Formula  300  G7 

Inhibited  Sulfamic  Acid   A3 

POW-1 10  Powder  Detergent  Cleaner  ..  Al 

Steam  Line  Treatment  Formula  153  ....  G6 

Steam  Line  Treatment  Formula  253  ....  G6 

Steam  Line  Treatment  Formula  653-F  G6 

Steamline  Treatment  Formula  252  G6 

594  Oxygen  Scavenger  G6 


Walter,  J.,  Co.  Ltd. 

Food  Zone  Food  Grade  Lubricant   HI 

Walters  Manufacturing  Company 

Super-Suds  Al 

Walton  Laboratories 

SD1  Coil  Cleaner    PI 

SD2  Coil  Brightener  Cleaner  PI 

Walton-March,  Incorporated 

Blen-Tech  General  Purpose  Clnr  Cncntrt  CI 
Blen-Tech  Glass/Multi-Surface 

Clnr.Conc   CI 

Blen-Tech  Neutral  Cleaner  Concentrate   CI 
Blen-Tech  Non-Acid  Bowl  Cleaner 

Cncntrt    C2 

Blen-Tech  Non-Butyl  Heavy  Duty  De- 
greaser  CI 

DIBS.  Bowl  Cleaner    C2 

DIBS  General  Purp.  Clnr./Deodorizer  CI 
DIBS.  Heavy-Duty  Cleaner/Degreaser  Al 

DIBS.  Neutral  Cleaner  CI 

DIBS.  Neutralizer/Conditioner CI 

Enzyt  5  Anti-Pollution  Drain  Treatment  L2 

Enzyt  7  Bowl  Cleaner  C2 

Fast  Break   Al 

Floor  Corps  CI.  for  Auto.  Scrub.  Equip.  A4 

Floor  Corps  Cleaner  (Liquid)  A4 

Floor  Corps  Cleaner/Degreaser A4 

Floor  Corps  Quarry  Tile  Cleaner  A4 

Flourish  Bowl  Cleaner   C2 

Glass  Act  CI 

Heyday  Cleaner  For  Automatic  Scrub- 
bers       A4 

Ice-Foe  CI 

Improved  Power  Play  CI 

Improved  Spike  Al 

Improved  True  Blue  Glass  Cleaner   ....    CI 
New  Showtime  Stainless  Steel  Clnr/Plsh  CI 

Outright  All-Surface  Cleaner   A4 

Pipe  Dream  Drain  Opener    LI 

Prime  Time  All  Purpose  Cleaner  Al 

Walton-March  G.P.C  No.  1  Al 

Ways  and  Means  A4 

Wise  Move    C2 

1st  Degree  Heavy-Duty  Degreaser  CI 

Waltron  Ltd. 

Aquateam  710  S   G7 

Calciquest    G2 

Warco  Group 

Chlorinated  Foaming  Cleaner  Al 

Citra  Crystals  CI 

Enzybac  300   L2 

Grit  Waterless  Hand  Cleaner   E4 

Heavy  Duty  Penetrating  Oil  H2 

Liquid  Steam  Cleaner  Concentrate  Al 

MGM  Active  D2 

Organic  Acid  Cleaner  A3 

Spray  Fog    Fl 

Warner  Enterprises 

Drop  Dead  Pyrethrum  Insecticide  Fog- 
ger  Fl 

Warren  Chemical  Corporation 

Sea-Wash  Cleaner  and  Dispersant  Al 

Warren  E.  Conley  Corp. 

Blue  Satin    A7 
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Cut-Off Al 

Lime  Lite  A3 

One-For-All  Al 

Power  Quota   A4 

Reveal    A4 

Sparkle  N'  Glo  CI 

Sparkle'  N  Glo  (Aerosol)   CI 

Swab-N-Smile  Bowl  Cleanse  C2 

Terminator  Microencap  Time  Release 

Diazn  F2 

WarCon  Out    LI 

WC  Insect  Finish Fl 

Warsaw  Chemical  Co.,  Inc. 

A  P  C  AH  Purpose  Cleaner  Concentrate  A4 

Aluminum  Stainless  Steel  Cleaner  A3 

AD  2000    A4.A8 

Before    E4 

Boffo   El 

Boffo  Lite    El 

Borax  Base  Hand  Soap  C2 

Bright  Al 

Charge   A4.A8 

Chlor-Clean  Al 

Chlorinated  Detergent  Al 

Chlorinated  Machine  Dishwashing 

Compound Al 

Contact  FQ-256  A4 

Contact  FQ-64  Al 

CIP  Caustic  Cleaner   A2 

Deep  Fat  Fryer  &  Grill  Cleaner  Al 

DelimerNF  CI 

Deluxe  Hand  Dishwash Al 

Detergent  Disnf.  Deo  Sntzr  Pine  Odor  CI 
Detergent  Disnf.Deo.Sntzr  Wntrgreen 

Odor   CI 

Dilute  Then  Clean  A4.A8 

Drain  Opener  LI 

Dry  Chlorinated  Bleach    Bl 

DDDS  Citrus  CI 

DDDS  Lemon   CI 

DJ  Concrete  Cleaner  CI 

Eliminator    L2 

Fabrasoft    B2 

Fast  Ball    CI 

Fat  Ax   A4 

Floor  Cleaner  Wheel  Wash  Steam  Clnr.  A4 

Floor-Finish  Maintainer    CI 

Furyl  CI 

G-65  Al 

Germ-A-Clean  El 

Gruff   E4 

Heavy  Duty  Cement  Cleaner   A4 

Heavy  Duty  Cleaner  Green  A4 

HD  Odorless  Concrete  Cleaner    Al 

I  &  I  Steam  Cleaner  Al 

Insta-Clean  A4 

Institutional  AD  2000  A4.A8 

Institutional  Dilute  Then  Clean    ....    A4.A8 

Institutional  Laundry  Detergent   Bl 

Laundry  Detergent  Liquid Bl 

Lime  Solve    A3 

Liquid  Scour   A6 

Lo  Shun  E4 

Machine  Dishwash  Liquid    Al 

Moon   Al 

Nu  BIu  Bl 

NAM  #1  A3 

Orange  Crunch    E4 

Orange  88  Degreaser CI 

Oxygen  Bleach    Bl 

Pan-A-Sol    C2 

Polyortho  Bowl  Urinal  Cleaner    C2 

Porcelain  Bowl  Cleaner    C2 

Rain   A4 

Rough  &  Ready E4 

Smash    A4 

Sodium  Hypochlorite  Solution  (9.2%)     D2 
Sodium  Hypochlorite  Solution  12.5%      D2 

Stay   C2 

Sunny  Streakless  CI 


Toilet  Bowl  Cleaner   C2 

Tough  Job   E4 

Tropical   E4 

Vista  Oven  &  Grill  Cleaner  A8 

Vista  Plus    Al 

White  Lotionized  Hand  Soap  E4 

WC  AceptiSilk    E4 

WC  Foaming  Shower  C2 

WC  Hydro  Kleen    A8 

WC  Orange  Solvent    CI 

WCOJ  Hand  Cleaner  E4 

WC  Power  Scrub Al 

WC  Top  Flight    CI 

WC611  Cleaner  Al 

Xtra    D2 

60-40  Detergent  Al 

Washing  Equipment  of  Texas 

A-6  Al 

P-40  Concentrate  Al 

Traction  Action  A4 

X-15  Al 

Washing  Systems,  Inc. 

Choice  Liquid  Detergent  Bl 

Express Bl 

Horizon    Bl 

Linen  Lite    Bl 

Notice  Liquid  Detergent  Bl 

Pinnacle  Liquid  Antichlor  Bl 

Summit  "20"    Bl 

WSI  Liquid  Sour-NFL   Bl 

WSI-Antichlor  Bl 

WSI-MET    Bl 

WSI-Notice   Bl 

WSI-NoticeOP  Bl 

WSI-Orth  Bl 

Washington  Trading  Company,  Inc. 

Ballistol   H2 

Wat  Chem  Marketing 

Liquid  Clean  #15  A4 

Watch-Gard  Systems,  Inc. 

Advance  Utensil  Cleaner    Al 

Velvette  Antiseptic  Hand  Cleaner   El 

Watch-Gard  Oven  and  Grill  Cleaner    .  A8 

Window  and  Glass  Cleaner    CI 

Zip-Off  Cleaner-Degreaser  Al 

Watchem 

BP-523  G6 

Watcon,  Incorporated 

Watcon  101   G6 

Watcon  102  G6 

Watcon  105-A  G6 

Watcon  105C  G6 

Watcon  106  G6 

Watcon  107  G6 

Watcon  110  G6 

Watcon  114  G6.G2 

Watcon  115  G2 

Watcon  116  G6 

Watcon  118  G6.G2 

Watcon  119  G2 

Watcon  1230  G6 

Watcon  1233  G6 

Watcon  1234  G6 

Watcon  1235  G6 

Watcon  1236  G6 

Watcon  1238  G7 

Watcon  1246   A3 


Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 
Watcon 


256 
26  . 
260 
262 
269 
28  . 


G6 

G6 

G6 

G6 

G6 

G6 

284  G3.G6 

285  G2 

286  A3 

288  G6 

290  G6.G2 

295  G7 

296  G6 

300  G6 

305  G7 

308  ....  A3 

308A A3 

322  G6 

327  G6 

336  G6 

396  G6 

437  G6 

4101    G6 

4102  G6 

4106  G6 

4107  G6 

4110  G6 

4114  G2.G6 

4115  G2 

4118  G2.G6 

4119  G2 

4126  G6 

4128  G6 

4230  G6 

4238  G7 

4260  G6 

4262  G6 

4295  G7 

4296  G6 

4396  G6 

4437  G6 


Water  &  Energy  Systems 
Technology  Inc. 

West  B-206   G6 

WestB-212   G6 

West  B-304  G7 

WestB-400  G6 

West  B-404  G6 

West  B-410F  G6 

West  B-430  G6 

WestB-501L  G6 

West  B-502  G7 

West  B-604  G6 

Water  &  Waste  Specialties  Co.,  Inc. 

Formula  800-SL  Steam&Condnst  Line 

Treat G6 

Formula  805  Boiler  Water  Control    ....  G6 

Supplement  A  Boiler  Water  Control   ..  G6 

Water  Chemical  Service,  Inc. 

Waterchem  2041    G6 

Waterchem  841   G6 

Waterchem  911   G6 

Waterchem  920  G6 

Waterchem  932  G6 

Waterchem  933  G6 

Waterchem  953  G6 

Waterchem  958  G6 

Water  Chemicals  &  Controls,  Inc. 

WC&C  131    G7 

Water  Chemicals,  Incorporated 

AC  100    Al 
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BT703  G6 

BT-301  G7 

BT-303  G6 

BT-305  G6 

BT-404 G6 

BT-503  G6 

BT-603  G6 

BT-605  G6 

CC  250  Stainless  Steel  Cleaner   A3 

CS701  G7 

CT  100  M   A3 

CT100S  A3 

CT2000  PI 

CT2001  PI 

CW  870  G7 

CW910  G7 

CW-800  G7 

CW-820  G7 

CW-821   G7 

CW-850  G7 

CW-860  G7 

CW-880  G7 

CW-888  G7 

LP  207  G6 

LP-206  G7 

PW  100   G2 

PW  101    G3.G7 

RL-103  G6 

SW-105    G7 

Water  Chemistry  Services 

BWT  121   G6 

BWT  125  G6 

BWT  301  G6 

BWT  322  G6 

BWT  331  G6 

BWT  332  G6 

BWT  381  G6 

BWT  400  G6 

BWT  401  G6 

BWT  410  G6 

BWT  440  G6 

BWT  601   G6 

BWT  602  G6 

BWT  604  G6 

BWT  610  G7 

CST510    G7 

CST  520    G7 

CST530    G7 

CST  540    G7 

CWT  800  G6 

CWT801   G7 

CWT  804  G7 

CWT  805  G7 

CWT  810  G7 

CWT  811   G7 

CWT  814  G7 

CWT  821  G7 

CWT  822  G6 

CWT  830  G7 

CWT  850  G7 

CWT  851  G5.G7 

No.  720   G7 

No.  725   G6 

No.  750   PI 

No.  775    G7 

No.  783   Al 

No.  788   A3 

PT  112  G2.G5 

PT  115  G3 

RLT201    G6 

RLT204    G6 

RLT240    G6 

RLT245    G6 

RLT275    G6 

Water  Chemistry,  Inc. 

Formula  DWT-20   G3 

Formula  PO-4  G7 

Formula  30-A    G6 


Formula  30E   G6 

Formula  30G  G6 

Formula  31-A    G7 

Formula  31-B    G7 

Formula  34-F G6 

Formula  41-A    G6 

Formula  41-B    G6 

Formula  41-C    G6 

Formula  41-D    G6 

Formula  41-E G6 

Formula  41-F  G6 

Formula  42-A    G6 

Formula  42-B    G6 

Formula  42-C    G6 

Formula  42-D    G6 

Formula  54-C  Closed  System  Treatment  G7 

Formula  60  B    G7 

Formula  60S  G6 

Formula  61-A    G6 

Formula  61-C    G7 

Formula  80-B    G6 

Formula  80D  G6 

Formula  83-A    G6 

Formula  83-B    G6 

Formula  83-C    G6 

Formula  83-D    G6 

Formula  83-E G6 

Formula  83-F  G6 

Formula  83-G    G6 

Formula  83-H    G6 

Formula  83-1   G6 

Formula  83-J  G6 

Formula  90-E G6 

Formula  90-H    G6 

Formula  90-1   G6 

Formula  90-L G6 

Formula  90F  Dry G6 

Formula  91-A    G6 

Formula  91-B    G6 

Formula  91-C    G6 

Formula  91-D    G6 

Formula  91-E G6 

Formula  91-G    G6 

Formula  91-H    G6 

Formula  92-H  Boiler  Water  Treatment  G7 

Formula  92-N  Boiler  Water  Treatment  G7 

Formula  93-M  G7 

Micro-Biocide  22-F G7 

Micro-Biocide  22-G    G7 

Micro-Biocide  22-H    G7 

Micro-Biocide  23-K    G7 

Micro-Biocide  23-L G7 

Micro-Biocide  23-M  G7 

23-Y  G7 

24-A  G7 

34-A  G7 

50C  G6 

60-D  G7 

60-SG  G6 

61-B  G7 

92-F  G6 

92-M  G6 

92-R  G7 

93-N  G7 

Water  Clarifiers  Inc. 

WC-955  LI 

Water  Engineering  Incorporated 

Formula  1121    G6 

Formula  1125    '..  G6 

Formula  1201    G6 

Formula  1202    G6 

Formula  1242    G6 

Formula  1245    G6 

Formula  1250    G6 

Formula  1270    G6 

Formula  1331    G6 

Formula  1385    G6 

Formula  1400    G6 


Formula  1401     G6 

Formula  1407    G6 

Formula  1410    G6 

Formula  1411     G6 

Formula  1440    G6 

Formula  1445    G6 

Formula  1601    G7 

Formula  1602    G7 

Formula  1615    G6 

Formula  1720    G7 

Formula  1725    G6 

Formula  1800    G6 

Formula  1810    G7 

Formula  1811    G7 

Formula  1815    G7 

Formula  1822    G7 

Formula  1850    G7 

Formula  1855    G7 

Water  Engineering  Services,  Inc. 

B-245  G6 

B-246  G6 

B-247  G6 

B-280  G6 

B-302  G7 

B-361   G6 

B-364  G6 

B-430  G6 

B-462  G6 

Water  Environmental  Technologies, 
Inc. 

WET-5180  G3 

1102  Boiler  Treatment    G6 

II 02- A  Boiler  Treatment   G6 

1 108  Boiler  Treatment  Oxygen  Scaven- 
ger    G6 

1131  Boiler  Treatment   G6 

1131C    G6 

1 132  Boiler  Treatment  Neutralizing 
Amine  G6 

1 149  Boiler  Treatment  Alkalinity 

Builder    G7 

1 158-P  Boiler  Treatment  Oxygen  Sca- 
venger    G6 

1232  Boiler  Treatment  Neutralizing 

Amine  G6 

21 17  Cooling  Water  Treatment    G7 

2120  Cooling  Wtr  Trtmnt  Scl  &  Crsn 

Inhib   G7 

2122  Cooling  Wtr  Trtmnt  Scl  &  Crsn 

Inhib   G7 

2160  G7 

3101  Inhibited  Acid  Cleaner A3 

3104  PI 

3110  Cleaner  Alkaline    PI 

4100  Closed  System  Treatment    G7 

4105  Closed  System  Treatment   G7 

4106  Closed  System  Treatment   G7 

4110  G7 

4305  Closed  System  Treatment   G7 

Water  Guard,  Inc. 

Liquid  Polyphosphate  G2 

Sodium  Hypochlorite  Solution  D2.G4 

Water  Improvement  Services 

WI-110 G6 

WI-141  G6 

WI-184 G6 

Wl-190 G6 

Water  Sciences,  Inc. 

Formula  No.  100  G6 

Formula  No.  101  G6 

Formula  No.  1050  G6 
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Formula  No.  1051   G6 

Formula  No.  1053  G6 

Formula  No.  106  G6 

Formula  No.  203  G6 

Formula  No.  314  G6 

Formula  No.  317  G6 

Formula  No.  400  G7 

Formula  No.  401   G6 

Formula  No.  402  G6 

Formula  No.  403  G6 

Formula  No.  407  G6 

Formula  No.  555  G2 

Formula  No.  9100  G6 

Formula  No.  9101  G6 

Formula  No.  9106  G6 

Formula  No.  9203  G6 

Formula  No.  9205  G6 

Formula  No.  9314  G6 

Formula  No.  9317  G6 

Formula  No.  9400  G7 

Formula  No.  9401   G6 

Formula  No.  9402  G6 

Formula  No.  9403  G6 

Formula  No.  9407  G6 

Formula  No.  9555  G2 

Formula  318    G6 

Formula  6502    G6 

Formula  7788    G6 

Formula  8444    G6 

Formula  9318    G6 

Water  Services  Company 

BWT#33  G6 

Water  Services,  Inc. 

2203  G7 

2702  G6 

2800  G6 

Water  Services,  Incorporated 

pH-Adjust    G6 

pH-Trol    G7 

Alka-Aid    G6 

Baf-Trol  G7 

Boiler  Storage  Preserver-NC    G7 

BAF-135    G7 

BAF-138    G5.G7 

BAF-15    G7 

BAF-150    G7 

BAF-35  Water  Treatment  Microbicide  G7 

BAF-38  Water  Treatment  Microbiocide  G7 

BAF-40  Water  Treatment  Microbiocide  G7 

B3    G6 

Chill  Hib  CW    G6 

Clear-Trol-D   G7 

Co-Jel  S-201    G7 

Co-Jel  2AV  G7 

Co-Jel  200  G6 

Cond-Plex    G6 

Cond-Trol    G6 

Conditioner  B4   G7 

Conditioner-B5    G6 

Conditioner-B8    G6 

Cor  Hib  CW    G7 

Cor-Ret    G5 

Cor-Ret-B    G5.G7 

O  2P  G6 

Drain  Pipe  Cleaner   LI 

Film-Trol-I  G6 

Film-Trol-II  G6 

Inhibitor  CI   G6 

Inhibitor  CU    G7 

No-Ox  LH  G6 

No-Scale  #400  G6 

No-Scale  SV   G6 

No-Scale  V    G6 

NJ  800  G7 

NJ800CW   G7 

NJ-845  G7 


NJ-8450  G7 

NJ-876  G7 

NO-OX-DC  G6 

NO-OX-DLS  G6 

Oxy-Solve-L    G6 

Penn-OB    G7 

Poly  Plex  I  G6 

Poly  Plex  II  G6 

Poly-Plex-3    G6 

Poly-Sur  G6 

Poly-Sur  DLS    G6 

Poly-Sur-LH    G6 

Scale  Trol  LH   G7 

Scale-Solve    A3 

Scale-Trol  L G6 

Ska  Kon  P  G6 

Ska-Kon-L  G2.G5.G6 

SC-46-A  G6 

SC-46-B  G6 

SC-46-C  G6 

SKA  KON-M    G2.G5.G6 

SVA-B3  G6 

SVA-S5   G6 

SVA-S6  G6 

SVA-S66  G6 

SVA-S8  G6 

SVA-S9  G6 

SVA-VB6    G7 

SVA-V4  G6 

SVA-2V4  G6 

Vap-Adjust G6 

Vap-Plus    G6 

Vap-Trol    G6 

Void-Ox  G6 

Water  Solutions/ 

A  Division  of  DuBois  Chemicals, 

Inc. 

Accu  Clean  300 G5.G7 

Accu  Clean  310 A1.G5.G7 

Accu  Clean  311  AI.G7 

Accu  Clean  312  Al 

Accu  Clean  313  G5 

Accu  Clean  320 A3 

Accu  Clean  321  A3 

Accu  Gard  200   G7 

Accu  Gard  220   G5.G7 

Accu  Mine  180  G6 

Accu  Mine  182  G6 

Accu  Mine  183   G6 

Accu  Mine  186  G6 

Accu  Pure  700 G2.QI 

Accu  Shield  511    G5.G7 

Accu  Shield  541    A3.G7 

Accu  Therm  100  G6 

Accu  Therm  101   G6 

Accu  Therm  1 10  G6 

Accu  Therm  1 1 1   G6 

Accu  Therm  112  G6 

Accu  Therm  113  G6 

Accu  Therm  1 14  G6 

Accu  Therm  140  G1,G5,G6 

Accu  Therm  150  G6 

Accu  Therm  152  G6 

Accu  Therm  160  G6 

Water  Solv  Inc. 

Boiler  Formula  #4  G6 

Water  Systems  Engineering,  Inc. 

Closed  System  Treatment  82   G7 

Drain  Guard  LI 

Ext.  Polyphos    G2 

Steam  Boiler  Treatment  235  G6 

Steam  Boiler  Treatment  30 G6 

Steam  Boiler  Treatment  32 G6 

Steam  Boiler  Treatment  35  G6 

Steam  Boiler  Treatment  38  G6 


Steam  Line  Treatment  31   G6 

Sweet  Water  System  Treatment  G7 

Water  Systems  Inc. 

MBT-58  G7 

MBT-59  G7 

MBT-60  G6 

MBT-61  G6 

Water  Tech  Co. 

Water-Tech  402  Boiler  Treatment   G6 

Water-Tech  500  Steam  Treatment   G6 

Water  Technologies,  Inc. 

1010  G7 

1011   G7 

1012  G7 

1013  G7 

1030  G7 

1031   G7 

1032  G7 

1033  G7 

1100  G7 

1101   G7 

1102  G7 

1103  G7 

1320  G7 

1321   G7 

1322  G7 

1331   G2.G6 

1400  G7 

1401   G7 

1402  G7 

1403  G7 

1457  G6 

1458  G6 

1463  G6 

1464  G6 

1465  G6 

1466  G6 

1468  G6 

1469  G6 

1472  G6 

1477  G6 

1479  G6 

1480  G6 

1514  G6 

1515  G6 

1516  G6 

1518  G6 

1525  G6 

1526  G6 

1527  G6 

1621   G7 

1623  G7 

1660  G7 

1661   G7 

1662  G7 

1665  G7 

2000F G6 

2001 F  G6 

2002F  G6 

2003F  G6 

2050F  G6 

2051F  G6 

2052F  G6 

2053F G6 

2055  G6 

2060F  G6 

2061F  G6 

2062F  G6 

2063F  G6 

2070F  G6 

2071F  G6 

2072F G6 

2075  G6 

2082  G6 

2100F  G6 
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2I10F G6 

2112F G6 

2130F G6 

2131F G6 

2132F  G6 

2133F  G6 

2180F  G6 

2181F  G6 

2182F G6 

2201F G6 

2220-F  G6 

2310F G6 

2320F  G6 

2330F  G6 

2340-F  G6 

2350F  G6 

3582  G6 

3584  G6 

3592  G6 

3594  G6 

3602  G6 

3604  G6 

Water  Technology  of  Springfield, 
Inc. 

Water  Chem  BWT-200  G6 

Water  Chem  BWT-201  G6 

Water  Chem  BWT-240  G6 

Water  Chem  BWT-245  G6 

Water  Chem  BWT-250  G6 

Water  Chem  BWT-260  G6 

Water  Chem  BWT-265  G6 

Water  Chem  BWT-276  G6 

Water  Chem  OTS  420    G2 

Water  Chem  SLT-300 G6 

Water  Chem  SLT-310 G6 

Water  Chem  SLT-320  G6 

Water  Chem  SLT-330 G6 

Water  Chem  SLT-340 G6 

Water  Chem  SLT-350 G6 

Water  Chem  SLT-390 G6 

Water  Technology  And  Controls, 
Inc. 

AQA-937  Caustic  Soda  50%   G6 

AQH-260  Closed  CWT G7 

AQJ-408  Dispersant    G6 

AQJ-420  Dispersant   G6 

AQJ-425  Dispersant   G7 

AQJ-449  Dispersant    G6 

AQJ-465  Dispersant   G6 

AQJ-485  Dispersant    G6 

AQJ-512  Steam  Line  Corrosion  Control  G6 

AQJ-522  Steam  Line  Corrosion  Control  G6 

AQJ-564  Steam  Line  Corrosion  Control  G6 

AQJ-705  Deposit  Control  G6 

AQJ-732  Deposit  Control  G6 

AQJ-809  Deposit  Control  G6 

AQJ-816  Deposit  Control  G6 

AQJ-845  ODBT    G7 

AQJ-873  Deposit  Control  G6 

AQR-269  Corrosion  Control G7 

AQR-315  Deposit  Control    G7 

AQR-320  Cooling  Tower  Treatment   ..  G7 

AQR-331  Cooling  Tower  Treatment  ..  G7 

AQR-440  Dispersant  G7 

AQR-850  Cooling  Tower  Treatment  ..  G7 

AQS-568  Filming  Amine   G7 

AQS-640  Corrosion  Control  G6 

AQS-645  Corrosion  Control  G6 

AQS-750  Deposit  Control  G6 

NCJ-408  Dispersant    G6 

NCJ-512  Steam  Line  Corrosion  Control  G6 

Water  Treatment  Corp.  of 
Maryland 

Boiler  Treat-500    G6 

Steam  Treat  59    G6 


Water  Treatment  Technologies  Inc. 

Aquacool  925    G7 

Aquacool  926    G7 

Aquaklean  931  PI 

Aquaklear916  G6 

Aquatec  901  G6 

Aquatec  902 G6 

Aquatec  903  G6 

Aquatec  904 G6 

Aquatec  907  G7 

Aquatec  909 G6 

Aquatec  910 G6 

Aquatec  911  G7 

Aquatec  913  G7 

Aquatec  914 G6 

Aquatec  919 G6 

Aquatec  920 G6 

Aquatec  921  G6 

Aquatec  922 G6 

Water  Treatment  Warehouse,  Inc. 

BW10 G6 

BW11  G6 

BW12  G6 

BW13  G6 

BW15  G6 

BW16 G6 

BW17  G6 

BW18  G6 

BW20 G6 

BW22 G6 

CW6  G7 

CW7  G7 

M37   PI 

RL23    G6 

RL24   G7 

RL25    G6 

RL26    G6 

RL27    G6 

RL28    G6 

RL29   G7 

RL30   G6 

RL31    G6 

RL32   G6 

Waterbury  Companies,  Inc. 

Aerosol  Boric  Acid  F2 

Air-Devil  Resdl  Insctcd  w/Cypermethrin  F2 

Borid    F2 

Clean  Air  Purge Fl 

Clean  Air  Purge  I    Fl 

Clean  Air  Purge  II  Big  Shot Fl 

Clean  Air  Purge  III  Fl 

Crack  &  Crevice  Insecticide  with  Durs- 

ban F2 

CB  S-3 12  Insecticide    Fl 

CB-123  Insecticide   Fl 

CB-38  Insecticide   Fl 

CB-40  Insecticide   Fl 

CB-405  Fogger   F2 

CB-580  Fogger  with  Pyrethrin  Fl 

CB-80  Insecticide   Fl 

Drax  Ant  Kil  Gel    F2 

Drax  Ant  Kil-PF  F2 

Farm  Dairy  Bug  Killer  II   Fl 

Farm  Dairy  Bug  Killer  II  Q-Mist  Fl 

Farm  Dairy  Bug  Killerll 

975%PyrethQ-Mst  Fl 

Farm  Dairy  CB-38  Insect  Killer Fl 

Farm  Dairy  CB-80  Insect  Killer Fl 

Invader  Residual  with  Baygon   F2 

Invader  Residual  Insecticide  with  Bay- 
gon      F2 

Mop  Up  F2 

Purge   F2 

Purge  Air  Sanitizer  CI 

Purge  CB-123  Insecticide  Fl 


Purge  III  Fl 

R  Value's  Roach  Kil  F2 

Strikeforce  Residual  Insecticide  w/Drsbn  F2 
System  22  Crack  &  Crvc  Inset 

w/Dursban  F2 

System  22  Crk  &  Crvc  Insctcd 

w/Baygon    F2 

System  22-R  Synergized  Crk  &  Crvc 

Inset F2 

Time  Mist  Air  Sanitizer  Citrus  CI 

Time  Mist  Super  Odor  Neutralizer CI 

Time-Mist  Air  Sanitizer   CI 

Time-Mist  Metered  Insecticide  II  F2 

TimeMist  Metered  Insecticide  (Aerosol)  Fl 

Total  Release  Insecticide  with  Vapona  F2 

Wasp  &  Hornet  Jet  Freeze  F2 

Waterchem  Manufacturing,  Inc. 

Formula  3075-F G6 

Watermen,  Inc. 

Blend-All-2   G6 

Boiler  Polymer    G6 

Pit-Stop    G6 

Return-Trol    G6 

Scale-Stop   G6 

Watertech 

BWT-102  G6 

BWT-105  G6 

BWT-III  G6 

BWT-131  G6 

BWT-133L G6 

BWT-141  G6 

BWT-151  G6 

BWT-152  G6 

BWT-153  G6 

BWT-154  G6 

BWT-155  G6 

BWT-156  G6 

BWT-178  G6 

BWT-180  G7 

OTC-301    G2 

System-'20O0' G6 

System-'2010' G6 

System-'2100' G6 

System-•4000•  G6 

WT-1178  G6 

Watertech  of  America,  Inc. 

Watertech  3500M   G6 

Watertech  3507  G6 

Watertech  3520  G6 

Watertech  3910  G6 

Watertech  3915  G6 

Watertech  3920  G6 

Watertech  3923  G6 

Watertech  3965  G6 

Watertech  3990  G6 

Watertech  3993  G6 

Watertech  3997  G6 

WaterTech  Specialties,  Inc. 

"Formula  No.  BT-Z"  G7 

Antifoulant  B-52  G7 

AntifoulantC-101    G7 

Boiler  Treatment  B-FDA-200  G6 

Boiler  Treatment  B-FDA-300 G6 

Boiler  Treatment  B-FDA-400 G6 

Boiler  Treatment  BT  101    G7 

Boiler  Treatment  BT-LY    G7 

Boiler  Treatment  DP-2   G6 

Boiler  Treatment  DP-4   G6 

Boiler  Treatment  DP-6   G6 

Boiler  Treatment  Form  No  Alklnty 

Build-A  G6 
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Boiler  Treatment  Form.  No.  Alklnty 

Build  G6 

Boiler  Treatment  Formula  No  BT-F  ..  G7 

Boiler  Treatment  Formula  No.  BT-130  G7 

Boiler  Treatment  Formula  No.  BT-135  G7 

Condensate  Treatment  C-FDA-100    ....  G6 

Corrosion  Inhibitor  CORI-103   G7 

Corrosion  Inhibitor  CORI-200  G6 

Formula  AC-7  G7 

Formula  BT-R  G6 

Formula  No.  AC-2    G7 

Formula  No.  AC-27    G7 

Formula  No  BT-YF  G6 

Formula  No.  BT-125 G7 

Formula  No.  CIH-B    G6 

Formula  No.  CIH-C    G6 

Formula  No.  CIH-D   G6 

Formula  No.  DF-1  G7 

Tower  Treatment  T-FDA-200 G6 

Watkins  Incorporated 

Ant  &  Roach  Spray  (Pressurized)    F2 

Pine  Oil  Disinfectant  CI 

Pyrethrum  Fly  Spray  Fl 

Rat-Mouse  Killer F3 

Toilet  Bowl  Cleanser    C2 

Watkins  Salt  Company 

Salt  Granulated  Evap  Kiln  Dried    PI 

Solar  Salt  PI 

Watson  Technical  Associates,  Inc. 

Drain-Away  LI 

Formula  PH  Liquid-B  G6 

Formula  SS-1006    G6 

Formula  2013    G7 

Formula  2050    G7 

Formula  6008    G6 

Formula  6010    G6 

Formula  630    G7 

Formula  7000    Al 

Formula  7003  Coil  Cleaner    Al 

Formula  7007    A5 

Formula  7010    Al 

Formula  7011    Al 

Formula  7030    CI 

Formula  9000    Al 

7-PH  Drain  Cleaner LI 

Watts,  J.  B.  Company,  Inc. 

Impac  SHC  Cleaner  (Sodium  Hypo- 
chlorite)    Al 

Wausau  Chemical  Corporation 

#200  Dry  Bleach  Bl 

#70  Detergent   Al 

#71  Detergent    Al 

Boiler  Sludge  Conditioner    G6 

Boiler  Treatment  A  G6 

Boiler  Treatment  S-2 G6 

Boiler  Treatment  S-6 G6 

Boiler  Treatment  S-7  G6 

Built  Caustic   A2 

Cooling  Tower  Scale  Inhibitor  G7 

Heavy  Duty  Laundry  Detergent  Bl 

Likwid-15    D2 

Liqui  Solv  Concentrate  Al 

One  Shot   B2 

Return  Line  Treatment  HP-2    G6 

Return  Line  Treatment  LP-2 G6 

Return  Line  Treatment  STL-172A  G6 

Rolar  Brand  Formula  Number  14 A3 

Rolar  Brand  Formula  Number  27  A3 

Rolar  Brand  Formula  Number  29 Al 

Rolar  Brand  Formula  Number  60 A2 

Rolar  Brand  Formula  26  A3 


Rolar  Brand  53   A2 

Smokehouse  Cleaning  Liquid  Al 

Smokehouse  Cleaning  Powder  A2 

Solu-Break  Bl 

Waverley  Mineral  Products  Co. 

Dri-Zit   Jl 

Hi-Dri  Jl 

Petro-Sorb   Jl 

Zip-Zorb Jl 

Waxie  Sanitary  Supply 

Amazemint A4.C1 

Brk-Away    Al 

Way  Inc.,  The 

NuKleen  A105F    A3 

NuKleen  100F  A4 

NuKleen  603F  A4 

NuKleen-CllO Al 

NuKleen-C126  Al 

NuKleen-C725  Al 

NuKIeen-C730 Al 

Way  Mar  Chemical 

The  Good  Stuff  Al 

Wayne  Chemical,  Inc. 

Iotabs  LI 

WC  333  Cleaner  Al 

WC- 10  Drain  Cleaner  LI 

WC-101  Deodorizer   CI 

WC-130Sanitizer   D2 

WC-131  Hand  Sanitizer   E3 

WC-135  Sanirizer   D2.G5 

WC- 140  Sanitizer   D2 

WC-1 45  Sanitizer   D2 

WC-146  Hand  Sanitizer   E3 

WC-1 50  Sanitizer   D2.E3.G4 

WC-152  Sanitizer   D2 

WC-200  Cleaner  A3 

WC-2000  Cooling  Water  Treatment    ..    G7 

WC-203  Cleaner  A3 

WC-204  Cleaner  A3 

WC-205  Cleaner  A3 

WC-206  Cleaner  A3 

WC-207  Cleaner  A3 

WC-208  Cleaner  A3 

WC-210  Cleaner  A3 

WC-213  Cleaner  A3 

WC-215  Cleaner  A3 

WC-219  Drain  Cleaner  LI 

WC-220  Sanitizer   D2 

WC-225  Sanitizer   D2 

WC-240  Cleaner  A3 

WC-245  Cleaner  A3 

WC-250  Cleaner  A3 

WC-255  Cleaner  A3 

WC-26  Cleaner  A3 

WC-260  Cleaner  A3 

WC-265  Cleaner  A3 

WC-300  Cleaner  A1.H2 

WC-3000  Boiler  Water  Treatment  G6 

WC-302  Cleaner  Al 

WC-3025  Boiler  Water  Treatment  G6 

WC-3033  Boiler  Water  Treatment  G6 

WC-3035  Boiler  Water  Treatment  G6 

WC-3036  Boiler  Water  Treatment  G6 

WC-3038  Boiler  Water  Treatment  G6 

WC-3045  Boiler  Water  Treatment  G6 

WC-310  Cleaner  Al 

WC-312  Cleaner  Al 

WC-320  Cleaner  Al 

WC-322  Cleaner  Al 

WC-330  Cleaner  A1.H2 

WC-332  Cleaner  Al 


WC-335  Cleaner  Al 

WC-335PF  Cleaner  Al 

WC-340  Cleaner  Al 

WC-342  Cleaner  Al 

WC-342PF  Cleaner  Al 

WC-345  Cleaner  Al 

WC-350  Cleaner   Al 

WC-3500  Return  Line  Treatment G6 

WC-3510  Return  Line  Treatment  G6 

WC-352  Cleaner  Al 

WC-352PF  Cleaner  Al 

WC-3540  Return  Line  Treatment G6 

WC-355  Cleaner  Al 

WC-3550  Return  Line  Treatment G6 

WC-3580  Return  Line  Treatment  G6 

WC-3590  Return  Line  Treatment  G6 

WC-362  Cleaner  Al 

WC-370  Foam  Add  Al 

WC-375  Foam  Add  Al 

WC-3800  Boiler  Water  Treatment  G6 

WC-385  Foam  Add  Al 

WC-395  Condensate  Control   Al 

WC-400  Cleaner  Al 

WC-402  Cleaner  Al 

WC-4021  Oxygen  Scavenger  G6 

WC-4023  Oxygen  Scavenger  G6 

WC-4030  Resin  Cleaner  PI 

WC-4040  Potable  Water  Treatment  ....  G2 

WC-42  Cleaner  Al 

WC-450  Cleaner  Al 

WC-500  Cleaner  Al 

WC-501  Cleaner  A4 

WC-52  Cleaner  Al 

WC-535  Cleaner  A4 

WC-540  Cleaner  Al 

WC-55  Cleaner   Al 

WC-550  Cleaner  Al 

WC-560  Cleaner  Al 

WC-575  Cleaner  Al 

WC-60  Cleaner   A2 

WC-600  Cleaner  Al 

WC-602  Cleaner  A2 

WC-6062  Cleaner  Al 

WC-61  Trolley  Cleaner  and  Deruster  A2 

WC-610  Trolley  Cleaner A2 

WC-615  Cleaner  A2 

WC-6162  Cleaner  Al 

WC-62  Cleaner  A2 

WC-620  Cleaner  A2 

WC-622  Cleaner  Al 

WC-625  Cleaner  A2 

WC-63  Cleaner  A2 

WC-630  Cleaner  A2 

WC-632  Cleaner  Al 

WC-635  Cleaner  A2 

WC-64  Cleaner  Al 

WC-640  Cleaner  A2 

WC-642  Cleaner  Al 

WC-642PF  Cleaner  Al 

WC-645  Cleaner  A2 

WC-65  Cleaner  A2 

WC-650  Cleaner  Al 

WC-652  Cleaner  Al 

WC-652PF  Cleaner  Al 

WC-655  Cleaner  A2 

WC-66  Cleaner  A2 

WC-660  Cleaner  A2 

WC-661  Cleaner  A2 

WC-663  Cleaner  A2 

WC-70  Detergent    Bl 

WC-7002  Detergent    Bl 

WC-720  Lotion  Skin  Cleanser  El 

WC-730  Sanitizing  Handwash   E2 

WC-735  Sanitizing  Handwash  E2 

WC-740  Sanitizing  Handwash   E2 

WC-745  Sanitizing  Handwash  E2 

WC-780  Break Bl 

WC-781  Detergent    Bl 

WC-782  Brightener  Bl 

WC-784  Sour Bl 

WC-785  Softener B2 

WC-786  Soft/Sour B2 
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WC-789  Conditioner  Bl 

WC-790  Break Bl 

WC-791  Detergent    Bl 

WC-792  Brightener  Bl 

WC-793  Brightener  Bl 

WC-794  Sour Bl 

WC-795  Softener B2 

WC-796  Soft/Sour B2 

WC-799  Conditioner  Bl 

WC-800  Inhibitor    G3 

WC-806  De-icer   PI 

WC-850  Antifoam  Al 

WC-853  Antifoam  Al 

WC-855  Antifoam Al 

WC-856  Antifoam  Q5 

WC-89Gel    Al 

WC-890Gel    Al 

WC-900  Lubricant HI 

WC-901  Lubricant HI 

WC-910  Lubricant A1.H2 

WC-920  Trolley  Oil    HI 

WC-930  Trolley  Oil   HI 

Wayne  Concept  Manufacturing  Co., 
Inc. 

Quat  10   D2 

Wayne  DeLime  Doctor  A3 

Wayne  Consultants,  Inc. 

Formula  S-10F    G6 

Formula  SLT-1    G6 

Formula  SLT-1  Special  G6 

Formula  SLT-2   G6 

Formula  SLT-7  B   G6 

Formula  105    G6 

Formula  105  A    G6 

Formula  201-F G2.G6 

Formula  203F   G6 

Formula  203FS   G6 

Formula  621F   G6 

Formula  815BF  G6 

Formula  815CF  G6 

Formula  815F   G6 

WaPer  Supply  &  Service  Company, 
Inc. 

NCS#7    Al 

W-l  16  All  Purpose  Cleaner  A4 

W-20    CI 

W-3  Concentrate   Al 

W-3  The  New  Innovative  Clnr.-Strip. 

Dgrs A4 

W-4  Solvent  Cleaner  A4 

W-47  All  Purpose  A4 

W-880    A4 

W-9    CI 

2001   CI 

Weas  Engineering,  Inc. 

B  122  G6 

B  126  G6 

B  134  G6 

B  142  G6 

B  901   G6 

B  902  G6 

B  940  G6 

B  941   G6 

B  943  G6 

B  945  G6 

B  946  G6 

B  947  G6 

B  948  G6 

B  949  G6 

C-940  G7 


Weaver,  D.F.  Company 

Luster-All  Liq.  Dishwashing  Detgnt.  ..  Al 

Webaco  Manufacturing 
Corporation 

Scuzz  Al 

Webco  Chemical  Corp. 

#1612  All  Purpose  Cleaner A2 

All  Purpose  Cleaner  for  Floors  and 

Walls  A4 

APC  Concentrate  CI 

Heavyduty  Steam  Cleaner A4 

Immerse  Clean  1204  Al 

Laundry  Detergent Bl 

Medium-Duty  Steam  Cleaner  Al 

Q6    D2 

Webco  #1320  Non  Chlorinated  Egg 

Wash  Ql 

Webco  #1321  Non  Chlorinated  Egg 

Wash  Ql 

Webco  #1351  Chlorinated  Egg  Wash  Ql 

Webco  #1352  Chlorinated  Egg  Wash  Ql 

Webco  #1370  Chlorinated  Egg  Wash  Ql 

Webco  #1371  Chlorinated  Egg  Wash  Ql 

Webco  #1456  Chlorinated  Egg  Wash  Ql 

Webco  #1875 A3 

Webco  #1876  A3 

Webco  #1890  Acid  Cleaner  A3 

Webco  Foaming  Cleanser  C2 

Webco  Iodine  Sanitizer  D2 

Webco  Low-Foam  Iodine  D2 

Webco  No.  10  A1.Q1 

Webco  No.  103  Acid  Cleaner    A3 

Webco  1151  Al 

Webco  1160 Al 

Webco  1201  A8 

Webco  1225 A2 

Webco  1275  A2 

Webco  1305 Al 

Webco  1425 A2 

Webco  1455 A1.Q1 

Webco  1465 A2 

Webco  1475 A2 

Webco  1665 Al 

Webco  1685 Al 

Webco  1910  Defoamer  Q5 

1210  A2 

4KP  All  Purpose  Heavy  Duty  Cleaner  Al 

Webe  Industrial  Chemicals 

Break  Ten    Bl 

Fabre-Soft/Sour  B2 

Rash  Klene   A3 

Jet  Clean    A2 

Super  Surf  Bl 

WEBE  Laundry  Bleach Bl 

Webster  Chemical  Corporation 

Green  Gold  Concentrate  100    A4 

Ice  Melting  Compound  CI 

Super  Butyl  Cleaner   A4 

Wechem,  Inc. 

Apache  Fl 

Big  Red  Multi-Purpose  Grease H2 

Bio  Guard    L2 

Blue  Max  Al 

Brite  CI 

C.I.P.-80 Al 

Citra  Solv  Cold  Solvent   CI 

Cicro-Kleen    CI 

Clear-View CI 

Dairy  Cleaner-Sanitizer  D2 


Dri-Moly    H2 

DDS  Formula  Five    Al 

Force  100  Safety  Solvent  K2 

Germ-X   CI 

Glide    HI 

Grip   PI 

Guardian  Sanitizing  Hand  Cleaner  E2 

Hulk  Degreaser  #1    Al 

Hulk  Degreaser  #50    Al 

Hy-Cide  C2 

Hydro-Cut   H2 

Liquid  Conveyor  Lubricant  200  H2 

Medi  Soap  Plus  El 

NBC Al 

No  Grab  H2 

Pacer    A8 

Pine  Plus   CI 

Pine  Six  CI 

Quat-X  A4 

Red  Baron  Al 

Rince  Contact  &  Circuit  Board  Cleaner  K2 

Riptide  Al 

Sani  Guard  D2 

Sani-Klenz  C2 

Showcase  CI 

Silicone  Spray  HI 

Superior  White  Food  Grade  P.T.F.E. 

Grs HI 

Swipe  CI 

Trio    H2 

U.S.  Choice  Al 

Vertigo  CI 

Wire  Coat    H2 

Work-Men  Hand  Cleaner  w/  Volcanic 

Pumice    E4 

Work-Out E4 

Wedor  Chemical  Co.,  Inc. 

"Heater-Kleen"    PI 

Weinberg,  N.  I.,  Company 

Blast  Al 

Glint  CI 

Weiss  Brothers  Inc. 

Advantage  Antiseptic  Lotion  Hand  Soap  El 

Advantage  Dishwashing  Detergent Al 

Advantage  Heavy  Duty  Degreaser 

Cleaner   A4.A8 

Advantage  Lotion  Hand  Soap E4 

Advantage  Oven  Grill  &  Fryer  Cleaner   A8 

Advantage  Pink  Lotion  Detergent    Al 

Advantage  Porcelain  &  Bowl  Cleaner     C2 

Wen-Don  Corporation 

Brill   CI 

BK-200    C2 

CJ-23   A4 

COC  All  Purpose  Cleaner Al 

CR-23    A4 

CR-23-FS  Food  Service  Heavy  Duty 

Cleaner   A4 

Dynamo  LI 

DO-94   CI 

Insect  Spray  Fl 

L-Tox  Spray    Fl 

No.  620  Degreaser    Al 

Oven-Care  A8 

Puro-Lube  (Aerosol)  HI 

Puro-Lube  Food  Plant  Lubricant    HI 

PV-143  (Aerosol)   H2 

PW-31    CI 

Slide  HI 

Strip  C3 

Utility  Cleaner  CI 

W-D  Concentrate  Germicidal  CI 

Wen  Don's  88   Kl 
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Wyte-Ease  (Aerosol)  H2 

WD  98  Safety  Solvent    K2 

Wepak  Corporation 

Cleaner  &  Degreaser A4 

Disinfectant  Saniuzer  Deodorant    Al 

Drain  Pipe  Opener LI 

Enzyme  Drain  Treatment   L2 

Enzymes  with  Bacterial  Action    L2 

Foam  Cleaner  &  Degreaser    CI 

Foaming  Disinfectant  Cleaner    CI 

Germicidal  Cleaner  and  Deodorant    ....    CI 

Glyco  Aire  Freshener   CI 

Green  Emulsion  Toilet-Urinal  Cleaner     C2 

Kreme  Kleanser CI 

Kreme  Klenser  for  Porcln,  Tile,  Enl, 

Mtl  A6 

Lemon  Disinfectant  CI 

Natural  Citrus  Degreaser CI 

Non-Acid  Bathroom  Disinfectant  CI 

Oven  &  Grill  Cleaner  A8 

Pine  Disinfectant  CI 

Pink  Lotion  Hand  Cleaner    El 

Pink  Neutral  Concentrate  Cleaner    A4 

Thick  Bowl  and  Porcelain  Cleaner  .  A3.C2 
Wepak  Butyless  Degreaser  Cleaner  ....    Al 

Wepak  Drain  Conditioner  LI 

Wepak  Instant  Mildew  Stain  Remover     PI 

Wepak  Porcelain  Cleaner  C2 

Wepak  Spray  Cleaner  Degreaser   CI 

Wepak  Super  Plus  Degreaser  Stripper  A4 
Wepak  Water  Soluble  Odor  Remover  CI 
Wepak  White  Emulsion  Bowl  Cleaner     C2 

Werth  Sanitary  Supply  Co.,  Inc. 

Adios  Concentrate  Al 

Citrus  Clean  &  Polish  CI 

Clean-N-Polish    CI 

Descale  Acid  Detergent    A3 

Duet  A4.B1 

Foaming  Oven  Cleaner  A8 

Horsepower  CI 

Kleen  Aid    A4.C1 

Speedy  H2 

TNT  CI 

Wes-Tex  Chemical  Co. 

Baktri-Side  D2 

Weschem 

Sanitizing  Hand  Soap   E2 

Wesco  Chemicals,  Inc. 

Formula  WeslOOSL G6 

Formula  WES  300 G6 

Wes  Formula  302   G6 

Wes  Formula  303L  G6 

Wes  Formula  397   G6 

Wes  301  G6 

Wes  488  G6 

Wesco  Products 

Wesco  All  Purpose  Cleaner/Degreaser  CI 
Wesco  Glass  Cleaner    CI 

Wesco  Technologies  Inc. 

Wesco  B.W.T.  #314  Sludge  Conditioner  G6 

Wesco  Bio-5   G7 

Wesco  Bio-9   G7 

Wesco  BWT  P-402  Boiler  Water  Treat- 
ment        G6 

Wesco  BWT  309  Boiler  Water  Treat- 
ment        G7 

Wesco  BWT  3090  Boiler  Water  Treat- 


ment      G7 

Wesco  BWT-P401  G6 

Wesco  BWT-P403 G6 

Wesco  BWT-P406 G6 

Wesco  BWT-P407  G6 

Wesco  BWT-P412 G6 

Wesco  BWT- 301  G6 

Wesco  BWT- 302  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT- 306  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT- 307  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT- 308  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT-312  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT-313  G6 

Wesco  BWT-315  G6 

Wesco  BWT-316 G6 

Wesco  BWT-317  G6 

Wesco  BWT-318  G6 

Wesco  BWT-319 G6 

Wesco  BWT-321  G6 

Wesco  BWT-324 G6 

Wesco  BWT-325  G6 

Wesco  BWT-326 A3 

Wesco  BWT-327  G7 

Wesco  BWT-328  G6 

Wesco  BWT-329 Al 

Wesco  BWT-331  G6 

Wesco  BWT-332 G6 

Wesco  CWT  103  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  104  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  105  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  106  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  107  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  108  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  1 1 3  Dispersant    G7 

Wesco  MNT  P-905  Greasgo Al 

Wesmar  Co.,  Inc. 

Allure  Al 

B.S.R.-10  A3 

B.S.R.-10W  A3 

B.S.R-15  A3 

BS.R-15X    A3 

B.T.C A1.Q1 

Biosol  CI 

Biosol  25  CI 

Biosol  40  CI 

Biosol  90  CI 

Bryte-San  D2 

Chlor  Cleanse    Al 

Chlor  Cleanse  WSU   Al 

Chlor-Kleen  Al 

Chlor-Kleen  16   Al 

Chlor-San  16  D2.Q4 

Cleanse  NC   A2 

D-Foam   A1.Q5 

D-Foam#2 A1.Q5 

Defy  A3 

Defy-15    A3 

Defy-5    A3 

Detergent  Plus  A4 

Detsol  Al 

Detsol  AP    A4 

Detsol  APC   Al 

Detsol  C-725  Al 

Detsol  CWF Al 

Detsol  CWF-F  Al 

Detsol  HD   Al 

Detsol  HD-PF   Al 

Detsol  HDF  Al 

Detsol  425  Al 


Detsol  425M    CI 

Duchess   Al 

Duchess  Plus  Al 

Duchess  425    Al 

DSR  A3 

Egbryte Ql 

Envirosan  D2 

Excel    A2 

Excel  APA  A2 

Excel  APA-HF    A2 

Excel  OSG  A2 

Excel  RB  A2 

Excel  RB+  A2 

Excel  SQD  A2 

Foam  Aide  Al 

Formula  #100F    A4 

Formula  #103    A4 

Formula  BC  Al 

Formula  ESR  Bl 

Formula  EWR   L2 

Formula  EWR-P    L2 

Formula  100    Al 

Formula  100  LF    Al 

Formula  200    Al 

Formula  200BC  Al 

Formula  315    Gl 

Formula  425    Al 

Freedom  A3 

Fryer  Boil    A2 

FRM  63  CE  Al 

FRM  63  CX    Al 

FRM  63-CB  Al 

FRM  63-425    Al 

FRM  63C Al 

FRM-63   Al 

FRM-63-P   Al 

FRM-63-PO  A2 

FRM-63CE+    Al 

Glisn  EW  AI.Q1 

Glisn  EWR    Ql 

Glisn  EWW  Ql 

Glosan  NC  Al 

Glow    A2 

Glow  MB-1   A2 

Glow  MB-2  A2 

GLISN  EWN  Ql 

GLISN  EWO  Ql 

Hal-O-San  Disinfectant  D2.E3 

Hal-O-SanHD  D2.G5 

Han-D-Kleen  TBZ E4 

Han-D-Kleen  TS  El 

Han-D-Kleen  15    El 

Han-D-Kleen  40    El 

Han-San  E2 

Han-San  E-2  Lotion  Soap  E2 

Han-San-T  E2 

HD  Cleaner  CI 

I-O-Safe  D2 

Ice  Melt  CI 

Kengo Al 

Kleen-All  Al 

Lift  Off  SG    CI 

Lift  Off  SGF  Al 

Lift-Off  HD  A4 

Lift-Off  SFJ-F  Al 

Liquid  Excel    A2 

Liquid  Excel  LF    Al 

Liquid  Excel  425  A2 

Liquid  Excel  425-HF    A2 

Liquid  Excel  45  A2 

Liquid  Subdue  Bl 

Liquid  Whizz  Bl 

Lub-Rite  H2 

Lub-Rite  A HI 

Lub-Rite  AA   HI 

Lub-Rite  B  H2 

Lub-Rite  HDS  H2 

Lub-Rite  HDSN H2 

Lub-Rite  Pet  3  H2 

Lub-Rite  PET    H2 

Lub-Rite  R3  H2 

Lub-Rite  S  H2 
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Lub-Rite  SP  H2 

Lub-Rite  W   H2 

Lub-Rite  45  H2 

Lub-Rile47  H2 

Lub-Rite  90  H2 

Lustre  A1.Q1 

Lustre  HD   Al 

Lustre  HD-NS  Al 

Lustre  NC    Al 

Lustre  NC-25  Al 

Lustre  Plus  Al 

Lustre  Plus  NS    Al 

Marklor    Al 

Marklor-W  Al 

Microbiocide  AW-15    G7 

Microbiocide  DT  G7 

MMR-25    Al 

MP-127    A2 

Neutral-Clean  LFF    Al 

Penetrant  Lubricant  H2 

Penetryte    Q5 

Phos  Acid  Cleaner A3 

Phos  Acid  Cleaner  R A3 

Pine  Cleaner    CI 

Pink  Lotion  Soap    E4 

Powder  Bleach Bl 

Powr-Pac   A1.A1 

Powr-Pac  C-30    A2 

Powr-Pac  EW    Ql 

Powr-Pac  NC-30  A2 

Powr-Pac  Plus  A2 

Powr-Pac  SP   A2 

Powr-Pac  WHP  A2 

Q-San  E3 

Q-San  2   E3 

Quest-D   Al 

Quest-M  Al 

Renew  #2 A3 

S.D.I.C Al 

Saf-Gard D2.Q4 

San-A-Dyne  D2 

Sanglo    Al 

Sanglo  MB-1   Al 

Sanglo  NC  Al 

Sani-Lube HI 

Sani-Wash  A3 

Sanite  PT  Al 

Sanite  PTL  Al 

Sanite  128F  D2 

Sanite  75    D2 

Saverite  BWT-L   G7 

Saverite  100 G7 

Saverite  105  G6 

Saverite  110-SP  G7 

Saverite  145  G6 

Saverite  210 G7 

Saverite  210-D G7 

Saverite  210A   G6 

Saverite  210AB  G6 

Saverite  210B    G6 

Saverite  210W  G7 

Saverite  225F G6 

Saverite  310 G6 

Saverite  600 G6 

Saverite  600  L  G6 

Saverite  710B    G6 

Saverite  712F G6 

Saverite  75  G7 

Saverite  75  E  G7 

Saverite  800F G6 

Saverite  800L    G6 

Saverite  95  G7 

Soak  G2 

Solvet  Al 

Solvet  #2  A4 

Solvet  EW  Ql 

Solvet  FM   Al 

Solvet  FM  #2    Al 

Solvet  FM-425    Al 

Solvet  SP  Al 

Solvet-F  A2 

Spiral  Al 


Spiral  EW    A1.Q1 

Subdue  Bl 

Super  C   Al 

Super  C  SP    Al 

Super  Steem-HL   Al 

Super  Steem-HP    A2 

Super  Steem-M.P A2 

Super  Steem-ML  A4 

Supersan D2 

Supreme  Al 

Supreme  Lotion  E4 

Top-Notch   Al 

Top-Notch  EW    Ql 

Tred-Off  (P) A4 

Tred-OffSA    A3 

Tred-Off  SL  CI 

Tred-Off  SLM  CI 

Tred-Off-SP  A2 

Triple-San    D2 

Whizz  Bl 

300-A  Al 

West  Agro,  Inc. 

Acid-Plus  Foam  Cleaner  A3 

Acid-Plus  Sanitizer  D2 

Acidet  Acid  Sanitizer   D2 

Alka-Clean  Additive  1000    Al 

Alka-Clean  Additive  1500    Al 

Alka-Clean  Additive  2000    Al 

Alka-Clean  CIP  Liquid  Al 

Alka-Clean  CIP  Powder   A2 

Alka-Plus  CIP  Powder    Al 

Alka-Plus  Foaming  Liquid   Al 

Alka-Plus  Foaming  Powder    A2 

Caustic  Soda  Beads  A2 

Chlor-Mate  HW  Liquid Al 

Chlor-Mate  Liquid Al 

Chlor-Mate  Powder  Al 

Chlorinated  Alka-Plus  Foaming  Liquid  Al 

Chlorinated  Manual-Clean  Powder Al 

Classic  White El 

Clean  Front  Iodine  Blocks   LI 

Enzyme  Cleaner  C.A PI 

ESP  Source  100 Al 

ESP  Source  200 Al 

ESP  Source  300 A2 

ESP  Source  400 A2 

Floor  &  Tile  Scrub  Al 

Gel  Additive    Al 

Gentle  Iodine  Sanitizing  Hand  Cleaner  E2 

Gladish  Cleaner/Sanitizer  D2 

Hi  Chlor  Plus  III  Al 

Hi  Power  HP  1000  Al 

Hi  Temp  Acid  1000   A3 

Hi  Temp  Acid  2000   A3 

Hi  Temp  Acid  445    A3 

Hi  Temp  Alka  Plus  DF A2 

Hi  Temp  Alka-Clean  Liquid  Al 

Hi  Temp  Alka-Clean  Powder  A2 

Hi  Temp  Alka-Plus  Liquid  A2 

Hi  Temp  Alka-Plus  Powder  Al 

Hi-Chlor  Plus  I    Al 

Hi-Chlor  Plus  II Al 

High  Temp  Powdered  Acid    A3 

HF  Degreaser Kl 

HP  Cleaner  1000  Al 

Iosan  Detergent/Germicide  D2 

Liquid  Membrane  Cleaner   PI 

LCS  Liquid  Chlorination  Sanitizer     D2.Q4 

Manual  Acid  Foam  Cleaner  A3 

Manual-Clean  Powder Al 

Manual-Mate  Al 

Manual-Mate  Foam  Cleaner  Al 

Manual-Mate  HF  Acid   A3 

Manual-Mate  Liquid  Al 

Manual-Mate  LF  Acid    A3 

Maxidyne  Germicide  Sanitizer  D2 

Mega-San  Acid  Sanitizer   D2 

Membrane  Acid  100  PI 

Membrane  Additive Al 

Membrane  Cleaner  PS  10  PI 


Membrane  Cleaner  PS  5  PI 

MMM  Acid  Saniuzer   D2 

MW-F  Sanitizing  Hand  Cleaner  E2 

Non-Iodine  Acid  Sanitizer    D2 

Phosphoric  Acid  75%  Food  Grade  A3 

Premium  Acid  Plus  A3 

Premium  Plus  Alkali  A2 

Q-Lube  H2 

Rapidyne   D2.G5 

Teramine    D2.Q3 

West  Agro  Best  Lube  H2 

West  Agro  Churn  Clean  Al 

West  Agro  Egg  Wash  Ql 

West  Agro  Indicate  Acid    A3 

West  Agro  Lube  2000 H2 

West  Agro  Lube  3000 H2 

West  Agro  Membrane  Soak  PI 

West  Agro  RPM  Acid  Sanitizer  D2 

WABiocide315  G5.G7.P1 

WA  NFG  Defoamer  Al 

WA  Premium  Peroxide  Sanitizer  D2 

ZZZ  Disinfectant  D2.E3 

50-U  Sanitizing  Hand  Cleaner  E2 

50%  Chelated  Liquid  Caustic  A2 

50%  Liquid  Caustic A2 

West  Coast  Distributing  &  Packing, 
Inc. 

Do  All  All  Purpose  Cleaner  A4 

West  Coast  Water  Services,  Inc. 

WC  110  G6 

WC210  G6 

WC220  G7 

WC500  G7 

WC  510  G6 

WC515  G7 

WC-100  G6 

WC-711  G7 

Westco  Chemicals  Inc. 

Sulfamic  Acid  Cleaner   A3 

Westech 

Westech  1000  G6 

Westech  1100  G6 

Westech  1200  G6 

Westech  1201  G6 

Westech  1210  G6 

Westech  1300  G6 

Westech  1301  G6 

Westech  1305  G6 

Westech  1370  G6 

Westech  1500  G6 

Westech  1501  G6 

Westech  1502  G6 

Westech  1505  G6 

Westech  2000  G7 

Westech  2002  G7 

Westech  2004  G7 

Westech  2100  G6 

Westech  2101  G7 

Western  Chemical  Company 

Blue  Mist  CI 

De-Gre-Zit  A4.A8 

Fly-Nip    F2 

Herculite  Disinf.  Detergent  &  Cleaner     A4 

In  A  Jiffy  C2 

Klensall   A4 

Pine-O-Sol  CI 

Sanitox  Fl 

Shine-Zit    A4 

Super  W  Al 

Synthene    A4 

Wesco  Toilet  Bowl  Cleaner  C2 
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Western  Concentrate  A4 

White  Mist  Cleaner  CI 

Western  Chemical  Inc. 

Boiler  Treatment  #14S    G6 

Boiler  Treatment  #20B  G6 

Boiler  Treatment  #22K  G7 

Boiler  Treatment  #26A  G6 

Do-It-All    Al 

Iodine  Hand  Soap   E2 

Iodine  3.5%   D2 

Se-Alk   A2 

SE  Clean  #1  Al 

SE  Clean  #2 A3 

SE  Klor   Al 

SE-Stainless  Cleaner  A3 

Westem/Quat  D2 

Western  Chemical  International, 
Inc. 

"Su-Power"    A4 

Aqua-Kill  Insecticide    F2 

Bio-Syn  X   CI 

Boiler  101    G6 

Citra-Syn   CI 

CRT  Plexi-Care  CI 

D-Scaler  A3 

Dry  Moly  Lube  H2 

EPA  2000    CI 

Foam-Off  A4.A8 

Grease  Off  A4 

Grime  Away    Al 

Halt    LI 

Lectric  Solv  Contact&Circuit  Board 

Clnr  K2 

No  Seez  H2 

Pena-Lube    H2 

Return  100  G6 

Safety  Kleen    A3 

Sewer  Solvent   CI 

Steam  Kleen    Al 

Super  Solve  X  (WCI- 130)    K2 

Tower-300  G7 

WCI  Battery  Save  PI 

WCI  CRT  Plexi-Care    CI 

WCI  Glass  Bnte   CI 

WCI-120    Kl 

WCI-80   A4 

Western  Environmental  Mgmt. 
Corp.,  Ltd. 

WEMBL218   G5.G6 

WEMBL2279  G6 

WEM  BL  2280  G6 

WEM  BL  270  G6 

WEM  BL271    G6 

WEM  BL  272   G6 

WEM  BL  273   G6 

WEM  BL  274  G6 

WEM  BL  275   G6 

WEM  BL  276  G7 

WEM  BL  277   G6 

WEM  BL  278   G6 

WEM  BL  279  G6 

WEM  BL  280  G6 

WEM  BL  281    G5.G6 

WEM  BL  282   G6 

WEM  BL  283   G6 

WEM  BL  284  G6 

WEM  BL  285   G6 

WEM  BL  286   G6 

WEM  BL  287   G5.G6 

WEM  BL  288   G6 

WEM  BL  289   G6 

WEM  BL-219   G6 


Western  Federal 

Cittrus  Solvent  Degreaser  Concentrate     CI 
Western  Insecticide  Company 

Western  Industrial  Aer.  Insecticide    Fl 

Western  Janitorial  Supply 

Prime  Shine  Degreaser  Al 

Western  Laboratories,  Inc. 

6002  Steam  Cleaner    Al 

Western  Lime  &  Cement  Co.,  The 

Pure-Cal  G7 

Western  Lubricants  Inc. 

Weslube  #W1115-H1  Food  Grade 
Grease  HI 

Weslube  W1101-H  Non-Melting  Moly 
Grease  H2 

Weslube  Wl  102  Blue  Hi-Temp  Grease   H2 

Weslube  W1116-H2  White  Grease    ....    H2 

Weslube  W1201-140  GL-5  Gear  Lubri- 
cant      H2 

Weslube  W1201-80W90  GL-5  Gear 
Lubricant  H2 

Weslube  W1201-85W14O  GL-5  Gear 
Lubricant  H2 

Weslube  W 1201 -90  GL-5  Gear  Lubri- 
cant      H2 

Weslube  W 1702- 10  Industrial  Oil 
SAE.10   H2 

Weslube  W 1702-20  Industrial  Oil 
SAE.20  H2 

Weslube  W1702-30  Industrial  Oil 
SAE.30  H2 

Weslube  W 1 702-40  Industrial  Oil 
SAE.40   H2 

Weslube  W 1702-50  Industrial  Oil 
SAE.50  H2 

Western  Paper  &  Supply  Company 

Sentry  Acid  S    A3 

Sentry  LS  60  Al 

Sentry  LS7  Al 

Sentry  Packers  Detergent  No.  25  Al 

Sentry  Sink    A3 

Sentry  Soak  Tank  Cleaner    A2 

Sentry  W  I  T  Steam  Cleaner    Al 

Western  Slip  Stop 

Slip  Stop    PI 

Western  Soap  &  Sanitary  Supply 

Buster A4 

Western  Soap  Company 

Power  Pak  A4 

Western  Supply 

Wax-Off Al 

Western  Water  Management,  Inc. 

AccuPlex  101    G6 

AccuPlex  407    G6 

AccuPlex  427    G6 

Algae  &  Slime  Control  ER    G7 

Algae  &  Slime  Control  G-5   G7 


Algae  &  Slime  Control  NC-M  G7 

Algae  &  Slime  Control  NR-M  G7 

Algae  &  Slime  Control  TC    G5.G7 

Algae  &  Slime  Control  TR    G5.G7 

Alkalinity  Reducer  AR-35    G7 

Alkalinity  Reducer  Formula  AR-60  ....  G7 

Alumnia-45    Gl 

Anti-Foam  AF-210   G6 

Anti-Foam  AF-28   G6 

Anti-Foam  Formula  AF-211  G6 

Anti-Foam  Formula  AF-422  G6 

AR-40    G6 

Boiler  Sludge  Cndtnr  Form  Multspr 

2505-C    G6 

Boiler  Sludge  Cond'r  Multisperse  1251  G6 
Boiler  Sludge  Conditioner  Form. 

PAN-101   G6 

Boiler  Sludge  Conditioner  Formula 

202-B    G6 

Boiler  Sludge  Conditioner  Formula 

303-B    G6 

Boiler  Sludge  Conditioner  Formula 

304-B    G6 

Boiler  Sludge  Conditioner  Formula  51  G6 

Boiler  Sludge  Conditioner  FGC  G6 

Boiler  Sludge  Conditioner  PAN-104   ..  G6 

Boiler  Sludge  Conditioner  305-B  G6 

Boiler  Sludge  Condtnr  Form  Multisprs 

505    G6 

Boiler  Sludge  Condtnr  Form  Multisprs 

II   G6 

Boiler  Sludge  Condtnr  Form.  Multisprs 

IV    G6 

Boiler  Sludge  Condtnr.  Form.  Multisprs 

I  G6 

Boiler  Water  Treatment  AF  420 G6 

Boiler  Water  Treatment  E-102  G6 

Boiler  Water  Treatment  Formula  AF-66  G6 

Boiler  Water  Treatment  Formula  E-104  G6 

Boiler  Water  Treatment  Formula  E-232  G6 

Boiler  Water  Treatment  Formula  1352  G6 

Boiler  Water  Treatment  Formula  3200  G6 

Boiler  Water  Treatment  Formula  3472  G6 

Boiler  Water  Treatment  Formula  3628  G6 

Boiler  Water  Treatment  Formula  3644  G6 

Boiler  Water  Treatment  Formula  3665  G6 

Boiler  Water  Treatment  Formula  3701  G6 

Boiler  Water  Treatment  Formula  3702  G6 

Boiler  Water  Treatment  Formula  3735  G6 

Boiler  Water  Treatment  Formula  3801  G6 

Boiler  Water  Treatment  Formula  3818  G6 

Boiler  Water  Treatment  Formula  3890  G6 

Boiler  Water  Treatment  Formula  4010  G6 

Boiler  Water  Treatment  Formula  4013  G6 

Boiler  Water  Treatment  Formula  5221  G6 

Boiler  Water  Treatment  Formula  5410  G6 

Boiler  Water  Treatment  Formula  6000  G6 

Boiler  Water  Treatment  Formula  6356  G6 

Boiler  Water  Treatment  Formula  6362  G6 

Boiler  Water  Treatment  Formula  8010  G6 

Boiler  Water  Treatment  Formula  8012  G6 

Boiler  Water  Treatment  Formula  8013  G6 

Boiler  Water  Treatment  Formula  9330  G6 

Boiler  Water  Treatment  Formula  9550  G6 

Boiler  Water  Treatment  Formula  9770  G6 

Boiler  Water  Treatment  POFL  G6 

Boiler  Water  Treatment  1358  G6 

Boiler  Water  Treatment  3235  G6 

Boiler  Water  Treatment  3631  G6 

Boiler  Water  Treatment  3704  G6 

Boiler  Water  Treatment  3802  G6 

Boiler  Water  Treatment  3804  G6 

Boiler  Water  Treatment  4012  G6 

Boiler  Water  Treatment  5104  G6 

Boiler  Water  Treatment  6040  G6 

Boiler  Water  Treatment  6240  G6 

Boiler  Water  Trtmnt  Conductvty  Cntrl 

Sol  G6 

BromiCide  Granules   G5.G7 

BromiCide  Tablets    G5.G7 

Can  Washing  Compound  Formula  610  G5 

Closed  Circuit  Treatment  3996 G7 
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Closed  System  Cleaner  CSC-99L    Al 

Closed  System  Cleaner  Formula  CSC- 

99L  PI 

Cold  Water  Anti-Foam  G7 

Cooling  Water  Treatment  421    G5.G7 

Coravol  EN-40    G6 

Coravol  ES-40  G6 

Coravol  GN-40   G6 

Coravol  GS-40 G6 

Coravol  HN-30   G6 

Coravol  HN-48   G6 

Coravol  HN-49   G6 

Coravol  HS-30 G6 

Coravol  LS-30  G6 

Coravol  LS-47  G6 

Coravol  Steam  Syst  Treatment  Form 

LM-302  G6 

Coravol  Steam  System  Treat.  Form. 

HS-48   G6 

Coravol  Steam  System  Treat.  Form. 

LN-30  G6 

Coravol  Steam  System  Treat.  Form. 

MM-302   G6 

Coravol  Steam  System  Treat.  Form. 

MN-30 G6 

Coravol  Steam  System  Treat.  Form. 

MN-49 G6 

Coravol  Steam  System  Treat.  Form. 

MN-56 G6 

Coravol  Steam  System  Treat.  Form. 

MS-30  G6 

Coravol  Steam  System  Treat.  Form. 

MS-47  G6 

Coravol  Steam  System  Treat.  Form. 

MS-49  G6 

Coravol  Steam  System  Treat.  Form. 

MS-56  G6 

Coravol  Steam  System  Treatment 

FN-40   G6 

Coravol  Steam  System  Treatment  FS-40  G6 
Coravol  Steam  System  Treatment 

HS-49   G6 

Coravol  Steam  System  Treatment 

LN-47   G6 

Coravol  Steam  System  Treatment 

LN-48   G6 

Coravol  Steam  System  Trtmnt.  Form. 

LS-48    G6 

Coravol  Steam  System  Trtmnt.  Form. 

MN-47 G6 

CSC-99    Al 

Dry  Lightning   A3 

Dry  Lightning-AP  PI 

Formula  601    G7 

Formula  602    G7 

Formula  603    G7 

Hydrazine  35%   G6 

Inhibitor  AP  PI 

Iron  Resin  Cleaner    PI 

Kleen-Eggs    Ql 

Liquid  Caustic  G6 

Liquid  Lightning  'P'    A3 

Liquid  Oxygen  Scavenger-1   G6 

LiquiGuard-1   G6 

Microbicide  SC  G7 

Microbicide  YR  G7 

Multibrom  Granules    G7 

Multionic  Cooling  Water  Treat.  CIB-4  G7 
Multionic  Cooling  Water  Treat.  Form. 

291    G7 

Multionic  Cooling  Water  Treat.  Form. 

292    G7 

Multionic  Cooling  Water  Treat.  Form. 

294    G7 

Multionic  Cooling  Water  Treat.  Form. 

298    G7 

Multionic  Cooling  Water  Treat.  Form. 

451    G7 

Multionic  Cooling  Water  Treat.  Form. 

491    G7 


Multionic  Cooling  Water  Treat.  Form 
552    G7 

Multionic  Cooling  Water  Treat.  Form. 
554    G7 

Multionic  Cooling  Water  Treat.  Form. 
592    G7 

Multionic  Cooling  Water  Treat.  Form. 

791    G7 

Multionic  Cooling  Water  Treat.  Form. 

792    G7 

Multionic  Cooling  Water  Treat.  Form. 

794    G7 

Multionic  Cooling  Water  Treat.  Form. 

848    G7 

Multionic  Cooling  Water  Treat.  Form. 

898    G7 

Multionic  Cooling  Water  Treat.  Form. 

898    G7 

Multionic  Cooling  Water  Treat.  MLS- 

101    G7 

Multionic  Cooling  Water  Treat.  MLS- 

121    G7 

Multionic  Cooling  Water  Treat.  MLS- 

141     G7 

Multionic  Cooling  Water  Treatment 

DA-130  G7 

Multionic  Cooling  Water  Treatment 

DA-135  G7 

Multionic  Cooling  Water  Treatment 

MLS-61  G7 

Multionic  Cooling  Water  Treatment 

SD-201    G7 

Multionic  Cooling  Water  Treatment 

SD-204   G7 

Multionic  Cooling  Water  Treatment  251  G7 
Multionic  Cooling  Water  Treatment  252  G7 
Multionic  Cooling  Water  Treatment  254  G7 
Multionic  Cooling  Water  Treatment  299  G7 
Multionic  Cooling  Water  Treatment  551  G7 
Multionic  Cooling  Water  Treatment  591  G7 
Multionic  Cooling  Water  Treatment  594  G7 
Multionic  Cooling  Water  Treatment  751  G7 
Multionic  Cooling  Water  Treatment  752  G7 
Multionic  Cooling  Water  Treatment  841  G7 
Multionic  Cooling  Water  Treatment  844  G7 
Multionic  Cooling  Water  Treatment  849  G7 
Multionic  Cooling  Water  Treatment  891  G7 
Multionic  Cooling  Water  Treatment  894  G7 
Multionic  Cooling  Water  Trtmnt  Form 

754    G7 

Multionic  Cooling  Water  Trtmnt.  Form 

842    G7 

Multionic  Cooling  Wtr  Treat  Form. 

MLS-81  G7 

Multionic  Cooling  Wtr  Treat  Silt 

Dsprsnt   G7 

Multionic  Cooling  Wtr  Treat.  Form. 

CIB-2    G7 

Multionic  Cooling  Wtr  Treat.  Form. 

CIB-6    G7 

Multionic  Cooling  Wtr  Treatment  Form 

851    G7 

Multionic  Cooling  Wtr.  Treat  Form 

CIB-10    G7 

Multionic  Cooling  Wtr.  Treat.  Form 

CIB-1    G7 

Multionic  Cooling  Wtr.  Treat.  Form 

CIB-8    G7 

Multionic  Cooling  Wtr.  Trtmnt  Form. 

3224    G7 

Multionic  Cooling  Wtr.  Trtmnt.  Form. 

494    G7 

Multionic  Cooling  Wtr.  Trtmnt.  Form. 

892    G7 

Multionic  Cooling  Wtr.  Trtmnt.  Form. 

899    G7 

Multisperse  1275  G6 

Multisperse  2505-B  G6 

Multiplex  150   G6 

Multiplex  160   G6 


New  Boiler  Cleaner A2 

New  Boiler  Cleaner  Liquid PI 

Oxygen  Scavenger  Catalyzed  G5.G6 

Oxygen  Scavenger  Formula  Regular  G5.G6 

Oxygen  Scavenger  5  G6 

OxyGuard    G6 

Retort  Water  Formula  320   G5 

RustRid    A3 

ScorGuard  I  G7 

ScorGuard  II   G7 

ScorGuard  91  Plus    G7 

Slime  Control  F G7 

Slime  Control  HC  G7 

Slime  Control  HR  G7 

Slime  Control  P-5  G7 

Sludge  Conditioner  Multisperse  1505-C  G6 

Stainless  Steel  Cleaner   A3 

Steam  Line  Treatment  Formula  Coraf- 

ilm  G6 

Steamline  Treatment  No.  Corafilm  3  ..    G6 

Steamline  Treatment  No.  172  G6 

Steamline  Treatment  No.  178  G6 

Steamline  Treatment  No.  180  G6 

Sweet  Water  Treatment  Formula  2752     G7 
Sweetwater  Treatment  Formula  5503  ..    G7 

Trolley  Clean  A2 

Western  Dry  Lightning  G  A3 

Western  Lightning  Treatment  A3 

Western  Lightning  Treatment  G  A3 

Western  MBT  10%  G7 

Western  Safety  Solvent  Degreaser  Kl 

Westo  Brine  5501   G7 

Westo  Brine  5502  G7 

Westo  Brine  5503   G7 

Westo  Municipal  Water  Trtmt   Form. 

9411     Gl 

Westo  Municipal  Water  Trtmt.  Form. 

9412    Gl 

Westo  Potable  Water  Treatment  For. 

9737    G2 

Westo  Potable  Water  Treatment 

Form.  542  G2.G5 

Westo  Potable  Water  Treatment  Form. 

8100    G3 

Westo  Potable  Water  Treatment  Form 

8715    G2 

Westo  Potable  Water  Treatment  Form. 

8716    G2 

Westo  Potable  Water  Treatment  Form. 

9715    G2 

Westo  Potable  Water  Trtmnt.  Form. 

542-J2  G2.G5 

Westo  Potable  Water  Trtmnt.  Form. 

8300    G2 

Westo  Potable  Water  Trtmnt.  Form. 

8314    G2.G5 

Westo  Potable  Water  Trtmnt.  Form. 

9348    G2 

Westo  Potable  Water  Trtmnt.  Formula 

J-50  G3 

Westo  Potable  Water  Trtmnt.  For- 
mula 541  G2.G5 

Westo  Potable  Water  Trtmnt.  Formula 

8326    G5 

Westo  Potable  Water  Trtmnt. 

Formula  9372  G2.G5.G6 

Westo-Floc  1467N    LI 

Westo-Floc  202P  L1.G7 

Zeolite  Cleaner   PI 

ZeoClean  PI 

Western  Water  Technologies,  Inc. 

B-40  G5.G6 

Western-Commercial  Transport, 
Inc. 

WCTNo.  300  Al 

WCTNo.  500  Al 
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Westford  Chemical  Corporation, 
The 

npld  Bio  Solve    Al 

BioReNu    A4.A8 

Westland  Oil  Company,  Inc. 

Lubriguard  Geanech  150  S H2 

Lubriguard  Geartech  220  S H2 

Lubriguard  GL  5  80/90 H2 

Lubriguard  GL  5  85/140 H2 

Lubriguard  Turbiso  100    H2 

Lubriguard  Turbiso  32    H2 

Lubriguard  Turbiso  46   H2 

Lubriguard  Turbiso  68    H2 

Lubriguard  3000  AW  46 H2 

Lubriguard  3000  AW  68 H2 

Lubriguard  3000  SW  32  H2 

Westmont  Products 

Bio-Clean  18  Al 

Bio-Cool  250  PI 

Bio-Cool  500  PI 

Bio-Cut  (Aerosol)   H2 

Bio-Force  El 

Bio-Shield  (Aerosol)  H2 

HD  Lithium  Grease  Plus  (Aerosol)   ....  H2 

Nonflammable  Penetrant  Plus  (Aerosol)  H2 

Open-Gear  Lubricant  Plus  (Aerosol)   ..  H2 

Wexford  Labs,  Inc. 

Agri-Neu   Al 

Aloe  Vera  Lotion  Soap  E4 

Emulsifier  404  Al 

Lotion  Skin  Cleanser El 

Omni-Wex  A3 

Ready  To  Use  Wex-Lan  El 

Super  Wex-Cel    Al 

Super  Wex-San  A4 

Wex-Cel  A4 

Wex-Cide  A4 

Wex-Pax  II    A4 

Wex-San    A4 

Wex-San-M   A4 

Wexford  401    A4 

Wexford-202   Al 

Wexford-300  CI 

Wexford-38  Skin  Cleanser  Concentrate  El 

Wey-Chem 

#1114  HD.  Chlorinated  Cleaner A2 

#1115  HD.  Chlorinated  Cleaner A2 

#  1 1 17  Chlorinated  Cleaner   A2 

#1118  Alkaline  Cleaner  Al 

#  1124  General  Cleaner  L/F  Al 

#  1126  Foaming  Cleaner Al 

#  1 137  HD.  Floor  Cleaner  Al 

#  1 1 39  General  Purpose  Cleaner   Al 

#  1 143  Conveyor  Lube  H2 

#  1 144  CIP  Cleaner Al 

#  1150  General  Purpose  Cleaner   Al 

#  1 1 5 1  General  Purpose  Cleaner   Al 

#  1 162  Conveyor  Lube  H2 

#  1163  Chlorinated  Foam  Cleaner  Al 

#11 16  Chlorinated  Cleaner  A2 

#1 122  Smokehouse  Cleaner  A8 

#1127  Floor  Cleaner  CI 

#1128  Acid  Cleaner    A3 

#1129  Caustic  Cleaner   A2 

#1 130  General  Purpose  Cleaner  Al 

#1136  Degreaser   CI 

#1 152  HD  Cleaner    A8 

#1 154  HD.  Acid  Cleaner  A3 

Wey-Add  #1120  Additive  Al 

Wey-Clean  #1119  Floor  Cleaner   A4 

Wey-CIP  #1 133  Chlorinated  CIP 

Cleaner   Al 


Wey-Foam  #1 123  Chlorinated  Foam 

Cleaner   Al 

Wey-Foam  #1 134  Chlorinated  Foam 

Cleaner   Al 

Wey-Lube  #  1 132-S  Conveyor  Lube    .  H2 

Wey-Lube  #1121  Conveyor  Lube-P  ....  H2 

Wey-Lube  #11 32  Conveyor  Lube    H2 

Wey-Lube  #1 132-SF  Conveyor  Lube  H2 

Wey-Lube  #1140  Conveyor  Lube    H2 

Wey-Soak  #1 141  Caustic  Cleaner   A2 

Wey-Soak  #1142  Caustic  Cleaner   A2 

Wey-Spray  #  1 1 25  Spray  Cleaner  A4 

Whisk  Products  Di\J 
Metalife  Co.,  The 

Whisk  Classic  Lotion  Soap    E4 

Whisk  Hand  Cleaner  E4 

Whisk  Lotion  Soap  El 

Whisk  Sani-Septic  Medic  Soap   E2 

Whisk  White  Hand  Cleaner   E4 

White  Castle  Service  &  Supply,  Inc. 

Brite  Sheen    CI 

Castle  Oven  Cleaner  A8 

Dynaforce    A! 

Industrial  Cleaner    A4.A8 

Neutral  Cleaner  A4 

Penelube H2 

Sorbit  Absorbent  CI 

White  Castle  Systems 

Castle  Cleanser  Food  Service  Cleanser    A6 

White  Clover  Chemical  Services 

Food  Grade  Silicone  HI 

Free-Up   H2 

White  Cross  Chemicals 

Iokleen  Dl 

Killmor    Dl 

Sterakleen    Dl 

White  Lightning  Products  Corp. 


White  Mountain  Natural  Products, 
Inc. 

Dia-Secticide  Diatomaceous  Earth  F2 

White  Resources  Inc. 

WR-5  All-Purpose  Concentrated 
Cleaner   Al 

White  Rox  Chemical  Co. 

HBH  Sodium  Hypochlorite  Solution  D2.Q4 
White  Spot  Supply,  Inc. 

Master  Superterge  A4 

White  Swan,  Inc. 

Alkaline  Drain  Opener   LI 

Bowl  Cleaner  C2 

Cherry  Bowl  Cleaner    C2 

Chlorinated  Sanitizer  D2 

Cleaner/Degreaser  A4.C1 

Clinging  Restroom  Cleaner C2 

Combo  Laundry  Detergent  Bl 

Deep-Fat  Fryer  Cleaner A2 

Disinfectant/Deodorizer CI 

Disinfectant/Sanitizer    D2 


Foaming  Disinfectant  Cleaner    CI 

General-Purpose  Cleaner A4 

Germicidal  Cleaner  Dl 

Hard  Water  Dish  Machine  Detergent  ..    Al 
Heavy-Duty  Glass  Cleaner  with  Ammo- 
nia      CI 

Heavy-Duty  Granular  Laundry  Deter- 
gent      B2 

Heavy-Duty  Oven  &  Grill  Cleaner  ....  A8 
Heavy-Duty  Oven  &  Grill  Cleaner  ....  A8 
Heavy-Duty,  Liquid  Laundry  Break  ....  Bl 
Hospital-Strength  Disinfectant  Cleaner     CI 

Iodine  Hand  Sanitizer  E2 

Iodophor  Sanitizer  D2.E3 

Lemon  Disinfectant-Cleaner  C2 

Lime  Solvent  Cleaner  A3 

Liquid  Chlorine  Laundry  Bleach   Bl 

Liquid  Enzymes L2 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener  B2 

Liquid  Laundry  Sour  B2 

Liquid  Scouring  Cleanser  A6 

Lotion  Hand  Soap  E4 

Low-Temperature  Dish  Machine  Liquid  Al 

Oil  Base  Stainless  Steel  Cleaner    CI 

Pine  Scent  Disinfectant  &  Deodorizer      CI 

Pink  Lotion  Hand  Soap    El 

Ready-To-Use  Window  Cleaner  CI 

Roach  &  Bug  Killer   F2 

Spray  Insecticide  F2 

Super  Heavy-Duty  Chlor  Dish  Machine 

Cmpd Al 

Super-Active  Liquid  Hand  Soap El 

Water  Base  Stainless  Steel  Cleaner  ....    A7 

White's  Distributing 

Glass  Cleaner CI 

Whitehall-Gardner  Industries  Inc. 

W-G  400  Cleaner-Degreaser Al 

Whiting  Systems,  Inc. 

Formula  10    Al 

Formula  101    Al 

Formula  15    Al 

Formula  20    A4.C1 

Formula  25    Al 

Smartwash  SW-Step  2    Al 

SmartWash  SW-I-A  Concentrate  Al 

Whitmire  Research  Labs.,  Inc. 

Aero-Cide  PT  3-6-10  Pyrethrum    Fl 

Flys-Off  Meter-Mist   Fl 

Lure  Stic    PI 

Microcare  PT  175  Microencap.  Pyrthns  F2 

Perma-Dust  PT-240 F2 

Professional  Aerosol  Insecticide  Fl 

PT  10  Dairy  and  Farm  Insect  Fogger    ..  Fl 

PT  1 10  Resmethrin  Aerosol  Generator  Fl 
PT  12A  Flys  Off  Dairy&Farm  Inset 

Fogger  Fl 

PT  14  Dairy  and  Farm  Insect  Fogger    ..  Fl 

PT  140  Fl 

PT  150  Fl 

PT  170A  X-Clude  F2 

PT250  F2 

PT  260  F2 

PT270  F2 

PT  279  Engage    F2 

PT  3-6-10  Aero-Cide    Fl 

PT550  Fl 

PT555  Fl 

PT565  Fl 

PT  565  Plus  Pyrethrum Fl 

PT  565  Plus  XLO  Contact  Insecticide  Fl 

PT575  Fl 

PT58I   Fl 
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Whitmire  Duration  PT  275  F2 

Whitmire  Flys-Off  Farm  Insect  Fogger  Fl 
Whitmire  Intern  PT  278  Residl  Inject 

Sys F2 

Whitmire  PT  150  XLO  Pyrthrm  Cntct 

Insctd Fl 

Whitmire  PT  170  X-Clude  F2 

Whitmire  PT  265A  Knox  Out    F2 

Whitmire  PT  280  Orthene    F2 

Whitmire  PT  500 Fl 

Whitmire  PT  505  XLO  Pyrthrm  Cntct 

Instcd Fl 

Whitmire  PT-230  Tri-Die  F2 

Whitmire  TC-96    Fl 

Whitmore  Manufacturing 
Company,  The 

Allison  C-3  Fluid    H2 

AL  CPLX  No.  2  E.P.  Grease  H2 

Bright  Knight  Bronze   A4.A8 

Bright  Knight  Gold  CI 

Compressor  Oil  ISO  100    H2 

Compressor  Oil  ISO  150    H2 

Compressor  Oil  ISO  32    H2 

Compressor  Oil  ISO  46    H2 

Compressor  Oil  ISO  68    H2 

Decathlon  DE  ISO  100  Compressor  Oil  H2 

Decathlon  DE  ISO  68  Compressor  Oil  H2 

Decathlon  PG  ISO  32  Compressor  Oil  H2 

Decathlon  PG  10W-20  Compressor  Oil  H2 

Decathlon  PG  5W-20  Compressor  Oil  H2 
Envirogard  Low-Temp  Enclosed  Gear 

Oil  H2 

Hydraulic  Oil  ISO  100   H2 

Hydraulic  Oil  ISO  32  H2 

Hydraulic  Oil  ISO  46   H2 

Hydraulic  Oil  ISO  68   H2 

HC-F  200  Food  Compressor  Oil    HI 

Medallion  Aerosol  Penetrating  Oil  HI 

Medallion  EP  Gear  Oil  80W-90 H2 

Medallion  EP  Gear  Oil  85W-140 H2 

Medallion  Flushing  Oil  HI 

Medallion  Food  Mach  Grs  Low  Temp 

NLGI  1    HI 

Medallion  FM  Aerosol  Grease  HI 

Medallion  FM  Gear  Oil  ISO  1000  HI 

Medallion  FM  Gear  Oil  ISO  680  HI 

Medallion  FM  Gear  Oil  80W-90   HI 

Medallion  FM  Gear  Oil  85W-140  HI 

Medallion  FM  Grease  NLGI  2  HI 

Medallion  FM  Grease.  NLGI  0   HI 

Medallion  FM  Grease.  NLGI  I    HI 

Medallion  FM  Hydraulic  Oil  100 HI 

Medallion  FM  Hydraulic  Oil  32 HI 

Medallion  FM  Hydraulic  Oil  46 HI 

Medallion  FM  Hydraulic  Oil  68  HI 

Medallion  FM  Penetrating  Oil  NAS    ..  HI 

Medallion  Gear  Oil  SAE  140  HI 

Medallion  Gear  Oil  SAE  80W-90   HI 

Medallion  Gear  Oil  SAE  85W- 140   ....  HI 

Medallion  Gear  Oil  SAE  90  HI 

Medallion  GP  Grease  NLGI  0  H2 

Medallion  GP  Grease  NLGI  1    H2 

Medallion  GP  Grease  NLGI  2   H2 

Medallion  Hi-Temp  Grease    H2 

Medallion  Hydraulic  Oil  ISO  100   HI 

Medallion  Hydraulic  Oil  ISO  32   HI 

Medallion  Hydraulic  Oil  ISO  46   HI 

Medallion  Hydraulic  Oil  ISO  68   HI 

Medallion  Mirkavac  FM  V/R  Pump  Oil 

46    HI 

Medallion  Mirkavac  FM  V/R  Pump  Oil 

68    HI 

Medallion  Mirkavac  FMV/R  Pump  Oil 

ISO100   HI 

Medallion  Penetrating  Oil  HI 

Medallion  Syn  Air  Cmprsr  Oil  ISO  68  HI 

Medallion  Syn  Air  Compressor  Oil  100  HI 

Medallion  Syn  Air  Compressor  Oil  32  HI 

Medallion  White  Anti-Sieze  Lubricant  HI 

Multiplus  SAE  90  H2 


Multiplus  SAE140  H2 

Multiplus  80W-90  H2 

Novasol  100  HD  Aqueous  Degreaser       Al 

Omnilith  0  Multipurpose  Grease    H2 

Omnilith  1  Multipurpose  Grease    H2 

Omnilith  2  Multipurpose  Grease    H2 

Omnilith  360  NLGI  1   H2 

Omnilith  360  NLGI  2  H2 

Omnitask  EP  1    PI 

Omnitask  EP  2    PI 

Omnitemp  2  H2 

Open  Chain  Lubricant  (Bulk)  PI 

Synthetic  Gear  Oil  ISO  220  H2 

Synthetic  Oven  Chain  Oil  1000  H2 

SAE  85W- 140  Multiplus    H2 

Turbine  Oil  ISO  100  H2 

Turbine  Oil  ISO  150  H2 

Turbine  Oil  ISO  220  H2 

Turbine  Oil  ISO  32  H2 

Turbine  Oil  ISO  46  H2 

Turbine  Oil  ISO  68  H2 

White  Medallion  Anti-Seize  Lubricant     HI 
Wire  Rope  Lubricant  (Bulk) PI 

Wichita  Brush  &  Chemical  Co.,  Inc. 

Bol  Wite    C2 

Coco  Han El 

Dish  Swish    Al 

Fly  Mist  Fl 

Glass  Cleaner CI 

Grease-Go    Al 

Jet  Stream    A4 

Porcelain  Cleaner    C2 

Roach  Mist    F2 

Soft  Touch  Hand  Cleaner  E4 

TBDD  Mist  (Lemon  Scented)    C2 

Wich-Mint  CI 

Wichcraft  Lemon-D-D    C2 

Wilbur-Ellis  Company 

Handcleaner  E4 

Red  Top  Py-Rin  40  Jet  Fl 

Wilco,  Inc. 

NB-100    Al 

Wildcat  Chemical  Company 

HDC-50  A4 

Willamette  Sales 

Glass,  Utility  &  Hard  Surface  Cleaner     CI 

Penetrating  Lubricant    H2 

Safety  Solvent  K2 

Waterless  Hand  Cleaner  E4 

Willi  Humbeck  Ind.  Supply 

All  Purpose  Cleaner    Al 

Special  Degreaser   A4.A8 

William  F.  Nye,  Incorporated 

Delicate  Machinery  Oil  100  HI 

Fluorocarbon  Gel  807  HI 

Nyogel  670   HI 

Synthetic  Oil  269    HI 

Synthetic  Oil  271     HI 

Synthetic  Oil  272    HI 

William  Ford  Company 

Devour  L2 

William  T.  Yost  Company 

New  Jan  AFBC  CI 
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New  Jan  Flash  Al 

New  Jan  Kling C2 

New  Jan  Toilet  Bowl  &  Porcelain 

Cleaner   C2 

Williams  Chemical  Products 

"Squeaky  Klean"  A1.Q1 

A.C.W.  Automatic  Car  Wash  Detergent  Al 

Assault  Bl 

Astro    Bl 

Devour  B2 

Fabri-Lush  B2 

Formula  1    Bl 

L-102  Bl 

Neutra-Soft    B2 

Oxy-Brite  Bl 

Power  Brite  16%  Dry  Bleach  Bl 

Prefer  E   Bl 

Presto  II  Bl 

Refresh  Bl 

Restore  Bl 

Sani-Soft  "P"  Fabric  Softener-Sanitizer  B2 

Tidy-Wash  Bl 

X-44  Al 

Williams,  B.C.  Industries,  Inc. 

A.C.  #1    A3 

A.C.  #5    A3 

A.C.  #9    A3 

Acid  Vat  Compound  A3 

Activate  A3 

AC-N  A3 

AC-89    A3 

AC#10   A3 

BCC  Al 

BCW  Solvent  Cleaner A4 

C.G.C Al 

C.I.P A2 

Chain  Lube  512  H2 

Chain  Lube  600  H2 

Chlor-AII#30    Al 

Chlorinated  All  Purpose  Gen.  Cleaner  Al 

Circle-8    Al 

Con-Cleen   A4 

CF-6  Al 

Defoamer  175   Al 

Driveway  Plus  A4 

Foam-Ad   Al 

H.D.S.-W  A2 

HD-1536    CI 

HD-17    A2 

HD-24    A2 

HD-35    A2 

HD-36   A2 

HDC-50  A2 

HDS-C  A2 

HY-Q-75   D2 

HY-Q-75-SP    D2 

IB.  50   A4 

Iodex    E2 

IB-36   Al 

Jell-Ad  Al 

Kase  Kleen    Al 

Klor  Kleen  Al 

LPC-8    Al 

MB-83   A4 

PC-100  Al 

Ramrod  Multipurpose  Cleaner  Al 

Ramrod  Truck  Cleaner   Al 

Ramrod  Yellow  Jacket  Cleaner    A4 

Ramsolve  II  Cleaner  Al 

Sani-Cleen  Al 

Sanidine  D2 

Security   Al 

Silky  El 

SW-430   Al 

Window-Glo    CI 


Williams,  J.  W.  Co. 

L-10  A4 

Span  Al 

Sub  Zero   A5 

Williams,  T.  C.  Oil  Co. 

FG  Drip  Oil  32  HI 

Williard  Incorporated 

P-1244  G5.G7 

P-1248  G5.G7 

Wil  Chem  565  G6 

Wil-Chem  BT  3001-X    G6 

Wil-Chem  BT  4001  X    G6 

Wil-Chem  Sludge  SOL-3   G7 

Wil-Chem  Wil-Meen  D-10  G6 

Wil-Chem  Wil-Meen  D-20  G6 

Wil-Chem  Wil-Meen  D-30  G6 

Wil-Chem  3132  G6 

Wil-Chem  3136  G6 

Wil-Chem  5232  A2 

Wil-Chem  9500  G6 

Wil-Chem  9523  G6 

Williard  130 G5.G7 

Williard  131  G5.G7 

Williard  135 G5 

Wilhard  170 G5 

Williard  187 G5.G7 

Williard  205 G5 

Williard  220 G5 

Williard  310 G5.G7 

Williard  405 G2,G3,G5 

Williard  515 G6 

Williard  543 G6 

Williard  553 G5.G7 

Williard  610 G6 

Williard  622 G6 

Williard  630 G6 

Williard  631  G6 

Williard  650 G6 

Williard  720 G6 

Williard  725 G6 

Williard  780 G6 

Williard  810 Al 

Williard  815 A2 

Williard  825 A3 

Willis  Supply  Company 

All  Purpose  Kitchen  Cleaner   Al 

C.G.  Liquid  Al 

Control  D2 

Supreme  Automatic  Dishwash   A2 

Willows  General,  Inc. 

SeptiCare  L2 

Wilson  Chemical  Sales,  Inc. 

Cleaner/Degreaser  A4.A8 

Wilson  Supply  Company 

Banner  Antiseptic  Hand  Cleaner    E4 

Banner  Blue  Glass  Cleaner CI 

Banner  Bowl  &  Tile  Cleaner  CI 

Banner  Citruspray  Degreaser   CI 

Banner  Clean  All A4 

Banner  Creme  Cleanser    A6.C2 

Banner  Defoamer    Al 

Banner  Dual  Control  CI 

Banner  Foaming  Degreaser Al 

Banner  Glass  And  Surface  Cleaner   ....    CI 

Banner  Heavy  Duty CI 

Banner  Industrial  2000  A4 

Banner  Lotion  Hand  Cleaner   El 

Banner  Neutral  pH7  Cleaner    A4 


Banner  Sani-Cleang C2 

Banner  Tub  &  Tile  Cleaner   CI 

General  Purpose  Degreaser  Oven&Grill 

CI Al 

Heavy  Duty  Floor  Cleaner  Al 

Hi  Alkaline  Floor  Cleaner    A4 

Lime  Solvent  A3 

Organic  Acid  Cleaner  A3 

Satin  Liquid  Dishwash    Al 

Wilson,  H.  Manufacturing  Co. 

Bear-Cat  Concentrate    Fl 

Bear-Cat  Disinfectant   D2 

Bear-Cat  Plus Dl 

Bear-Cat  20  D2 

Bear-Cat  20  Plus  Dl 

Defend  CI 

Enforcer  D2 

Hi-Foam Al 

NeutraTerge  Al 

San-O-Dine  Disinfectant  D2 

Sani  Clean  Dl 

Sani  Clean  Hand  Soap    E2 

Sani-Clean  "808"  Alkaline  Equipment 

Clnr  Al 

Sam-Clean  100  Concentrate  A4 

SofTouch  E4 

Winans  Sanitary  Supply 

Stainless  Steel  Cleaner   CI 

Winans  Pink  Lotion  Hand  Soap  E4 

Wind  Chemicals 

Big-B  Liquid  Caustic  Soda G5,G6 

Boil  Out  PI 

Windsor  Products 

Nu-Lemon   CI 

Vamos   A! 

Windsor  Wax  Co.,  Inc. 

All-Purpose  Detergent  Cleaner  257   ....  A4 

Ammoniated  Wax  Stripper  255   A4 

Biodegradable  All-Purp.  Detrgnt.  CI. 

258    Al 

Cab  A7 

Industrial  Cleaner  252  Al 

Industrial  Cleaner  256  Al 

V\  infield  Brooks  Company,  Inc. 

Sky-Rite  Wisper-Clean  CI 

Tapfree  H2 

W  infield  Supply  Company 

Foaming  Degreaser  A4 

Winsco  Creme  Cleanser  A6 

Winsco  Foaming  Germicidal  Cleaner  C2 
Winsco  Liquid  Life  Forms  Bactrl 

Digstnt CI 

Winsco  Premium  All  Purpose  Cleaner  A4 
Winsco  Premium  Heavy  Duty  Foaming 

Dgrsr Al 

Winsco  Premium  Ind  Strnth  Deg  Butyl 

Clnr  CI 

Winsco  Premium  No  Rinse  Damp  Mop 

Cleaner   CI 

Winsco  Premium  Non-Butyl  Ind  Det 

Complex   A4 

Winsco  Premium  Pine  Disinfectant 

Cleaner   CI 

Winsco  Premium  Rinse  Free  Floor 

Stripper  CI 

Winsco  Premium  Solvent  Based  Ind. 

Clnr  A4.A8 


Winks,  W.  C.  Hardware 

Dry  Moly  Lubricant    H2 

TFE  Dry  Lube  H2 

Winner  Industrial  Supply,  Inc. 

Quik-Solv    K2 

Winsol  Laboratories,  Inc. 

APC-100  Meat  and  Poultry  Plant 

Cleaner   Al 

APC-120-WX    A4 

Food  Area  Cleaner    Al 

1DO  Disinfectant  D2.E3 

MFP-100  Meat,  Fish  &  Poultry  Plant 

Clnr  Al 

Versitol  500  A4 

Winston  Chemical  Company 

Formula  "Key-250"  G6 

Formula  "SL- 101"  G6 

Formula  "SL- 102"  G6 

Formula  "SL- 103"  G6 

Formula  Key-100    G6 

Formula  Key-lOOC   G6 

Formula  Key- 100SC  G6 

Formula  Key- 1000    G6 

Formula  Key-150    G6 

Formula  Key-200    G6 

Formula  Key-300    G6 

Formula  Key-300D  G6 

Formula  Key-300LC  G6 

Formula  Key-35OD-80  G6 

Formula  Key-350D-70    G6 

Formula  Key-350D-90    G6 

Formula  OS-CAT   G6 

Formula  OSA    G6 

Formula  OSB    G6 

Formula  PD-10   G6 

Formula  PD-10A  G6 

Formula  PD-10S   G6 

Formula  S-310 G6 

Formula  S-410  G6 

Formula  S-510  G6 

Formula  S-610 G6 

Formula  SL  G6 

Formula  SL-150    G6 

Winston  Company,  Inc. 

Doctor  Drain  Build-Up  Remover  CI 

Doctor  Drain  Grease  Trap  Cleaning 

Cmpd L2 

Doctor  Drain  Septic  Tank  &  Latrl  CI    ..  L2 

Dr.  Drain's  Country  Plumber   L2 

Enviro-Zyme  214    L2 

Enviro-Zyme  216    L2 

Enviro-Zyme  314GT  L2 

Enviro-Zyme  414  HE   Al 

NS  10-20  L2 

NS  20  L2 

NS  20-20  L2 

NS  50-20  L2 

NS-20  L  L2 

Winter  Laboratories  and 
Consultants 

Compound  WB- 130    G6 

Compound  WB-320    G6 

Compound  WB-414    G6 

Compound  WB-414L   G6 

Compound  WB-52    G6 

Compound  WB-530    G7 

Compound  WB-530L   G6 

Compound  WR-9 13    G6 


11-453 


Winzer  Corporation 

Copper  1800  Anti-Seize  Lubricant  H2 

Gasket  Remover    PI 

Graphite  +  Penetrating  Oil   H2 

Optikal  CI 

TekOne  E4 

Tek  Orange    CI 

White  Lithium  Grease  H2 

Wisco 

Organic  Acid  Detergent    A3 

Wisconsin  Lift  Truck  Corp. 

Citrus  Scrubber  Mix   A4 

Super  Citrus  Scrubber  Mix  A4 

Wisconsin  Steam  Cleaner  Sales  Co. 

Heavy  Duty  APC    Al 

Wisco  Stm  &  Pressure  CI.  Compound  A I 

Wisconsin  Tissue 

Luxri  Body  Wash    E4 

Luxri  Food  Handler  Lotion  Soap  El 

Luxri  Fragrance  Free  Antiseptic  Soap  ..  El 
Luxri  Lotion  Soap  E4 

Witco  Chemical/ 
Ultra  Division 

Sodium  Cumene  Sulfonate  Liquid  Al 

Sodium  Cumene  Sulfonate  Powder   ....  Al 

Sulframin  AOS  Rake  &  Powder   Al 

Sulframin  AOS  Liquid    Al 

Sulframin  KTS  Liquid    Al 

Sulframin  LX  Al 

Sulframin  NXS  Liquid   Al 

Sulframin  STS  Liquid  Al 

Sulframin  1260  Slurry Al 

Sulframin  40-T    Al 

Sulframin  45LX  Al 

Sulframin  45S   Al 

Sulframin  60-T    Al 

Sulframin  90  Flakes    Al 

Ultra  Blend  100 Al 

Ultra  Sulfate  AE-3    Al 

Ultra  Sulfate  SE-5  Al 

Ultra  Sulfate  SL-1  HP Al 

Ultra  SXS    Al 

Ultra  SXS  Sodium  Xylene  Sulfonate 

40%  Al 

Witco/Petroleum  Specialties  Group 
Witco  Corporation 

Benol  White  Mineral  Oil  Lt.  Min  Oil 

N.F HI 

Blandol  White  Min.  Oil  Lt.  Min.  Oil 

N.F HI 

Britoll3USP   HI 

Britol  1ST HI 

Britol  15  USP   HI 

Britol  18  USP  White  Mineral  Oil    HI 

Britol  18T   HI 

Britol  20  USP  White  Mineral  Oil    HI 

Britol  20T  Technical  Mineral  Oil H2 

Britol  24  USP  White  Mineral  Oil    HI 

Britol  240  T  Technical  Mineral  Oil  ....  HI 

Britol  25  USP   HI 

Britol  35  USP  White  Mineral  Oil    HI 

Britol  35T    HI 

Britol  38  USP   HI 

Britol  50  USP  White  Mineral  Oil    HI 

Britol  50T  Technical  Mineral  Oil HI 

Britol  55T   HI 

Britol  6  USP  White  Mineral  Oil    HI 


Britol  6T    HI 

Britol  7  USP  White  Mineral  Oil    HI 

Britol  7T   HI 

Britol  9  USP  White  Mineral  Oil    HI 

Britol  9T    HI 

Carnation  Trough  Grease  Regular   HI 

Carnation  Trough  Grease  Spray  HI 

Carnation  White  Min.  Oil  Lt  Min  Oil 

N.F HI 

Compressor  Lubricant  1200-LA-25   ....  HI 

Crystosol  NF  60  White  Mineral  Oil  ....  HI 

Crystosol  NF  70  White  Mineral  Oil  ....  HI 

Crystosol  NF  90  White  Mineral  Oil  ....  HI 
Crystosol  TW  180  Technical  Mineral 

Oil  HI 

Crystosol  TW  350  Technical  Mineral 

Oil  HI 

Crystosol  TW  500  Technical  Mineral 

Oil  HI 

Crystosol  TW  550  Technical  Mineral 

Oil  HI 

Crystosol  TW  60  Technical  Mineral  Oil  HI 

Crystosol  TW  70  Technical  Mineral  Oil  HI 

Crystosol  TW  90  Technical  Mineral  Oil  HI 
Crystosol  TW2400  Technical  Mineral 

Oil  HI 

Crystosol  USP  180  White  Mineral  Oil  HI 

Crystosol  USP  200  White  Mineral  Oil  HI 

Crystosol  USP  240  White  Mineral  Oil  HI 

Crystosol  USP  350  White  Mineral  Oil  HI 

Crystosol  USP  500  White  Mineral  Oil  HI 
Ervol  White  Mineral  Oil  Lt.  Min  Oil 

N.F HI 

Freezene  Heavy  HI 

Gloria  White  Min.  Oil  Min.  Oil  USP.  HI 

Hydrobrite  550  P.O HI 

Kaydol  White  Mineral  Oil  Min.  Oil 

U.S.P HI 

Klearol  White  Min.  Oil  Lt  Min.  Oil  N.F  HI 

Liquid  Hook  &  Trolley  Kote   HI 

LP-100  White  Mineral  Oil   HI 

Motor  Fluid  3    H2 

Motor  Fluid  4    H2 

No.  45  Oil   HI 

Orzol  White  Mineral  Oil  Min.  Oil 

USP HI 

Pacol    HI 

Pentol  HI 

Perlalum  Trough  Grease  HI 

Perlarum  310  USP  Petrolatum   HI 

Perlatum  315  USP  Petrolatum   HI 

Perlarum  320  USP  Petrolatum   HI 

Perlatum  325  USP  Petrolatum   HI 

Protol  White  Mineral  Oil  Min.  Oil 

U.S.P HI 

Protopet  White  No. IS  Wht  Petroltm 

U.S.P HI 

Protopet  White  3C  Petrolatum  U.S.P.  HI 
Protopet  Wht  No.2L  Wht  Petrolatum 

U.S.P HI 

Protopet  Yellow  No.  IE  Petrolatum 

U.S.P HI 

Protopet  Yellow  No.  2A  Petrolatum 

U.S.P HI 

Rudol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  HI 

Semtol   HI 

Semtol  100-25  HI 

Semtol  240    HI 

Semtol  70-20  HI 

Semtol  70-30  HI 

Semtol  85    HI 

Semtol  85-20  HI 

Semtol  85-25  Tech.  White  Min.  Oil    ..  HI 

Sonolube  100  FG    HI 

Sonolube  32  FG    HI 

Sonolube  46  FG    HI 

Sonolube  46-A  FG    HI 

Sonolube  68  FG    HI 

Suniso  3GS   H2 

Suniso  4GS   H2 

Suniso  5GS    H2 


310  White  Oil   HI 

380  P.O.  White  Mineral  Oil  HI 

Witt-Gateway  Inc. 

Advance  Dl 

Dozall  Neutral  Cleaner  CI 

Duzall  Cleaner  Al 

Final  Rinse  Sanitizer  D2 

Food  Grade  Lube    HI 

Freezer  Cleaner  A5 

Grill  Cleaner   A8 

Pinex  Disinfectant  CI 

Purge  Drain  Opener  and  Maintainer    ...    LI 

Purge  Drain  Pipe  Opener   LI 

Sof-Sudz  Utensil  Cleaner  Al 

Velvette   El 

Velvette  Antiseptic  Hand  Soap El 

Velvette  Antiseptic  Liq.  Soap El 

Watch  Gard  Zip  Bowl 

Cleaner&Disinfectant  C2 

Watch-Gard  Antiseptic  Hand  Cleaner   ..  El 

Watch-Gard  Cleaner-Degreaser    Al 

Watch-Gard  Cleer-All  All  Surf  &  Gls 

Clnr  CI 

Watch-Gard  D-Limer    A3 

Watch-Gard  Drain  Maintainer    CI 

Watch-Gard  Duz  All  Neutral  Floor 

Cleaner   CI 

Watch-Gard  Final  Rinse  Sanitizer   D2 

Watch-Gard  Freezer  Locker  Cleaner  ..    A5 

Watch-Gard  Kwik-Way    CI 

Watch-Gard  Mint-O-Green  CI 

Watch-Gard  Natural  Citrus  Cleaner  ....  CI 
Watch-Gard  Out  Bowl  &  Porcelain 

Cleaner   CI 

Watch-Gard  Oven  and  Grill  Cleaner  ..  A8 
Watch-Gard  Shine-All  Multi-Purp.  Pol- 
ish       A7 

Watch-Gard  Slip  Safe  Non-Slip  Cleaner  Al 
Watch-Gard  Swipe  Creme  Cleanser  & 

Disinf    A6 

Watch-Gard  Whip-Off  Heavy  Dty  Clnr- 

Dgrsr  Al 

Watch-Gard  Window  and  Glass  Cleaner  CI 

Watchguard  Germicidal  Cleaner Al 

Zip  Off  Heavy  Duty  Cleaner-Degreaser  Al 
Zip-Off  Degreaser  Al 

Wm.  K.  Westley  Co.,  The 

B'Laster  Aqueous  Degreaser  ABD-707  Al 
B'Laster  Citrus  Degreaser  CBD-606  ..  CI 
B'Laster  Silicone  Lube  SL-505    H2 

Wm.  Roth  &  Sons 

Stainless  Steel  Cleaner   A7 

Wonder  Chemical  Corp. 

Wonder  Bleach   B1.C2 

Wonder  Chlor   D2 

Wonder-King  Mfg.  Co.,  Inc. 

Grand  Slam   LI 

Wood  ChenV 

Sanitary  Maintenance  Supply 

BASIC.  Best  All  Surface  Ind  Clnr  ..    A4 

Woodbine  Chemical  Company,  Inc. 

Pow'rkleen  Light  Lotion  Hand  Cleaner  El 
Pow'rkleen  Orange  Scent  Med.  Hand 

Clnr  E4 

Pow'rkleen  Orange  Scent  Pumice  Hand 

Clnr  E4 
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PK  Force  Hand  Cleaner  (Antiseptic)  ....  E4 
PK  Force  Hand  Cleaner  (Pumice)    E4 

Woodbury  Chemical  Company 

P\ re-Sin  Fogging  Concentrate  3610 Fl 

Pyre-Sin  Roach  Spray  Cone.  Liq.  Insect.  Fl 
Woodbury  Food  Plant  Fogging  Insecti- 
cide     Fl 

Woodbury  Industries,  Inc. 

Skud  Bl 

SA-66  Heavy  Duty  Cleaner  A4 

White  House  AC-40  A3 

White  House  Grease  Cutter    Al 

White  House  Hydro  No  Suds  Al 

Woodhill  Permatex 


Woolfolk  Chemical  Works,  Inc. 

Security  Mill  Spray  Fl 

Security  Roach  &  Ant  Kill  F2 

Workhorse  Chemical,  Inc. 

High  Performance  Mech  Wshng  Sid 

Detrgnt    Al 

World  Chem  International  of 
Puerto  Rico 

TuffJob  CI 

World  Diversified  Marketing,  Inc. 

Sunsation  Al 

World  Laboratories 

Drain  Beast   L2 

World  Laboratories,  Ltd. 

BW-100-S  Boiler  Water  Treatment  ....  G6 

BWT-SSMA    G7 

BWT-12  G6 

BWT-20B    G6 

BWT-21B    G6 

BWT-23  G6 

BWT-29  G6 

Enzyme  WL  603  CI 

PF-500  Packers  Formula Al 

RK-60  Multi  Purpose  Cleaning  Concen- 
trate    CI 

SR-48  G6 

SR-50  G6 

Worldwide  Chemicals,  Inc. 

Blue  Concentrate  A4 

Dynamic A4 

Foam-Klor  Al 

Formula  500    A4 

Jimmy  Car  Wash  Al 

Multi  Clean  #2    Al 

Multi  Clean  No  Foam  A4 

Multi-Clean   A4 

Neutra  Clean   A4 

Neutra  Clean  #2    Al 

Power  Foam  Degreaser  Al 

Rust  And  Scale  Remover  A4,A8,C1 

Safe-Solv  K2 

Vapor-Solv K2 


Wright  Custodial  Supply 

PCK-60  Foam-Up  Degreaser   Al 

PCK60-Heavy  Duty  Cleaner-Degreaser  Al 

Wright  Industrial,  Inc. 

Pro-Pink  Concentrate    Al 

Wright  Oil  Company 

Aero  White  Food  Mach.  Grease  AA   .  HI 

Wrightco  Chemical  Company 

Degrease-Rite    A8 

Micro-Non  D2 

Vat  Cleaner  A2 

Zap  Al 

40%  Coconut  Oil  Hand  Soap  #1210   ....  El 

Wurth  USA  Inc. 

Wurth  Degreaser  A4 

Wurth  Glass  Cleaner  (Aerosol)    CI 

Wurth  Glass  Cleaner  (Liquid)    CI 

Wynn  Company 

Turbo-W    Al 

Wynn  FC  Degreasing  Concentrate  CI 

Wynn  RC-1    Al 

Wynn  RC-2  Al 

Wynn  Oil  Company 

Silicone  Lubricant  H2 

Viscotene  (Aerosol) H2 

Viscotene  (Bulk)  H2 

Wynn's  951-1  Synthetic    H2 

X-Ergon/ 

Division  of  N  C  H  Corporation 

Bazooka  E4 

Belt-Tack  PI 

Citra-Clean CI 

Craft-Cut   H2 

Gear-Guard  II  (Aerosol)  H2 

Gladiator   H2 

Handi-Helper  El 

Husky  Al 

KlingOn    HI 

Lub-Gard  Hi-Temperature  Moly  Grease  H2 

Metal  Groom  K2 

Penefree  #401  Nonflammable H2 

Penefree  II  (Aerosol) H2 

Re-Lube  509   H2 

Slalom   HI 

Slalom  II  (Aerosol)  H2 

Slick  HI 

Slick  II  HI 

Stay  Grease   H2 

Stay  Grease  II  Aerosol   H2 

Strex  K2 

Strex  II  PS  Aerosol  K2 

Sustain  H2 

Sustain  II  (Aerosol) H2 

X-O  Corporation 

X-0  Odor  Neutralizer  CI 

X-Pando  Products  Company 


Yale  Chemical  Division/ 
See  Bio  Lab,  Inc. 

Yale  Materials  Handling  -  Green 
Bay 

BlastOff   Al 

Chloro-Clean  Al 

Keep-It-Up  Al 

Maxi-Clean    Al 

Yale  Materials  Handling/ 
Gammon  Inc. 

Heavy  Duty  Degreaser   A4 

Industrial  Degreaser    A4 

Yarnor,  Inc. 

YarnorY5100    Al 

Yarnor  Y  51 16    Al 

Yonar  Laboratories,  Inc. 

Sparkle  CI 

Z  B  Supply  Co. 

'N-Zyme  CI 

Blue  Glass  Cleaner   CI 

EZ-Kleen  CI 

ZB  671  Heavy  Duty  Cleaner   A4 

Z  Company 

AZ  Formula  245  D2 

Deluxe  F-2045  General  Purpose  Cleaner  Al 

Epix   A4 

HA-777    Al 

Lady  Z  Powdered  Laundry  Compound  B 1 

Process  D.L A4 

Process  DP Al 

Process  D-100  Al 

Z-33  A2 

Zuper  Foam  Concentrate Al 

1020  XFZ    A2 

Z  M  Chemical  Ltd. 

H-D  All  Purpose  Cleaner  A4 

Hand  Soap  El 

PHC-71    Al 

Zap  Disinfectant    D2 

ZM-22   A2 

Z-Specialty  Products,  Inc. 

Z-Sanitizing  Hand  Soap   E2 

Zack's,  Inc. 

Kitchen  Degreaser  A4.A8 

Zack's  Amazing  Shine    CI 

Zak  Chemical  Corp. 

Best  Cleaner    A4 

Break-Away  A4 

Degreaser  Cleaner  A4 

Ea-Tum    L2 

Fry-Kleen  Al 

NC  11  Al 

Super  Z    A4 

Tri-Tex  Al 

Vital  Pine  CI 

Zccol,  Inc. 

Heavy  Duty  Glass  &  Utility  Cleaner  ..  CI 
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Zee  Company,  Incorporated 

Diazinon  Residual  Spray F2 

Dyna-Chlor   B1,D2,G4,G7,Q4 

Electric  Motor  Cleaner  K2 

New  Z  Food  Processing  Spray  Fl 

Z  Adhere  Al 

Z  Anti  Foam   Al 

ZBacOffNew  E2 

Z  Bri-Tall A3 

Z  Cal  Can  Cleaner    G5 

Z  Can  Spot  Cleaner G5 

Z  Chlor-O-Clean  Al 

Z  Chlorinated  Cleaner Al 

Z  Chlorosan  Dl 

Z  Cirkleen   A3 

Z  Clear  Foam    Al 

Z  Clear  View  CI 

Z  Concentrated  Rust  Stripper  A3 

Z  Cooler  Cleaner A4 

Z  D.B.T.  Cleaner A3 

Z  Degrease Al 

Z  Dress  Up  Belt  Dressing PI 

Z  Duke  Heavy  Duty  Floor  Cleaner   ....  A4 

Z  Duoquat  D2 

ZGlo  A3 

Z  Glo  Concentrate  A3 

Z  Homerun    Al 

Z  HC-55  S  A2 

Z  Label  Machine  Cleaner  Kl 

Z  Liberate    A2 

Z  Lift  A4 

Z  Lift  Off  Degreaser  K2 

ZMed   El 

Z  No.  1  General  Cleaner    Al 

Z  No.  1  Smokehouse  Cleaner A2 

Z  No.  1  Stack  Odor  Control  CI 

Z  No.  103  General  Cleaner    A6 

Z  No.  123  Liq.  Smokehouse  Cleaner  ..  A2 

Z  No-1  Packers  Floor  Cleaner  A4 

Z  0-577  Odor  Control    CI 

ZPhene  A4 

Z  Relieve  E2 

ZSafClean-R  Al 

ZSan-O-Clean El 

ZSan-O-Four    D2 

Z  Shur  Slick  77  H2 

Z  Super  Foam  Al 

Z  Trolley  Express   HI 

Z  Wall  &  Ceiling  Spray  D2 

Z  Wall  and  Ceiling  Spray Dl 

Z  WW  580 Al 

Z  102PH    D2 

Z  1224  Al 

Z  1226  A2 

Z  1227  Al 

Z  1228  Al 

Z  1229  Al 

Z  124  A2 

Z  126  A2 

Z  129  General  A2 

Z  1300  A2 

Z  1450  CI 

Z  175  Liquid  General  Cleaner  A4 

Z  180PF  A3 

Z  181   A3 

Z  185  A3 

Z210  A3 

Z  2125  Hand  Sanitizer  Solution  E3 

Z22  LI 

Z  220  Smokehouse  Cleaner   A2 

Z  225  Liquid  A4 

Z  225  Trolley  Cleaner A2 

Z  229  General  Cleaner  Al 

Z  24  Rust  Remover A2 

Z  265  Cleaner  A3 

Z  29  Shroud  Cleaner Bl 

Z  300  Cleaner  A2 

Z321  IP Al 

Z455  A2 

Z525  Al 

Z58  Al 


Z  85  Cleaner  Al 

Z  85  Shroud  Bleach    Bl 

Z-Adhesive  Remover    Kl 

Z-Chain  Lube    H2 

Z-Clean  Boy  D   A2 

Z-Clean  Boy  DS  Al 

Z-D230  Al 

Z-D230S    Al 

Z-Foam  On    Al 

Z-Glo-B  A3 

Z-Glo-S   A3 

Z-Hi  Foam  Al 

Z-Homerun  Extra    Al 

Z-M  C  Brightner  A3 

Z-Med  Thick  El 

Z-Plastic  Remover Kl 

Z-Saf  Clean  Al 

Z-Solve  It Al 

Z-Sud-Z  El 

Z-Super  Trolley  Lube  H2 

Z-0587  Odor  Control    CI 

Z-1225  HD  Plus    Al 

Z-123  Liquid  Smokehouse  Cleaner  New  A4 

Z-123-5  Heavy  Duty  Cleaner  A2 

Z-125  Heavy  Duty  Cleaner A2 

Z-180  A3 

Z-180-R  A3 

Z-2001  K  Kettle  Cleaner    Al 

Z-225  Heavy  Duty  Liquid  Cleaner  New  Al 

Z-28  Bl 

Z-29  Detergent    Bl 

Z-30  Detergent    Bl 

Z-32  Smoke  House  Cleaner  A2 

Z-320  Heavy  Duty  Cleaner A2 

Z-3205  Al 

Z-3225  A3 

Z-33  Smoke  House  Cleaner  A2 

Z-450  Heavy  Duty  Alkaline  Cleaner  ..  A2 

Z-451  Heavy  Duty  Alkaline  Cleaner  ..  A2 

Z-456  A2 

Z-457  A2 

Z-458  A2 

Z-700  Al 

Zee  Formulation  I- 1 .75  D2.G5 

ZD  230-M   Al 

ZD  231  Al 

ZD232 Al 

Zee  Medical,  Inc. 

Derma  Fleur  Hand  Moisturizer El 

Dermafleur  Moisturizing  Skin  Condi- 
tioner    E4 

Zellerbach  Paper  Company 

Clinging  Bowl  Cleaner  C2 

Coconut  Oil  Liquid  Hand  Soap   C2 

Disinfectant  Cleaner  CI 

Disinfectant  Deodorant  Lemon-Aire 

Brand CI 

Industrial  Heavy  Duty 

Cleaner/Degreaser Al 

Insect  Spray  Fl 

Multi-Purpose  Cleaner  Concentrate   ....  A4 

Multi-Purpose  Cleaner  Concentrate   ....  CI 

Neutral  pH  Cleaner  CI 

Pine  Cleaner  Concentrate   CI 

Pine-0  Deodorizing  Cleaner CI 

Quat-17    A4 

Restroom  Cleaner   C2 

Restroom  Cleaner   CI 

Roach  and  Ant  Spray   F2 

Signature  Pink  Lotn.  Hand  Soap-Frag 

Free  El 

Stainless  Steel  Cleaner  and  Polish  A7 

Zel-Con  Cleaner   CI 

Zellerbach  Paper  Company 

Chewing  Gum  Remover  PI 


E-Z  Klean    A8 

Heavy-Duty  Baseboard  Cleaner  A4 

Insect  Spray  Fl 

Lemon  Luster    CI 

Lemon-Aire  CI 

Quat  17    CI 

Roach  and  Ant F2 

Sliplube   HI 

Vandalism  Remover   CI 

Vision    CI 

ZC-604  All  Purpose  Degreaser Al 

ZC-610  All  Purpose  Cleaner    A4 

ZC-705  Bowl  Cleaner  C2 

ZC-706  Bathroom  Cleaner  C2 

ZC-708  Drain  Opener  LI 

Zellerbach/ 

A  Mead  Company 

Day  Care  Multi-Purpose  Cleaner 

Cncntrt    A4 

Quat-17   D2 

Reliable  Bowl  Shine  Everyday  Bowl 

Clnr C2 

Reliable  Citrus-Solv  Industrial  Dgrsr.  CI 
Reliable  Clean-A-Bowl  Toilet  Bowl 

Clnr C2 

Reliable  Craw-Less  Ant  and  Roach  Kil- 
ler      F2 

Reliable  Creme  Cleanser  Scouring 

Clnsr A6 

Reliable  Day-Kleen  All-Purp.  Neutr. 

Clnr  A4 

Reliable  Drain-All  Drain  Opener  LI 

Reliable  Environment  Cleaner  & 

Dsnfctnt Dl 

Reliable  E2  Food  Industry  Sanitzng 

Soap    E2 

Reliable  Fly-Hi  Hying  Insect  Killer F2 

Reliable  Foaming  Mint  Disinf./Clnr  ..  CI 
Reliable  Forest  Grn  All  P.Pine  Scnt.Clnr  CI 
Reliable  Greasolve  Hard  Surface  Dgrsr  A I 
Reliable  Gril-O-Kleen  Oven  &  Grill 

Clnr A8 

Reliable  Hands  Off  Luxury  Hand  Soap  El 
Reliable  Industrial  Heavy  Duty  De- 
greaser      Al 

Reliable  Kleen-Thru  Ammoniated  Gls. 

Clnr  CI 

Reliable  Multi-Purpose  Bleach  D2 

Reliable  Pan-One  Pot/Pan  and  Dish 

Clnr Al 

Reliable  Pine-Kleen  Pine  Odor 

Dsnf/Deod  CI 

Reliable  Porcelain  and  Bowl  Cleaner  ..    C2 

Reliable  Power-Quat  CI 

Reliable  Pumice-Power  Wtrless  Hand 

Creme   E4 

Reliable  Quat-Kleen  Disinf./Clnr C2 

Reliable  See-Thru  Glass  Hard  Surf. 

Clnr CI 

Reliable  Soft-Pink  Shower  Soap    E4 

Reliable  Stain-Less  B  Stainless  Stl  Clnr  CI 
Reliable  Stainless  Steel  Cleaner/Polish  A4 
Reliable  Tough  Job  USDA 

Cleaner/Dgrsr A I 

Reliable  Tuf-Job  Heavy-Duty 

Cleaner  A4.A8 

Reliable  Tuf-Job  II  Hvy  Duty 

Clnr/Dgrsr  A4 

Zelman  International  Limited 

ZI-400  Colloid  Cleaner  CI 

Zeneca  Inc. 

Commodore  WP  Perimpak  F2 

Commodore  10WP  Insecticide  F2 

Demand  CS  Insecticide  F2 

Demon  WP  Insctcd  in  Wtr-Soluble 
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Packets    F2 

Demon  WP  Insecticide  F2 

Havoc  Rdntcd  Bait  Pack  Pellet- 

sCont.Btrx  F3 

Havoc  Rdntcd  BaitPk 

Mini-Pell. Cont.Btrx    F3 

Havoc  Rodenticide  Bait  Pack  (Pellets)      F3 

Talon  G  Rodenticide  Pellets  F3 

Talon-G  Rdntcd  Bait  Pack 

Pell.Cont.Btrx  F3 

Talon-G  Rdntcd  Bt  Pk  Mini-Pell- 

ContBtrx    F3 

Talon-G  Rdntcd  Mini-Pellets 

Cont.Bitrex   F3 

Talon-G  Rdntcde  Pellets  Contains  Bitrex  F3 
Talon-G  Rodent.  Bait  Pack  (Mini-Pel- 
lets)    F3 

Talon-G  Rodenticide  Bait  Pack  (Pellets)  F3 

Talon-G  Rodenticide  Mini-Pellets   F3 

Weather  Blok  Bait F3 

WeatherBlok  Bait  w/Btrx  Made 

w/TlnRodnt  F3 

Zep  Manufacturing  Company 

Aerosolve  K2 

Big  Z  CI 

Ceramic  Tile  Cleaner    A4.C1 

Chlor5  A2 

Concentrated  Glass  Cleaner   CI 

Concentrated  Lathereen El 

CO-3    Al 

D-A  Deodorant-Absorbent   CI 

Departure  Detergent/Disinfectant  D2 

Double  Play  E4 

Drain-Aid  LI 

Enviro  100  Al 

Enviro2000  Al 

Formula  1262    C3 

Formula  158    Al 

Formula  158-E Al 

Formula  2761    Al 

Formula  2762    Al 

Formula  2763  Bactericidal  Egg  Wash      Ql 

Formula  300    Kl 

Formula  3362    Al 

Formula  4358    Al 

Formula  50    A4 

Formula  5764  Granular  Deodorant  CI 

Formula  60-A    Fl 

Formula  6556  Chemical  Cleaner   A3 

Formula  7961    A3 

Formula  940    Al 

Formula  940-E Al 

Formula  949    A2 

Formula  9659    A2 

Formula  9862    A2 

Glass  Cleaner CI 

Grout  Cleaner   C2 

Head-To-Toe  El 

Insectiol-700   Fl 

K  Cleaner A2 

Lathereen  El 

Liquid  Ice  Melting  Compound  CI 

Liquidizer  Soap  A4 

Lubrisil    HI 

Meter  Mist  Air  Sanitizer  CI 

Meter  Mist  Odor  Neutralizer    CI 

Micro  Mist  F2 

Mini  Fog    Fl 

No  Rinse    D2 

No.  1455    Bl 

Odorstroyer    CI 

Old  Smoky    CI 

Pine-O-Fect   CI 

Plus  General  Purpose  Cleaner    A4 

R-12776  A2 

R-7683  A2 

Scent  Guard  CI 

Soft  Touch  E4 

Stove  and  Oven  Cleaner  Aerosol  Al 

Super-D-Ice   CI 


SF-1267  Al 

SF-1367  A2 

SF-2367  Al 

SF-666  Al 

SF-668  Cleaning  Compound    Al 

Thermo-Fog  Insecticide    Fl 

Tile  and  Grout  Cleaner  C2 

X-1070  Q5 

X-1267  A1.Q1 

X-14769  Laundry  Bleach   Bl 

X-2153  Al 

X-21567  A2 

X-21969  Bl 

X-22269  HI 

X-22372  H.  D.  Chlorinated  Cleaner  ....    Al 

X-2393  Al 

X-24271  A2 

X-2569  G6 

X-3764  H2 

X-4369  A2 

X-4665  D2.Q4 

X-571  Lubricant    H2 

X-6964  Al 

Z-C  Concentrate    Al 

Z-C  Concentrate- E    Al 

Z-D  Industrial  Deodorant   CI 

Zep  A-One  A4.C1 

Zep  A-Solv    CI 

Zep  A-Solv  Liquid    CI 

Zep  Acclaim    E4 

Zep  Aero  Lube    H2 

Zep  Aerolube  NC   H2 

Zep  Aerolube-No.  1.1.1    H2 

Zep  Aerosolve  II  K2 

Zep  Aid   HI 

Zep  Aid  NC  HI 

Zep  Applaud   El 

Zep  Attack  A4 

Zep  Barrier  Kreme    E4 

Zep  Bead-It   E4 

Zep  Big  Orange  CI 

Zep  Big  Orange-E  CI 

Zep  Big  Pine  CI 

Zep  Blast  Away Al 

Zep  Body  Spa  E4 

Zep  Boil-Out  Compound    Al 

Zep  Bowlshine C2 

Zep  Breeze CI 

Zep  Cal  40 CI 

Zep  California  Glass  Cleaner  CI 

Zep  Champ    E4 

Zep  Charm  C2 

Zep  Checkmate   Dl 

Zep  Chlor  2  Sanitizing  Wash  D2 

ZepChlor-5  Al.QI 

Zep  Chlorine  Bleach  Bl 

Zep  Choice    Bl 

Zep  Citra  Clean  CI 

Zep  Concentrated  KO  Insecticide Fl 

Zep  Concentrated  Liquid  Chlorine 

Bleach  Bl 

Zep  Conquer   CI 

Zep  Control  Defoaming  Eggwash    Ql 

Zep  Control  16270    Al 

Zep  Dazzle CI 

Zep  Delight  El 

Zep  Deluxe    El 

Zep  Deo-V  CI 

Zep  Deo-6   CI 

Zep  Double  Shot  F2 

Zep  Dry  Graphite    H2 

Zep  Dry  Graphite    H2 

Zep  Dry  Moly   H2 

Zep  Dry  Moly  H2 

Zep  Dyna  Blue    Kl 

Zep  Dyna  143   CI 

Zep  Dyna  170  K2 

Zep  DX-154 Al 

Zep  E-2  Sanitizing  Hand  Soap  E2 

ZepElec  K2 

ZepElec  II   K2 

Zep  Enviro  2000S  Al 


Zep  Extra  A4 

Zep  F-7  Powdered  Hand  Cleaner  E4 

Zep  Flash  Light  CI 

Zep  Flush  'N  Kill    F2 

Zep  Foam  Chlor    Al 

Zep  Foamate   Al 

Zep  Foaming  Smokehouse  Cleaner   ....    Al 
Zep  Food  Service  Supermarket  Sa- 
nitizer        D2.Q3 

Zep  Formula  11263  A2 

Zep  Formula  1365  C3 

Zep  Formula  22 A4 

Zep  Formula  486  D2 

Zep  Formula  60-B  Fl 

Zep  Formula  768  Kl 

Zep  FF  Sanitizing  Hand  Cleaner   E2 

Zep  FS  Amine-B  D2 

Zep  FS  Antimicrobial  Hand  Cleaner   ....  E2 

Zep  FS  Bakery  Pan  Cleaner  Al 

Zep  FS  Boil-Out  Compound    Al 

Zep  FS  Chlor  5  Al.QI 

Zep  FS  Concentrated  Foaming  Acid     .    A3 
Zep  FS  Cooler  and  Freezer  Cleaner  ....    A5 

Zep  FS  Defoaming  Egg  Wash   Ql 

Zep  FS  Floor  Cleaner  A4 

Zep  FS  Floor  Scrub    A4 

Zep  FS  Foam  Chlor    Al 

Zep  FS  Foam-Sta    Al 

Zep  FS  Foamate    Al 

Zep  FS  Foaming  Smokehouse  Cleaner     Al 

Zep  FS  Formula  10184  A8 

Zep  FS  Formula  12167  D2.Q4 

Zep  FS  Formula  14865  A5 

Zep  FS  Formula  1892  Al 

Zep  FS  Formula  195  Dl 

Zep  FS  Formula  23769  HI 

Zep  FS  Formula  2761   Al 

Zep  FS  Formula  2762  Al 

Zep  FS  Formula  2763  Ql 

Zep  FS  Formula  3362  Al 

Zep  FS  Formula  3389  Al 

Zep  FS  Formula  3685  A3 

Zep  FS  Formula  386  Acid  Sanitizer    ..    D2 

Zep  FS  Formula  4089  Al 

Zep  FS  Formula  41  A2 

Zep  FS  Formula  4489  A3 

Zep  FS  Formula  4665  D2.E3.Q4 

Zep  FS  Formula  6268  Al 

Zep  FS  Formula  6565  A3 

Zep  FS  Formula  6964  Al 

Zep  FS  Formula  7961  A3 

Zep  FS  Formula  940  Al 

Zep  FS  Formula  940-E  Al 

Zep  FS  Formula  9878  A2 

Zep  FS  Lime  Remover  A3 

Zep  FS  Machine  Dishwash  Al 

Zep  FS  Neutral  Cleaner    Al 

Zep  FS  No.  79  Al 

Zep  FS  Pot  &  Pan  Scrub    Al 

Zep  FS  Process  Cleaner   Al 

Zep  FS  Process  Cleaner  X-4490    Al 

Zep  FS  Strike  Three  FS  Formula  3389    Al 

Zep  FS  Trolley  Cleaner    A2 

Zep  FS  Z-Chlor  Al.QI 

Zep  FS  ZC  Concentrate    Al 

Zep  FS  ZC  Concentrate-E    Al 

Zep  Glove    E4 

Zep  Grease  Monkey   H2 

Zep  Grip    E4 

Zep  Groovy  (Bulk)   H2 

Zep  Handstand  Antisepuc  Hand  Soap       E4 

Zep  Handstand  E-2  Hand  Soap    E2 

Zep  Handstand  Lotion  Hand  Soap  El 

Zep  Handstand  Shower  Soap  I  < 

Zep  Hi-Lo  Temperature  Grease   H2 

Zep  Hit  Man  Spray  Insecticide F2 

Zep  ID.  Blue  (Bulk)  Kl 

Zep  ID  Orange  (Aerosol)   K2 

Zep  ID.  Orange  (Bulk)  K2 

Zep  I.D.  Red  (Aerosol)  '. K: 

Zep  ID.  Red  (Bulk i  K: 

Zep  Improved  FS  Foam  Chlor  Al 
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Zep  Johnny  Applestick  C2 

Zep  Laundry  Booster    Bl 

Zep  Laundry  Break  Bl 

Zep  Laundry  Detergent  Bl 

Zep  Laundry  Heavy-Duty  Detergent  ..  Bl 
Zep  Laundry  Liquid  Chlorine  Bleach  Bl 
Zep  Laundry  Liquid  Oxygen  Bleach   ..    Bl 

Zep  Laundry  Softener  &  Sour   B2 

Zep  Lemonex A4 

Zep  Lime  Remover  A3 

Zep  Liquid  Fabric  Softener B2 

Zep  Liquid  Ice  Melt   CI 

Zep  LBA  Live  Bacterial  Additive   CI 

Zep  Measure-Up  Multi-Purpose  Cleaner  CI 
Zep  Measure-Up  Multi-Purpose  De- 
greaser  Al 

Zep  Measure-Up  Sanitizer    D2.Q3 

Zep  Meter  Mist  Insect  Killer   Fl 

Zep  Meter  Mist  Insect  Killer  II   F2 

Zep  Meter  Mist  Insect  Killer  N   Fl 

Zep  Meter  Mist  Odor  Neutzr  for  Prof. 

Use    CI 

Zep  Micronex  Hard  Water  Formulation   A4 

Zep  Mini  Fog  II    Fl 

Zep  MVP  E4 

Zep  MW  Grease   HI 

Zep  Natural   Dl 

Zep  OMalley's  Oil  Soap CI 

Zep  Orange  Buster    CI 

Zep  Orange  Split  CI 

Zep  Oven  Brite  A8 

Zep  Oxygen  Bleach Bl 

Zep  Painters  Partner   E4 

Zep  Parvo  Plus    A4 

Zep  Perosan  Liquid  Sanitizer  D2 

Zep  Plus-E  A4 

Zep  Powerhouse    CI 

Zep  PL  Lubricant    H2 

ZepPLS  H2 

Zep  Quick   A8 

ZepR-1191    A4 

ZepR-12482   Al 

Zep  R-14283   A3 

Zep  R- 15774  Powdered  Low-Foam 

Cleaner   Al 

ZepR-1580  CI 

Zep  R-16270  Al 

ZepR-1882  Al 

Zep  R-2193   PI 

ZepR-2992   A I 

ZepR-4681    A4 

Zep  R-4882  Steam  Cleaner  Concentrate  Al 

Zep  R-5289  CI 

Zep  R-5678  Ql 

Zep  R-5886   Al 

Zep  R-7387   Al 

Zep  R-8775   CI 

Zep  Reach   E4 

Zep  Reach  II  E4 

Zep  Recirculating  Detergent  Al 

Zep  Red  Lithium  Grease  H2 

Zep  Redi-Grease   H2 

Zep  Refresh  II  CI 

Zep  Roach  And  Ant  Surface  Spray   F2 

Zep  Rout    CI 

Zep  Rust  Remover    A3 

Zep  Sanitary  Spray  Lubricant  USP    ....    HI 

Zep  Scat CI 

Zep  Sewer-Aid  FA   LI 

Zep  Slide  H2 

Zep  Splist  Equipment  Cleaner   Al 

Zep  Split  Auto  Scrub   A4 

Zep  Spree CI 

Zep  Stainless  Steel  Polish  CI 

Zep  Steam'n  Clean  Liq.  Steam  Clnr.   ..    Al 

Zep  Stop    F2 

Zep  Streak-Out  40  CI 

Zep  Sun  Solv  CI 

Zep  Super  Concentrated  Floor  Cleaner     A4 

Zep  Super  Rash    A4 

Zep  Super  Lubricant  H2 

Zep  Super  Penetrant   CI 


Zep  Super-2  Insecticide    Fl 

Zep  Super-3  Insecticide    Fl 

Zep  Supersyn  3  Fl 

Zep  Supersyn-1  Insecticide  Fl 

Zep  Top  Solv K2 

Zep  TriFoam  CI 

ZepTKO  E4 

Zep  Velvet  ., E4 

Zep  Veto   C2 

Zep  Wipe  Out  El 

Zep  Work  Day E4 

ZepX-10184  A8 

Zep  X-l  1191   G6 

Zep  X-l  1692  Al 

Zep  X-l  1974  A8 

Zep  X-12167  D2.Q4.E3 

Zep  X-13074  A4 

Zep  X-13392  H2 

ZepX-13681   Al 

Zep  X-1386  G6 

ZepX-13892  Al 

ZepX-14082  B2 

Zep  X-14092  A2 

Zep  X-14092  A2 

Zep  X-14282  Bl 

Zep  X-14865  A5 

Zep  X-16277  A3 

Zep  X-16292  A4 

ZepX-16976  A2 

ZepX-17883  A8 

ZepX-195  Al 

Zep  X-1988  A2 

Zep  X-21082  A2 

Zep  X-24272  Fl 

Zep  X-2575  Liquid  Caustic  Cleaner    ..    A2 

ZepX-2678  Al 

Zep  X-2689  E2 

Zep  X-2887  Al 

ZepX-3089  Al 

Zep  X-33391    G6 

Zep  X-3685  A3 

Zep  X-3690  Ql 

Zep  X-3794  A2 

Zep  X-389  A8.B2.C1 

ZepX-3989  Al 

ZepX-4083  Bl 

ZepX-4087  Al 

Zep  X-4089  Al 

Zep  X-4091   Al 

ZepX-4092  Al 

Zep  X-4162  A2 

Zep  X-429I   A3 

Zep  X-44491   G6 

Zep  X-4490  Al 

ZepX-492  Al 

ZepX-5281   Al 

ZepX-55591    G7 

Zep  X-5685  A2 

Zep  X-5775  PI 

Zep  X-5876  H2 

Zep  X-5984  Bl 

ZepX-5992  PI 

Zep  X-6086  Al 

ZepX-6478  Bl 

Zep  X-6484  A3 

ZepX-6565  A3 

Zep  X-677A  Powdered  Fabric  Softener   B2 

Zep  X-692  A2 

Zep  X-6994  Process  Equipment  Cleaner  Al 

Zep  X-7290  A2 

Zep  X-7673  A3 

ZepX-7786  CI 

Zep  X-785  Al 

Zep  X-7885  Al 

ZepX-7889  Al 

Zep  X-8280  A4 

Zep  X-8575  Scalding  Agent  PI 

Zep  X-9576  A5 

Zep  X-9792  Fl 

Zep  Z  Green    CI 

ZepZ-Chlor  Al 

Zep  2000  H2 


Zep  30-A  CI 

Zep  40   CI 

Zep  45   H2 

Zep  45  (Bulk)   H2 

Zep  45  NC  CI 

Zep  45-No.  1,1,1  CI 

Zep  55   CI 

Zep-Aid  Silicone  Spray HI 

Zep-Amine-A D2.Q3 

Zep-Control  Floor  Cleaner  A4 

Zep-Control  195    Dl 

Zep-Control  2763  Bact.  Egg  Wash    ....    Ql 

Zep-D-Grease    Kl 

Zep-Deo  3   CI 

Zep-Ez  Al 

Zep-Flash  (No  Pine)  A4 

Zep-Flo    LI 

Zep-I-Dine  D2.E3 

Zep-I-Dine  20   D2.E3 

Zep-Lac  41    A2 

Zep-Lac  45  Milkstone  Remover A3 

Zep-O-Brite  A6 

Zep-O-Crest  E4 

Zep-O-Kreme E4 

Zep-O-Mint  CI 

Zep-O-San  C2 

Zep-O-Stat  CI 

Zep-O-Suds   Al 

Zep-O-Zorb  Jl 

Zep-O-Zyme    L2 

Zep-Par    HI 

Zep-Par  No  1,1,1  H2 

Zep-X-6890  Al 

Zep-10-X  F2 

Zepamine  B  D2 

Zeparkel  Al 

Zepaseptic   El 

Zepax  II  CI 

Zepco  Al 

Zepcorex    C2 

Zepeer   A7 

Zeperb   Al 

Zepexo  A4 

Zepfoam-Sta    Al 

Zepleez El 

Zeplift    Bl 

Zeplon   H2 

Zeplube    H2 

Zepomatic    Al 

Zeponite  Al 

Zepopine-8  CI 

Zeposector  A  Spray  Insecticide   Fl 

Zeposector  D  Insecticide-Deodorant    ....  Fl 

Zeposector  Insecticide  Spray    Fl 

Zeposector  III    Fl 

Zeposector  S  Insecticide  Fl 

Zeposector  2   Fl 

Zepreserve  H2 

Zepreserve  H2 

Zeprestige    E4 

Zepride  A4.C1 

Zepride-E  A4 

Zeprime  No.  79  Al 

Zeprime  X-8871    A2 

Zeprime  ZC  Al 

Zeprime  14769    Bl 

Zeprime  2761    Al 

Zeprime  2761  Non-Phosphate    Al 

Zeprime  2762    Al 

Zeprime  6565    A3 

Zeprime  7961    A3 

Zepsecure A4 

Zeptabs PI 

Zepynamic  C2 

Zepynamic  A  C2 

ZepCinch  E4 

ZepValor  Al 

ZepVenture    CI 

Zeroc  Industries 

A  S  C  A4 
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Ziff  Company,  The 

Prime  Source  System  One  Power  Dgrsr 

750    Al 

Prime  Source  System  Three  Idn 

Dsnf/San  D2.E3 

Residual  Crawling  Insect  Killer  F2 

System  One  Creme  Cleanser    A6 

System  One  Ez-Clean  2000  Disnf 

Onr/Dgrs    C2 

System  One  Foam  Disinfectant  Washrm. 

Cln CI 

S>  stem  One  Heavy  Duty  Power  Dgrsr. 

750    Al 

System  One  Meatroom 

Degreaser/Dsnftnt  D2 

System  One  Multi-Purpose  Insecticide  Fl 
System  One  Non  Acid  Drain  Opener  ....  LI 

System  One  Oven  Cleaner  A8 

System  One  Quat  220  D2 

S>  stem  Three  Bug  Out  Flying  Insect 

Spray  F2 

System  Two  Gum  Remover  CI 

Z/E  Drain  Digester  &  Organic  Odor 

Elmntr  L2 

Zim  Chemical  Co.,  Inc. 

Aerodet    Al 

B.A.C.  Bio  Active  Cultures  In  Liquid  ..  L2 

Bug-Out  Fl 

Drain  Cleaner    LI 

Dual-27    Dl 

Emulsion  Bowl  Cleaner   C2 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

L-Tox  Spray    Fl 

Lemon  Fresh  20    A4 

Mi-T-Miz  Al 

Odo-Out  CI 

Porcelain  &  Tile  Cleaner    C2 

R.I.S.-15  F2 

Super  Smooth   El 

The  One  CI 

Zimmerman,  Inc. 

Complex  Z66  Al 

Zing  Agricultural  Prod  Applications 
Inc. 

Zing   CI 

Zip  Aerosol  Products 

D-5440  Fluorocarbon  Dry  Lubricant   ..  H2 

Min-Oil  Mold  Lubricant  M-304  HI 

Zip  Chem  ZC-010  H2 

Zip  Slip   HI 

Zip-Aerosol  D-5010   H2 

ZC-100  Pure  Silicone  Lubricant HI 

Zobrist,  J.C.  Company,  Inc. 

All  Purpose  Cleaner    CI 

Bu-Solv   A4 

Deodorizing  Cleaner  A4 

Hi-Action  Cleaner  A4.C1 

Nonol  Al 

Pink  Concentrate  Cleaner  A4 

Power  Clean    A4 

Steam  &  Pressure  Liquid  Cleaning 

Cmpd Al 

Strip-Clean  A4 

System  II  Steam  &  Pressure  Cleaner  ..  Al 

Zorbite  Corporation 

Zorbite  Jl 


Zurn  Industries,  Incorporated 

Polyzyme  II  L2 

Zurn,  O.  F.  Company 

Zurn  Ammonia  Oil  #3    H2 

Zurn  Ammonia  Oil  #4    H2 

Zurn  Aquagrind  WN  PI 

Zum  EP  Lube  #150 H2 

Zurn  EP  Lube  #35 H2 

Zurn  EP  Lube  #50 H2 

Zurn  EP  Lube  #80 H2 

Zurn  EP  Lube  #95 H2 

Zurn  Safety  Cleaner   Kl 

Zurn  Safety  Cleaner  #3-0  Food  Grade  Kl 

Zurn  White  Oil  #150-T HI 

Zurn  White  Oil  #200-T HI 

Zum  White  Oil  #350-USP   HI 

Zurn  White  Oil  #90-T HI 

Zurnfleet  HD  SAE  10-10W   H2 

Zumfleet  HD  SAE  15W-40   H2 

Zurnfleet  HD  SAE  20-20W   H2 

Zurnfleet  HD  SAE  30  H2 

Zurnpreem  10A  H2 

Zumpreem  10W-30  H2 

Zurnpreem  15-HD  H2 

Zurnpreem  15A  H2 

Zumpreem  21-HD  H2 

Zurnpreem  21A  H2 

Zumpreem  30-HD  H2 

Zumpreem  30A  H2 

Zumpreem  5W-20  H2 

Zumpreem  50A  H2 

1st  Ayd  Corporation 

#139  Mighty  Fine  Hand  Soap    E4 

#150  Hand  Cleaner  E4 

#164  One  Step  Sanitizing  Hand  Soap   ..  E2 

#23  Penetrating  Lube  with  Teflon  H2 

#40  Glass  Cleaner  CI 

#71  Powdered  Floor  Soap CI 

#72  HD.  Powdered  Floor  Soap  A4 

#73  Supersoap  A4 

#890  Hook  &  Trolley  Cleaner  A2 

#944  True  Blue  A4 

#967  Super  Butyl  Cleaner A4 

Big  Red  #958    Al 

Brake  Parts  Cleaner K2 

Break-Thru D2 

Carburetor  Cleaner    K2 

Cling  Toilet  Bowl  Cleaner  C2 

Cutting  Oil  H2 

Do-It  All    C2 

DuzItAH  CI 

Emergency  Drain  Opener  LI 

Fire  Power  A4 

Gasket,  Paint  &  Decal  Remover    PI 

Glass  Cleaner CI 

Heavy  Duty  Detergent  Degreaser  A4 

Heavy  Duty  Toilet  Bowl  Cleaner C2 

Liquid  Alive    L2 

Lotionized  Hand  Cleaner   El 

Mirrors  Plus  (Aerosol)   CI 

Orange  Ayd  Organic  All  Purpose 

Cleaner   CI 

Problem  Solver   CI 

Rust  Penetrant  H2 

Safety  Solvent  K2 

Safety  Solvent  &  Metal  Parts  Cleaner  K2 

Spray  And  Wipe  All  Surface  Cleaner  CI 

Spray  Silicone  H2 

Spray  Silicone  H2 

Stainless  Steel  Polish  and  Cleaner  CI 

Super-Bowl  Cleaner    C2 

Super-Bowl  Cleaner    C2 

Teflon  Lube  Spray  With  Vydax  CI 

Tile  Klenz   A3 

Vinyl  Leather  Fabric  Cleaner  CI 

White  Lithium  Grease  H2 


1st  Ayd  White  Lithium  Grease  H2 

965  Super  Steam  Cleaner  Al 

966  Short  Cut  Super  Steam  Cleaner    ..    Al 

1st  Choice  Products 

Pro  Cut    Al 

1st  Choice  Antiseptic  Hand  Soap  E2 

17th  Street  Paper  Plus 

Brute  Force    C2 

Clear  Image  CI 

20/10  Products,  Inc. 

SC-5  All  Purpose  Cleaner  Cone  (Green)  Al 
SC-5  All  Purpose  Clnr/Dgrsr  Cone 

(Org)  Al 

SC-5  Industrial  Strength 

Clnr/Dgrsr(Yel) Al 

SC-5  Inhibited  Propylene  Glycol  PI 

SC-5  Liquid  Hand  Soap  (Pearlized) El 

SC-5  Sanitizer/Disinfectant  D2 

21st  Century  Chemicals 

Wonder  All  Purpose  Cleaner  &  De- 
greaser!       Al 

3  D  Chemical  &  Supply,  Inc. 

Medi  Soap  El 

3-G  Industrial  Supply 

Clear  Reflections  (Aerosol)    CI 

3-P  Specialty  Inc. 

Eliminator    CI 

GAB L2 

Sampson  Plus    Al 

See  Thru    CI 

See  Thru  (Bulk) CI 

3M 

A-101  Spray  Cleaner CI 

Compublend  Cleaning  System   PI 

CompuBlend  II  Cleaning  System  PI 

Scotch  Brand  1605  Demoisturant  ..  H2.K2 
Scotch  Cable  Cleaner  &  Degreaser  1606  Kl 
Scotch  Heavy  Duty  Contact  Cleaner 

1607    K2 

Scotch  Silicone  Lubricant  1609  HI 

Sectrol  #92  Ready-To-Use   F2 

Sectrol  No   1490  Concentrate F2 

Sharpshooter  Extra  Strength  No  Rinse 

Cln CI 

Stainless  Steel  Cleaner  &  Polish    CI 

202  Foam  Scrub    CI 

3M  Bathroom  Cleaner  Concentrate   ....    C2 

3M  Brand  Spray  Belt  Dressing    PI 

3M  Brand  Stainless  Steel  Clnr  &  Pol 

Liq CI 

3M  Brand  Trouble  Shooter  A4 

3M  Degreaser  &  Cleaner   Kl 

3M  Dry  Lubricant  H2 

3M  Food  Service  Degreaser  Concentrate  Al 
3M  General  Purpose  Cleaner  Ready- 
To-Use    CI 

3M  Glass  Cleaner  Concentrate  CI 

3M  Lithium  Lube  P.N.  08915    H2 

3M  Neutral  Cleaner  Concentrate   CI 

3M  Sanitizer  Concentrate  D2 

3M  Sanitizer  Concentrate   D2 

3M  Silicone  Lubricant    HI 

3M  Silicone  Spray  Lubricant  P.N. 

08935    HI 

3M  4-Way  Spray  P.N.  08902  H1K: 


11-459 


5  Star  Chemical  Corporation 

Citri  Star    CI 

DAL-500  Fragrance  Free    Al 

DL-100 CI 

F-S  Concentrate  A4.C1 

Formula  1189    A4 


H-100  A4 

HV-1    A8 

Impala    CI 

PC-17  CI 

PF-DA   CI 

Super  EEZ-III    CI 

Super  EEZ-III  HD  CI 

Super-Eez CI 

Super-X   CI 


SD-5  CI 

SW-Smokehouse  Cleaner   A8 

Tridon    A4 

Whisk-Brite  A4 

7HC  Corporation 

Ferric  Chloride  Solution  LI 

Liquid  Ferric  Sulfate  LI 


11-460 
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